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SECTION 1 


INTRODUCTION 





This Illustrated Parts Breakdown is applicable to the USAF Model F-86K 
airplanes, manufactured by North American Aviation, Inc. of Los Angeles, 


California. 
This parts breakdown is divided into four sections: 


Section I Introduction 

Section II Group Assembly Parts List 
Section III Numerical Index 

Section IV Reference Designation Index 


NOTE: In order to expedite the delivery of spare parts, the airplane model, 
serial number, part number and title should be supplied when requesting parts. 
The exact position, function and other pertinent data contributing to the ad- 
equate definition of parts, if supplied with the requisition, may well avoid 
costly delay in procurement. š 


Supplementary information of the operation, repair and inspection.may be 
found in the following publications: 


T. O. 1F-86K-01 : Handbook of Applicable Publications 
T. O. 1F-86K-1 Flight Handbook 

T. O. 1F-86K-2-( ) System Handbook of. Maintenance Instructions 
T. O. 1F-86K-3 Handbook of Structural Repair 

T. O. 1F-86K-6 Handbook of Inspection Requirements 


ABBREVIATION EXPLANATION 


Certain standard abbreviations have been used throughout this parts 
breakdown in order to minimize the wording needed for frequently used notes 
or phrases. 


The following phrases will be used in abbreviated form as specified in 
USAF Publication S-1-2 (Item Identification and Description): FRMLY (formerly), 
WHN EXH USE (when exhausted use), USE .UNTL EXH “(use until exhausted), INTRCH 
WTH (interchangeable with), and MTCHD CMPNT DO NOT STK SEP (matched components 


do not stock separately). 


All other abbreviated words in this parts breakdown are in accordance 
with MIL-STD-12 
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9 PREFIX TO RESPECTIVE 
GROUP NUMBER 
DESIGN LAYOUTS, SUBSTITUTION, 
PROPOSAL & REWORK 


00001 


THREE VIEW 
DRAWING 








61001 


FIXED GUN 
INSTALLATION 


I 
H 
| 
I 63001 


BOMB 
INSTALLAT I ON 


65001 


PYROTECHNICS 
INSTALLATION 


67001 


TOW TARGET 
INSTALLAT 1 ON 





“40001 


POWER PLANT 
INSTALLAT ION 


50001 


FIXED 
EQUIPMENT 





51001 


INSTRUMENT N 
INSTALLATION M 













54001 
ELECTRICAL 
EQUIPMENT 

INSTALLATION 


62001 


FLEXIBLE GUN 
INSTALLAT LON 





55001 
MOOR I NG-TOW ING 
HANDLING GEAR 


64001 INSTALLAT ION 


TORPEDO 
INSTALLAT ION 56001 

CATAPULT 6 
ARRESTING GEAR 


66001 INSTALLAT | ON 
GUN CAMERA 
INSTALLAT I ON 57001 


FLOTAT ION 
GEAR 
INSTALLAT ION 





68001 


ROCKET 
INSTALLAT 1 ON 


41001 


ENGINE 
ASSEMBLY 


52001 
SURFACE 
CONTROL 
INSTALLAT | ON 





42001 
52101 52201 ENGINE 
CONTROL STICK ELEVATOR ACCESSORIES 
OR WHEEL INSTALLAT 1 ON 


INSTALLAT ION 


CONTROL 
INSTALLAT I ON 





52301 
AILERON 
CONTROL 

INSTALLAT | ON 


43001 

ENGINE 

CONTROL 
INSTALLAT I ON 


52401 
RUDDER 
CONTROL 
INSTALLATION 


44001 





52501 
TRIM TAB 
CONTROL 


INSTALLAT I ON 


71001 
COMMUN I CAT LON 
EQUIPMENT 
INSTALLATION 


73101 
PHOTOGRAPHIC 
EQUI PMENT 
INSTALLAT 1 ON 


73501 

SAFETY 
EQUIPMENT 
INSTALLAT ION 


& VENTILATING 
INSTALLAT I ON 














GLIDER TOWING 
INSTALLAT ! ON 





53301 
HEAT ING 


52601 
SLOT & FLAP 
CONTROL 
INSTALLAT I ON 


PROPELLER 
ASSEMBLY 


52701 
DIVE BRAKE 
CONTROL 
INSTALLAT | ON 





45001 


START ING 
INSTALLAT 1 ON 











72001 
AV IGAT ION 
EQUIPMENT 
INSTALLAT I ON 


73001 
MISCELLANEOUS 
EQU | PMENT 
INSTALLAT ION 








46001 


“COOLING 


73301 INSTALLAT 1 ON 


OXYGEN 
EQUIPMENT 
INSTALLAT I ON 











47001 
LUBRICATING 
SYSTEM 


73701 INSTALLATION 





EQUIPMENT 





48001 


FUEL SYSTEM 
INSTALLATION 


53001 


FURNISHINGS 
INSTALLAT 1 ON 





49001 


58001 
HYDRAULIC 

SYSTEM 
INSTALLAT I ON 


AUXILIARY 
PROPULSION 





00003 


1NBOARD 
PROFILE 
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00002 
GENERAL 


AIRPLANE 
ASSEMBLY 


30001 
BODY GROUP 





31001 

FUSELAGE 

COVER 
INSTALLAT ION 


32001 
ENGINE 
NACELLE 
INSTALLATION 





31101 32101 
FUSELAGE ENGINE 
GENERAL FRAME NACELLE FRAME 
ASSEMBLY ASSEMBLY 





32901 
NACELLE 
ENGINE MOUNT 
ASSEMBLY 






ASSEMBLY 






ENCLOSURE 
INSTALLAT 1 ON 


ο 11001 
a CENTER SECTION 
LANDING GEAR ASSEMBLY 


INSTALLAT ION 





33201 


WHEEL -BRAKE 
ASSEMBLY 


33101 


CHASSIS 
ASSEMBLY 


33401 

BRAKE 

CONTROL 
INSTALLAT I ON 


33501 
RETRACT ING 
MECHANISM 
INSTALLAT 1 ON 


34001 
AUXILIARY 
LANDING GEAR 
INSTALLAT ION 


34201 


WHEEL -BRAKE 
ASSEMBLY 


34101 


CHASSIS 
ASSEMBLY 


34401 

BRAKE 

CONTROL 
INSTALLAT I ON 


34501 
RETRACT I NG 
MECHANISM 
INSTALLAT | ON 


35001 36001 
WING TIP 

MAIN FLOAT FLOAT 

INSTALLAT I ON INSTALLAT HON 


ASSEMBLY 





01001 


WIND TUNNEL 
MODELS 











INSTALLAT | ON 





03001 


HANDBOOK 
ILLUSTRAT IONS 


05001 


MOCKUP| FIELD 
SERVICE 


20001 


10001 


WING 
INSTALLATION 


EMPENNAGE 
INSTALLAT 1 ON 


























































21001 
HOR 1 ZONTAL 
STABILIZER 
ASSEMBLY 


22001 


ELEVATOR 
ASSEMBLY 






23001 
VERTICAL 
STABILIZER 

` ASSEMBLY 


24001 


RUDDER 
ASSEMBLY 









12001 


33301 UPPER 
OUTER PANEL 
FAIRING ASSEMBLY 


INSTALLAT I ON 






13001 
33901 LOWER 
CENTER SECTION 
SKI ASSEMBLY 


INSTALLAT | ON 





14001 
LOWER 
OUTER PANEL 
ASSEMBLY 






15001 
UPPER 
AILERON 
34301 ASSEMBLY 


FAIRING 






16001 
LOWER 
AILERON 


34901 ASSEMBLY 


SKI 
INSTALLATION 






17001 
LEADING EDGE 
AIRFOIL 
ASSEMBLY 


37001 


HULL 
ASSEMBLY 


18001 


FLAP 
ASSEMBLY 


19001 


DIVE BRAKE 
ASSEMBLY 


39001 
FUSELAGE 
DIVE FLAPS 
INSTALLAT ! ON 
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N.A.A. DRAWING PREFIX CHART 









PREFIX MODEL 

























































































































120 xF-82 
123 F-82 
1 B-45 
13 XFJ-1 
N.A.A. DRAWING NUMBERING SYSTEM Tio xP ὅδ 
2 141 FJ-1 
142 XSN2J-1 
144 F-82E 
. f 146 XAJ-1 
Numbers are assigned to North American Aviation Drawings in accordance 151 F-86A 
with the chart on the opposite page. The basic number (number after the 153 B-45C 
dash) assigned a drawing is determined by the function it performs. For ex- 153 rtg 
ample, Electrical Drawings are assigned numbers in the 54000 series, Hy- 161 P-86A 
draulics Drawings in the 58000 series, etc. The identity of a part is determined 165 F-86D 
by the functional group for which it was designed, regardless of its location 170 F-86E 
in the airplane or of its method of attachment. The number before the dash 171 T-28A 
is the North American Aviation Model Designation for the airplane for which lTe F-86E 
à Φαρα Aviar he : 173 F-86D 
the part was originally designed. However, a part originally designed for 176 F-B6F 
one model may be used on any other model and if the part remains the 177 F-86D 
same the drawing number also remains the same. 180 YF-100A 
181 FJ-2 
187 P-86H 
190 F-86D 
191 F-86F 
192 F-100A 
N.A.A. Standard Part numbers consist of a number, alphabetical don ΤῊ 
letter and another number. The alphabetical letter in this Part Num- 202 F-86F 
> M 203 F-86H 
ber arrangement is taken from the first letter of the descriptive noun 205 YF-86K 
identifying the part. In some cases the basic number is the part num- es Er: 
ber while in others, dash number coding is added to completely 522 í F-86K 
232 F-86K 


define the size, material, etc. For example, 4812-2, 587, 6C8, 2N1, 
2P3-3, 6R1-2, 7954-10-10, etc. 


F-86K 






ROUND ENO OF TOR 
COU ; TOPCOIL INIST i I 
Δε PARALLEL 7ο 
BASE LINE 





Next assemblies,of part. 


Number required per air- 
plane per next assembly. | 






059. WIRE DIA. 
i : Z ¿czyv£ COILS 46 DIA. 

Y INACTIVE COM LARGE END, § INACTIVE COIL SMALL END.. 

SÅ TOTAL. COILS 
Ajzaapit.Se85 22 18. WHEN 
COMPRESSED TO G LENGTH 
HEAT SPRING AT SES? £ FOR 
/O MINUTES AFTER FORMING 






















(J VSEO ON P.51D (NA-109 #1601 d SUBS) 


Duseo ow 93/0 (19-109 #1-1600) 
AprF4dd 7Z853 Z SUBS PND (NI 





AF g< 4325.3 70 APF EA-1A. 







































GWA 40-200 ARERI ""20/ Z SUES) Z22FZZ- 77253 4 SUBS. Ya 
72 ARETO TDR CC. Ë 
LETS MARKED THUS QUSEO av 55,8 2252 | dz] 
AIRPLANE SERIAL HD ACITACIOS f pum dem emm [c p ee 


ΕΞ παν πε». 
"| NORTH AMERICAN AVIATION. hac. 






SWITCH PROTECTOS SEAL 





Eu t 
FETO 
| : 


` Code symbols refer to 
¡notes on face of Dwg. 





102-Prefix indicates that part was first 


designed for N.A.A. Model 102 (P-51B). à 
: - Model Column shows all mod- ο 


els on which part is used. 


Basic Number in 54000 series indicates a 
part designed for the Electrical System. (See 
chart on page 6.) 
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HOW TO USE. THE ILLUSTRATED. PARTS. BREAKD 


Determinethe location of the part inrelation-to the major groups of the airplane: 
ο Wing, Tail, Fuselage, Alightic . Gear; Power. Plant: and Engine Section, , and 
Loose Equipment. : pl 


L 


x s 

epis O MD Nempe 

rerit iios Petri Πω, 
TU 


ra ss azana Š 


Turn to the Table of Contents. Under each of the major group headings will be 

ound a jist of all illustrations comprising that-Group. From this, list select the 
illustration most likely to contain the desired part; or Consult one of the Complete. 
System Installation Drawings which appear as the last pages of Section.ll. These’ 
“illustrations show complete functional systems (Fuel, Hydraulic, Electrical, etc. ),4 


Complete Wing Fuel System 'and serve: ds o visual index to the equip ment throughout the breokdow. 
Equipment Installation Ë 


8 wt ess κ 


Refer to the page number indicated and 
find desired. part on illustratió : 


Note the Figure Number of the illustration 
and the Index Number of the part. Refer. 
3. If illustration of part is ; XC to. the. corresponding Figure Index. Num-' 
e desired—refer'to i - ber onthe’ Assembly List page. for. Part * 


.same Figure and In-. Š ' a Number,: Nomenclature, etc.. > 
' dex. Nümber on.ac 


A cormparnying- illustra- 
; tion. i 





"ul 
ή 








anres 
anions 


Ester 
e 


2 Turn to Figure and E : 
ο Index Number indi- 3 E: 3 zn 


cated to obtain de- 
sired information. 


sa κά mua 


sa rie nae 





—when the 
Part Number 
is known 





] Find the Part Numbersin the Numerical 

* Parts List. Note the Figure and Index 
Number where the part is called out in 
MSS Assembly Parts List. 


—— ———— d. 


versati 





wee 


a» 
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" SECTION II=GROUP ASSEMBLY PARTS LIST illustrates and lists parts which are stocked or likely to: be stocked as being 
capable of replacement. Parts which have lost their individual identity as a result of being fabricated into a permanent 


assembly are not listed. The listing of parts in this catalog shall not be construed to mean that all parts have been procured 
and are in stock as spares. Whether or not a part 
has been procured as a replacement part shall 

! ; : : TT 
be determined from Air Force Stock Lists. — το μα. 


JING ELECTRICAL (Cont) 























κ das 4 5 NOMENCLATURE 
117-5018 ELLCTR YS TEM EQUIPMENT INSTALLATION, Wing left... s> ++ 
Zee figure 2 for next assembly) 


2 INDEX NUMBER of part on illustration. 117-5% ELECTRICAL Syasi Ufip«ENT INSTALLATION, Wing right .. . + + + 
gure 2 for next assembly 










1 FIGURE NUMBER of corresponding illustration. 














- 7-54209 BRACKET, Main landing gear door switch LH 


3 PART NUMBER—for explanation of North Ameri- 
117-54209-1 BRACKET, Main landing gear door switch RH 


can Aviation drawing numbering system, see 














drawing breakdown chartin introduction section. -2 8 .TRQ1T + S4ITCH ASSEMBLY (Micro Switeh Corp.) «ett t n ng 1 
η -3 AN935-816L ο S. ο aa k s ο ο. 1 
4 NP indicotes Non-Procuroble. a4 1092-54257 « SEAL A, Landing gear position indicator awitch . . . + 1 
Ñ -5 73-54221 . BOLT, Landing gear position indicator switch 2ctuating 1 
5 When LEFT AND RIGHT-HAND PARTS are listed -6 ANZAS-=10 V MUA A P EE 1 
together under one index number, the left-hand -τ 117-58217 . BOX ASSEMBLY, Main landing gear indicating switch LH . . + + 1 
parts are shown on the illustrations. r e PACHING' PARTS aa Main landing geer indicating avitch RE ] 6 
κ - NUT, Self locking 250°F 3 
6 ATTACHING PARTS are listed immediately after AN520-8-8 - SCREW, Round head machine + + - +: e a? 
the item being attached and preceding any com- -9 AN520-8-10 . SCREW, Round head machine... ..... 1 
ponents of the item. UNT 
-10 117-54222 + . COVER, Main landing gear indicating switch box LH. . 1 1 
7 VENDORS' NAME shown after title—for complete 117-54222-1 . . COVER, Main landing gear indicating switch box RH. 
š E -1i ANS30-8A6 "co A ο ο EE 2 
Αλαν and oddress, see olphobeticol list of ος, | Í Nur, sous (Tinnerman Products, Inc.) ^. ° 
s » -13 BZTRQ1T . . SéITCH, (Micro Switen Corp. J(GFAE 8 
dde : 14 117-505% . . INSULATOR, Landing gear indicating switch... s 2 
8 a So furnished proper- -15 127254225 2 S qo, main lending gear indicating suttch operating +. > È 9 
k etail breakdown is listed for these paris. 
-16 551-6 - + BOLT, stment 10-32 (North American) . . . s 4 8 ... + 1 B 
9 USEABLE CODES—shown here—for explanation : SH ANNE Ne μα ων : 10 
see introduction page. -18 117-5822% . . LEVER, Main landing gear indicating switch operating . . - 1 
-19  AN30-6 2. NT. n n n n ng o AR š 1 1 





















10 INDENTURE of titles indicate the relationship of 
parts to the next assembly. For example, the 
items shown here in column 3 are the component 
parts of 117-54217 and 117-54217-1 Box As- 
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semblies. PARI NUMBER pope PART NUMER- M AND 
11 AR indicates "As Required." ACCELEROMETER 
q ΗΠ Mod ἀλλὰ 16ι. 22- 1 3 
83-22 1 AN155-16S «5-12 
262-11 1 AN155-325 91-40 
262-8 1 AN155-8L 101-9 » 
o 263-9 2 AN162-3LL 
` BOOK 258 1 AN162-3RL 
j " CAMERA 188-12 1 AN173-10A 
SECTION III — NUMERICAL INDEX is the index for CASING PEE AN173-12A 
the catalog, listing all part numbers called for in CATALOG Bed m" Tura 
e g, g P z υ 5 CATAPULT ASSEMBLY 194-22 1 4531 1111751823% 
: ° HA] 
Section H . CONTROL 303-25 1 teas 2 1 
SES νι w BM 
DESTRUCTOR, 179 3 s2co-s66916-6 175 171.24 Š 1 4 
ENGINE 266-41 ^P 
E CT 
12 COMMERCIAL PARTS and parts for which no part FILTER Was 1 bs 
number is available are listed at the beginning of id Hen ὁ 
the Numericol Parts List in alphabetical order. GROOVE PIN ier ἰ 
D 
13 For STANDARD PARTS, including the Contrac- 6 
tor's standards, only one figure and index num- i 
ber is listed. INDICATOR 1 13-21217-5 
1 13-21217-7 
14 FIGURE AND INDEX NUMBER where parts are 1 140-31026 | 
illustrated and listed. i 1202331039 — 1 1 
l | 
15 The QUANTITY PER A/C summarizes the callouts i 140-3096 
in Section Il and is not necessarily total quantity 1 120212472 


per airplane. 


16 The NUMERICAL ARRANGEMENT is in accordance 
with Specification MIL-B-5005A. 


17 CLASS CODE and/or STOCK NUMBER 











SECTION IV—REFERENCE DESIGNATION INDEX 
is a cross reference of item numbers in the Hand- 
book of Maintenance Instructions and the Illustrated 
Parts Breakdow 


AN33T0-1 
AN3316-1 
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A13353-1 
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AN3350-1 A83308-1 
237EAJ ` 


18 REFERENCE DESIGNATIONS are item numbers 
assigned to the parts in the wiring data section 
of the Handbook of Maintenance Instruction. 


19 FIGURE AND INDEX NUMBER where parts ore 
illustrated and listed. 


20 PART NUMBER for identification purpose. 
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AN3308-1 
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CODING EXPLANATION 


"Useable On" codes are used throughout this book to indicate the USAF Serial Numbers 
`of the airplanes on which the various parts are used. When no "Useable On" code is listed 
after a part, it is useable on all F-86K airplanes. 


"Useable On" codes are explained at the bottom of each nomenclature on which they 
appear, and apply to that individual nomenclature only. 


For example - The "Useable On" code "A" appears opposite a part indicating that the 
usage of such part is limited to only certain F-86K airplanes. Look at the end of the 
nomenclature for the footnote "A" which will give the USAF Serial Numbers of the F-86K 
airplanes on which this part can be used. 





Parts coded "A,D" are used on airplanes coded "A" and "D" only. The USAF Serial 
Numbers listed below are those assigned to the F-86K airplanes. 


NAA Model NAA Sequence USAF Model USAF Serial Numbers 
NA-207 1 thru 50 F-86K 53-8273 thru 53-8322 
NA-213 1 thru 120 F-86K 54-1231 thru 54-1350 
NA-221 1 thru 70 F-86K 55-4811 thru 55-4880 
NA-232 1 thru 56 F-86K 55-4881 thru 55-4936 
NA-242 1 thru 45 F-86K 56-4116 thru 56-4160 


6 Changed 15 April 1960 
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ALPHABETICAL LIST OP VENDORS 


A 


AA Metal Products, Inc. - : 

South Broadway & Compton Blvd. 

Gardena, California 
Accurate Sales 

3951 Heiguera Street 

Culver City, California 
Adel Precision Products Corporation 

10777 Van Owen Avenue 

Burbank, California 
Advance Electric and Relay Company 

2435 Ν. Naomi Street 

Burbank, California 
Aero-Coupling Corporation 

1051 North Hollywood Way 

Burbank, California 
Aero Marine Products Company 

1933 Pontius Avenue 

Los Angeles, California 
Aeroquip Corporation 

300 South East Avenue 

Jackson, Michigan 
Air Associates, Incorporated 

Teterboro, New Jersey 
Airborne Accessories Corporation 

1414 Chestnut Avenue 

Hillside 5, New Jersey 
Aircraft-Marine Products, Inc. 

2102 Paxton Street 

Harrisburg, Pennsylvania 
Alresearch Manufacturing Company 

9851 Sepulveda Boulevard 

Los Angeles, California 
Air Products Company 

322 East Beach Street 

Inglewood, California 
Airtron, Incorporated 

101 E. Elizabeth Avenue 

Linden, New Jersey 
Alemite Company 

(Stewart-Warner Corp) 

Chicago, Illinois 
Allen-Bradley Company 

136 W. Greenfield Avenue 

Milwaukee +, Wisconsin 
Allen Engineering Company 

6919 San Fernando Road 

Glendale, California 
Alloy Products Corporation 

Waukusha, Wisconsin 
American Chain & Cable Company, Inc. 

Bridgeport, Connecticut 
American Phenolic Corporation 

1830 South 54th Avenue 

Chicago 50, Illinois 
American Radio Hardware Company, Inc. 

110 East 3rd Street 

Mt. Vernon, New York 
American Screw Company 

W. Main and Eagle Street 

Willimantic, Connecticut 
American Seating Company 

9th and Broadway 

Grand Rapids, Michigan 
Apex Machine and Tool Company 

1025 South Patterson Blvd. 

Dayton 2, Ohio 


Aro Equipment Corporation 


1949 Eric Avenue 
Byran, Ohio EL x 
Arrowhead Rubber Company 
Div. of National Motor Bearing Co., Inc. 
2350 Curry Street 
Long Beach, California 
Atco Pulley Company 
Wilkes-Barre, Pennsylvania 
Atec Controls Company 
13011 Oxnard 
Van Nuys, California 
Atlas Locknut and Fastener Company 
2031 Granville Avenue - 
Los Angeles 25, California 
Aviation Development, Incorporated 
Burbank, California 
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Awica Products, Incorporated TOC - 
2113 Stoner Avenue 
Los Angeles, California 


B 


Barber-Coleman Company 
115 Loomis Street 
Rockford, Illinois 
Barry Corporation, The 
700 Pleasant Street 
Watertown 72, Massachusetts 
Bead Chain Manufacturing Company, The 
4 Mt. Grove Street 
Bridgeport 5, Connecticut 
Bell and Howell Company 
7100 McCormick Road 
Chicago 45, Illinois 
Bendix Aviation Corporation 
1500 Trombly Avenue 
Detroit 11, Michigan 
Benrus Watch Co. 
30 Cherry Avenue 
Waterbury, Connecticut 
Bertea Products 14 
1450 No. Lake Avenue 
Pasadena 6, California 
Bohanan Manufacturing Company 
3513 W. Washington Blvd. 
Los Angeles 18, California 
BuAer 
Electronics Division 
Department of the Navy 
Bureau of Aeronautics 
Washington 25, D.C. 
Burndy Engineering Company 
Bruckner Blvd & Brown Place 
New York, New York 
Burton Electrical Engineering Company 
100 Lomita 
El Segundo, California 
Bussmann Manufacturing Company 
2538 W. University Street 
St. Louis 7, Missouri 


C 


California Hardware Company 
500 East lst Street 
Los Angeles, California 
Cam-Stat, Incorporated 
Div. of The Paul Henry Go. 
11831 West otympte Blvd. 
Los Angeles 64, California 
Camloc Fastener Corporation 
Paramus, New Jersey 
Canady and Hudson Company 
1940 E. 65th Street 
Los Angeles 1, California 
Cannon Electric Development Company 
Humbolt at Avenue 33 
Los Angeles, California 
Carma Manufacturing Company 
1879 Mullin Avenue 
Torrance, California 
Carter, The J.C., Company 
Pasadena 1, California 
Chicago Telephone Supply Corp. 
1142-1232 W. Beardsley Ave. 
Elkhart, Indiana 
Cinema Engineering Company 
Burbank, California 
Circle Weld Company, Incorporated 
150 West Olive Avenue 
Burbank, California 
Clark Company, David 
P.O. Box 555 
360 Park Avenue 
Worchester, Massachusetts 
Clarostat Manufacturing Company, Inc. 
295-287 North 6th Street 
Brooklyn 11, New York 
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Cleveland Pneumatic Tool Company, The 
3781 East 77th Street 
Cleveland, Ohio 
Cole Electric company 
8349 Steller Drive 
Culver City, California 
Com-Air Products, Incorporated 
1201 Rio Vista 
Los Angeles 23, California 
Comar Electric Company 
3349 West Addison Street 
Chicago 18, Illinois 
Cook Electric Company 
2710 North Southport Avenue 
Chicago 14, Illinois 
Cornellius Company, The 
P.O. Box 905 
Minneapolis, Minnesota 
Cornell-Dubiier 
1000 Hamilton Boulevard 
South Plainfield, New Jersey 
Cromer Mfg. & Engineering Company 
2138 East 88th Street 
Los Angeles 2, California 
Curtis Automotive Devices, Inc. 
Bedford, Indiana 
Cutler-Hammer, Incorporated 
1391 West st. Paul Avenue 
Milwaukee 1, Wisconsin 


D 


Dale Products, Incorporated 
1354 28th Street 
Columbus, Nebraska 
Danley Machine Specialties, Inc 
2100 So. Laramie Avenue 
Chicago 50, Illinois 


Deutsch Mfg. Co. 
7000 So. Avalon Blvd. 
Los Angeles 3, California 
D.K. Manufacturing Company, Inc 
5059 Kedzie Avenue 
Chicago, Illinois 
Drescher, Carl, Precision Machining Company 
1951 North Ontario Street 
Burbank, California 
Dunbar Kapple, Incorporated 
c/o Thorson Company 
1644 North Orange Grove Ave 
Los Angeles 16, California 
Durham Aircraft Service, Incorporated 
56-15 Northern Boulevard 
Woodside, New York, New York 
Dzus Fastener Company 
John Street 
Babylon, New York 


E 


Eaton Manufacturing Company 

Cleveland, Ohio 
Eclipse-Pioneer Division 

(Bendix Aviation Corp) 

43 Williams Avenue 

Teterboro, New Jersey 
Edwards and Company, Inc 

Post Hill Road 

Norwalk, Connecticut 
Elastic Stop Nut Corporation of America 

2321 Vauxhall Road 

Union, New Jersey 
Electric Service Manufacturing Company 

2901 North 17th Street 

Philadelphia 32, Pennsylvania 
Electro-Switch and Controls, Inc 

5757 Camille Avenue 

Culver City, California 


Electronics Research, Inc . 
2300 No. New York Avenue 
Evansville, Indiana 


Electronic Specialty Company 
3456 Glendale Boulevard 
Los Angeles 37, California 
Electronic Transformer Company, Inc 
213 West 25th Street 
New York 1, New York 
Elliot Engineering Company 
2800 E. Century Boulevard 
Lynwood, California 
Essex Manufacturing Company 
6143 Bartmer Avenue 
St. Louis 14, Missouri 





F 


Fafnir Bearing Company, The 
New Britain, Connecticut 
Faraday Electric Corporation 
1800 Church Street 
Adrian, Michigan 
Fenwal, Incorporated 
111 South Burlington Avenue 
Los Angeles H, California 
Flexco, Incorporated 
7856 Salt Lake 
Huntington Park, California 
Flexonics Corporation 
1315 South 3rd Avenue 
Maywood, Illinois 
Frebank Company 
I Glendale, California 


Gasket Manufacturing Company, The 
319 West 17th Street 
Los Angeles, California 
General Controls Company 
801 Allen Avenue 
Glendale 1, California 
General Electric 
Schenectady 5, New York 
Gildersleeve, L.G. 
55 Valley Boulevard 
Pasadena 2, California 
Gilfillan Brothers, Incorporated 
Venice Blvd at Berendo 
Los Angeles, California 
Gladden Products Corporation 
: Glendale, California 
Glass Containers, Incorporated 
1789 Montgomery 
San Francisco, California 
Globe Industries, Incorporated 
Dayton, Ohio 
Goodrich Company, B.F., The 
Akron, Ohio 
Goodyear Tire and Rubber Company, The 
Akron, Ohio 
Great Lakes Manufacturing Corporation 
1046 East 134th Street 
Cleveland, Ohio 
Grimes Manufacturing Company 
600 North Russel 
Urbana, Ohio 
Groov-Pin Corporation 
Union City, New Jersey 


Guardian Electric Manufacturing Company 
1621-T West Walnut Street 
Chicago 12, Illinois 








Halfco Bearing Company 
812 Flower 
Burbank, California 
Hamilton Standard Propeller Division 
(United Aircraft Corp) 
East Hartford, Connecticut 
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Hartman Electrical Manufacturing Company 

175 Diamond Street 

š Mansfield, Ohio 

Hartwell Aviation Supply Company 

9035 Venice Boulevard 

Los Angeles 3%, California 
Haskel. Engineering and Supply Company 

τοι West Broadway 

Glendale, California 
Haydon, Company, The A.W. 

Waterbury 20, Connecticut 
Heim Company, The y 

100 Sanford Street 

Fairfield, Connecticut 
Heli-Coil Corporation 

951 Shelter Rock Lane 

Danbury, Connecticut 
Helipot Corporation 

1011 Mission Street 

South Pasadena, California 
Henry Engineering Company, Incorporated 

3625 West Pacific Avenue 

Burbank, California 
Hetherington, Incorporated 

1200 Elmwood Avenue 

. : Sharon Hill, Pennsylvania 

Hoffman Laboratories Inc. 

3761 So. Hill 

Los Angeles, California 


“Hoover Electric Company 


2100 South Stoner Avenue 
. . Los Angeles, California 
Huber Industries, Incorporated 
340 Neeb Road 
Cincinnati 38, Ohio 
Hughes Aircraft Company 
Culver City, California 


‘Hunter Spring Company 


Maple & Bond Streets 

Landsdale, Pennsylvania 
Hycor Company 

11423 Vanowen Street 

North Hollywood, California 
Hydraulic Research and Manufacturing Company 

2815 North Naomi Street 

Burbank, California 
Hydro-Aire Company 

3000 Winona Boulevard 

Burbank, California 


τ 


Industrial Design Laboratory 

12120 Wagner Street 

Culver City, California 
Industrial Products Company 

2816 N. Fourth Street 

Philadeiphia 33, Pennsylvania 
Insuline Corporation of America š 

185 Granite Street 

Manchester, New Hampshire 
International Instruments Inc. 

P.O. Box 2951 

New Haven, Connecticut 
International Resistanc Company 

1011 Terminal Commerce Bldg 

Philadelphia 8, Pennsylvania 


J 


Jack and Heintz Precision Industry, Inc. 
17598 Broadway 
Cleveland 1, Ohio 
James-Pond-Clark Company 
East Green and Chester 
Pasadena, California 
Johns-Manyille 
΄ 22 E. 40th Street 
` New York 16, New York 


Johnson, E.F., Company 


Waseca, Minnesota 
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K 


K.F. Development Company 
867 Woodside Way 
San Mateo, California 
Kahr Bearing Division 
Aerno Steel Products Corp. 
Bridgeport, Connecticut 
Kaynar Manufacturing Company 
820 East 16th Street 
I I Los Angeles 21, California 
Keystone Watch Casé 
Div. of Riverside Metal Company 
Pavilion Avenue 
Riverside, New Jersey 
Kidde, Walter and Company, Inc. 
Belleville, New Jersey 
Koehler Aircraft Products Company 
815 Vermont Avenue 
Dayton 4, Ohio 
Kohler Company 
Kohler, Wisconsin 
Kollsman Instrument Company 
8008 45th Street 
Elmhurst, New Jersey 
Korry Manufacturing Company 
223 Eighth Avenue North 
Seattle 9, Washington 
Kulka Electric Manufacturing Company 
633-643 S. Fulton Avenue 
Mount Vernon, New York 


Kurz-Kasch, Incorporated . 
1417 South Broadway 


Dayton 1, Ohio 
L 


Leach Relay Company, Incorporated 
9515 Avalon. Boulevard 
. Los Angeles, California 
Lear, Incorporated 
110 Ionia Avenue, Northwest 
Grand Rapids 2, Michigan 
Leece-Neville Company 
5109 Hamilton Avenue N.E. 
Cleveland 14, Ohio 
Leland, G.H., Incorporated 
Webster and Cramer Streets 
Dayton, Ohio 
Leonard, Wallace Ο., Incorporated 
373 South Fair Oaks Avenue 
Pasadena 1, California 
Liberty Mirror Division 
Libbey-Owens Ford Glass Company 
Brackenridge, Georgia 
Liquidometer Corporation 
Skillman Ave., 36th € 37th Streets 
Long Island City 1, New York 


‘Littelfuse, Incorporated 


1865 Miner Street 

Des Plaines, Illinois 
Lockheed Aircraft Corporation 

2555 N. Hollywood Way 

Burbank, California 
Los Angeles Molded Products Company 

11129 Chandler Blvd 

North Hollywood, California 


Los Angeles Standard Rubber Company, Inc 
1500 East Gage- Avenue 
Los Angeles, California 
Lundy Manufacturing Corporation 
205 East 43rd Street 
New York 17, New York 
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M 


MacClatchie Manufacturing Company 
2120 North Alameda 
Magnavox Company, Incorporated 
213 Bueter Road Bldg. 15 
Fort Wayne, Indiana 
Marion Screw Products Company 
327 Boots Street 
Marion, Indiana 
Marine Metal Products, Incorporated 
1220 E. 9 Mile Road 
Hazel Park, Michigan 
Marman Products Company, Inc. 
11214 Exposition Blvd. 
Los Angeles 64, California 
Master Specialties Company 
6810 Wentworth Avenye 
Chicago, Illinois 
McGill Manufacturing Company, Inc. 
1100 North Lafayette Blvd. 
Valparaiso, Indiana 
Meletron Corporation 
950 North Highland 
Los Angeles, California 
Micmold Radio Corporation 
1087 Flushing Avenue 
Brooklyn 37, New York 
Micro Metal Products, Company 
1981 Riverside Drive 
Los Angeles, California 
Micro Switch Corporation 
Freeport, Illinois 
Minneapolis- -Honeywell Regulator Company 
2954 4th Street 
Minneapolis-8, ,Minnesota 
Molded Insulation Company, Inc. 
Baynton and East Price 
| Philadelphia, Pennsylvania 
Monadnock Mills 
San Leandro, California 
Moorlee Manufacturing Company 
825 West llth Street 
Los Angeles, California 
Motordyne, Incorporated 
South Myrtle Ave & Longden 
Monrovia, California 
Muehlhausen Spring Corporation 
1950 Butler Street 
Logansport, Indiana 
Muller Electric Company 
Cleveland, Ohio 


N 


National Utilities Company 

826 Arroyo Parkway 

Pasadena, California 
Newton Insert Company 

6500 Avalon Boulgvard 

Los Angeles 3, California 
New York Air Brake Company 

422 Lexington Avenue 

New York, New York 
Nobles Engineering 

c/o John Young 

612 N. Glenoaks Boulevard 

Burbank, California 
Norlac Dies 

9068 Culver Boulevard 

Culver City, Callfornia 
North American Aviation, Incorporated 

International Airport 

Los Angeles, California 
North American Aviation, Incorporated 

: Electro-Mechanical Division 
. Downey, California 

North American Phillips Company 

100 East 42nd Street 

New York, New York 
Nutt-Shel Company, Incorporated 

811 Airway Avenue 

Glendale, California 
Nylon Molding Corp. 

143 South Avenue 

Garwood, New Jersey 


o 


Ohmite Manufacturing Company 

4837 Flournoy Street 

Chicago, Illinois 
Operating & Maintenance Specialties 

300 West 3rd 

Charlotte, North Carolina 
Oster, John, Manufacturing Company 

10 Main Street 

Racine, Wisconsin 


P 


Pacific-Airmotive Corporation 
2910 No. Hollywood Way 
Burbank, California 
Pacific Coast Engineering Company 
10910 Ocean Gate Avenue ` 
Inglewood, California 
Pacific Scientific Company 
1430 Grand Vista Avenue 
Los Angeles, California 
Palnut Company, The 
57 Cordier Street 
Irvington, New Jersey 
Parker Aircraft Company 
5827 West Century Boulevard 
Los Angeles 45, California 
Parker-Kalon Corporation 
194 Varick Street 
New York, New York 
Pantex Manufacturing Corporation 
521 Roosevelt Avenue 
Pawtucket, Rhode Island 
Peterson Company, F. Somers 
1501 South Maple Street 
Los Angeles 15, California 
Phoenix Parachute Company 
c/o Western Air Supply 
8845 West Olympic Boulevard 
Beverly Hills, California 
Pollak, Joseph Corporation 
(Aetna Motor Products Co) 
79-85 Freeport Street 
Boston, Massachusetts 
Plomb Tool Company 
2209 South Santa Fe 
Los Angeles, California 
Precision Spring Corporation 
15400 Woodrow Wilson 
Detroit, Michigan 
Price, D.W. Corporation 
11161 W. Pico Boulevard 
Los Angeles 64, California 
Price Electric Corporation 
5560 Church Street 
Fredrick, Maryland 
Proof Industries Corporation 
10000 Exposition Boulevard 
Los Angeles 34, California 
Purolator Products, Incorporated 
Dept. T, 1000 New Brunswick Ave 
Rahway, New Jersey 


R 


Radio Television Supply Company 
1501 So. Η411 Street 
Los Angeles 45, California 
Raybestos-Manhattan, Incorporated 
Passaic, New Jersey 


RBM Manufacturing Division 
Essex Wire Corporation 
2240 E. Washington Blvd 
Los Angeles 21, California 
Resistoflex Corporation 
37 Plansoen Street 
Belleville 9, New Jersey 
Rhodes Lewis Company 
Culver City, California 
Robertshaw-Fulton Controls Co. 
110 E. Otterman Street 
Greensburg, Pennsylvania 
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* Robinson Aviation, Incorporated oom : Sprague Electric Company _ I 
48 Industrial Avenue 149 Marshall Street 
Teterboro, New Jersey North Adams, Massachusetts 
Roller Bearing Company of America Square D Company 
Whitehead Avenue 6000 Rivard Street 
Trenton 3, New Jersey Detroit, Michigan 
Romec Pump Company Stainless Steel Products, Inc. 
. Elyria, Ohio 25th and Nassau Streets 
Rosan, Incorporated Philadelphia 21, Pennsylvania 
625 Coast Highway Standard Pressed Steel Company 
Newport Beach, California Box 732 
Rossetter Engineering Company Jenkintown, Pennsylvania 
9458 N. Palm Avenue Standard Thompson Corporation 
Hemet, California Franklin Street at Ludlow 
Royal Electric, Incorporated Dayton, Ohio 
Jamestown, Ohio Stanley Aviation Corporation 
Roylyn, Incorporated Municipal Airport 
1708 Standard Avenue Buffalo, New York 
Glendale, California Steel Products Engineering Company, The 
Rubbercraft Corporation of California, Ltd Springfield, Ohio 
112 East 17th street Steinthal M. and Company, Inc 
Los Angeles, California 222 Fourth Avenue 
New York, New York 
S Sterer Engineering and Manufacturing Co. 
11423 Vanowen 
Safe Flight Instruments Corporation North Hollywood, California 
Water & Spring Streets Stewart Manufacturing Corporation, F.W. 
White Plains, New York 4311-13 Ravenswood 
Schott, Walter L., Company Chicago 13, Illinois 
3227 Exposition Place Stewart-Warner Corporation 
Los Angeles 18, California 1826 West Diversey Parkway 
Schrader's Son A. Chicago 14, Illinois 
2627 S. Soto Street Stratforá Pen Corporation 
Los Angeles 23, California 921 Westwood Blvd. 
Seaboard Electric Company Los Angeles 24, California 
417-421 Canel Street Stratoflex Standard 
New York, New York 5251 River Oaks Blvd, 
Sealol Corporation Pt. Worth, Texas 
45 Willard Avenue Strom Steel Ball Company 
Providence 5, Rhode Island . 1850 South 54th Avenue 
Servomechanisms, Incorporated Cicero 50, Illinois 
Old Country & Glen Cove Road Sweeney Engineering Corporation 
Mineola, Long Island, New York 3825 willat Avenue 
Shafer Bearing Corporation Culver City, California 
Downer's Grove, Illinois Switlik Parachute Company 
Shakeproof, Incorporated 1325 East State Street 
(Div. Illinois Tool Works) Trenton, New Jersey 
2503 North Keeler Avenue 
Chicago 39, Illinois T 
Shakespear Products š 
241 E. Kalamazoo Avenue Tavco Corporation 
Kalamazoo, Michigan 2906 Colorado Avenue 
Shur-Lok Corporation Santa Monica, California 
9010 Bellanca Avenue Teleflex, incorporated 
Los Angeles 45, California c/o Air Supply Company 
Skinner Purifiers Division Ë 9815 Wilshire Boulevard 
(Bendix Aviation Corporation) Beverly Hills, California 
1502 Trombley Avenue Tempco (Texas Engineering and Mfg. Co.) 
Detroit, Michigan Grand Prairie, Texas 
Soderberg Manufacturing Company Thomas Associates 
628 South Palm Alger and Baywood Streets 
Alhambra, California Los Angeles 26, California 
Solar Aircraft Company Thomas and Betts Company, Inc. The 
2200 Pacific Highway 459 East 4th Street 
San Deigo, California i. Los Angeles, California 
South Wind Heater Division Thompson Products, Incorporated 
Stewart-Warner Corporation 23555 Euclid Avenue 
1514 Drover Street Cleveland 13, Ohio 
“Indianapolis, Indiana - - Tinnerman Products, Incorporated 
Spencer Thermostat Division 2064 Fulton Road 
(Metal and Controls Corporation) Cleveland, Ohio 
30 Forest Tison Brothers 
Attleboro, Massachusetts 2226 South Sepulveda 
Sperry Gyroscope Company, Incorporated Los Angeles 64, California 
Great Neck, New York Tomore Electric Corporation 
Spirolox (Div. of Ramsey Corporation) Rochester, New York 
3763 Forrest Park Blvd. Torrington Bearing Company 
St. Louis 8, Missouri Torrington, Connecticut 
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Townsend Engineering Products 
805 South Mc Clay Street 
Santa Ana, California 
Transco Products, Incorporated 
11751 Mississippi 
Los Angeles 25, California 


σ 


U. S. Components, Incorporated 

460 East 148th Street 

New York 55, New York 
U. S. Gauge Company 

Sellersville, Pennsylvania 
Ucinite Company, The 

1 Nevada Street 

Newtonville, Massachusetts 
United-Carr Fastener Corporation 

450 Main Street 

Cambridge !2, Massachusetts 
United Control Corp. 

4540 Union Bay Pl. 

Seattle 5, Washington 
United States Rubber Company 

1232 Avenue of The Americas 

New York 20, New York 
Universal Metal Products Company 

2311 West Orange 

Alhambra, California 
Univox Corporation 

102 Warren Street 

New York 7, New York 


V 


Valcor Engineering Corporation 
Colfax & Carnegie 
Kenilworth, New Jersey 
Vickers, Incorporated 
1402 Oakman Boulevard 
Detroit, Michigan 
Viking Industries Inc. 
Roscoe Blvd. at Canoga Ave. 
Canoga Park, California 
Vinson Manufacturing Company 
Van Nuys, California 
Voi-Shan Manufacturing Company, Inc. 
Robertson Blvd. Near Venice 
Culver City, California 


10B 


W 


Waltham Screw Company 9 

80 Rumford Avenue 

Waltham 54, Massachusetts 
Waterman Engineering Company 

725 Custer Avenue 

Evanston, Illinois 
Weatherhead Company The 

East 13lst & Weatherhead Ave. 

Cleveland, Ohio 
Western Urn Manufacturing Corp. 

3815 South Main 

Los Angeles 37, California 
Westinghouse Elec & Mfg. Company 

600 St. Paul Avenue 

Los Angeles 14, California 





Wemac Company 

502 Isis Avenue 

Inglewood, California 
White Dental Manufacturing Co., The S.S. 

10 East 40th Street 

New York, New York 
Whittaker, William R. Company, Ltd 

915 North Citrus Avenue 

Los Angeles 38, California 
Wiggins O11 Tool Company, E.B., Inc. 

3424 East Olympic Boulevard 

Los Angeles, California 
Winchester Company, The 

New York, New York 
Winchester Electronics, Inc. 

1729 Wilshire Boulevard 

Santa Monica, California 
Wolfe, Franklin C., Company 

3644 Eastman Drive 

Culver City, California 
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F-86K-4-10-22 








FIGURE 2 - SPARE WING OUTER PANEL ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
2-1 207-14901-501 WING ASSY, OUTER PANEL SPARE ΙΗ , . . . . . . . . . . . . . . . 1 
207-14901-502 WING ASSY, OUTER PANEL SPARE RH . . . . . . . .. . ll. ¿ 2... 1 
165-14001-71 - WING ASSY, OUTER PANEL COMPLETE LH (SEE FIG. 9) . . . . . . . 1 
(INCLUDING ALL GFAE AND ALL ELEC WIRING) 

165-14001-72 + WING ASSY, .OUTER PANEL COMPLETE RH (SEE FIG. 9) . . . . . . . 1 


(INCLUDING ALL GFAE AND ALL ELEC WIRING) 
COMPLETE EXCEPT FOR THE FOLLOWING AND THEIR ATTACHING PARTS: 





165-16001-151 + AILERON ASSY, COMPLETE LH Ee FIG. 20 IP se le μου. 1 

165-16001-152 + AILERON ASSY, COMPLETE RH (SEE FIG. 20) . . . . . . , . . . . 1 

165-16003-11 + SEAL AND COUNTERBALANCE INSTL, AILERON LH Eu FIG. η O 1 

165-16003-12 - SEAL AND COUNTERBALANCE INSTL, AILERON RH (SEE FIG. 21) . . .| 1 

177-18001-201 . FLAP ASSY, COMPLETE LH [SEE FIG. 2) Ap ο a 6 2 1 

177-18001-202 + FLAP ASSY, COMPLETE RH (SEE FIG. 19) . . ... SMa, Fete Oh chee EET 

165-33011-101 . ALIGHTING GEAR INSTL, MAIN LH bee FIG. ere Sel a Brag o> ce 1 

165 -33011-102 + ALIGHTING GEAR INSTL, MAIN RH (SEE FIG. 276) ........ 1 

165-58705-119 + CYLINDER ASSY, HYD AILERON ACTUATOR tad LH kn SEE FIG. μὴ 1 

165-58705-117 - CYLINDER ASSY, HYD AILERON ACTUATOR (ON RH WING) (SEE FIG, 41 1 

106004 -1 + TRANSDUCER, STATIC PRESS. (SERVO MECHANISMS) ...... š 1 
(ON RH WING ONLY) (SEE FIGURE 33) 

106005-1 + TRANSDUCER, DIFFERENTIAL PRESS. (SERVO MECHANISMS) ..... 1 
(ON RH WING ONLY) (SEE FIGURE 33) 

165-51017 . BOOM ASSY, AIRSPEED PITOT STATIC TUBE yon RH WING ONLY)... 1 
(ON RH WING ONLY) (SEE FIGURE 33 

EA731-814 . TANK UNIT ASSY, FUEL QUANTITY (LIQUIDOMETER) (SEE FIG. 35) , 1 

THE FOLLOWING ITEMS TO BE PACKAGED SEPARATELY WITHIN THE MAIN CONTAINER: 

165-58627-1 + CYLINDER ASSY, HYDRAULIC MAIN ALIGHTING GEAR OPERATING . .. 1 
COMPLETE LH (SEE FIGURE 65) : 

165-58627-2 + CYLINDER ASSY, HYDRAULIC MAIN ALIGHTING GEAR OPERATING . .. 1 
COMPLETE RH (SEE FIGURE 65) 

165-58628-1 - CYLINDER ASSY, MAIN ALIGHTING GEAR DOWNLOCK COMPLETE LH... 1 
(SEE FIGURE 63) 

165-58628-2 - CYLINDER ASSY, MAIN ALIGHTING GEAR DOWNLOCK COMPLETE RH . . 1 

: (SEE FIGURE 63) 

165-58629-5 - CYLINDER ASSY, HYDRAULIC MAIN ALIGHTING GEAR UPLOCK . . . . . 1 
RELEASE LH (SEE FIG. 64) 

165-58629-6 + CYLINDER ASSY, HYDRAULIC MAIN ALIGHTING GEAR UPLOCK . . . . . 1 
RELEASE RH (SEE FIG. 64) 

177-58653-1 + VALVE ASSY, HYDRAULIC POWER CONTROL AILERON RELIEF ..... 1 
COMPLETE LH (SEE FIGURE 66) 

177-58653-2 - VALVE ASSY, HYDRAULIC POWER CONTROL AILERON RELIEF . . . .. 1 
COMPLETE RH (SEE FIGURE e 

D1010 - ACTUATOR ASSY, WING FLAP (HOOVER) . . . . . . .. . , ¿ ¿ ... 1 
(SEE FIGURE +0) d 

177-58688 + VALVE ASSY, HYDRAULIC EMERGENCY POWER CONTROL AILERON . . . . 1 


RELIEF COMPLETE (SEE FIGURE 58) 


— P  —T-—-— —— Aa, .  _ Rn c cn o ως 
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F-86K-4-10-1 
FIGURE 3 - SPARE INTERMEDIATE WING CENTER SECTION 
FIGURE & PART ° UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER. ASSY. CODE 
3-1 207-13901 WING ASSEMBLY, INTERMEDIATE CENTER SECTION SPARE . +. +. +. +. +. + + 1 
165-13601-51 . WING ASSY, INTERMEDIATE CENTER SECTION (INCLUDING ALL GFAE 1 
AND ALL ELEC WIRING) (SEE FIGURE 
207-58016 . . . HYDRAULIC EQUIPMENT INSTL, WCS (SEE FIGURE 44) . . . . . . 1 
165-52013-101 . . SURFACE CONTROLS INSTL, WCS (SEE FIGS. 37 AND 38) .... 1 
207-54014-3 . . WING CENTER SECTION ELEC EQUIP. INSTL, (SEE FIGURE 68) . . 1 
173-51013 . . INSTRUMENT EQUIP. INSTL, WCS (SEE FIGURE 34) . . . . . + + 1 
165-48280-10 . . LINER AND SEAL INSTL, WCS FUEL CELL (SEE FIGURE 24) 1 
165-13001-51 . . WING ASSY, CENTER SECTION (SEE FIGURE 6) . . . +. + + ο 1 
LESS THE FOLLOWING PARTS, WITH THEIR ATTACHING PARTS: 
EA731-813A . TANK UNIT, INTERNAL MOUNT (LIQUIDOMETER) . . . . +. + "em 1 
(SEE FIGURE 3!) 
EA731-813F . TANK UNIT, INTERNAL MOUNT (LIQUIDOMETER) . . . +. . - +. + 1 
(SEE FIGURE 3!) 
EA931A1 . COMPENSATOR, DIALECTRIC (LIQUIDOMETER) . « « . .. s s +... 1 














Section II 
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F-86K-4-10-21A 


FIGURE 4 - COMPLETE WING INSTALLATION 
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FIGURE & PART X UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 ^ NOMENCLATURE PER ASSY. CODE 
"i ^ — 165-10001-100 WING INSTALLATION, Complete . . . . . « - . « . ......-.. NP 
^ -1 -No Number . WING OUTER PANEL TO WING CENTER SECTION ATTACHING PARTS, E NP 

(see figure 5 for breakdown) 
-2 165-13601-51 - WING ASSEMBLY, Intermediate center section (see figure š 1 
6 for breakdown) 
-3 165-10004-601 FAIRING ASSY, WCS fus sta 134.701 to 188.5 center . . at cue cw 1 
-4 165-10017 DOOR ASSY, WCS drain (afterburner pump) ae a acr aea 1 
-5 98265-1-.090 STUD, (Unitea- Carr). CEPS εν al Na tet wee ve 3 
99836 . PIN, (United-Carr). .................. 3 
-6 165-10023-11 . COVER ASSY, WOS fuel drain. &e 1-9 9 Q s Bow ec SS 1 
-7 165-10023 - . COVER ASSY, WCS fuel drain . . . . "Uu 1 
-8 165-10004-57 - . HINGE, Wing center section center fairing assembly LH .. 1 
(altered from 165-13061-8) 
-9 165-10001-58 - + HINGE, Wing center section center fairing assembly RH . . 1 
(altered from 165-13061-7) 
-10 165-10017 + . DOOR ASSY, WCS drain (hydraulic accumulator valve) . . . . 1 
-11 98265-1-.090 - STUD, (united- CAPE) 4 e ἡ αἰ Hew Ree Oel WORKS Pe 3 
99836 . + . PIN, (United-Carr) .. " ο. 3 
-12 213-10005 WING CENTER SECTION PAIRING, Aft cover "assy of. a) ο wr tet kee riy 1 D 
AN507-832R10 SCREW . . ματ vei me adc uy wie οὐν αν deter" ales ` SD 
-13 165-10003-101 FAIRING ASSY, Wing center section fuselage station. λα μα Ὁ 1 
13h. 701 to fuselage station 188.500 LH 
-14 165-10023 COVER ASSY, Wing center section fuel drain . . . . Scans 2 
-15 165-10003-45 HINGE, Wing center section LH fairing assembly RH Se neces 1 
(altered from 165-13061-7) 
-16 165-13065-5 . HINGE, Wing center section LH fairing assembly LH . ods 1 
-17 165-10005-101 FAIRING ASSY, Wing center section fuselage station š CEA 1 
134.701 to fuselage station 188.500 RH 
-18 165-10113 + . DOOR ASSY, WCS RH fairing hydraulic access . . . . . + + . 1 
-19 165-10005-51 < HINGE, Wing center section RH fairing assy . +. . . . + + » 1 
(altered from 165-13061-8) 

-20 165-13064-6 . . HINGE, Wing center section RH fairing assy . . . . . . + . 1 

-21 2P7-9-47 5/8 . PIN ASSY, Hinge (North American) s Ue a ὃς At, T as e ἃ 6 

-22 AN509-10R8 . SCREW . . sue vel P ms d Uv. ix 6 

-2 165-10020-1 . COVER ASSY, wes outboard “aft “fairing “hinge “LH $i er Cae vee eS 1 

-2 165-10020-2 . COVER ASSY, WCS outboard aft fairing hinge RH . . . . ..... - 1 
-25 165-58399 DRAIN ASSY, Hydraulic power control reserv’ od / 3 1 
(RH only) ο 5 
-26  AN365-h28 zd se PO Ae ua etes ww dd. 2 
-27 AN4H7A . BOLT . « « ο o... © Ὁ ὁ 9 » 9 ὁ ο 002.0 ὁ ὁ ὁ ὁ ὁ ὁ 02.00. 2 
| 218-816 . WASHER .. ; .. . 1 
-28 165-14001-71 . WING ASSY, , outer "panel ' complete- LH "(see figure 9 "for "break- A 1 À 
down 
242-14001-1 WING ASSY, Outer panel complete LH (see figure 9 for break- . 1 B 
down 
-29 165-14001-72 . WING ASSY, Outer panel complete RH (see figure 9 for . . š 1 A 
breakdown ) 
242-14001-2 . WING ASSY, Outer panel complete RH (see figure 9 for . . š 1 B 
breakdown) 
-30 AN520-416R7 SCREW ον "2559 5 je Oe ο ze cv -ᾱ ow; s 9. a UO ὁ ee 8 
-31 AN509-8R7 SCREW z. Us SU U ο A al a E. a ο | Bh cds τα ο s Gan, dË: αφ 2 
-32 AN507-632R14 SCREW. . . "M . ee ee 4 
-33 165-10121 COVER ASSY, Wing "center Section fairing double hinge PE ya 2 
-34 205-10006 DOOR ASSY, ee center section seus access . . . . + + + s 1 σ 
AN507-632R7 SCREW . . . à š Ls “a 14 C 
-35 140-14166-9 TERMINAL, LG beam “to fus turnbuckle "attaching lower “(see e... Ref 
figure 10) 
USEABLE ON CODE: A 53-8273 thru 53-8322 
54-1231 thru 54-1350 
55-4811 thru 55-4936 
B 56-4116 and subs 
C 53-8273 thru 53-8322 
54-1231 thru 54-1325 
D 54-1326 and subs 


T. O. 1F-86K-4 
WING STRUCTURE (Cont) 
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F-86k-4-10-20A 





FIGURE 5 - WING OUTER PANEL TO WING CENTER SECTION ATTACHING PARTS 
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FIGURE & 
INDEX NUMBER 


5 


-1 
-2 
-3 


-4 
-5 
-6 


PART 
NUMBER 


No Number 


AN507-832R8 
SP1561-832-8 
151-14085-3 


151-14085-4 


32-1451-080 
$1452-080 
EWB18-8-17 
$2034-070 
$2033-070 
EWB18-7-14 
AN365-918 
2W18-916 
AN9-16A 
AN365-820 
218-816 
AN8-16A 
MS20009-16 
2W18-916 
NAS153-9 
NAS152-35 
$1452-126 
MS20012-25 
140-14183 
32-1452-126 
AN365-918 
AN9-16A 
$1452-098 
EWB18-9-18 
No Number 


152-13027-13 
152-13028-11 


151-14047-3 
172-14049-3 


165-13030-11 
140-13029-21 
140-14076-1 
140-14077-3 


T. O, 1F-86K-4 
WING STRUCTURE (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 


WING OUTER PANEL TO WING CENTER SECTION ATTACHING PARTS, +. . 
(see figure 4 for next assembly) 
. SCREW. . 
. SCREW ASSEMBLY, (shakeproof) OS T πᾶ 
PLATE, Wing center section to outer panel joint üpper 
cover LH 
PLATE, Wing center section to outer panel joint upper. . 
cover RH 
NUT, (pore αν S 


. . e < e ο c] ο 5 0 ὁ o... ο 


NUT, (Elastic : MORE UD NOR 

BOLT, 12 point external wrenching (s 

BARREL NUT, as] Vr ELS. a ae 
(s 


ndard Press Steel) 


BARREL NUT, (Elastic I po qe: 
BOLT, 12 point external wrenching 
NUT . > 
WASHER, Flat ` (North American) . 


1 ndard Press Steel) 


ta 

ta 
BOLT en ea So 463^ 4 x woe ντο πε « 
NUT . x ow 
WASHER, Flat ` (North American) . Ç 
BOLT s e s 
BOLT. 12 point “external wrenching 
WASHER, Flat (North American) + 
WASHER, -X4130 or equiv. 125, boo to 155; 000° psi "plain 
BOLT, Internal wrenching steel 3/4-16 . . 
NUT, Engine mount to fuselage upper attaching (Elastic) 
BOLT, 12 point external wrenching . . 
WASHER, Wing center section to fuselage attaching rear 'b 


eo... we 
oe we ο ο 

. . 
oe © ο 5 


9 9 0 e Qe s s + 9 ο + 9 n n9 n9 


NUT, Barrel (Elastic) ¿ 4 4 4e ο ο ο 
NUS. ue ο ow neges; ο ο ο ο K. Ἕν IR C 
BOLT. -4 s tale: Jay xd toe arr SER αμ αμ ; τὂν ο 
NUT, Barrel (Elastic) . š aa 


BOLT, 12 point external wrenching (Standard Press Steel). 


PROVISIONS, (see figure 8 for breakdown) 

FITTING, Wing center section front spar to fuselage .... 
attaching LH (see figure 6) 

FITTING ASSY, Wing center section rear spar to fuselage . . 
attaching LH (see figure 6) 

FITTING, Front spar outer panel attaching LH (see figure 15) 

FITTING, Wing outer panel rear spar to fuselage attaching . 
LH (see figure 14) 

FITTING ASSY, Wing center section to outer panel lower... 
inboard splice LH (see figure 6) 

FITTING ASSY, Wing center section to outer panel upper +. . . 
inboard splice LH (see figure 6 

FITTING ASSY, Wing center section to outer panel upper . . . 
outboard splice LH (see figure 12) 

FITTING, Wing center section to outer panel lower outboard . 
splice LH (see figure 12) 


WING CENTER SECTION TO OUTER PANEL FUEL PURGING STRUCTURAL 


Section. τι _ 


UNITS 


PER ASSY. 


58 


ος 4 OO Or IO fO Ν TO CO ££ JE OVONONIO IO OY 


z 


Ref 


Group Assembly Parts List 


USEABLE ON 


CODE 


a er s s  Üs= —. sS—qr+ À kÑ s |Ñə D,Hh,.Ə]7Ñ ÁÀ—— 
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F-86K-4-10-19A 


FIGURE 6 - INTERMEDIATE CENTER SECTION WING ASSEMBLY 
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T. O. 1F-86K-! 
WING STRUCTURE (Cont) 


Section. ΙΙ _ 


Group Assembly Parts List 


---υωωι οι TTT 
| UNITS USEABLE ON 


FIGURE & 
INDEX NUMBER 


6 


PART 
NUMBER 


165-13601-51 
207-58016 
165-52013-101 
173-51013 
207-54014-3 
165-48280-10 
165-13001-51 
ANI -7A 
ANQ6OD416L 
AN960DH16 
AN365-428 
165-52325 
AN4-10A 
ANQ60D416 


-165-52320 


165-13019-41 
165-13061-5 
165-13025-41 
165-13061-6 
165-13003-101 
173-487 36-1 ` 


173-48736-2 


AN210-2B 
152-13027-13 
152-13027-14 
165-13005 
152-13028-11 
152-13028-12 
140-13033-5 
140-13033-3 
165-13030-11 


165-13030-12 


140-13029-21 
ο λες ee 
165-48652 
165-48653 
165-13006 
165-13014 
165-13015 
48166 
165-13009-61 


165-48191-5 
165-48283 
165-13012 
165-13047 


165-13047-3 


1 


2 


3 4 5 6 7 NOMENCLATURE 


WING ASSY, Intermediate center sect. (see fig. 4 for next assy). 
HYD EQUIP. INSTL, WCS (see figure 44 for breakdown) 


SURFACE CONTROLS INSTL, 
INSTRUMENT EQUIP. INSTL, WCS ( 
WING CENTER SECTION ELEC EQUIP., (see fig. 68 
LINER INSTL, WCS fuel cell 
WING ASSEMBLY, Center section . 


(see fig. 24 


BOLT . . . + + © © © © ° ° ° ° . e... o 
WASHER Ac, ο ao e ὦ) Ste SUR UM iE I 
ΝΤ... ee we rot ° ooo s. .. . 
SUPPORT, Aileron automatic pilo ontrol sector 
BOLT . «© o +< s < soosoo . .. . 


WASHER . . , + + + esoo 


BEAM ASSEMBLY, WCS lower surface LH external 
JOINT, Wing center section fairing hinge 
BEAM ASSEMBLY, WCS lower surface RH external 
. JOINT, Wing center section fairing hinge 
SPAR ASSEMBLY, Wing center section front... 
BRACKET ASSY, Fuel drop tank BP25 emergency 
jettison pulley LH 
BRACKET ASSY, Fuel drop tank BP25 emergency . 
jettison pulley RH 
PULLEY y 2 3 x Ἐν eos 9x AA 
FITTING, WCS front spar to fuselage attaching 
FITTING, WCS front spar to fuselage attaching 
SPAR ASSEMBLY, Wing center section rear .. 


ο 
SUPPORT, Aileron control wing center section bellcran 


. FITTING ASSY, WCS rear spar to fuselage attaching 
. FITTING ASSY, WCS rear spar to fuselage attaching RH 


PIN, WCS rear spar fus attaching fitting shear LH 
PIN, WCS rear spar fus attaching fitting shear RH 


LH 
RH 


ow ° we Re s e ç ὁ Ὁ α 


LH 


FITTING ASSY, Wing center section to outer panel lower 


inboard splice LH 
FITTING ASSY, 
inboard splice RH 


Wing center section to outer panel lower 


FITTING ASSY, WCS to outer panel upper inbd splice LH 


FITTING ASSY, 


SKIN ASSY, Wing center section upper . +. +. +... +. 
. FITTING, WCS upper surface forward interconnec 


. PLUG, Button (United-Carr) (fuel probe attachment hol 


SKIN ASSY, Wing center section lower . . . + +. ° 
(see figure 7 for breakdown) 


. 


WCS to outer panel upper inbd splice RH 
TUBE ASSY, Fuel purging sys front spar condensate drain 
GASKET, Fuel purging system front spar condensate drain 


. 


tor. 
. FITTING, WCS upper surface aft interconnector . e . + 


SCUPPER, Wing center section upper surface aft drain. . 


CLIP, WCS rear spar to fuel cell liner upper attachment 


BEAM ASSY, Wing center section lower surface cent 
external 


er 


FITTING ASSY, Wing center section center external . . 


beam skid 


beam skid (minus basket nuts) 


FITTING, Wing center section center external ο . + 


WCS (see fig. 37 & 38 for breakdown). 
see fig. 34 for breakdown) 
for breakdown). 
for breakdown) 


e 9 9 s 9 c9 °. 0 $$ a 9 6 9 9 9 


e Us :  » : » » 


PER ASSY. 


BP HB PED PEPER ERE P BWW ERED H RRA AAA QQ PI 





CODE . 
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WING STRUCTURE (Cont) 








F-86K-4-10-18 








FIGURE 7 - WING CENTER SECTION LOWER SKIN ASSEMBLY 
FIGURE & 7 PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

T 165-13009-61 SKIN ASSEMBLY, WCS lower (see figure 6 for next assembly) . . . Ref 
-1 165-48184 + FITTING ASSY, WCS purge gas exhaust . . . . . . , + e sid ors 2 
-2 RD205SH5.5L - . INSERT, (Rosan) ................. Poe: τῷ 2 
RL24SB7 ιο (ROBAN) ii a aa Y og 2 
-3 165-13050 . FITTING, WCS lower surface LH forward fuel pump mounting .. 1 
-4 ; 165-13055 + FITTING, WCS lower surface boost pump mounting ....... 1 
-5 165-13056 + FITTING, WCS lower surface. LH aft fuel pump mounting .... 1 
-6 165-58272 - BRACKET ASSY, Hyd self-displacing accumulator support fwd . . 2 
-T 165-58273 + BRACKET ASSY, Hyd self-displacing accumulator support aft . . 2 
-8 165-5827 + + SECTOR, Hyd self-displacing accumulator support bracket . 1 
-ο - 165- 59330 + SUPPORT ASSY, Aileron auto-pilot control servo .... FEE 1 
-10 165-52351 - . FITTING, Aileron auto-pilot control cable adjusting ... 1 
-11 165-58309 + CLIP, Hyd line block support stringer 25 and 31 BL11 LH... 2 
-12 165-58310 + CLIP, Hyd line block support stringer 25 and 31 BL22 LH... 2 
-13 165-58313 - CLIP, Hyd line block support stringer 33 BL22 RH .. Ἐν 1 
-14 165-58314 + CLIP, Hyd line block support stringer 26 BL20 RH . .. Pant 1 
-15 165-58393 + CLIP, Hyd power control shut-off valve support aft ...... l 
-16 165-58396 + CLIP, Hyd power control shut-off valve support forward . . . 1 
-17 165-54760 * Ç L 


BRACKET ASSY, Wing center section yaw damper aft support. 
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WING STRUCTURE (Cont) 





F-86K-4-10-17A 


FIGURE 8 - WING CENTER SECTION TO OUTER PANEL FUEL PURGING STRUCTURAL PROVISIONS 


ος. ο... ο ' —MMM——————M—9— 
FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
No Number WING CENTER SECTION TO OUTER PANEL FUEL PURGING STRUCTURAL . . + NP 
PROVISIONS, (see Figure 5 for next t assembly) 
165-13039-21 . RIB ASSY, WCS BP29  . . .-. . . ar Tu sa. cer e ο Fan Y 1 
165-13039-22 . RIB ASSY, WCS BP29 . +. + Vos dw d cal SS er Ὁ €. ἡ e CW 1 
-1 165-13065-3 . . HINGE, WCS fairing outer LH. αὶ πῶς «ἐφ ορ, οφ. οφ. ᾱ- ο Sel 3 ο.” 1 
165-13064-4 " . HINGE, WCS fairing outer RH . . . . + + * eso es * * * n 1 
-2 AN365-128 . se NUT a € 0€ ae a ER e RA 8 
-3 2W1-18-14 -40 . . WASHER, Plain (North American) . . . + + + + + .. . . 7 8 
-4 AN4-7A . è BOLT. < δὲ Vel S NNI ew 8 
-5 165-4813! . . FITTING, WOP to “Wes “fuel interconnector "with purge seal . 2 
-6 AN3-4A . BOLT... . . ao es ce c* E 4 
-7 165-48182 . TUBE ASSY, WCS “LH purge gas exhaust ο m i (ο σοὶ ο 1 
165-48188 . TUBE ASSY, WCS RH purge gas exhaust... + + + + ee eee 1 
-8 AN737TW44 . . CLAMP .... š ele t. ο m ο ο ο 1 
-9 165-48185 . . SEAL, WCS purge “gas “exhaust tube... E ο... 1 
-10 165-48182-3 . . TUBE ASSY, WCS LH purge gas exhaust welded ο ag 1 
165-48188-3 . . TUBE ASSY, WCS RH purge gas exhaust welded . . . . ». + +. + 1 
-11 165-48183 . PLATE, WCS purge gas exhaust orifice . . . v ew ᾱ. de As ἃ, 5 2 
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RH Wing Tip 
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F-86K-4-10-16B 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
























165-14001-71 WING ASSY, Outer panel complete LH for next assy Ref A 

242-14001-1 WING ASSY, Outer panel complete LH (see fig. 4 for next assy Ref B 

165-14001-72 WING ASSY, Outer panel complete RH (see fig. 4 for next assy Ref A 

242-14001-2 WING ASSY, Outer panel complete RH (see fig. 4 for next assy) . . Ref B 

No Number . WING OUTER PANEL ASSY (Cont), (see fig. 10 for breakdown) . . ΝΡ 

-1 Νο Number ` WING OUTER PANEL COVERS AND DOORS, (see fig. 16 for breakdown) NP 
-2 165-14601-71 . WING ASSEMBLY, Outer panel LH . . μα w Te. Clee VEM Gap eld ταν E PLE 1 A 

165-14601-81 . WING ASSEMBLY, Outer panel LH . +. +. » + 1 B 

165-14601-72 . WING ASSEMBLY, Outer panel RH . a 1 A 

165-14601-82 . WING ASSEMBLY, Outer panel RH . . . + + + + + + e s or on + 1 B 

165-14002-51 ` . WING ASSY, Outer panel intermediate LH (see figure 12 . 1 A 
for breakdown) 

165-14002-42 . . WING ASSY, Outer panel intermediate RH (see figure 12 . 1 Α 
for breakdown) 

242-14002-1 . . WING, Outer panel intermediate LH, assy of (see . 1 B 
figure 12 for breakdown) 

242-14002-2 . . WING, Outer panel intermediate RH, assy of (see 1 B 
figure 12 for breakdown) 

165-33011-101 . . ALIGHTING GEAR INSTL, Main LH es fig. 276 for cipue NP 

165-33011-102 ` 1i ALIGHTING GEAR INSTL, Main RH (see fig. 276 for breakdown). NP 


= s A A A A A Il SU l il iii A Arn eC 
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Section. Ir 


T. O. 1F-86K-4 Group Assembly Parts List 
š WING STRUCTURE (Cont) 

FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER l 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
9 190-48207-1 + + SUPPORT INSTL, Fuel wing outer panel cell liner IH . . . . NP 

(see figure 25 for breakdown) 
190-48027-2 + + SUPPORT INSTL, Fuel wing outer panel cell liner RH . . . . NP 
See figure 25 for breakdown) 
173-51014 + + INSTRUMENT EQUIP. INSTL, Left wing (see fig. 33 for . . + NP 
breakdown) 
173-51114 + + INSTRUMENT EQUIP. INSTL, Right wing (see fig. 33 for... NP A 
breakdown) 
2420-51124 - . INSTRUMENT EQUIP. INSTL, Right wing (see fig. 33 for... NP B 
breakdown) 
165-52014-101 + » SURFACE CONTROL INSTL, WOP LH eee fig. 40 for breakdown). NP 
165-52014-102 + + SURFACE CONTROL INSTL, WOP RH (see fig. 40 for breakdown), NP 
207-54014-1 - . ELEC EQUIP, INSTL, Outer wing LH (see fig. 67 for .... NP 
breakdown) ς 
207-54014-2 + + ELEC EQUIP. INSTL, Outer wing RH (see fig. 67 for .... NP 
breakdown) 
207-58014-1 + + HYDRAULIC EQUIPMENT INSTL, Outer wing LH (see figure . . . NP 
60 for breakdown) 
242-54014-1 +. ELECTRICAL EQUIPMENT INSTL, 6-3 extended slatted . . . . . 1 B 
leading edge IH ! 
207-58014-2 * + HYDRAULIC EQUIPMENT INSTL, Outer wing RH (see figure... NP 
60 for breakdown) 
242-5014 -2 + . ELECTRICAL EQUIPMENT INSTL, 6-3 extended slatted ..... 1 B 
leading edge RH 
207-58018-1 + + HYDRAULIC EQUIPMENT INSTL, Wing front spar ΤΗ (see . . . . NP 
figure 59 for breakdown 
207-58018-2 +» + HYDRAULIC EQUIPMENT INSTL, Wing front spar RH (see . . . . NP 
figure 59 for breakdown) A 
207-71014 + + RADIO EQUIP. INSTL, LH wing a fig. 70 for ος, . NP A 
242-71014 + + RADIO EQUIP. INSTL, LH wing (see fig. 70 for breakdown . NP B 
-3 165-14428-61  *1 . NOSE ASSEMBLY, RH wing tip. . . . . . . . . . 0. . 2. . VL l A 
165-14423-37 a. a) “SEAL, RH Wing tip s o 4 0 2 4: 0600358 aa ο e 1 A: 
-4 165-14421 Kl. o TIPOASSY;C RHOWAÁDE 9 4 ac » €) a a a 1 A 
ATTACHING PARTS 
-5 TS13CN832-10A *1 . SCREW, 100? flush head corrosion resistant (North American) . 61 A 
---Ἐ--- 

-6 AN365B632 d NUT MMC 3 A 

-T 2W18-6 + + WASHER, Flat (North American) . ,............ 3 A 

-8 aU eae «c. SCREW "cho. m e w E ὁ us R0) TR US RI we vee ee 3 Α 

173-54084-5 * + LIGHT ASSY, Electrical RH wing tip . . . . . . , + + + + . 1 A 

-9 AN363B832 < 46. μα ο ο ο ΙΙΙ Ln Sk cap oe qne E 1 A 

-10 AN515B8R6 $e. Ses SCREWS ç w SZ ελ οι. ενα. ο AS at k 70 wc e Y, al ἐν ον ca 1 A 

-11 AN735D11 ο ο o ο oe rd) a aa ar erly awe a 1 A 

-12 AN3033-8 - >» + LIGHT ASSEMBLY, Wing position wing tip . . , ses e 1 A 

AN3012-1 ELE COVER «ee ο ο s el IT IUE 1 A 

-13 2347 ++ . COUPLER ASSY, Antenna (Insuline Corp) . . , . . . . . . 1 A 

-14 165-14503 + + MOUNT, Wing tip light external . . . . . . . . , , ç + e 1 A 

ΑΝΘΘΟΡΗ6 + + WASHER, (ορὐ1οη841). ................... T A 
-15 7813-1032C16 + + SCREW, 100? flush head corrosion res (North American) .. 1 A 
I 7815C10-9 + + SCREW, 100° flush close tolerance head (North American) . 1 A 

-16 AN960D10 sce WASHER “er esos X ο is ο Le ee UM om Los ar mU. TW E er I ZW 1 A 

-17 165-14199 + + COVER, Wing tip pitot tube drain access . . ο ..... 1 A 

-18 NAS501-3-5A . BOLT, Stab. non-magnetic CRES Ee RH wing e P re 2 A 

-19 2w18-10 - WASHER, Flat (North American) (on RH wing only). a ών 2 A 

-20 165-51107-5 + FITTING ASSY, WOP airspeed boom forward attaching . . . . .. 1 A 

-21 RL24SB7 O (ROBAR) ye daoa Sie) το Wa eh ee eee oe 2 A 

RD205SH5.5L ©» “INSERT, (Rosan). le leo w a eg Rom a eT Gs o LR 2 A 

-22 165-144 14 *1 . TIP ASSEMBLY, Wing ΙΗ,................... 1 A 

ATTACHING PARTS 

-23 TS13CN832-10A *1 . SCREW, 100° flush head corrosion res (North American) . . . . 58 A 

popa JA 

-24 165-14414-3 + + COVER ASSY, LH wing aft tip plastic (altered from 165-1406) 1 Α 

-25 165-14414-9 + + COVER, LH wing tip forward . ................ 1 A 

-26 5W1-6-2-3 . + + WEATHERSEAL, (North American) . ............. 1 A 

-27 AN365B632 ja e NUT S cause a ia GUA Je to a w 3 A 

-28 2W18-6 * + WASHER, Flat (North American) which. (WoW Dm (STRIS al aa 3 A 

-29 AN50T7B632R8 son SCHREW (οφ το Ὁ ten fav ο o foe e X Lo Arce SUS SOL VeL OW eio 3 A 

173-54084-3 + + LIGHT ASSY, Electrical LH wing tip . . . saso . , . , . s. 1 A 

-30 2347 . + COUPLER ASSY, Antenna (Insuline Corp) . . . . . sus 1 Α 

-31 AN365-832 se cue SNUTE n La te e am a ο cc we Da e ce ow a di cnn 1 A 

-32 AN515-8R6 2^ se % ΒΟΜΕΝ ιν Gone isc 9. to τς oa lc uy WO tel ate Tes se Sacra ὃς Bo Sate la τς 1 Α 

-33 ANT35D11 so MEE £ yl s su 6, Sa ice suu ce 1 A 

-34 AN3033-7 - + + LIGHT ASSY, Wing position wing tip . ......... 1 n 

AN3042-3 ge. Ga Fe DOVER v dide a a IE oe wc PE 1 A 

-35 No Number + WING OUTER PANEL SLAT ASSEMBLIES AND ATTACHING PARTS e --ᾱ NP 

(see fig. 11, 11A and 13B for breakdown) i 
-36 165-14239 . PLUG ASSY, WOP front spar airplane hoist fitting ...... i B 
165-14329-3 + + PLUG, WOP front spar airplane hoist fitting ....... 1 B 
165-14329-5 + + INSERT, WOP front spar airplane hoist fitting plug (intrch 
wth Nylon Rod (Spec MIL-P-17091 type 1) : 
-37 165-51107-9 CLAMP, WOP airspeed boom forward attaching (see figure 33)... Ref 


*l Not used on airplanes modified per T. 0. 1F-86K-534, see fig. 12A for modified airplanes. 
USEABLE ON CODE: A 58-8273 thru 53-8322, B 56-4116 and subs. 

54-1231 thru 54-1350, 

55-4811 thru 55-4936 
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Section. 11 — 


Group Assembly Parts List T. 0. 1F-86K-4 
WING STRUCTURE (Cont) 
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45 43/4 
FIGURE 10 - WING OUTER PANEL ASSEMBLY (Cont) 





UNITS USEABLE ON 





FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
10 No Number WING CUTER PANEL ASSEMBLY (Cont), (see figure 9 for next assy) . NP 
E -1 242-14480 *j . TIP, WOP 6-3 extended LE 12" extended wing LH, assy of . .. 1 
(see figure 12A for breakdown) I 
g 201-14480-2 *] . TIP, WOP 6-3 extended LE 12" extended wing RH, assy of .. + 1 
(see figure 12A for breakdown) 


26 Changed 16 October 1959 














Section. zz . 
T. O. 1F-86K-4 Group Assembly Parts List 
WING STRUCTURE (Cont) 


A A AAA = = AAA A ο συ s sEABIEFON: 
UNITS USEABLE ON 


, FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
10-2 177-18001-201 . FIAP ASSEMBLY, Complete LH (see figure 19 for breakdown). . . 1 
177-18001-202 . FLAP ASSY, Complete RH (see fig. 19 for breakdown) . . . + . 1 
-3 NAS221-11 . SCREW, Brazier head Phillips recess alloy steel 10-32... +. 2 
-4 2W17-10 . WASHER, Corrosion resistant steel (North American). « + +. +. + 2 
-5 AN316-4 . INUT A E m τς Tee cR Ow Din ce IRI 2 
-6 NAS428-4-7 . BOLT, Adjusting crowned hex head . . . - +s - ———— τς 2 
-T EBO80 ` NUT, (Elastic) (magnetic inspected) . . . + . es es sreo 8 
-8 MS20002-8 WASHER, X4130 or equiv. 125,000 to 145,000 psi . s.es 8 
-9 MS20002C8 . WASHER, X4130 or equiv. 125,000 to 145,000 psi . .. + + +. + 3 
countersunk 
-10 NAS148-30 . BOLT, Internal wrenching steel 9/16-18 . . . + + +++ . . ° à 
-11 140-18017-9 . PLATE, Flap track to wing attaching .102 thic oe cle: ο ο 1 
(inboard flap track) 
-12 140-18017-11 . PLATE, Flap track to wing attaching .187 thick .. NEC CS 1 
-13 151-18128-11 . TRACK ASSEMBLY, Flap inboard. . . e + + e es + © © * ° * ° ° 1 
-14 NAS148-29 ` BOLT, Internal wrenching steel 9/16-18 . .. + + + * * eee 1 
-15 140-18017-7 . PLATE, Flap track to wing attaching .102 thick . . Spe 1 
-16 140-18017-11 ` PLATE, Flap track to wing attaching .187 thick . . . + + +. +* 1 
-17 140-18017-9 . PLATE, Flap track to wing attaching .025 thick . + + + o 1 
-18 151-18011-11 . TRACK ASSEMBLY, Flap outboard . . +. +». + + + e e e e e s e p ° 1 
-19 165-16001-1 ` AILERON ASSEMBLY, Complete LH (see figure 20 for breakdown) . 1 A 
(whn exh use 165-16001-151) 
165-16001-2 . AILERON ASSEMBLY, Complete RH (see figure 20 for breakdown) 1 A 
(whn exh use 165-16001-152) 
165-16001-151 . AILERON ASSEMBLY, Complete LH (use 165-16001-1 untl exh). . . 1 A 
(see figure 20 for breakdown) 
165-16001-152 . AILERON ASSY, Complete RH (use 165-16001-2 unti exh). . . . . 1 A 
(see figure 20 for breakdown) 
165-16001-201 . AILERON ASSY, Complete LH μα fig. 20 for breakdown) . . + 1 B 
165-16001-202 . AILERON ASSY. Complete RH (see fig. 20 for breakdown) . : 1 B 
ATTACHING PARTS 
-20 AN365-428 s NUT 5. 24597979 --- PE: ο πα ο 2 
-21 ANY-14A a ΟΙ 4$; Ὁ ὡς ως ο μὲ w ον 9 bee ee ο S ο Ἴψι et ees ὁ 2 
-22 AN365-428 i NUD erora a as, ο ο munere. ο DT ο ο 2 
-23 ΑΝΟΘΟΡΝ16 WAS HER «oa guna? ar Wc a UR UR ο ο at ng δν AS ο το Var ET ea E our 2 
-24 165-16012 . RACE, Aileron inboard and outboard hinge bearing inner .. . 2 
-25 AN174-15A i; “BOLT! woi SoS 5 €e- 2 9 ὁ ο € A a 2 
ο ος 
-26 187-16009 . FITTING ASSEMBLY, Aileron inboard and outboard hinge . +. +. + 2 
-27 B68POH . . BEARING, (Torrington). . . . + + + + + + + eo + t * ° ° ° 1 
-28 AN911-101 . . FITTING, Lubrication . . . » + + + ee * * ee σος 1 
-29 AN364-624 A cx ck V Soe a. W ot Ze Asa eS eds ΟΥΡ 1 
-30 NAS464-6A39 . BOLT, Shear close tolerance . . . . + + + + t see ° * * n ° 1 
-31 165-16003-11 ` SEAL AND COUNTERBALANCE INSTALLATION, Aileron LH . . . . . . NP 
(see figure 21 for breakdown 
165-16003-12 . SEAL AND COUNTERBALANCE INSTALLATION, Alleron RH . . . . . . NP 
(see figure 21 for breakdown) 
-32 AN4H7 x BOLT C. το 4 e AA A IA 1 
-33 140-14166-7 . TERMINAL, Landing gear beam to fuselage turnbuckle . . . I 
attaching upper 
-34 140-14167 . TURNBUCKLE, Landing gear beam to fuselage attaching . +. . +. : 1 
-35 140-14166-9 . TERMINAL, Landing gear beam to fuselage turnbuckle . . +. +. + 1 
attaching lower 
-36 165-14329 . PLUG ASSEMBLY, Wing outer panel front spar airplane . 1 Α 
hoist fitting 
-37 151-14029 . PLUG ASSEMBLY, Wing outer panel front and rear rocket . . . + 3 
and bomb hoist fitting 
-38 165-14029 . PLUG ASSEMBLY, Wing outer panel front and rear rocket 2 
and bomb hoist fitting 
-39 102972 x] . CONNECTOR, Wing slat anti-ice system Flexonics ) ο, aa te 1 
-40 102973 *j . CONNECTOR, Wing slat anti-ice system (Flexonics DINI i 
-41 102971 xj . CONNECTOR, Wing slat anti-ice system (Flexonics $a. oc S ee 1 
-42 102975 *] . CONNECTOR, Wing slat anti-ice system (Flexonics jaa Fe ο” wa, 1 
-43 201-53377-3 *] . FLANGE, H € V sys wing slat anti-iciug connector retaining . 3 
-44 201-53377-5 *1 . FLANGE, H € V sys wing slat anti-icing connector retaining . 1 
-45 7S13CN1032-9A *1 . SCREW, 100? flush head corrosion resistant (North American) . 2h 
-46 165-53626 x) . BUMPER, Anti-ice system slat connector . . + + + s+ sees 4 
-47 165-53627 *1 . SHIM, Anti-ice system slat bumper adjusting = . . + + +++: 12 
-h8 AN507-832R12 *1 . SCREW, Machine flathead . . . e s ses * t * ° * t ° t t ° n 12 
-h9 EWB18-5-24 *1 . BOLT, (Standard Pressed Steel) . . . + + ++ . * * * * * * ° 16 
-50 2W10-5 *1 . WASHER, Elastic dd American) . .. eee s s ee κ rns. 16 
-51 202-14829-5 *1 . WASHER, WOP LE (6-3 with slats) slat to track attach . . .. 8 
-52 180-14123 *1 . BUSHING, WOP 15? slat to track attach . « » . » < w © © or on on 8 
-53 EBOS4 κα... NUT, (Elastic) PELLE ο... 16 
-5h 201-17079 *1 , SPACER, WOP 6-3 extended LE with slats, slat to track attach. 8 
-55 201-17078 *1 . BUSHING, WOP 6-3 extended LE with slats slat to track attach. 8 


*1 Used on all airplanes when modified per T.O. 1F-86K-534. 
USEABLE ON CODE: A 53-8273 thru 53-8322, B 56-4116 and subs. 


54-1231 thru 54-1350, 
55-4811 thru 55-4936 
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Group Assembly Parts List . T. O. 1F-B6K-h : 
WING STRUCTURE (Cont) 
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FIGURE 11 - WING OUTER PANEL SLAT ASSEMBLIES AND ATTACHING PARTS 
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Section. 31 _ 


T. O. 1F-86x-4 Group Assembly Parts List 


WING STRUCTURE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
11 Νο Number *8 WING OUTER PANEL SLAT ASSEMBLIES AND ATTACHING PARTS, NP 
(see figure 9 for next assembly) 

-1 165-17002-301 . SLAT ASSY, Wing inbd LH... A AA a ue 1 A 

165-17002-302 SLAT ASSY; Wing inbdRH .. « . .. ὁ © ὁ ee ss wae 1 A 
-2 165-17003-301 SLAT ASSY, Wing inbd center LH . š 1 A 

165-17003-302 SLAT ASSY; Wing inbd center RH ......:......... «.. 1 Α 
-3 165-17004-301 SLAT ASSY, Wing outbd center LH . . . . . s s s + + s s s o o 1 Α 

165-17004-302 SLAT ASSY, Wing outbd center RH . & xw + + + + + + + + + e 1 A 
-4 165-17005-301 SLAT ASSY, Wing outbd LH ................. 1 A 

165-17005-302 £ SEAT ASSY; Wing outbd RH «. ¿ . 04 404 4 «o9 ο ο 9 ee n 1 Α 

ATTACHING PARTS 
= AN365-624 s NUT tag lee 9 ο ase, aoe ο ce ed ο ο ο oo a ο 16 A 
-6 AN960D616 WASHER ... uu 16 A 
-7 2W17-616 WASHER, Corrosion resistant steel (North american) MEME 8 A 
-8 AN6-13A BOLT ο δε ance 4.9. ala e τε, g Wow . 8 A 
-9 AN6-12A BOLE AP RR S αν qM κα 8 A 
in wn μη 
-10 190-17012 DOOR ASSY, Wing LE slat riveting access (on 165-17003, 4 A 
165-1700! and 165-17005 only) 

-11 190-17012 DOOR ASSY, Wing LE slat riveting access (on 165- 17092 μες 1 Α 
-12 165-17022-1 *1 *2 INTERCONNECTOR, Wing LE slat inboard LH " 1 Α 
-13 165-17022-2 *1 *2 INTERCONNECTOR, Wing LE slat inboard RH . . . . + + 2 1 A 
-14 165-17023-3 «3 INTERCONNECTOR, Wing LE slat center LH Me iA. 7 1 A 
-15 165-17023-4 *3 INTERCONNECTOR, Wing LE slat center RH . ur asec 6) " 1 A 
-16 165-1709h-3 *h INTERCONNECTOR, Wing LE slat outboard LH . ss : .; 1 A 
-17 165-17024-4 *h INTERCONNECTOR, Wing LE slat outboard RH . . . . + + 1 A 
-18 165-17007-1 *1 TRAILING EDGE, Wing inboard slat LH . .. . + + + + 1 Α 

165-17007-2 *1 TRAILING EDGE, Wing inboard slat RH pop 1 A 
-19 165-17008-3 39 TRAILING EDGE, Wing center slats της 1 Α 
-20 165-17008-5 *3 . TRAILING EDGE, Wing center slats . . . . . + + + + + + ον 1 A 
-21 165-17010-1 κα . TRAILING EDGE, Wing slat outboard LH . . . . +. + + + eee 1 A 

165-17010-2 πὰ . TRAILING EDGE, Wing slat outboard RH. +... . + + + se ee 1 A 
-22 165-17060-23 *1 . . CUP ASSY, WOP slat hot air intake ο o ο ο 1 Α 
-23 165-17060-25 *2 . . CUP ASSY, WOP slat hot air intake . . sas + + + + es eo 1 A 
-24 165-17060-27 *3 . . CUP ASSY, WOP slat hot air intake . . .. + + + + + + o. 1 Α 
-25 165-17060-29 *4 : CUP ASSY, WOP slat hot air intake ὃν Gis ο SŠ ws tam S 1 A 
-26 s83249 *6 ` CONNECTOR, Anti-icing system Flexonies) . . . . .. s 1 A 

$83277 *5 . CONNECTOR, Anti-icing system (Flexonics) .... + + ee ee 1 A 

$83281 *7 CONNECTOR, Anti-icing system (Flexonics) . Qo ας 2 A 
-27 165-53625 . FLANGE, Anti-icing sys slat connector retaining "νη y A 
-28 165-53626 . BUMPER, Anti-ice system slat connector . .. s + + + ee ee 4 A 
-29 165-53627 . SHIM, Anti-ice system slat bumper Raquetas O See «Ὁ š dx 16 A 
-30 AN365-524 s NUP ος ux "e d y ος E PE Sate se πᾳ 3 A 
-31 AN960D516L +. WASHER .. ç 220p ο a ου AR A 
-32 161-17170 SPACER, wing slat interconnector V our AS ets > 3 A: 
-33 2W1-21-28-64 WASHER, Plain (North American) io es Genre a προς TE 6 A 
-34 AN5-22A n BOLT: ος ὃν ας ea Δ οἱ -ᾱ, ut d ο ο E νο ο ο) ας 9 UR M 3 A 

*1 Parts marked thus are used on 165-17002 only 

*2 Parts marked thus are used on 165-17003 only 

*3 Parts marked thus are used on 165-17004 only 

*Àh Parts marked thus are used on 165-17005 only 

*5 Parts marked thus are used wth 165-17002 only 

*6 Parts marked thus are used wth 165-17003 only 

*7 Parts marked thus are used wth 165-17004 and 165-17005 only 

*8 Not used on airplanes modified per T.O. 1F-86K-534, see fig. 11A for modified airplanes. 


USEABLE ON CODE: A 53-8273 thru 53-8322 
54-1231 thru 54-1350 


55-4811 thru 55-4936 
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Group Assembly Parts List T. O. 1F-86K-4 





WING STRUCTURE (Cont) 
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FIGURE 11A - WING OUTER PANEL SLAT ASSEMBLIES (Cont) 
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Section Τι 


T.O. 19-86K-4 Group Assembly Parts List 
WING STRUCTURE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER ] 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
11A No Number *1 WING OUTER PANEL SLAT ASSY, (see fig. 9 for next assy) 
-1 201-17002-1 . SLAT, Wing 6-3 extended LE inboard LH, assy of +. +» . . +. . + . Bc 
201-17002-2 . SLAT, Wing 6-3 extended LE inboard RH, assy of . . . . , + .. 1 
-2 201-17003-1 . SLAT, Wing 6-3 extended LE intermediate inboard LH, assy of 1 
201-17003-2 . SLAT, Wing 6-3 extended LE intermediate inboard LH, assy of 1 
-3 201-17004-1 . SLAT, Wing 6-3 extended LE intermediate outboará LH, assy of . 1 
201-17004-2 ` . SLAT, Wing 6-3 extended LE intermediate outboard RH, assy of . L 
-4 201-17005-1 . SLAT, Wing 6-3 extended LE outboard LH, assy of . . . . + + + 1 
201-17005-2 . SEAT, Wing 6-3 extended LE outboard RH, assy of . . . +. + 1 
-5 201-17060-23 . . CUP, Wing 6-3 extended LE slat hot air intake, assy of 1 
(on 201-17002-1 and 201-17002-2 only) 
-6 201-17060-25 . . CUP, Wing 6-3 extended LE slat hot air intake, assy of .. 1 
(on 201-17003-1 and 201-17003-2 only) 
-T 201-17060-27 . . CUP, Wing 6-3 extended LE slat hot air intake, assy of 1 
(on 201-17004-1 and 201-17004-2 only) 
-8 201-17060-29 . . CUP, Wing 6-3 extended LE slat hot air intake, assy of 1 
(on 201-17005-1 and 201-17005-2 only) 
-9 201-17022-1 é . FITTING, Wing 6-3 extended LE inboard interconnector LH . . 1 
(on 201-17002-1 and 201-17003-2 only) 
201-17022-2 . . FITTING, Wing 6-3 extended LE inboard interconnector RH . i 
(on 201-17002-2 and 201-17003-1 only) 
-10 201-17022-3 . . FITTING, Wing 6-3 extended LE inboard interconneotor LH . 1 
(on 201-17003-1 and 201-17004-2 only) 
201-17022-4 š . FITTING, Wing 6-3 extended LE inboard interconnector RH . 1 
(on 201-17003-2 and 201-17004-1 only) 
-11 201-17023-1 . . FITTING, Wing 6-3 extended LE inboard interconnector LH . 1 
(on 201-17004-1 and 201-17005-2 only) 
201-17023-2 . . FITTING, Wing 6-3 extended LE inboard interconnector RH . 1 
(on 201-17004-2 and 201-17005-1 only) 
-12 201-17026-1 . TRAILING EDGE, Wing 6-3 extended LE inboard slat LH . . . + 1 
(on 201-17002-1 only) 
201-17026-2 . TRAILING EDGE, Wing 6-3 extended LE inboard slat RH ..... 1 
(on 201-17002-2 only) 
-13 201-17027-1 . TRAILING EDGE, Wing 6-3 extended LE interm inbd slat . . . .. 1 
LH (on 201-17003-1 only) 
201-17027-2 . TRAILING EDGE, Wing 6-3 extended LE interm inbd slat . . . . . 1 
RH (on 201-17003-2 only) 
-14 201-17028-1 . TRAILING EDGE, Wing 6-3 extended LE interm outbd slat . . . . 1 
LH (on 201-17004-1 only) 
201-17028-2 . TRAILING EDGE, Wing 6-3 extended LE interm outbd slat . . .. 1 -- 
RH (on 201-17004-2 only) 
-15 201-17029-1 . TRAILING EDGE, Wing 6-3 extended LE outbd slat LH . . + + + . 1 
(on 201-17005-1 only) 
201-17029-2 . TRAILING EDGE, Wing 6-3 extended LE outbd slat RH +. . . +. + + 1 
(on 201-17005-2 only) 
-16 201-1700 . DOOR, Wing 6-3 extended LE slat access (2 on 201-17002-1 . . . 1 
and 201-17002-2 and H# on 201-17003-1, 201-17003-2, 
201-17004-1, 201-1700h-2, 201-17005-1, 201-17005-2) 
-17 140-17115 . WASHER, Wing slat bumper (1 on 201-17002-1, 201-17002-2, 
201-17005-1, 201-17005-2 and 2 on 201-17003-1, 
; 201-17003-2, 201-17004-1, 201-17004-2) 
-18 AN365-524 . NUT, Self locking . . . . + + + + s £“ + + + + ο + on ° "E 3 
-19 2W1-21-28-64 . WASHER, Plain (North American) . . . . + + +.+ + 2 ee * * * ° 6 
-20 2w18-516M . WASHER, Flat (North American) . . . + + + + + * ee wee . AR 
-21 201-17170 . SPACER, Wing slat interconnector . . . +. + + + es ss eeo 8 
-22 AN5-24A . BOLT, Aircraft . . . + + + + < s + eo ooo + + om t n n t8 ° t9 ° 3 


k] Used on all airplanes whn modified per T.O. 1F-86K-534, see figure 11 for 
airplanes not modified. 
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T. O. 1F-86K-4 
WING STRUCTURE (Cont) 


FIGURE 12 - OUTER PANEL INTERMEDIATE WING ASSEMBLY 





F-86K-4-10-13B 
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Section ΤΙ _ 


T. O. 1F-86K-4 Group Assembly Parts List 


WING STRUCTURE (Cont) 


FIGURE & PART UNITS USEABLE ON 


| INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
i 12 165-14002-51 WING ASSY, Outer panel intermediate LH (see figure 9 for +. . . + Ref A 
next assembly) 
165-14002-42 WING ASSY, Outer panel intermediate RH (see figure 9 for... . Ref A 
next assembly) 
242-15002-1: WING, Outer panel intermediate RH, assy of (see figure 9 for. . Ref B 
| ; next assembly) 
242-14002-2 WING, Outer panel intermediate RH, assy of (see figure 9 for . . Ref B 
next assembly) 
No Number . AILERON HINGE FITTINGS, (see figure 22 for breakdown) . . . + NP 
-1 173-14009-1 *j . LEADING EDGE ASSY, WOP LH (see figure 13 for en "e 1 A 
173-14009-2 *1 . LEADING EDGE ASSY, WOP RH (see figure 13 for breakdown " 1 A 
201-14009-101 *2 . LEADING EDGE, WOP 6-3 extended LH, assy of (see figure ... 1 
13A for breakdown) 
] 201-14009-2 *2 . LEADING EDGE, WOP 6-3 extended RH, assy of (see figure ... 1 
| 13A for breakdown) 
à -2 190-14008 *) . LEADING EDGE ASSY, WOP inbd LH (gun camera heated) ..... 1 A 
(see figure 23 for breakdown) 
) 21412-14013 *2 . LEADING EDGE, WOP 6-3 extended leading edge inboard closeout 1 
to leading edge station 44.5 LH, assy of (see 
' figure 23A for breakdown) 
| 165-15013 *1 . LEADING EDGE ASSY, WOP inbd RH (heated) (see figure 23 for . 1 A 
breakdown) 
201-14013-2 *2 . LEADING EDGE, WOP 6-3 extended leading edge inboard ..... 1 
closeout to leading edge sta 44.5 RH, assy of 
) (see figure 23A for breakdown) 
-3 165-15055 . PIN ASSEMBLY, Wing outer panel hinge Joint . . ees eeso 2 
Ἶ -4 2P7-13-32 11/16 *1. PIN ASSEMBLY, Hinge (North American (oj. ο te ο ο” 2 A 
-5 2P7-13-35- A Si *1. PIN ASSEMBLY, Hinge (North American eH vied ο “Ὃν aha wl A 3 A 
| 2P7-13-28 1 *2. PIN ASSEMBLY, Hinge (North American VASE. ale bay M 9 <a OS οὐ τὰ; Ya 1 
2P7-13-38 1/55 *2. PIN ASSEMBLY, Hinge (North American ο ο EE ES 1 
3 2P7-13-28 17/32 *2. PIN ASSEMBLY, Hinge (North American -— PEL 1 
] -6 2P7-13-34 31/32 *]. PIN ASSEMBLY, Hinge (North American NN NES 1 A 
| 2P7-13-37 17/32 *2. PIN ASSEMBLY, Hinge (North American e qeu as Co Re 7 Es 1 
j -T 2P7-13-43 3/16 κι. PIN ASSEMBLY, Hinge (North American D NE. 4 A 
165-14007-1 . JOINT INSTALLATION, Buttock plane 29 wing Τι 0 -ῳ -ᾱ- ᾱ x» x ΝΡ 
4 165-14007-2 . JOINT INSTALLATION, Buttock plane 29 wing RH . GAS La NP 
-8 140-14076-1 . . FITTING ASSY, WCS to outer panel upper outbd splice IH.. 1 
7 140-14076-2 . . FITTING ASSY, WCS to outer panel upper outbd splice RH. . 1 
-9 140-13035 ` . . +. PIN, WCS to outer panel upper splice shear . . . . +, ο 1 
) -10 140-14077-5 ED c ç FITTING, WCS to outer panel lower outboard splice LH... 1 
140-14077-6 *5 , . FITTING, WCS to outer panel lower outboard splice RH... 1 
-11 165-14006-101 1 TRAILING EDGE ASSY, WOP LH (see figure 14 for breakdown 2s 1 A 
j 165-14006-102 +. TRAILING EDGE ASSY, WOP RH (see figure 14 for breakdown MER: 1 A 
165-15006-201 . TRAILING EDGE ASSY, WOP LH (see figure 1! for breakdown n 1 B 
Ἴ 165-14006-202 . TRAILING EDGE ASSY, WOP RH (see figure 14 for breakdown ss 1 B 
165-14101-21 . SKIN ASSEMBLY, Outer panel lower LH . . , + + + + + + + ewe 1 A 
1 165-14101-22 . SKIN ASSEMBLY, Outer panel lower RH . . . +s + +s . * ὁ s wee 1 A 
165-14011-31 +. SKIN ASSEMBLY, Outer panel lower LH . . . . . . . š wy εν 1 B 
N 165-14101-32 . SKIN ASSEMBLY, Outer panel lower RH . . , . + + + + + s ee ° 1 B 
-12 165-14255 š PAD, WOP füel cell column support lower . . Rc φωνὰς id. s 6 A 
-13 165-15221 - . PAD ASSY, WOP fuel cell support lower adjustment Raus. ἕῳ 6 A 
) -14 165-14308 . . PAD, WOP fuel scupper drain fitting locking . . +. + + + x 1 A 
165-14116-201 2o. SKIN ASSY, Wing Outer panel lower intermediate LH .... 1 A 
165-14116-202 - . SKIN ASSY, Wing outer panel lower intermediate RH .... 1 A 
165-14116-301 + . SKIN ASSEMBLY, Wing outer panel lower intermediate LH .. 1 B 
| 165-14116-302 + .. SKIN ASSEMBLY, Wing outer panel lower intermediate RH .. 1 B 
-15 140-14147-5 - + . COVER, Wing outer panel bomb support opening . . . . . 1 A 
) -16 140-14158 - . . COVER, Wing outer panel fuel tank sump drain ..... 1 A 
-17 173-48739-1 + BRACKET ASSY, Fuel drop tank wing sta 110.812 emergency . . . 1 
jettison pulley LH 
173-48739-2 . BRACKET ASSY, Fuel drop tank wing sta 110.812 emergency . . . 1 
jettison pulley RH 
) -18 AN210-1B « . PULLEY . . . +< + ο . . ο o š ο . " 1 
-19 165-52347-1 . SUPPORT, Aileron control wing outer panel inbd bellerank LH . 1 
165-52347-2 - SUPPORT, Aileron control wing outer panel inbd bellcrank RH . 1 
-20 165-14025-11 *3 . DOOR, WOP front spar sta 47.312 access LH . ὃς ὃν A 1 
| 165-14025-101 *4 . DOOR, WOP front spar sta 47.312 access LH . . . . . 1 C 
-20A 165-14025-12 *3 , DOOR, WOP front spar sta 47.312 access RH . ; 1 
165-14025-102 *4 , DOOR, WOP front spar sta 47.312 access RH 1 σ 
-21 165-48198 "PES SEAL, WOP Teading edge sta 47.312 interconnector door 1 
-22 ANH-11A s JBODT si ὁ Αλ EC SEE MMC CEP EE ο 8 
| -23 AN960D416 a P WASHERS τα uto area irri: av uv Vere Da RE ATUS a δει Ht έν. τῷ UND URSI ἃ 16 
-2} AN365-428 ην νον LE a tees 8 
> -25 AN5-6A mt BOB UC τος ga annie, 22 ο -ᾳ 4 
-26 AN960D516 an WASHER ο απ ο ο Vad ου eni e 4 
| -0T AN365-524 Bs μα ο ο πα ο αν ο sabeis exe 4 
] -28 AN4-11A ΚΞ BUE oh a 30x A A ο 1 
2 AN960DH16 ποια WASHER- . v. 2 6 o oso . m 
AN365-428 «3 . NUT... EIE ERE I mE oh ΟΡ A NP E 1 
-29 242-140116-1 *4 . TEE, Access door stiffener GAR-8 sidewinder missile pylon LH 1 σ 
: 242-160116-2 *4 . TEE, Access door stiffener GAR-8 sidewinder missile pylon RH 1 C 
-30 242-140110-1 «ἡ . SUPPORT, Inbd WOP front spar, GAR-8 sidewinder missile 1 [9] 
| pylon LH 
242-140110-2 *4 . SUPPORT, Inbd WOP front spar, GAR-8 sidewinder missile 1 C 
^ pylon RH 
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T. O. 1F-86K-4 
WING STRUCTURE (Cont) 


Sa A ie 
FIGURE & 
INDEX NUMBER 


12-31 


-32 
-33 


-34 
-35 
-36 
-37 
-38 
-39 
-40 
-41 
-42 
-43 


PART 
NUMBER 


NAS1104-7 
2W18-416 
NAS679A4 


3591-5CN x 15/32 


202-681007-1 
202-681007-2 


242-140117 
NAS1104-6 
NAS1104-4 
2W18-116M 
NAS679A4 
NAS1103-6 
2W18-10M 
NAS679A3 


3591-5CN x 15/32 : 


AN509-10R10 
2W18-10M 
NAS679A3 
242-140118 
165-14325 
165-14507-1 
165-14507-2 
165-14426-31 
165-14426-32 
152-14124-15 
152-14124-16 
R312SH16 
RL72SB11 
177-4425 
176-14767 
165-51108-3 


:165-52328-1 


165-52328-2 
NAS376-4 
165-14003-11 
165-14003-12 
165-14003-21 
165-14003-22 
165-14100-101 
165-14100-102 
165-14100-201 
165-14100-202 
165-14115-101 
165-14115-102 
165-14115-301 
165-14115-302 
165-48205 
H5000K123 
165-48410-15 
165-48204 
165-14113 
8C3-1-040 
165-48203-1 
165-48203-2 
165-14217 
165-14048 
165-14300 
165-52333-1 
165-52333-2 
165-51032-1 
165-51032-2 
165-14165-1 
165-14165-2 
165-16065-3 
165-16065-h 
242-14605-1 


242-14605-2 


1 


*1. 


5. ` 9 o9 e 9 + 9 s 9 s c£ 5 9 $3 o. 


*2. 


*2, 


UNITS USEABLE ON 


2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
BOLT oi i ο ar e ο a AS a Te 2 C 
WASHER, (North American) ο a. eter ve kes 2 C 
NUT . . aa G lepus. " 2 σ 
INSERT, (Heli- Coil) | t 1 C 
SUPPORT, GAR-8 sidewinder missile pylon outbd WOP front 1 C 
spar LH 
SUPPORT, GAR-8 sidewinder missile pylon outbd WOP front 1 C 
Spar RH 
SHIM, Outbd Support laminated GAR-8 sidewinder missile pylon C 
BOLT .. A οκ ολ AT ui “ας C 
BOLT .. ace? RP op Nigh tan ls C 
WASHER, (North ' American) Soa ei ike A C 
NUD cia 3 dh S. ae S e aa » C 
BOLT uf beris Xs ide dria s "ue. C 
WASHER, (North American) rs C 
NUT Ld νὰ Ὅν. Q nes del s ss * C 
INSERT, (Heli-Coil) . . . s: e C 
SCREW £ ies uev! ο ος ο λος AS ὃς cab gp dcs C 
WASHER, (North American) ....... C 
NUT. c ç " C 
DECAL, Insti wing interior màin spar A σ 


SUPPORT, Wing outer panel front spar lower càp. "E 
DOOR ASSY, Wing outer panel front spar sta 148 access LH 
DOOR ASSY, Wing outer panel front spar sta 148 access RH 
RIB ASSEMBLY, WOP station 126 intermediate LH . . . . S. ιν 
RIB ASSEMBLY, WOP station 126 intermediate RH eA 
. FITTING ASSY, Wing sta 126 rear bomb rack sway brace LH . 
FITTING ASSY, Wing sta 126 rear bomb rack sway brace RH . 
INSERT;. (Rosán)-2.3.L v. Green ie ct aoe E dal es Ὅς ceca 
RING, Lock (Rosan) . . š ç : 
. NUT, WOP BP99. 5 ext fuel tank center post “attach š 
RETAINER, WOP ext fuel tank center post attach nut . . . . 
FITTING, WOP airspeed boom rear beam attaching (RH wing only) 
BRACKET ASSY, Aileron control outer wing sta 53 9/16 LH . 
BRACKET ASSY, Aileron control outer wing sta 53 9/16 RH. 
+ PULLEY, Secondary control for 1/16 and 3/32 dia cable 
SPAR ASSY, WOP front LH (see figure 15 for breakdown) . 
SPAR ASSY, WOP.front RH (see figure 15 for breakdown). . 
SPAR ASSY, WOP front LH (see figure 15 for breakdown 
SPAR ASSY, WOP front RH (see figure 15 for breakdown 
SKIN ASSY, Wing outer panel upper LH . * 
SKIN ASSY, Wing outer panel upper RH . s . 
SKIN ASSY, Wimg outer panel upper LH . . . 
SKIN ASSY, Wing outem panel upper RH . . . 
+ SKIN ASSEMBLY, WOP upper intermediate LH . 
SKIN ASSEMBLY, WOP upper intermediate RH m 
SKIN ASSEMBLY, WOP upper intermediate LH . 
SKIN ASSEMBLY, WOP upper intermediate RH . . 
. DOOR ASSEMBLY, Fuel wing outer panel tank 


= © * © ot] ° ο 


. 
. 
. 
. 
. 
. 


tJ tz) > >> tz tü > > tz tg > > 


f 


. . LATCH, (Hartwell) PME ed ἐς 
. + + HINGE ASSY, Fuselage fuel cell ar er. 
- + GASKET, Fuel wing outer panel filler cup to 

. COVER, WOP upper drop tank fitting access . 


kin . 


$9 + + * 9 + 9 s 9 c ο 0 ο 5 ο 1 


pr 
«Do. Ho + ὁ ο ὁ ο ο 
S 


oe ° °. ο n9 


+ . COVER, Bolt access (North American) . . . . 
- . CUP ASSY, Fuel wing outer panel filler LH . 
. CUP ASSY, Fuel wing outer panel filler RH. 
n PAD, WOP fuel cell column support upper .. $ "m 
FITTING ASSY, WOP front spar wing station 149, 875 mooring "NT 
. BUSHING, WOP front spar sta 149.875 mooring fitting is ss 
BRACKET ASSY, Aileron control wing station 104 7/8 LH... 
BRACKET ASSY, Aileron control wing station 104 7/8 RH 
SUPPORT ASSY, Remote compass transmitter LH . . . . . 
SUPPORT ASSY, Remote compass transmitter RH . . . . 
DOOR ASSY, WOP front spar sta 80 fuel probe access LH ` 
DOOR ASSY, WOP front spar sta 80 fuel probe access RH 
SUPPORT, Atleron bellcrank WOP sta 215 to 224 LH . . 
SUPPORT, Aileron bellcrank WOP sta 215 to 224 RH . . 
TIP STRUCTURE INSTL, WOP 19" extension LH (see figure 
12B for breakdown) 
TIP STRUCTURE INSTL, WOP 12" extension RH (see figure . . . . 
12B for breakdown) 


"US Hop E E E ER IP IO. OR IP. CO PP IP. IG. PO IP. IP. BRP RPE ID. ES I. ED. RH IS. 3. TO IH RPE IP E EH E. I. EB EH. I2. E I I. EH. E. E. Pr NTE 


9 ° ο ° ee n 
. . 

. 
* ° © ο 9| 9 5 


= 


= 
FU 


*1 Not used on airplanes modified per T.O, 1F-86K-534. 

*2 Used on all airplanes when modified per T.O. 1F-86K-534. 

*3 Not used on airplanes coded C when modified per T.O. 1F-86K-546. 
*4 Used on airplanes coded C when modified per T.O. 1F-86K-546. 

*5 Use 140-14077-3 € -4 untl exh 


USEABLE ON CODE: 


A 


B 
σ 


53-8273 thru 53-8322, 
54-1231 thru 54-1350, 
55-4811 thru 55-4936 
56-4116 and subs. 

53-8273 thru 53-8322, 
54-1232 thru 54-1350, 
55-4811 thru 55-4906 


rr e. nn so μμ A A ș 
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T. 0. 1F-86K-4 Group Assembly Parts List 


WING STRUCTURE (Cont) 





RH Wing Tip 





















F-86K-4-10-24A 





FIGURE 12A - WING OUTER PANEL TIP ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER |) 2 3 4 5$ 6 7 NOMENCLATURE PER ASSY. CODE 
12A 242-1 [9 πι TIP, WOP 6-3 extended LE 12" extended wing LH, assy of (see... Ref 


fig. 10 for next assembly) 
201-14480-2 *1 TIP, WOP 6-3 extended LE 12" extended wing RH, assy of (see . . . Ref 
fig. 10 for next assembly) 
ATTACHING PARTS 


-1 TS13CN1032- TUR 31 SCREW, 100° flush head corrosion resistant (North American) . . . τὸ 
-2 AN363C832 . NUT, Self locking ... JUD 1 
-3 7S14CN832-7A š SCREW, Round head corrosion resistant "(North American) A 1 
-4 AN735D11 . CLAMP, Loop type bonding . . . S erm 1 
-5 AN3033-7 | LIGHT ASSY, Wing position wing tip LH (AERNO 42-4300) | ; . ! 1 

AN3042-3 . œ COVER, Position light... ©. . o 1 
-6 AN3033-8 . LIGHT ASSY, Wing position wing tap RH (AERNO ΠΝ "4200) η, 1 

ΑΝ3Ο 2-38 + . COVER, Position light .... . . PEE 1 
-τ 2347 . CONNECTOR, Antenna (Insuline Corp. ) dünbreh wth Herman Ἡ- ul 1 

Smith 1300) 

-8 31888 . TERMINAL, (Aircraft Marine Products) πα ορ. a 1 
-9 187-14500-2 . MOUNT, Wing tip external light RH .............. 1 
-10 5W1 -6-1-13 WEATHERSEAL, (North American). 1 


*1 Used on all airplanes whn modified per T.O. 1F-86K- 53h, see ` fig. 9 for airplanes not modified. 
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WING STRUCTURE (Cont) 





F-86K-4-10-25A 


FIGURE 12B - WING OUTER PANEL 12" EXTENSION TIP STRUCTURE INSTALLATION 
36 Changed 20 February 1959 


FIGURE & 
INDEX NUMBER 


12B 


PART 
NUMBER 


242-14605-1 
242-14605-2 
7521-10-11 
7S14CN1032-9A 
7821-10-14 


AN365-1032 
2w18-10 
7821-10-14 


NAS145-30 
NAS113-5C 
2W18-516M 
AA2205W524 
187-14477-31 
187-14477-22 
187-14546-3 


187-14546-4 
187-14546-5 
187-14546-6 
187-51064-3 


187-51087-11 
RL28SB8 
RD206SH6.5L 
AN393-33 
ANQ60D10L 
NAsy28-4-11 
AN960D! 16 
NAS43DDY-22 
AN316-4 
187-51088-5 
187-14487 


201-14606-21 X 
201-14606-2 *1 
191-14548-15 
191-14548-16 
191-14549-15 
191-14549-16 
187-51064 
187-51087 
RL28SB8 
RD2068H6.5L 
AN393-33 
AN960D10L 
NAS428-4-11 
ΑΝΟΘΟΡΝ16 
NASY3DD4-22 
AN316-4 
187-51088-5 
187-14521-3 
201-53348 


201-53347 


4p2-20-14 
AN737-48 

201-14587 
201-14556 
201-14621 


227-14607-3 


. . 


T. O, 1F-86K-4 


WING STRUCTURE (Cont) 


1 2 3 4.5 ὁ 7 NOMENCLATURE 


*1 TIP STRUCTURE INSTL, WOP 12" extension LH (see fig. 12 for 


next assy) 


next assy 

SCREW, 100? flush head corrosion resistant steel 
American) 

SCREW, 100? flush head corrosion resistant steel 
American) 

SCREW, 100? flush head corrosion resistant steel 
ο οι] 

NUT. 

WASHER, “Plat (North American) τον 

SCREW, 100? flush head corrosion resistant steel 
American) 

BOLT, Internal wrenching steel 5/16-24 . . .. . 

WASHER, X4130 or equiv. 125,000 to 145,000 psi 

WASHER, Flat (North American) . 


BARREL NUT, Floating locking type (AA Metal products). 





*1 TIP STRUCTURE INSTL, WOP 12" extension RH (see fig. 12 for 


(North 
(North 
(North 
(North 


STRUCTURE ASSY, WOP intermediate 12" tip extension LH .. - 
STRUCTURE ASSY, WOP intermediate 12" tip extension RH 
FITTING, Wing outer panel rear spar outboard 19" .. . . 


tip extension attaching LH upper 


FITTING, Wing outer panel rear spar outboard 12" 


tip extension attaching RH upper 


FITTING, Wing outer panel rear spar outboard 12" . . .. 


tip extension attaching LH lower 


FITTING, Wing outer panel rear spar outboard 19" .... 


tip extension attaching RH lower 
FITTING ASSY, Airspeed boom aft attaching . 
(used on RH only) 
BRACKET ASSY, Airspeed boom aft PEE: 


. + . RING, (Rosan) . . . . + + ey ees 

. . . INSERT, (Rosan) . . . +. + + vu GQ 
ο dw ael IN. wna Ὁ Ὁ, E 3. Teo D uw 
«0. . WASHER. . SY ρε ως ο 

. . BOLT, Adjusting: crowned "hex head oar at Se 

+. WASHER... IW ὅσο αἵ n. Vos seg 

> . SPACER, Screw “and "poit a> καὶ. 10€ μα 
> dà. U SANUTS ess . 


CLAMP, Airspeed `boom forward and aft Ç 
TRAILING EDGE ASSY, W.O.P. canted sta 262. 779 
276.068 

LEADING EDGE, Wing outer panel 12" tip extension 
LEADING EDGE, Wing outer panel 12" tip extension 
JOINT, Wing outer panel leading edge outboard 
JOINT, Wing outer panel leading edge outboard 
JOINT, Wing outer panel leading edge outboard 
. JOINT, Wing outer panel leading edge outboard 
. FITTING ASSY, Airspeed boom forward attaching 


BRACKET ASSY, eee boom forward ει 


RING, (Rosan) . . 2 us 
INSERT, (Rosan) PLE 
wv GRINS «ose το ὃς ο αν a αν ea Se 
. WASHER . . Le . 
. BOLT, Adjusting crowned "hex “head ; de 
. WASHER... + . $35 Su c8. ας ΣΣ, 
. SPACER, Screw and “bolt a a ada are E αν ἃ 
NUT ... eee 
CLAMP, Airspeed boom forward and aft . 


to 
LH, assy of 
RH, assy of 
upper LH 

upper RH . 
lower LH . 
lower RH . 
(RH only) , 


COVER, Wing tip pitot tube forward clamp aecess (RH only) 


I . GASKET, Heat & vent sys WOP LE canted sta 250. 


anti-ice duct 


anti-ice, assy of 
DUCT CONNECTOR, Air non-wire ρε co. 
CLAMP, Hose . . 


030... 


DUCT, Heat & vent sys WOP LE canted sta 250.030... 


DUCT, WOP 12" tip extension anti- jieing inboard, assy oF » 
GASKET, WOP 12" tip extension duct seal (RH only) . . . 


TUBE, WOP 12" tip extension 6-3 extended LE . 
(RH only) 


extension attaching (see fig. 14) 


FITTING, Wing outer panel rear spar inboard yo" tip 6...» 


*1 Used on all airplanes whn modified per T.O. 1F-86K-534, See fig. 12 for 
airplanes not modified. 
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UNITS 


PER ASSY. 


= = = = n° 0 rS ro RN 


H H 


πο ο ο... 


np 


PREV P HitHIBRHJI RRP AA pEI 1-1 [1-21 


py 
Ώ 
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USEABLE ON 
CODE 
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WING STRUCTURE (Cont) 











F-86K-4-10-12A 


FIGURE 13 - WING OUTER PANEL LEADING EDGE ASSEMBLIES 


38 Changed 16 October 1959 





1 


T. O. 1F-86K-4 
WING STRUCTURE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


*1 LEADING EDGE ASSY, WOP LH (see figure 12 for next assembly 
LEADING EDGE ASSY, WOP RH (see figure 12 for next ipic A 


FIGURE & PART 
INDEX NUMBER NUMBER 
13 173-14009-1 

173-14009-2  *1 

-1 165-14014-5 
165-14014-6 
165-14015-5 
165-14015-6 

-2 165-14016-5 
165-14016-6 
165-14017-5 
165-14017-6 

-3 165-14018-5 
165-14018-6 
165-14019-7 
165-14019-8 

-4 165-14018-7 
165-14018-8 
165-14019-5 
165-14019-6 

-5 AN365-624 

-6 AN960D616 

-7 NAS146-52 

-8 74220 

-9 191-17018-5 

-10 191-17018-5 

-11 2w2sP24-36-95 

-12 151-17207-3 
151-17207-5 

-13 AN365-1032 
AN363C1032 

-14 ΑΝΟΘΟΡΙΟ 

-15 AN3-30A 
5B17C30A 
AN3-31A 

-16 140-17210 

-17 AN365-624 
AN363C624 

-18 AN960D616 

-19 AN6-32A 
5B20C31A 
AN6- 33A 

-20 191-17018-3 

-21 74220 

-22 165-17021-3 
165-17021-5 

-23 151-17208-3 
165-17209-3 

-24 151-17208-4 
165-17209-3 

-25 165-14297-101 
165-14297-102 

-26 165-53731 
165-1539 

-2 AN3-5A 

-2 165-53649-5 

-29 165-53648-5 

-30 165-53645-1 
165-53645-2 

-31 AN737-26 

-32 165-53410-21 

-33 165-53646-1 
165-53646-2 

-34 165-14297-31 

-35 165-14054 

-36 173-17048-11 
173-17048-21 
173-17048-31 
173-17048-41 
173-17048-51 
173-17048-61 


173-17048-71 
173-17048-81 
ATTACHING PARTS 


-37 AN515-8R14 
7S14C0N832-14A 

-38 AN365-832 
AN363C832 

-39 AN960D8L 
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3 9. Ó. s 9 9 0 ο 0 o o ° 7 ° ° 


JOINT, WOP leading edge front spar inboard upper LH 
JOING, WOP leading edge front spar inboard upper RH . 
JOINT, WOP leading edge front spar inboard lower LH . 
JOINT, WOP leading edge front spar inboard lower RH . 
JOINT, WOP leading edge front spar center upper LH 
JOINT, WOP leading edge front spar center upper RH 
JOINT, WOP leading edge front spar center lower LH . 
JOINT, WOP leading edge front spar center lower RH . 
JOINT, WOP leading edge front spar outboard upper LH 
JOINT, WOP leading edge front spar outboard upper RH 
JOINT, WOP leading edge front spar outboard lower LH 
JOINT, WOP leading edge front spar outboard lower RH 
JOINT, WOP leading edge front spar outboard upper LH 
JOINT, WOP leading edge front spar outboard upper RH 
JOINT, WOP leading edge front spar outboard lower LH 
JOINT, WOP leading edge front spar outboard lower RH 
NUT a. κ ake δις ο) AA OR, ος OU UP Oe DEUS P E EDGE 
WASHER .. Wwe. ο 
BOLT, Internal wrenching. steel "3/82 2} lol 

BEARING, (Roller Bearing) (intrch wth Torrington '8898) . 
SPACER, Wing leading edge slat track touts sta 60 only) 
SPACER, Wing leading edge slat track 

WASHER, Thrust (North American) . . 
BRACKET, Wing leading edge slat roller. support “forward 
BRACKET, wang LE slat roller support fwd (sta 239 only) 
us M D: 


outboard sta 239 only) 


woe ° ο s s 9 9 o ο 0 e t . 9| t n] n 


(sta 97 "and `239) ; $-le oe ὁ ew δια ο... ; 
RASHER By dete πο ἐφ΄. "ad, ο ο Ie ce Vier 47 Fan Tal ο a E κ, š: 
BOLT ... 5 9 o9 9 om ὁ 9 9 n n n 
BOLT, Corrosive resistant (sta 239° LH only) (North American) 
BOLT, (station 97). E O ορ --- 
GUARD, Wing leading edge “slat track ο WS Clan ire ES 
NUT . HALLE 
NUT, "(station 239 only) ον Spa Cones Si. cof Md 4 ο ος νε fa. cd 
WASHER. s «δ: 9j Ὁ Cel omi ue v ον. οἱ en ος NS. OU `e 
BOLT . . elc ο 9 ο ο ὁ ες « 
BOLT, Gres '3/8- “oh (station 239 only) ) (North American) . 
BOLT, (station 97) . Dia yere Ee cop AS T ug 
SPACER, Wing leading edge slat "track . . . 


BEARING, (Roller Bearing) (intrch wth Torrington 8898) 
TRACK, Wing leading edge slat positioning . , 


TRACK, Wing leading edge slat positioning (sta ` 239 `only) 


BRACKET, Wing leading edge slat roller support aft LH . 
BRACKET, WOP leading edge sta 73-76 slat roller support 
BRACKET, Wing leading edge slat roller support aft RH . 
BRACKET, WOP LE sta 73-76 slat roller support aft . . . 
EDGE ASSY, Leading edge sta 46.125 to 58.936 leading LH 


3 ° < Do s e sç s e e e o | n 9 


EDGE ASSY, Leading edge sta 46.125 to 58.936 leading RH. 


. SEAL ASSY, WOP leading edge sta 45 anti-icing duct . 
. BLOCK, WOP leading edge sta 45 anti-icing duct seal 
x BOLT: 4. 44x 
GASKET, WOP leading `edge sta ig “main anti- icing "duct 
PLATE, WOP leading edge sta 49 main anti-icing duct 


. DUCT ASSY, WOP leading edge sta 48 5/8 main anti-icing 

. DUCT ASSY, WOP leading edge sta 48 5/8 main anti-icing 

. CLAMP .. e 9 ὁ ὁ ὁ ο ο ο 

. HOSE, Heat and vent "system duct connecting PN NO 

. DUCT ASSY, WOP LE sta 54 3/4 main anti-icing LH . . 

. DUCT ASSY, WOP LE sta 54 3/4 main AE RH .. 
SEAL, Leading edge assembly . . s.. 

DOOR ASSY, WOP leading edge station 91 “inspection š 4 iw 


CHANNEL ASSY, WOP lower surface slat track closeout (sta 
CHANNEL ASSY, WOP lower surface slat track closeout (sta 
CHANNEL ASSY, WOP lower surface slat track closeout (sta 
CHANNEL ASSY, WOP lower surface slat track closeout (sta 
CHANNEL ASSY, WOP lower surface slat track closeout (sta 
CHANNEL ASSY, WOP lower surface slat track closeout (sta 
CHANNEL ASSY, WOP lower surface slat track closeout (sta 
CHANNEL ASSY, WOP lower surface slat track closeout (sta 


SCREW . . . . 


SCREW, Rd hd corrosion resistant "(sta 239)" (North American) 


. . $9 c5 s.a $9 5 $9 o... o 9 : : 


NUT 
NUT, “(sta 239). . ac Es Een et ES ek ser fad oP eara ee enone CR ree 
WASHER? Coco eoar a a a a Ai ETE 2 Q 


(Nomenclature continued on next page) 
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Section 


UNITS 
PER ASSY. 


Ref 
Ref 
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II 
Group Assembly Parts List 


USEABLE ON 
CODE 
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Section 
Group Assembly Parts List 





3 
T. O, 1F-86K-4 
WING STRUCTURE (Cont) ο 


SS LLL l iii —nF6f, FOə e hVA  Ə.. 
FIGURE & PART UNITS USEABLE ON 





INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
13-40 165-53700-1 . DUCT INSTALLATION, WOP leading edge main anti-icing LH . . . NP A ` 
(see figure 69 for breakdown ) 
165-53700-2 . DUCT INSTALLATION, WOP leading edge main anti-icing RH NP Α 
(see figure 69 for breakdown) . 
-41 242-140113-1 *2 . PLATE, Elec access door doubler GAR-8 sidewinder missile 1 B 
pylon, assy of LH 
242-140113-2 *2 . PLATE, Elec access door doubler GAR-8 sidewinder missile 1 B 
pylon, assy of RH 
-42 AN509-10R9 *2 . SCREW, (LH and RH) .. aa 2- B 
-43 242-140126-1 *2 . DOOR, Elec access GAR-8 Sidewinder missile pylon, assy of LH 1 B 
242-140126-2 *2 . DOOR, Elec access GAR-8 sidewinder missile pylon, assy of RH 1 B 
-44 G51HB *2 | GROMMET, (Nylon Molding) . . S AS aas 1 B 
-45 242-140121-1 *2 . SUPPORT, Adapter WOP LE, GAR- 8 sidewinder missile pylon LH 1 B 
242-140121-2 *2 . SUPPORT, Adapter. WOP LE, GAR-8 sidewinder missile pylon RH 1 B 
-46 AN4-10A *29 4: BOLT (2 4 2x 3 š š απο rcr 3 B 
-47 NAS43-4-4 *2 . SPACER , wa, RT eS EIU) Cep Ὅν. eter Pet Be ο.” 3 B 
-48 2W18-416 *2 . WASHER, (North American) ns EC n ον 4 B 
-49 NAS679A4 HOE. 225 SONU! ON ah ceils Be te oe δα ο τὰ 4 B 
-50 AN509-416R11 SAO oe SCREW. Lou xx» 9 Cee X5 Ὁ < LN a š 1 B 
-51 3591-40N x 3/8 *2 . INSERT, (Heli-Coil) . . . . . . . κ 1 Β 


*] Not used on airplanes modified per T.O. 1F-86K-534, see fig. 13A for modified 
airplanes. 
*2 Used on airplanes coded B modified per T.O. 1F-86K-546. 


USEABLE ON CODE: A 53-8273 thru 53-8322, B 53-8273 thru 53-8322, 
54-1231 thru 54-1350, 54-1232 thru 54-1350, 
55-4811 thru 55-4936 55-4811 thru 55-4906 
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WING STRUCTURE (Cont) 
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Group Assembly Parts List T. O. 1F-86K-4 


WING STRUCTURE (Cont) u 








F-86K-4 -10-28B 


FIGURE 13A - WING OUTER PANEL 6-3 EXTENDED LEADING EDGE ASSEMBLIES 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

| | 13A 201-14009-101 *1 LEADING EDGE, d 6-3 extended LH, assy of (see fig. 19 for... Ref 
next assy 

α 201-14009-2 *] LEADING EDGE, WOP 6-3 extended RH, assy of (see fig. 12 for . . . Ref 
next assy) 

No Number . WING LEADING EDGE SLAT TRACK EQUIPMENT, (see fig. 13B for .. NP 

breakdown) 

-1 165-14014-9 . JOINT, WOP leading edge front spar inboard upper LH . . . + + 1 

165-14014-10 . JOINT, WOP leading edge front spar inboard upper RH . . ..- 1 

165-14015-9 . JOINT, WOP leading edge front spar inboard lower LH .... + 1 

165-14015-10 . JOINT, WOP leading edge front spar inboard lower RH . . . : + 1 


a 165-14015-10 |  . JOINT, WOP leading edge tron’ Spar omen tome. Mi o s oco — —  — 
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Section ΙΙ Ἢ 


T. 0. 1F-86K-4 Group Assembly Parts List 


WING STRUCTURE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
13A-2 165-14016-5 - JOINT, WOP leading edge front spar center upper ΤΗ . PE 1 
165-14016-6 - JOINT, WOP leading edge front spar center upper RH , κ 1 
165-14017-5 . JOINT, WOP leading edge front spar center lower LH . ame 1 
165-14017-6 - JOINT, WOP leading edge front spar center lower RH. Bale -ᾱ 1 
-3 165-15018-9 - JOINT, WOP leading edge front spar outboard upper LH . . . . . 1 
165-15018-10 + JOINT, WOP leading edge front spar outboard upper RH . . . . . 1 
165-14019-9 + JOINT, WOP leading edge front spar outboard lower LH . . .', 1 
165-14019-10 - JOINT, WOP leading edge front spar outboard lower RH. , , . +1 
~4 191-14548-13 - JOINT, WOP leading edge front spar outboard upper LH . . 1 
191-14548-14 + JOINT, WOP leading edge front spar outboard upper RH . . . 1 
191-14549-13 . JOINT, WOP leading edge front spar outboard lower LH . . . . . i 
191-14549-14 - JOINT, WOP leading edge front spar outboard lower RH Ss 1 
-5 201-14297-101 . EDGE ASSY, Leading edge sta 46.125 to 58.936 leading LH 1 
201-14297-2 . EDGE ASSY, Leading edge sta 46.125 to 58.936 leading RH . . . 1 
-6 201-53343 A SEAL ASSY, WOP leading edge sta 45 anti-icing duct . . . . 1 
201-14349 . . BLOCK, WOP leading edge sta 45 anti- teing duct seal 3 1 
-7 AN3-5A s SBOET Cy Ὁ . 6 
-8 165-53649-5 - . GASKET, WOP leading edge. sta “4g main anti- -icing duct 2 
-9 165-53648-5 + + "PLATE, WOP leading edge sta 49 main anti-icing duct 1 
-10 201-53349-1 + + DUCT, Heat and vent sys WOP leading edge sta i. 125 1 
anti-icing LH, assy of 
201-53349-2 + + DUCT, Heat and vent sys WOP leading edge sta 47.125 1 
anti-icing RH, assy of 
-11 AN737W26 NR RE 2 
-12 4p2-8-10 + + DUCT, Connector, air non-wire supported (North American) 1 
-13 201-53350-1 + + DUCT, Heat and vent sys WOP LE sta 5l anti-icing LH, assy of 1 
201-53350-2 - + DUCT, Heat and vent sys WOP LE sta 5! anti- ος RES assy of 
-14 201-14297-27 š SEAL, Leading edge assembly . . . . . S s 2 
-15 165-14054 DOOR ASSY, WOP leading edge station 91 inspection Sey Ὅν Ὁ 1 
-16 201-53356-1 . CONNECTOR, Heat and vent sys WOP LE canted sta 249 . . , , 1 
anti-icing duct LH, assy of 
201-53356-2 . CONNECTOR, Heat and vent sys WOP LE canted sta 249 1 
anti-icing duct RH, assy of 
-17 AN3-7A ALBO ο ο ia en a da OA ds Ca «Ὁ, lh g: ο”. 4 
-18 2W17-10M . WASHER, Corrosion resistant steel (North American) EDU DT y 
-19 AN365-1032 «NT ... . 4 
-20 201-53342 . GASKET, Heat and vent sys WOP LE canted sta "eio anti- -icing . 2 
duct 
-21 201-53341-1 . DUCT, Heat and vent sys WOP LE canted sta 249 anti-icing LH, 1 
assy of 
201-53341-2 . DUCT, Heat and vent sys WOP LE canted sta 249 anti-icing RH, 1 
assy of 
-22 4p2-10-14 + DUCT CONNECTOR, Air non-wire supported . . . . . . . . . . . « 1 
-23 AN737W26 . CLAMP, Hose .. o... ο n on 2 
556 . STRIP, Bonding hose connecting (North American) Z fe $ XM n 2 
-24 227-14616 ° FITTING, WOP extended LE to 12" extended wing tip inboard os 1 
-25 5W1-6-16-0 - WEATHERSEAL, (North American) . . de 2 
-26 201-53700-1 . HEAT AND VENT SYSTEM EQUIPMENT INSTL "WOP LE surface anti-icing NP 
LH (see fig. 69A for breakdown) 
201-53700-2 + HEAT AND VENT SYSTEM EQUIPMENT INSTL, WOP LE surface anti-icing ΝΡ 
RH (see fig. 69A for breakdown) 
-27 201-14289-1 . PANEL, WOP 6-3 extended LE sta 61.433 to 129.823 LH .... . 1 
201-14289-2 . PANEL, WOP 6-3 extended LE sta 61.433 to 129,823 RH . .... 1 
-28 201-11290-1 . PANEL, WOP 6-3 extended LE sta 129.823 to canted LE . . . , . 1 
sta 250.030 LH 
201-14290-2 . PANEL, WOP 6-3 extended LE sta 129.823 to canted LE ..... 1 
sta 250.030 RH 
-29 201-14586 . DUCT, WOP 6-3 extended LE sta 240.974 to 249-036 anti-icing . 1 
-30 242-140120-1 *2 . PLATE, Elec access door doubler 6-3, GAR-8 sidewinder missile l A 
pyion, assy of LH 
242-140120-2 *2 . PLATE, Elec access door doubler 6-3, GAR-8 sidewinder missile 1 A 
pylon, assy of RH 
-31 AN509-10R9 *2 . SCREW, (LH and RH), . Ug ως 2 A 
-32 242-140126-1 *2 . DOOR, Elec access GAR-8 sidewinder missile pylon, assy of LH . 1 A 
242-140126-2 *2 . DOOR, Elec access GAR-8 sidewinder missily pylon, assy of RH. 1 A 
-33 242-140122-1 κο . SUPPORT, Adapter WOP 6-3, GAR-8 sidewinder missile pylon LH 1 A 
242-140122-2 *2 . SUPPORT, Adapter WOP 6-3, GAR-8 sidewinder missile pylon RH 1 A 
-34 AN3-6A XA a BOLT 2 9.3 93 ος ο ο E. αρ τα 3 A 
-35 AN3-12A *2 . BOLT.... 1 Α 
-36 2W18-10M *2 . WASHER, (North American) boa 
-37 NAS679A3 *2 . NUT RP US M SENT HOA 
-38 3591- -ICN x 3/8% ` INSERT, (Heli-coil) 20.2. 1 A 
-39 G51HB l GROMMET, (Nylon Molding) . l A 


*1 Used on all airplanes when modified per T.O. 1F-86K-534, see fig. 13 for 
airplanes not modified. 
*2 Used on airplanes coded A when modified per T.O. 1LF-86K-546. 


USEABLE ON CODE: A 53-8273 thru 53-8322, 
54-1232 thru 54-1350, 
55-4811 thru 55-4906 
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Group Assembly Parts List T. O. 1P-86K-4 
WING STRUCTURE (Cont) 








F-86K-4-10-26 





FIGURE 13B - WING LEADING EDGE SLAT TRACK EQUIPMENT 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER Y 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
B 13B No Number *1 WING ο, EDGE SLAT TRACK EQUIPMENT (see fig. 13A for next . . NP 
assy 
-1 AN365-624 V NUT- e oe a io ata De 8 
-2 218-616 . WASHER, Flat (North American) . . 8 
-3 MS20006-42 bes BOLTO ο deem pa oy a, D. ον, (αὶ. tac a do ο ο 8 
τὴ 151-17207-3 . BRACKET, Wing leading edge slat roller support forward. . 14 
151-17207-5 . BRACKET, Wing leading edge slat roller support forward.. 2 
(used on LE sta 238.477 & 240.974 only) 
-5 2W2SP25-36-95 . WASHER, Thrust (North American) ο Ae us TTD I ELI E 16 
-6 74420 . BEARING, (Roller Bearing Co.) (intreh wth Torrington 8898) 8 
=T AN365-624 . NUT, (LE sta 58.936, 73.669, 96.143, 128.605, and 153.076 . 5 
-8 2w18-616 . WASHER, Flat (North American) (LE sta 128.605 and 153.076) . 4 
2w2sp24-24-63 n ει (North American) (LE sta 58.936, 73.669 and . 3 
90.143 
l -9 AN6-33A . BOLT, (LE sta 61.433, 76.166, 98.640, 131.102 and 155.574) . 5 
-10 2w2sp24-24-63 ; μοι. (North American) (LE sta 61.333, Τ6.166, and 3 
' 96.650 


na ————————— —Á— μμ — A e — — K————— V SSS ee 
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FIGURE & 
INDEX NUMBER 


13B-11 
-12 
-13 


-14 
-15 


-16 
-17 
-18 


-19 
-20 
-21 
-22 
-23 


-24 
-25 
-26 


-27 
-28 
-29 
-30 
-31 


-32 
-33 
-34 
-35 


-36 
-37 
-38 
-39 
-40 


-41 


-42 








PART 
NUMBER 


2W2SP25-40-95 
74220 

AN3-6A 

AN3-7A 


2W1AL13-32-100 


2W1A113-32-32 
2W1AL13-32-125 


AN365-428 
2w18-416 
201-17068-3 


2W18-616M 
2QW2SP21-34-95 
YR137CP-X 
2W2SP17-34-95 
201-17070 


201-17071 
201-17072 
201-17073 
201-17074 
201-17075 
201-17076 
201-17077 


187-17032 
180-17122-3 
227-14533-2 
227-14533-1 
AN365-1032 
1B2083-009 
3NBF412YJ 
NAS221-19 
227-14531-2 
227-14531-1 
AN365-1032 
2W18-10 
AN3-6A 
227-14532-2 
227-14532-1 
AN365-1032 
4B2083-009 
3NBF512YJ 
NAS221-19 
227-14530-2 
227-14530-1 
227-14827 


227-14840-3 
227-14840-4 
227-14840-5 
227-14840-6 
227-14840-7 
227-1484u-8 
227-14840-9 
227-14840-10 
227-14840-11 
227-14840-12 
227-14840-13 
227-14840-14 


*] Used on all airplanes when modified per T,O, 1F-86K-534, 
13 for airplanes not modified. 


fig. 


1 


`WASHER, Flat (North American} 


T. ο. 1F-86K-4 


WING STRUCTURE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


WASHER, Thrust (North American) 


BEARING, (Roller Bearing Co.) (intrch_ wth "Torrington 8898) . 


BOLT, e sta 
BOLT, (LE sta 186.038, 210.510, and 240.975) 
WASHER, Plain eu American) 


. 


WASHER, Plain (North American) (LE S sta 61. 433, 16. 166, 
98.640, 131.102, and 155.574) 
WASHER, Plain (North American) (LE sta 186.038, 210. 510, 


240.974) 
NOP κ.κ“. 
WASHER, Flat (North American) 
BOLT, Wing leading edge slat roller adjustment (LE sta 
61.433, 76.166, 98.640, 131. 102, and 155.574) 


WASHER, Thrust (North American) ..... 
BEARING, (McGill) . . ea 
WASHER, Thrust (North American) 


ect o; o ο o 


TRACK, WOP 6-3 extended LE sta 60.184. slat positioning, 
assy of 
TRACK, WOP 6-3 extended LE sta 74.917 slat positioning, 
assy of 
TRACK, WOP 6-3 extended LE sta 97.391 slat positioning, 
assy of 
TRACK, WOP 6-3 extended LE sta 129.853 slat positioning, 
assy of 
TRACK, WOP 6-3 extended LE sta 154.324 slat positioning, 
assy of 
TRACK, WOP 6-3 extended LE sta 184.789 slat positioning, 
assy of 
TRACK, WOP 6-3 extended LE sta 209.260 slat positioning, 
assy of 
TRACK, WOP 6-3 extended LE sta 239.725 slat positioning, 
assy of 
. BUMPER ASSY, WOP LE slat track .. vg wt 
BUSHING, WOP 15? slat track serrated attach SZ ας ὃς 


FITTING ASSY, Wing LE slat track aft side load roller RH 
FITTING ASSY, Wing LE slat track aft side load roller LH 
a UNUT e $74. del 
. BUSHING, Press- “fit "flanged (North American) ofa o N 
. BEARING, (Torrington) . . 
. SCREW, Brazier head Phillips recess alloy steel 8- 32 
. FITTING, Wing LE slat track rear side load roller RH 
FITTING, Wing LE slat track rear side load roller LH 
NUT TC š R ON RU νι αν. ης . 
WASHER, Flat (north American) ο πλ w Pa DS οκ ο οι ο 
BOLT .... s 
FITTING ASSY, "Wing IE slat track fwd Side load roller RH 
FITTING ASSY, we LE slat track fwd side load roller LH 
|. NUT .... š " 
BUSHING, Press-fit flanged (North American) DAT 
BEARING, (Torrington) ; 
SCREW, Brazier head Phillips recess alloy steel 8- 32 ` 
FITTING, Wing LE slat track fwd side load roller RH. 
FITTING, Wing LE slat track fwd side load roller LH . 


LOCK, WOP leading edge 6-3 with slats track roller adjusting : 


bolt 
FITTING, WOP LE 6-3 slats aft roller support LH 
153.076, 183.541, 208.013, and 238.477) 
FITTING, WOP LE 6-3 slats aft roller support RH 
153.076, 183.541, 208.013 and 238.477) 
FITTING, WOP LE 6-3 slats aft roller support LH 
155.574, 186.038, 210.510 and 240.974) 
FITTING, WOP LE 6-3 slats aft roller support RH 
155.574, 186.038, 210.510 and 240.974) 
FITTING, WOP LE 6-3 slats aft roller support LH 
58.936 and 73.669) 
FITTING, WOP LE 6-3 slats 
58.936 and 73.669) 
FITTING, WOP LE 6-3 slats 
61.433 ana 76.166) 
FITTING, WOP LE 6-3 slats 
61.433 and 76.166) 
FITTING, WOP LE 6-3 slats 
96.143 and 128.605) 
FITTING, WOP LE 6-3 slats 
96.143 and 128.605) 
FITTING, WOP LE 6-3 slats 
98.640 and 131.102) 
FITTING, WOP LE 6-3 slats 
98.640 aná 131.102) 


(sta 
(sta . . 
(sta 
(sta 
(sta 


aft roller support RH (sta 


aft roller support LH (sta 


aft roller support RH (sta 


aft roller support LH (sta 


aft roller support RH (sta 


aft roller support LH (sta 


aft roller support RH (sta 


See 


61.433, 76.166, 98.640, 131.102 and 155. 574) 
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Section. 11 — 
Group Assembly Parts List T. O. 1F-86K-4 


WING STRUCTURE (Cont) 





F-86K-4-10-11A 


FIGURE 14 - WING OUTER PANEL TRAILING EDGE ASSEMBLY 
44 








Section. τ _ 


T. O. 1F-86K-4 | Group Assembly Parts List 
WING STRUCTURE (Cont) 


—T. eL P Y. O O EARE ONI 


FIGURE & PART UNITS USEABLE ON 
15 165-14006-101 TRAILING EDGE ASSEMBLY, Wing outer panel assembly LH ..... Ref A 
(see figure 12 for next assembly) 
165-14006-102 TRAILING EDGE ASSEMBLY, Wing outer panel assembly RH .... + Ref A 
(see figure 12 for next assembly) 
165-14006-201 TRAILING EDGE ASSEMBLY, Wing outer panel assembly LH ..... Ref B 
(see figure 12 for next assembly) 
165-14006-202 TRAILING EDGE ASSEMBLY, Wing outer panel assembly RH . . . .. Ref B 
(see figure 12 for next assembly) 
-1 151-14256-1 . SEAL ASSEMBLY, Flap to shroud lower surface . . +. + + + * * 1 
-2 151-14256-11 . SEAL ASSEMBLY, Flap to shroud lower surface . +. +. e + +. + 1 
-3 151-14256-31 . SEAL ASSEMBLY, Flap to shroud lower surface UAI E 1 
-4 140-33014-41 . FITTINGS INSTL, Main landing gear LH (see fig. 17 for ... NP 
breakdown) 
110-3301! -42 . FITTINGS INSTL, Main landing gear RH (see fig. 17 for . . + NP 
breakdown) : 
-5 165-14004-1 . DOOR ASSY, WOP flap station 95.977 to aileron station 114 1 
lower access LH 
165-14004-2 . DOOR ASSY, WOP flap station 95.977 to aileron station 115 , 1 
lower access RH 
-6 2P7-9-54 . . PIN ASSEMBLY, Hinge (North American) . . e + + + + . * * 2 
-7 165-14393-7 . . HINGE, Wing outer panel flap station 95.977 to aileron . Ï 
station 11! lower access door LH (inboard) 
165-14393-8 . . HINGE, Wing outer panel flap station 95.977 to aileron 1 
: station 11! lower access door RH (inboard) 
165-14393-3 . . HINGE, Wing outer panel flap station 95.977 to aileron . 1 
station 114 lower access door LH (outboard) 
165-14393-4 . . HINGE, Wing outer panel flap station 95.977 to aileron . 1 
station 114 lower access door RH (outboard 
-8 165-14393-9 . . HINGE, Wing outer panel flap station 95.977 to aileron . 1 
station 114 lower access door LH (inboard) 
165-14393-10 . . HINGE, Wing outer panel flap station 95.977 to aileron . 1 
station 114 lower access door RH (inboard 
165-14393-5 . . HINGE, Wing outer panel flap station 95.977 to aileron . 1 
station 114 lower access door LH (outboard) 
165-14393-6 . . HINGE, Wing outer panel flap station 95.977 to aileron . 1 
station 11! lower access door RH (outboard 
-9 165-1539 -31 . . SEAL ASSY, Wing outer panel flap station 95.977 to . + + 1 
aileron station 11! lower door hinge LH (inboard) 
165-1439 -32 . . SEAL ASSY, Wing outer panel flap station 95.977 to . + + 1 
i aileron station 11! lower door hinge RH (inboard) 
165-14394-1 . . SEAL ASSY, Wing outer panel flap station 95.977 to . +. ° 1 
aileron station 114 lower door hinge LH (outboard 
165-14394-2 . . SEAL ASSY, Wing outer panel flap station 95.977 to . . +» 1 
aileron station 114 lower door hinge RH (outboard) 
165-14005-101 . SPAR ASSEMBLY, WOP rear LH . . , + + + + + * * © * * * ° . 1 “A 
165-14005-102 . SPAR ASSEMBLY, WOP rear RH , +. + + + © + * © * * © * * * * ° 1 A 
165-14005-201 . SPAR ASSEMBLY, Wing outer panel rear L an aA NE oleae ο at E 1 Β 
165-14005-202 . SPAR ASSEMBLY, Wing outer panel rear RH . . + + + + * * © + 1 B 
-10 165-14099-3 . . FITTING, Wing outer panel sta 106.75 jack joint . . . + . 1 
-11 172-14049-3 . . FITTING, Wing outer panel rear spar to fus attaching LH. 1 
172-14049-4 . . FITTING, Wing outer panel rear spar to fus attaching RH. 1 
-12 151-14249-1 . . FITTING, WOP main gear retract cylinder support LH ας 1 
151-14249-2 . . FITTING, WOP main gear retract cylinder support RH .. . 1 
-13 165-14490-1 . . FITTING, WOP sta 224 rib to rear spar attaching LH . . 1 
. 165-14490-2 . . FITTING, WOP sta 224 rib to rear spar attaching RH . . + 1 
-14 165-14491-1 . . FITTING, WOP sta 215 rib to rear spar attaching LH . +. + l 
E 165-14491-2 . . FITTING, WOP sta 215 rib to rear spar attaching RH . +. + 1 
-15 140-14058 . . FITTING ASSY, Rear spar wing outer panel hoisting v Cs 2 
-16 165-14056-1 |. TEE ASSEMBLY, Station 170 wing outer panel rear spar rib. 1 
attaching LH 
165-14056-2 . . TEE ASSEMBLY, Station 170 wing outer panel rear spar rib. 1 
attaching RH 
-17 520 . . . SPRING, (Kaynar) . . . « + + + + + + + * + * ° ouis 4 
-18 AN365-428 zo uo u^ NUD ç ¿Q £ E a re Rw ae ae Ca le eee 4 
-19 Kil ° PLATE, (Kaynar) . . . + ee + + + + + + + s κο.» 4 
165-14607-1 . RIB ASSY, WOP trailing edge sta 6.572 aileron hinge LH . . . 1 
165-14607-2 . RIB ASSY, WOP trailing edge sta 6.572 aileron hinge RH... 1 
-20 165-16111 . . FITTING, Aileron inboard hinge rear spar attaching .. +. l 
-21 151-14152 . TRAILING EDGE, WOP inboard upper +. +. s + + + + e e * * + * ° 1 
-22 165-14239-1 . TRAILING EDGE, WOP aileron sta O to 114 upper LH . . . + + + 1 
165-14239-2 . TRAILING EDGE, WOP aileron sta O to 114 upper RH . . . + + 1 
-23 227-14607-5  *1 . FITTING, WOP rear spar inboard 12" tip extension attaching LH 1 
227-14607-6  *1 . FITTING, WOP rear spar inboard 12" tip extension attaching RH 1 


*1 Used on all airplanes when modified per T. O. 1F-86K 534. 
USEABLE ON CODE: A 53-8273 thru 53-8322 
54-1231 thru 54-1350 
55-4811 thru 55-4936 
B 56-4116 and subs 
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Section. 1: 
Group Assembly Parts List T. ο. 1F-86K-4 





WING STRUCTURE (Cont) i 





F-86K-4-10-10A 


FIGURE 15 - WING OUTER PANEL FRONT SPAR ASSEMBLY 
16 





FIGURE & 
INDEX NUMBER 






PART 

NUMBER _ 
165-1h003-11 
165-14003-12 
165-14003-21 
165-14003-22 
151-14047-3 
151-14047-4 
165-14014-3 
165-14014-4 
165-14015-3 
165-14015-4 
165-14016-3 
165-14016-4 
165-14017-3 
165-14017-4 
165-14018-3 
165-14018-11 
165-14018-4 
165-14018-12 
165-14019-3 
165-14019-11 
165-14019-4 
165-14019-12 
165-14341-1 
165-14341-2 
140-14175-2 
140-14175-1 
151-14292-3 
151-14292-4 
165-14089-5 
RD208SH9L 
RL38SB9 
165-52354-1 
165-52354-2 
NAS376-2 . 
165-14325 
140-14119 
173-48732 


173-48738 


AN210-1B 
165-58790-1 


165-58790-2 


USEABLE ON CODE: 





1 


à 9 » ee 0.0. 


SPAR ASSY, 
SPAR ASSY, WOP front RH 
SPAR ASSY, 
SPAR ASSY, 


T. O. 1F-86K-4 
WING STRUCTURE (Cont) 


NOMENCLATURE 


figure 12 for 
figure 12 for 
figure 12 for next assembly 
figure 12 for next assembly 
panel attaching LH . . . . . 
panel attaching RH. . < 
spar upper LH .... 
spar upper RH .. 
spar inboard lower LH 
Spar inboard lower RH 
Spar center upper LH . 
spar center upper RH . 
spar center lower LH . 
spar center lower RH 
spar outboard upper 
spar outboard upper 
spar outboard upper 
spar outboard upper 
spar outboard lower 
spar outboard lower 


2 3 4 5 ó 7 
WOP front LH 





next assembly 
next assembly 






WOP front LH 
WOP front RH 
FITTING, Front spar outer 
FITTING, Front spar outer 
JOINT, WOP leading edge front 
JOINT, WOP leading edge front 
JOINT, WOP leading edge front 
JOINT, WOP leading edge front 
JOINT, WOP leading edge front 
JOINT, WOP leading edge front 
JOINT, WOP leading edge front 
JOINT, WOP leading edge front 
JOINT, WOP leading edge front 
JOINT, WOP leading edge front 
JOINT, WOP leading edge front 
JOINT, WOP leading edge front 
JOINT, WOP leading edge front 
JOINT, WOP leading edge front 
JOINT, WOP leading edge front spar outboard lower 
JOINT, WOP leading edge front spar outboard lower 
FITTING, WOP airplane hoist LH . . . . . +< + + . 
FITTING, WOP airplane hoist RH... AC 
CLIP, WOP front spar lower cap reinf. `RH on LH wing 
CLIP, WOP front spar lower cap reinf. LH (on RH wing 
FITTING, WOP rocket support attaching LH . .. + 
FITTING, WOP rocket support attaching RH . .. ... 
FITTING ASSEMBLY, WOP front spar drop tank . . . .. 
. INSERT (Rosan) . ο yr IS. Qy NL Ny ESATE ὦ 
. RING, (Rosan) . . . Zes rena A 
BRACKET ASSY, Aileron control "wing sta 163 pulley LH 
BRACKET ASSY, Aileron control wing sta 163 pulley RH 
.. PULLEY, Secondary control for 1/16 and 3/32 dia cabl 
SUPPORT, Wing outer panel front spar lower cap... 
FITTING ASSY, Front spar WOP hoisting . .. 
SUPPORT, Drop fuel tank emergency jettison outboard 
wing bellcrank 
BRACKET ASSY, Fuel drop tank wing station 41.474 . . . 
emergency jettison pulley 
+ PULLEY, Anti-friction bearing control . . . 
BRACKET, Hydraulic aileron actuating cylinder inboard. 
hose LH 
BRACKET, Hydraulic aileron actuating cylinder inboard 
hose RH 





AEREA. 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
° 
° 
. 
. 
. 
-.. 
. 
. 
. 
b 
. 
. 
. 


53-8273 thru 53-8322 
54-1231 thru 54-1350 
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56-4116 and subs 
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T. O. 1F-86K-4 
WING STRUCTURE (Cont) 


FIGURE 16 - WING OUTER PANEL COVERS AND DOORS 


F-86K-4-10-9A 








T. O. 1F-86K-4 


WING STRUCTURE (Cont) 


FIGURE & 
INDEX NUMBER 


16 
-1 


-2 


PART 
NUMBER 1 


Νο Number 
140-14062 
AN507PB632-8 . 
1813CN632-8A 5 
165-14059-1 . 
165-14059-2 š 
AN509-10R11 
AN509-516R15 
151-14153-1 
151-14153-2 
AN507-1032R8 
140-1205 
AN507-832R14 


2 3 4 5 6 


WING OUTER PANEL COVERS AND DOORS, 


7 NOMENCLATURE 


see figure 9 for next assy 


DOOR ASSY, WOP remote indicating compass access LH & RH . 


SCREW .. 


SCREW, 100° countersunk "(North American) . 


DOOR ASSY, WOP 
DOOR ASSY, WOP 
SCREW .... 
SCREW .... 


sta 215 to 224 intermediate upper 
sta 215 to 224 intermediate upper 


access LH 
access RH 


. . 8 


227-14205 
AN507-832R14 
165-14348 
242-14348 
99836 

99836 
99834-1-.140 
98256-1-.140 
165-14260-1 
201-14260-1 
165-14260-2 
201-14260-2 
AN509-10R9 
AN509-10R9 
AN507-440R6 
AN365-440 
7813-1032-18 
2W18-10M 
165-14285 
AN509-10R8 
7813CN1032-16 
2W18-10M 
165-14268-1 
201-14268-1 


165-14268-2 
201-14268-2 


* 
TO 
S eos 


* 
ro 


* 
n 


-7 


-8 


7S13CN1032-10A*1 
7813CN1032-10A*2 
AN507-440R6 
AN365-440 
165-14463 
7813CN1032-16 
2W18-10M 
165-14462-11 
165-14462-12 
AN509-10R11 š 
AN509-8R8 i 
7S13CN832-16 
2W18-8L 
140-14205 


-10 


5 9 9 ot ο ν n on n 


-11 


MO PIN, Airloc 


DOOR ASSY, WOP trailing edge trunnion pin access LH š š 
DOOR ASSY, WOP trailing edge trunnion pin access RH lC A 
SCREW . .. Gitte, E τν M. Wo COUP cR SW, δι Ὅ ὁ κα 
DOOR ASSEMBLY, Wing outer panel front Spam hinge cover... 
SCREW .. et ey e A a 
DOOR, WOP front spar hinge cover, ‘assy of “(RH wing sta 2 22h) 
SCREW, (RH wing sta 224) . . . + P een 


DOOR ASSEMBLY, Wing gun camera access τῇ only "P 
DOOR, WOP 6-3 extended LE gun camera access, assy of LH only 

United- sone SNS, αν, E LI ME ç 
United-Carr 


. ο . 


PIN, Airloc . . 
STUD, Airloc eter κ "cx : 
. STUD, Airloc (United-Carr FEM . 
DOOR ASSY, WOP LE drop tank connecting access LH . s a 
DOOR, WOP 6-3 extended LE sta 108.500 to 119.500 access LH . 


. 2 . 
.o. . 


-12 


-13 


-14 


AN507 -BR16 
165-14608-1 
165-14608-2 
AN509-10R11 
AN507-440R5 
AN365-440 
165-14609-1 
165-14609-2 
AN509-10R10 
AN507-440R5 
AN365-440 
187-14511-1 κ 


187-14511-2 κο 
242-14349 *o 


oe ewe 


-15 


DOOR ASSY, WOP LE drop tank connecting access RH . . . . 
DOOR, WOP 6-3 extended LE sta 108; 500 to 119.500 acce s RH 
SCREW ο. ο ο ο ο” sce 7 uw vl 6 EIS 
SCREW uel εκ; a A wr aa mec. wF a ὁ e oae 
SCREW 06,5619 2382 a ee ο ολ... ο ο ο 
NUT ... . eee ο n UE 
SCREW, 100? ' countersunk (North American) ο Πα 
WASHER, Flat (North American) .. š < e, fam 4 φ 
DOOR, WOP LE sta 142 and 186 hydraulic lines access ο. 
SCREW $ A aia Ον. 
SCREW, 100% countersunk "(North American) i... 2 2 2 22 
WASHER, Flat (North American) . S os ou 
DOOR, WOP leading edge sta 219. 719 and 229. 238 access LH . . 
DOOR; WOP 6-3 extended LE sta 210.510 to 238.477 access .. 
LH, assy of 
DOOR, WOP leading edge sta 219.749 and 229.238 access RH . . 
DOOR, WOP 6-3 extended LE sta 210.510 to 238.477 access . . 
RH, assy of 

SCREW, 100? countersunk pea μας, V NUS oso -ᾱ- ὁ 
SCREW, 100° countersunk (North American) . . + + + + + + so 
SCREW clo om ves wan gs IRA A A OY ee ὦ 
NUT 4-19). š a wie foi οὶ ey cet ὁ τῷ, “aa ie, pee ce! ex Je, ces’ a 
COVER, Wing outer” panel” ack fitting opening. « . . + + + > 
SCREW, 100% countersunk Loren American) . e < š ` w eee 
WASHER, Flat (North American) NE kr ο.) 
DOOR, Flap actuator access LH (use 165- 14462-1 untl exh) . . 
DOOR, Flap actuator access RH (use 165-14462-2 untl exh) . . 
SCREW, (thru rear spar) το) το! 460€ Ok 04509 39 T€ 7 e ντο ie 
SCREW .. 0. 0 ο o9 o9 9 o9 on 
SCREW, 100* countersunk ` (North American) . ο T ο. 
WASHER, Flat (North American) . . +... + + + + s ὁ 4 e e ς ο 
DOOR ASSY, Wing outer panel front spar hinge cover . . . .. 
SCREW . « . +< © < © © © ο . . ο ET OE. 
DOOR, Wing outer panel sta 197 to sta 206 ` lower access LH . 
DOOR, Wing outer panel sta 197 to sta 206 lower access RH . 
SCREW . . . ο + s + + on n e 9 o9 9 o9 . 0 o9 os 9 n ο 9 ὁ 9 n 
SCREW . . . ο +s s we ο ο ο ec ο 9 ὁ s ο ο 2 ο ο K ο w 
NUT ..  ὁ ὁ ο ὁ ὁ ... e ο * ^ * * ὁ ὁ 4 ο ο * ce ὁ * «€ 
DOOR, Wing outer panel sta 233 to sta 242 lower access LH . 
DOOR, Wing outer panel sta 233 to sta 242 lower access RH . 
SCREW . e “< 9 ο 9 ο 9 9 9 ὁ $ 9 5 9 s 9 ο ὁ 9 ο 22 ο ο 5 
SCREW . & 9. 9 9 o9 9 o9 9 ὁ 9 9 £5] 9 9 9 * 9 9 9 9 c£ c£; 9 ο ος 
NUT. ο ense) ο SE a A d, Fe un gan ο VOR. DEI y e 
DOOR, WOP 12" tip extended intermediate access LH 4^ w Sey ce 
DOOR, WOP 12" tip extended intermediate access RH ον Ὃν lene 


DOOR, WOP 6-3 extended LE gun camera adjustment .. 


access LH only 


*] Not used on airplanes modified per T.O. 1F-86K-534. 
*2 Used on all airplanes when modified per T.O. 1F-86K-534. 


USEABLE ON CODE: A 


B 
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56-4116 and subs. 
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Section 1 — 
Group Assembly Parts List T. O. 1F-86K-4 
WING STRUCTURE (Cont) 





F-86K-4-10-8 


“FIGURE 17 - MAIN LANDING GEAR FITTINGS 


50 





FIGURE & 
INDEX NUMBER 


17 


PART 
NUMBER 


140-33014-41 
140-33014-42 
151-33120-15 


151-33120-16 


AN365-624 
165-33510 
AN960-616 
140-33129-5 
140-33129-3 
140-33129-7 
140-33129-9 
140-33129-13 
EBO7O 
AN365-624 
AN960-716 
AN6-11A 
AN365- 720 
AN7-13A 
ANT-15A 
AN365-820 
NAS338P14 
AN960-816 
NAS337A13 
AN6-14A 


ος οσα 


140-33502-21 
AN320-8 
165-33504 
140-33515 
173-33503-7 
MS15001-! 
NAS77-11-50 
173-33504-11 
AN365-428 
2w18-416 
151-33511-11 
151-33511-12 
151-33516 
151-3351! 
AN960D8 
AN320-3 
151-54380-11 
151-54380-12 
151-54380-7 
2W18-10L 
140-33633 
AN310-4 
140-33510 
NAS2-101 
2W1-16-24-64 
AN960-816 
2W1-33-24-20 
165-33540-5 
165-33540-6 
165-33541 
AN393-15 Ἢ 
165-33512-1 
165-33512-2 
AN345-10 
AN960D10 
NAS428H3-7 
151-33512-1 
151-33512-2 
AN960-10L 
AN365-524 
AN5-6A 
AN960-516L 
ΑΝΡ-ΤΑ 
ΑΝΟΘΟ-516 
151 -33113 
151-33114 
151-33115 
151-33116-1 
151-33116-2 
151-33117 
151-33118 


- 151-33119 


1 


2 


FITTINGS INSTL, Main LG LH 
FITTINGS INSTL, Main LG RH 





T. O. 1F-86K-! 


WING STRUCTURE (Cont) 





NOMENCLATURE 


see fig. 14 for 
see fig. 14 for 


3 4 5 6 7 


next assembly). 
next assembly 


FITTING ASSY, Main landing gear trunnion support complete LH 


FITTING ASSY, Main landing gear trunnion 


(see figure 18 for breakdown) 


(see figure 18 for breakdown) 


BOLT, Main LG trun sup. fitting attaching high strength 


WASHER . . . . + +s < + + + + < or ο o 


NUT 
BOLT, 
"WASHER . . 
BOLT, 
BOLT... .. 


FITTING ASSY, MLG retract cyl complete . . . . . + . 


NUT EI. 
WASHER, "Flat (North American) us veh S 
SUPPORT ASSY, MLG strut uplock LH . 

SUPPORT ASSY, MLG strut uplock RH .. 


* * e e e e 9 sa e 9 q 9 c? s * 9 * o ὁ * ὁ o » * * ο ο 


RETAINER, 
RETAINER, 
RETAINER, 
RETAINER, 
RETAINER, 


y 
E 
= 


landing gear trunnion . 
landing gear trunnion 
landing gear trunnion 
landing gear trunnion 
Main landing gear trunnion 
(Elastic) (magnetic inspecte 


9 5 ο è . oe . . . o 


) 


oe 9 9 m ο (e we ee 


oe ee 9 ο 
eee ee 

e... ο 

s... ο 9 

9 9 0$ 9 s e o ο ° ° * 
9 e 0 9 e 9 + 9 s ° ο » 


oe ewe 
oe eee 


high strength 


tolerance 
oc ο ο 


tolerance high strength 7/16-20 


ee 9 9 9 « ο  « oo oo ooo o 


. Ns : » » o 


1/2-20 
100° 


NUT oe 4.3 oce 6ο ο" e SS ος ew ὁ) Gon LM cw ee 
PIN ASSEMBLY, Main landing gear retract cylinder 
WASHER, Main landing gear retract cylinder pivot 
FITTING ASSEMBLY, Main gear retract cylinder . 
. FITTING ... m 
+ BUSHING, Flanged press-fit steel £ % 
. PUSHING, MLG retract S Ed fitting 
PIN, LG strut uplock latch actuating link attachment 
LINK, Main landing gear strut uplock latch actuating 
WASHER . ο . © ο ο e « e we ὁ ὁ 0 ὁ Q om ὁ 9 ὁ ο ee 
NUT . ew s +s e » e e e e e e ο ee ὁ ὁ o c e ο ὁ ο ο 
CAM ASSY, Main landing gear uplock sequence switch LH 
CAM ASSY, Main landing gear uplock sequence switch RH 
. BUSHING, Main landing gear uplock ον switch 
WASHER, Flat (North American) . . P: 
CABLE ASSY, LG emer release to main gear “uplock 
NUT . 
BOLT ASSEMBLY, “Main landing gear “uplock + 
. LUBRICATION FITTING . « + + μα 
WASHER, Plain (North American) oe ο 
WASHER .... . eae . 
WASHER, Plain (North "American) V DAS ο . 
LATCH ASSY, Main alighting gear uplock LH . 
LATCH ASSY, Main alighting gear uplock RH. 
. PIN, Main alighting gear uplock latch att 


oe ù 


πω idee 


. Poo... ο. 


« PIN « ο ὁ o... . s e e ὁ 9 ο 9 ο « 
NUT, Main alighting gear strut uplock LH 
NUT, Main alighting gear strut uplock RH 
NUT ..oooo ooo... * a e ο ο ο 
WASHER .... + ° 9 ο ° s s ° ° on 
BOLT, Adjusting crowned hexagon head . . 
FITTING, Main alighting gear uplock support 
FITTING, Main alighting gear uplock support 
WASHER . ° ° ° e * ° 


chi 


e 8 © è ο . 


ee o... Ji. ew wg 
m= = 


oe ο 


9. ` 9 9 9 s. 5 0 ? 0 e o 9 9 9 o e ç 9 ç ° ο. ο 


oe ο ° n 


. 
. 
. 


Main landing gear trunnion 
Main landing gear trunnion sup. 
Main landing gear trunnion sup. 
Main LG trunnion support center sect. bolt LH 
Main LG trunnion support center sect. boit RH 
Main LG trunnion support upper center . αά . . 
Main LG trunnion support inboard 
Main LG trunnion support upper bolt. ..... 


runnion support lower bolt 
tail sect. bolt 





5. 9 | 


. 
. 
. 
. 
. 
. 
. 
. 
. 


tail sect, center 


e 9 c c9 9 9 9 9 9$ c9 9 * ο c3 9 o ° ° ο ο 


e... < 0 c9 e 9 s 0$ s + * o o e 9 * 0 * qq 0 9 * * e 0 b ο 9 


support complete RH 


9 e e 9 9 ° s o s s ο 
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Group Assembly Parts List 


USEABLE ON 


CODE 


51 








Section ΙΙ _ 


Group Assembly Parts List T. ο. 1F-S6K-4 
WING STRUCTURE (Cont) 








F-86K-4-10-7 


FIGURE 18 - MAIN LANDING GEAR TRUNNION COMPLETE SUPPORT ASSEMBLY 
52 











Section. Ir _ 


T. O. 1F-86K-4 Group Assembly Parts List 


WING STRUCTURE (Cont) 


FIGURE PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER Lomo 34:5 7 NOMENCLATURE PER ASSY. CODE 
18 151-33120-15 FITTING ASSY, Main landing gear trunnion support complete . . . Ref 

LH (see fig. 17 for next assy) 
151-33120-16 FITTING ASSY, Main landing gear trunnion support complete . . . Ref 
RH (see fig. 17 for next assy) 
-1 151-33354-3 . BRACKET, Main landing gear strut door hinge LH (use 1 
151-33354-1 untl exh) 
151-33354-4 .- BRACKET, Main landing gear strut door hinge RH (use 1 
| 151-55554-2 untl exh) 

-2 151-33352 . SHIM, Main landing gear strut door hinge +. . . +. + + es eà 2 

-3 AN365-428 : NUT. 2 4$ 94 5ο ο, a A o9 A ET 2 

-4 AN4-7A a BOLT ο ο a es IE Ue oe or RII. Ὁ ο δ a Sa er sŠ aia 1 

-5 AN4-10A s BOLT V4 0$ es ewe 0 w. 9 9 ww sms ὁ; US ow ὁ GW 6, Q Ue 09/9 eS ee 1 

-6 AN960-116 . WASHER . . . +. . s E ar Ce wonps i a 2 

-T 140-33153 . SCREW, Main landing gear downlock guide eue οι). A er 1 

-8 13410-33150 . NUT, Main landing gear downlock . . . ο wait ιο eiie ris ο Us 1 

-9 140-3319 . SLEEVE ASSEMBLY, Main landing gear downlock ο ας 1 

-10 140-33141-1 . LOCK ASSEMBLY, Main landing gear down LH αν . e + + + + . e è 1 

140-33141-2 . LOCK ASSEMBLY, Main landing gear down RH . A ο ee 3 3 

-11 140-33145 . . SHAFT, Main landing gear downlock . . . , . + + + 4 * * 0. 1 

-12 2W2832-56-65 $^ WASHER, Thrust (North American) . . AE S; bo S Ὁ 1 

-13 140-33146 + . WASHER, Main landing gear downlock shock . . ; . 2. 1 

-14 140-33143-1 . . HOUSING ASSEMBLY, Main landing gear downlock LH . . +. +. + 1 

140-33143-2 . . HOUSING ASSEMBLY, Main landing gear downlock RH . . +. + + 1 

-15 151-33132 . . . BUSHING, Main alighting gear downlock housing . +. +. + d 

-16 140-3315! . . SPRING, Main landing gear downlock outer . . . . + + > 1 

-17 140-33155 . . SPRING, Main landing gear downlock inner . . . . . ee * 1 
_ -18 140-33142-1 . . ΕΙΝ, Main landing gear trunnion downlock LH... DR 1 

140-33142-2 A PIN, Main landing gear trunnion downlock RH . . . +. + + + 1 

-19 AN960D416 . WASHER 5. ea DN τῷ 2 

-20 151-33130 . BRACKET ASSEMBLY, "Main landing gear `aownlock pin OIN E 1 

actuating support 

-21 ABLÓRP6-10 + . BEARING, Sintered oil impregnated (North American) ER 1 

-22 NAS204-13 . SCREW, 100° flat head Phillips recess alloy steel 8-32 . . . 2 

-23 NAS204-14 . SCREW, 100? flat head Phillips recess alloy steel 8-32... 1 

-24 AN365-832 . NUT το e teni re» wa p ra ae SOR ο Es SIMI up has, e BAUR S πο. 3 

-25 AN960-8 ` WASHER . . .- Se a, Wing QP SO gt fra eir CR ος 6 

-26 151-18045-1 . FITTING, Flap hinge “sta "33. 437 to landing gear trunnion .. 1 

attaching LH 
151-18045-2 . FITTING, Flap hinge sta 33.437 to landing gear trunnion .. 1 
attaching RH 

-27 AN365-524 ANUN S Gë. e m δ τς -ᾱ- ιδ) e cie 8 

-28 AN5-10A z BOLI 2 4 2.0€ 47 40€ 9o 9/29 a Ὁ Ὁ xe ο; Ὁ sei w 2 

-29 AN960D516 . WASHER . . . 4 ο ο « ο ὁ ὁ « ὁ oom ὁ 9 o 9 9 9 o 4 s s ο 2 

-30 AN365-428 e πμ A €» a o ο ο ο lc 2 

-31 AN4-10A . BOLT... ana "zn n anra «6 E «δ ὑφ νι. νι ss 2 

-32 i 151-33121-7 . FITTING ASSEMBLY, Main landing gear “trunnion support LH .. i 

151-33121-8 . FITTING ASSEMBLY, Main ee gear trunnion support RH .. 1 

-33 AN944-201 e ο FITTING...o. . Se ea ee ee E ὁ 1 

-34 140-33124-3 + . BUSHING, Main landing gear “trunnion support ο ο 1 

-35 140-33124-4 . . BUSHING, Main landing gear trunnion support . . . + + + ο 1 





Changed 15 April 1960 D 55 
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Group Assembly Parts List 
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T. O. 1F-86K-4 
WING STRUCTURE (Cont) 


FIGURE 19 - COMPLETE FLAP ASSEMBLY 





F-86K-4-10-6A 





FIGURE A 
INDEX NUMBER 


19 . 


N 


N 


š 
` 

PART ` 

NUMBER 


177-18001-201 
177-18001-202 
177-18010-1 
177-18010-2 
AN365-1032 
AN3-1HA 
2W18-10 
177-18050 
177-18049 
151-18030 
140-18021-3 


1 


FLAP ASSY, Complete LHN 
FLAP ASSY, Complete RH 





T. O. 1F-86K-4 
WING STRUCTURE (Cont) 


2 3 4 5 6 7 C NOMENCLATURE 


ee fig: 10 for next 
see fig. 10 for next 
RIB ASSY, Flap leading edge sta 50.75 LH 
RIB ASSY, Flap leading edge sta 50.75 RH 
NUT ca: ος eh ο ας sue ο le MEE 
. BOLT... ο 
. WASHER, Flat (North American) E 
; FITTING, Flap to actuator attaching 
+ SPACER, Flap to actuator attaching . 
DOOR, Flap track roller access .... 
DOOR, Flap access ç 2.6 Ὁ ο ὁ ὁ ὁ ὁ ο a 


ΑΤΤΑΟΗΙΝα PARTS 


AN509-10R9 
AN509-10R9 
7813-1032C16 
AN960D10 

ae 
177-18001-71 
AN365-524 
AN960-516 
LSS6B 


AN960-616 
AN960D716L 
140-18015 
AN365-624 
AN960D616L 
AN6-21A 
151-18077-1 
151-18077-2 
151-18034-1 
151-18034-2 
152-18020-5 
152-18020-3 
152-18020-9 
152-18020-7 
140-18046 
151-18076-1 
151-18076-2 
151-18032-1 
151-18032-2 
152-18020-3 
152-18020-5 
152-18020-7 
152-18020-9 
AN364-1032 
AN509-10R12 
151-18042-3 
151-18042-5 
151-18041 
AN3-5A 
2W1-12-16-64 
140-18047 
177-18001-9 


κ...» »»»»ο9.»» .» . «ο ο» 


SCREW: «zc ο οι oa SEA SL LS RU C ὦ 
SCREW... 


assembly 
assembly 


. 
9 9 © + t 2 


SCREW, 100° flush head corrosion resistant (North 


WASHER $4 dee m lO cw 4. o. d. 5 ὁ 4 


SEAL, Flap. . 
NUT oe ee 


WASHER ,. . 


ROLLER ASSY, F 


(Heim dw 
WASHER . .. 
WASHER . .. 

ο 


BOLT, Flap rol 


NT.... 
WASHER .. 
BOLT ... 
RIB ASSEMBLY, 
RIB ASSEMBLY, 
RIB ASSEMBLY, 


. 9 ° ο o 5 


. 9 o 7 o « 


ract (Heim) 
-2651) 


ee è ο . 


8 


e djustment 


95 ο © ο o 


° ° He. IB en 
E Ep EM 


9 * o ο ο 


ο tas, s e Sus 


Flap leading “edge 
Flap leading edge 
Flap leading edge 


station 
station 
station 
station 


77. 126 LH 
77.126 RH 
34.186 LH 
34.186 RH 


| 


American) 


RIB ASSEMBLY, Flap leading edge 


“e FITTING, Flap track roller support station 77. 126 "aft 
. FITTING, Flap track roller support station 34.186 aft 


. FITTING, Flap track roller support station 77.126 fwd 
. FITTING, Flap track roller support station 34.186 fwd 
+ BRACKET ASSEMBLY, Flap roller adjusting look... 
RIB ASSEMBLY, Flap leading edge station 75.626 LH . . . 
RIB ASSEMBLY, Flap leading edge station 75.626 RH... 


9 


RIB ASSEMBLY, Flap leading edge station 32.687 LH . 
RIB ASSEMBLY, Flap leading edge station 32.687 RH. š 

. FITTING, Flap track roller support station 75.625 aft 
. FITTING, Flap track roller support station 32.687 aft 
. FITTING, Flap track roller support station 75.626 fwd 
. FITTING, Flap track roller support station 32.687 fwd 


NUT. 2. v secet erui a a, OW 9 dec each τῷ 


SCREW . . . . qa de. MM od 


9 9 ο ο ο 


. oe 


SHIM, Wing outer "panel "flap track side load "EM . 

SHIM, Wing outer panel flap track side load . . . . 

STRIP, Wing outer panel flap track side load chaffing 
BOLT ... . 
WASHER, Plain (North American) : 
LOCK, Flap roller adjustment bolt 
TRAILING EDGE, Flap assembly .. 


SS à $ * e ὁ s * 0 ç sa o s 0 * ο ο 


° * 9 = * e e 9 s o 0 Ὁ 9 e e$ s 9 b ὁ o ὁ s * » o à» 2 ο ο 


Section. i: _ 
Group Assembly Parts List 


UNITS 


PER ASSY. 


Ref 
Ref 


H 
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m 
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USEABLE ON 
CODE 


55 








Section. ΙΙ _— 


Group Assembly Parts List T. 0. 1F-86K-4 


WING STRUCTURE (Cont) 








F-86K-4-10-5A 








FIGURE 20 - COMPLETE AILERON ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
20 165-16001-1 AILERON ASSY, Complete LH (whn exh use 165-16001-151) . . . . + + Ref Α 
(see figure 10 for next assembly) 
165-16001-2 AILERON ASSY, Complete RH (whn exh use 165-16001-152) . . . . . . Ref A 


(see figure 10 for next assembly 


165-16001-151 AILERON ASSY, Complete LH (use 165-16001-1 untl exh) ...... 
(see figure 10 for next assembly) 


56 











FIGURE & PART 5 UNITS 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
20 165-16001-152 AILERON ASSY, Complete RH (use 165-16001-2 untl exh) Ref 

(see figure 10 for next assembly) 
165-16001-201 AILERON ASSY, Complete LH Heke fig. 10 for next assembly y Ref 
165-16001-202 AILERON ASSY, Complete RH (see fig. 10 for next assembly x Ref 
-1 165-16002-1 AILERON ASSEMBLY, Covered LH (whn exh use 165-16002-151). 1 
165-16002-2 AILERON ASSEMBLY, Covered RH (whn exh use 165-16002-152) . 1 
165-16002-151 AILERON ASSEMBLY, Covered LH (use. 165-16002-1 untl a a 1 
165-16002-152 ` ----. AILERON ASSEMBLY, Covered RH (use 165-16002-2 untl exh) . 1 
165-16002-201 AILERON ASSEMBLY, Covered LH . εἰ ο ο αν ος Ἐν rs Ge 1 
165-16002-202 AILERON ASSEMBLY, Covered RH . . $^ ὦ è š 1 
-2 165-16218-1 *1 . TIP ASSEMBLY, Aileron LH ὃν s A $ 1 
165-16218-2 κ. . . TIP ASSEMBLY, Aileron RH ë š . 1 
ATTACHING PARTS 

-3 AN363C832 *1 (NUD? Vv w . 6 

-4 2W10-4 κι . WASHER, Countersunk (North '"American) š: SEE 4 

-5 7516-8-7 *1 SCREW, 100? flush head corrosion resistant "(North American) 20 

meu M en iis 

-6 AN4-6A 5 BOLT «uu dees tie. WW δν A eo» oe τ < av Man ανα 4 

-7 AN4-7A 2-4 A κε, ie E po vele «Ὁ s MM NC OM 4 

-8 AN960D!16 r v WASHER .-. , 6 + + ee ee e.g. Se E AE ELE ES 4 

-9 203-16008-3 i FITTING, Aileron outboard and η aft luse. " š 2 

203-16008 or 157-16008 untl exh) 

-10 165-16169-5 < FITTING, Aileron spar center hinge š ar 1 

-11 AN3-5A š BOLT. oo o ον im X a Wee SI Ὁ δ) ος . 5 

-12 AN3-5A . BOLT .,. 4x Yon 6 

-13 5B17C6A . . BOLT, 10-32 corrosion resistant (North American) Ss 12 

-14 - --.--.165-16113 ... EDGE, Wing aileron trailing . . . . e SU recs . ο 1 

165-16003-1 . SEAL AND-COUNTERBALANCE INSTALLATION, Aileron LH . . . . . . NP 
165-16003-2 . SEAL AND COUNTERBALANCE INSTALLATION, Aileron RH . . +. +. +. +. NP 

-15 165-16017-1 . + RETAINER, Aileron sta 114.211 canted paddle seal LH... 1 
165-16017-2 + . RETAINER, Aileron sta 114.211 canted paddle seal RH... 1 

-16 165-16019-9 + . RETAINER, Aileron paddle seal LH . s. ss ss eoero 1 
165-16019-10 + + RETAINER, Aileron paddle seal RH . ο ο oe heh) ὁ 1 

-17 165-16120 + . RETAINER, Aileron station 85.813 paddle seal e e ° e ο n 1 
-18 165-16019-7 . . RETAINER, Aileron paddle seal LH . . s.s + +s . ee eee 1 
165-16019-8 + . RETAINER, Aileron paddle seal RH . . es + + , +< ο» ewe 1 

-19 165-16018-2 + . RETAINER, Aileron sta 49.5 and 63.5 paddle seal RH ... 1 
165-16018-1 + . RETAINER, Aileron sta 49.5 and 63.5 paddle seal LH ... 1 

-20 165-16058-2 + + RETAINER, Aileron sta 49.5 and 63.5 ribs upper RH . . . . 1 
165-16058-1 + . RETAINER, Aileron sta 49.5 and 63.5 ribs upper ΙΗ... + 1 

-21 165-16058-1 + . RETAINER, Aileron sta 49.5 and 63.5 ribs upper LH . . . . 1 
165-16058-2 + + ‘RETAINER, Aileron sta 49.5 and 63.5 ribs upper RH . . . . 1 

-22 165-16018-1 + . RETAINER ASSY, Ail. sta 49.5 and sta 63.5 paddle seal LH. i 
165-16018-2 + . RETAINER ASSY, Ail. sta 49.5 and sta 63.5 paddle seal RH. 1 

-23 165-16019- 2 + . RETAINER, Aileron paddle seal LH . , .. +< +s + < eevee 1 
165-16019-6 + . RETAINER, Aileron paddle seal RH .. ο, 8. ο. ὦ, $ 9o A 1 

-24 165-16016 + . RETAINER, Aileron sta 28.062 paddle seal casa Q ¿O da 1 
-25 165-16019-3 + . RETAINER, Aileron paddle seal LH . . s.s + +s +s ee woe 1 
OE E e ο» RETAINER, Aileron paddle seal RH . .. . + +s . < < eeo 1 

-26 165-16015-1 . . RETAINER, Aileron sta 8.570 paddle seal LH . . . . , + + 1 
165-16015-2 + . RETAINER, Aileron sta 8.570 paddle seal RH . . . +... + 1 

-eT 165-16056-1 + < RETAINER, Aileron sta 8.572 rib upper LH . . . . , , + x 1 
165-16056-2 + . RETAINER, Aileron sta 8.572 rib upper RH . . . , + + + x 1 

-28 165-16023-1 - . WEIGHT, Aileron inboard inner balance LH . . .. . ... l 
165-16023-2 + . WEIGHT, Aileron inboard inner balance RH . . . . . + <+ x+ l 

-29 165-16024-1 + . WEIGHT, Aileron inboard outer balance LH . . . . . , + + 1 
165-16024-2 - . WEIGHT, Aileron inboard outer balance RH . . +... + + x+ 1 

-30 165-16025-1 + . WEIGHT, Aileron outboard inner balance ΙΗ, . . . . . . à 1 
165-16025-2 . . WEIGHT, Aileron outboard inner balance ΒΗ. . . . . . + +. i 

-31 165-16028-1 - . WEIGHT, Aileron outboard outer balance LH . . . , + + + + 1 
165-16028-2 + . WEIGHT, Aileron outboard outer balance RH . . . . . , , +. 1 

-32 165-16006-1. - . SEAL ASSEMBLY, Aileron outboard LH .. AAA 1 
165-16006-2 + . SEAL ASSEMBLY, Aileron outboard RH š z" st απ 1 

-33 165-16004-1 . . SEAL ASSEMBLY, Aileron inboard LH..... NI E 1 
: 165-16004-2 . . SEAL ASSEMBLY, Aileron inboard RH . e e ee + + ὁ < e x ο 1 
-34 165-16055-1 . . RETAINER, Aileron station 8.570 rib lower LH ...... 1 
165-16055-2 + . RETAINER, Aileron station 8.570 rib lower RH . . . ... 1 

-35 165-16057-2 + . RETAINER, Aileron station 49.5 and 63.5 ribs lower RH . . 1 
165-16057-1 + . RETAINER, Aileron station 49.5 and 63.5 ribs lower LH . . 1 

-36 165-16057-1 + . RETAINER, Aileron station 49.5 and 63.5 ribs lower LH . . 1 
165-16057-2 + + RETAINER, Aileron station 49.5 and 63.5 ribs lower RH. . 1 

-37 165-16059-1 + . RETAINER, Aileron station 114.211 canted rib lower LH . . 1 
165-16059-2 + . RETAINER, Aileron station 114.211 canted rib lower RH . . 1 

-38 165-16060-1 + . RETAINER, Aileron sta 114.211 canted rib upper ΙΗ... . 1 
165-16060-2 + . RETAINER, Aileron sta 114.211 canted rib upper RH . . . . 1 

-39 AN364-1032 Ed. NUTS A A E A AA ere ss 23 

-40 AN960D10L and “6.26 WASHER a utu yU ο τὲ r a ed ο 2 Was are AU Is 23 

-41 AN960D10 . . WASHER .... 3) un det ee fetu? eed, AR 

-42 2Η16 WASHER, Weight balance Soren, American) . ass arar Dea AR 


T. O. 1F-86K-4 


WING STRUCTURE (Cont) 


*1 Not used on airplanes modified per T.O. 1F-86K-534 
A 53-8273 thru 53-8322 54-1231 thru 54-1350 55-4811 thru 55-4936 
B 56-4116 and subs 


USEABLE ON CODE: 
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II 


Group Assembly Parts List 
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Changed 26 May 1961 








Section i. T. O, 1F-86K-4 
Group Assembly Parts List - WING STRUCTURE (Cont) 











F-86K-4-10-4 
i a 
FIGURE 21 - AILERON SEAL RETAINER STRIPS 
FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
21 AILERON SEAL RETAINER STRIPS 

165-16003-11 + SEAL AND COUNTERBALANCE INSTALLATION, Aileron LH e... o NP 

(see figure 10 for next assembly) 
165-16003-12 « SEAL AND COUNTERBALANCE INSTALLATION, Aileron RH eeso NP 


see figure 10 for next assembly) 





-1 165-16027-1 + . STRIP ASSY, Ail. sta 108.750 ail. seal retainer LH +. . ο 1 
165-16027-2 - . STRIP ASSY, ail. sta 108.750 ail. seal retainer RH ... 1 

-2 165-16021-9 + + STRIP, Aileron seal aft retainer .. PP MT LOS 1 
-3 165-16048-1 . . STRIP ASSY, Ail. seal ail. sta 85.813 end retainer LH de 1 
165-16048-2 + . STRIP ASSY, Ail. seal ail. sta 85.813 end retainer RH . . 1 

-4 165-16048-2 + . STRIP ASSY, Ail. seal ail. sta 85.813 end retainer RH . . l 
. 165-16048-1 + . STRIP ASSY, Ail. seal ail. sta 85.813 end retainer LH . . 1 

-5 165-16021-7 + . STRIP, Alleron seal aft retainer .. oe ο ο ο n n 1 
-6 I 165-16026-1 + . STRIP ASSY, Ail. seal ail. sta 50.5 and 62. 5 retainer LH. 1 
165-16026-2 - . STRIP ASSY, Ail. seal ail. sta 50.5 and 62.5 retainer RH. 1 

-7 165-16026-2 . . STRIP, Ail. seal ail. sta 50.5 and 62.5 retainer RH... 1 
165-16026-1 + . STRIP, Ail. seal ail. sta 50.5 and 62.5 retainer RH... 1 

-8 165-16021-5 + . STRIP, Aileron seal aft retainer . .. + +s +s < + < e + x 1 
-9 165-16045-1 + . STRIP ASSY, Ail. seal ail. sta 28.062 end retainer LH. . 1 
165-16015-2 - . STRIP ASSY, Ail. seal ail. sta 28,062 end retainer RH . . 1 

-10 165-16045-2 - . STRIP ASSY, Ail. seal ail. sta 28.06? end retainer RH . . 1 
165-16045-1 - . STRIP assy, Ail. seal ail. sta 28.062 end retainer LH . . 1 

-11 165-16021-3 + . STRIP, Aileron seal aft retainer .. PALME ο ὑφ Ae 1 
-12 165-16022-1 + . STRIP ASSY, Aileron seal sta 6.572 end "retainer LH 1 1 
165-16022-2 + . STRIP ASSY, Aileron seal sta 6.572 end retainer RH ... 1 

-13 AN365-1032 να NUT a Ὁ κ OE ο os ME. els de Cu ο ος 6 
-14 AN960D10 * s "WASHER: ¿us w fer lo des ο c9) ces cale ceo e. di 1 7m cw ώς C. UN, Vei ee 11 
-15 AN3-7A «c. BOLT 2. 4 : sone δε 6 
-16 165-16051 . . GUSSET, Aileron sta 6. 572 aileron seal retainer . Ἕν datu ἴα 1 
-17 165-16054 ο QUSSET, Aileron sta 114.211 canted aileron seal retainer. 1 





FIGURE & PART 
INDEX NUMBER NUMBER 
22 No Number 

-1 EBO80 

-2 NAS143-8 

-3 NAS143-8C 

-4 NAS148-65 

-5 165-16067-5 
165-16067-6 

-6 AN5-23A 

-7 AN5-22A 
6800-054 

-8 165-16068-7 
165-16068-8 

-9 EBO48 

-10 NAS143-4 

-11 NAS143-4C 

-12 NAS144-29 

-13 AN207DP6 

-14 227-16007-3 
227-16007-1 

-15 AN365-1032 

-16 AN3-7A 

-17 NAS221-12 

-18 165-16020-1 
165-16020-2 


EL 
*1 





T, O. 1F-86K-4 
WING STRUCTURE (Cont) 


FIGURE 22 - AILERON HINGE FITTINGS 


1 2 3 4 5 6 7 NOMENCLATURE 


AILERON HINGE FITTINGS, (see figure 12 for next assembly) . 
NUT, (Elastic) .' . i... 4o ος cel Ὁ c lo Low ως š 
WASHER, X4130 or equivalent 125,000 to 145,000 psi. 
WASHER, X130 or equivalent 125,000 to 145,000 psi. 
BOLT, Internal wrenching steel 1/2-20 . .. . . . . 
FITTING ASSEMBLY, Aileron center hinge support LH . 
FITTING ASSEMBLY, Aileron center hinge support RH 
a BOLT eo 43. € τὸν. 9 £ 9 δν ὁ S. v. e ᾱ ὁ 

e BOLT s < . 4 e, 9 ὁ 5. ὁ 4 9 9 ο oh ὁ ὁ 

. RETAINER, Bolt (Nutt-Shel) . . . . +. +. +. + 
FITTING ASSEMBLY, Aileron center hinge LH .. 
FITTING ASSEMBLY, Aileron center hinge RH .. 
. NUT, (Elastic) s.. eoa yak aa RU QN Ua MC 
. WASHER, X4130 or equivalent 125,000 to 145,000 psi 
. WASHER, X4130 or equivalent 125,000 to 145,000 psi 
. BOLT, Internal wrenching steel 1/4-28 ....... 

sc BEARING 2.5 4509 0w ne deg* os, eto te ο ο Ra So ου 

CLEVIS, Ail inbd fwd hinge LH (altered from 227-16007-1 
CLEVIS, A11 inbd fwd hinge RH (altered from 227-16007-2 
NUT. LU. Mw uec umo) ο! φ Ses le νο vp Cerca? IN. e ta E RIS Oe 

BOLIP-u 4 320 πο cas qe ο ΤΕΕ πέντ 
SCREW, Brazier head Phillips recess alloy steel 10-32 . 
FITTING, Aileron outboard forward hinge LH . . . . . +. + 
FITTING, Aileron outboard forward hinge RH . . .. + + <+ 


` * e 9 s ὁ ο s 7$ 9 ο 


. 


° * ° 0 o 0 e 9 ° o 09 o 0 9 o s ὁ ° * ο ο 0 oe 
` s > 9 ο soss. 


*1 Not used on airplanes modified per T.O. 1F-86K-534, 
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Section. 1. 
Group Assembly Parts List 
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PER ASSY. 
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E ELIO --ᾱ IS 151 POCHI IS I. I P NPE i= = r. d 


USEABLE ON 


CODE 
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Section. ΙΙ: 


Group Assembly Parts List T. O. πε BI 


WING STRUCTURE (Cont) 























F-86K-4-10-2A 





| FIGURE 23 - WING OUTER PANEL INBOARD LEADING EDGE ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER . NUMBER 1 2 3 4 5.6 7 NOMENCLATURE PER ASSY. CODE 
A 23 190-14008 *3 ^ LEADING EDGE ASSY, Wing outer panel inbd LH (gun camera heated) Ref A 
(see figure 12 for next assembly) 
a 165-14013 *3 LEADING EDGE ASSEMBLY, Wing outer panel inbd RH (heated) . . . Ref A 
(see figure 12 for next apr 

-1 5W1-9-46 *1 . WEATHERSEAL, (North American) . Tue ο ο ο 1 Α 

-2 165-14014-7 *2 . JOINT, WOP leading edge front spar inboard upper LH . 1 A 

165-14014-8 *1 . JOINT, WOP leading edge front spar inboard upper RH 1 A 

-3 165-14015-7 *2 . JOINT, WOP leading edge front spar inboard lower LH . 1 A 

165-14015-8 *1 . JOINT, WOP leading edge front spar inboard lower RH 1 A 

-4 4pe-8-40 *1 . DUCT CONNECTOR, Air non-wire supported (North American) 1. Α 

AN737-24 *1 . CLAMP... v ste Ac des Αν e 2 A 

-5 8c3-1-040 *1 . COVER, Bolt access ` (North American) ov š 1 A 

-6 165-53675 *1 . LINE ASSEMBLY, WOP LE gun camera anti-icing . . 1 A 

-T 165-66018 *1 . CABLE ASSEMBLY, Gun camera door manual operating. RM 1 A 

-8 99833P.130 *1 . RECEPTACLE, (United-Carr) . . . 11 A 

-9 165-66010 *1 . SPRING, WOP leading edge gun camera Sliding door closing 2 A 

-10 165-66009 *1 . DOOR ASSEMBLY, WOP LE gun camera sliding $ 1 A 

-11 165-66008 *1 . . SPRING, WOP leading edge gun camera sliding door retaining 1 A 

-12 165-66016 *1 . WINDOW ASSEMBLY, WOP leading edge gun camera i 1 Α 

-13 165-66007 Ny zu Y GASKET, WOP leading edge gun camera window . . ata ο 1 Α 

-14 165-66006 *1 . . GLASS, WOP leading edge gun camera window . ΜΌΝ 1 Α 

-15 165-66013 *1 . TRACK ASSY, WOP leading edge gun camera sliding door . .. 1 Α 
-16 207 53390 DUCT ASSY, Anti- -icing WOP LE inbd LH main (see figure 264) . . Ref 
-17 165-14348 DOOR ASSY, Wing gun camera access (see figure 16) ..... Ref 
-18 For actuating cable see figure 249 .. Q «SUUS τὰν ον SR US καλο. SAT E. ος Ref 


*] Parts marked thus are used on 190- -14008 only. 
*2 Parts marked thus are used on 165-14013 only. 

E *3 Not used on airplanes modified per T.O, 1F-86K-534, see fig. 23A for modified airplanes. 
USEABLE ON CODE: A 53-8273 thru 53-8322, 54-1231 thru 54- -1350, 55-4811 thru 55-4936 
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Section ΙΙ Ἢ 
T. ο. 1F-86K-4 Group Assembly Parts List 


WING STRUCTURE (Cont) 








F-86K-4-10-29 


FIGURE 23A - WING OUTER PANEL 6-3 EXTENDED LEADING EDGE INBOARD ASSEMBLY 





qM πο TNI A A A A A a r IRE 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
23A 23412-15013 *3 LEADING EDGE, WOP 6-3 extended leading edge inbd closeout to. . . Ref f 
leading edge sta 44.5 LH, assy of (see fig. 12 for 
x next assy) 
201-14013-2 *3 LEADING EDGE, WOP 6-3 extended leading edge inbd closeout to. . . Ref B 
leading edge sta 44.5 RH, assy of (see fig. 12 for 
breakdown) y 
-1 5W1-9-55 . WEATHERSEAL, (North American) . . e . + + + + + + + + * * +. 1 
-2 165-14014-11 *1 . JOINT, WOP leading edge front spar inboard upper LH . . . +. + 1 
165-14014-12 *2 . JOINT, WOP leading edge front spar inboard upper RH a. αν ιών ο 1 
-3 165-14015-11 *1 . JOINT, WOP leading edge front spar inboard lower IH . asi 1 
165-14015-12 *2 . JOINT, WOP leading edge front spar inboard lower RH . . +. +. + 1 
-4 99833P.130 *] . RECEPTACLE, (United-Carr) . . . . + + + + + + + s . . we . . . 10 
-5 21412-66010 *1 . SPRING, Tension . . . +» ec. +. eee « « . . .. . . . ο . . on n 2 
-6 242-66004 *1 . DOOR, Gun camera WOP 6-3 extended leading edge . . . . . + + + 1 
-7 242-66016 *1 . WINDOW, Gun camera WOP 6-3 extended leading edge, assembly of. 1 
-8 242-66006 *1 . . GLASS, Gun camera WOP 6-3 extended leading edge window . . 1 
-9 242-66007 *1 . . GASKET, Gun camera WOP 6-3 extended leading edge window 1 
*] Parts marked thus are used on 242-14013 only. 
*2 Parts marked thus are used on 201-14013-2 onlv. 
*3 Used on all airplanes whn modified per T.O. 1F-86K-534, see i 
fig. 23 for airplanes not modified. I 
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T. O. 1F-86K-4 
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Section__11 


T. O. 1F-86K-4 Group Assembly Parts List 


WING FUEL 





Rotated 180° 


F-86K-4-48-3 


FIGURE 24 - WING CENTER SECTION FUEL CELL LINERS 


UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 383 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
24 165-48280-10 LINER INSTL, WCS fuel cell (see fig. 6 for next assembly) . . . NP 
-1 165-48258-1 + LINER, Wing outer panel BP25 fuel cell LH ........ η 1 
-2 165-48258-2 - LINER, Wing outer panel BP25 fuel cell RH ......... 1 
-3 165-13096-5 + BLOCK, Wing center section BP29 liner support . . ο . . .. 4 
-4 165-13096-7 ` - BLOCK, Wing center section BP29 liner support . . . . .. η 1 
-5 165-48274-3 . BLOCK, Wing center section and WOP liner support WA ών κο ο 16 
-6 165-48257-1 + LINER, Wing center section BP29 fuel cell LH EE ας 1 
-7 165-48257-2 + LINER, Wing center section BP29 fuel cell RH ......, . 1 
-8 165-13096-3 - BLOCK, Wing center section BP29 liner support ...... N 4 
-9 165-13096-9 . BLOCK, Wing center section BP29 liner support ....... 2 
-10 165-13096-13 - BLOCK, Wing center section BP29 liner support . . . .... 2 
-11 165-48262 - LINER ASSY, WCS fuel cell lower LH . ...........; 1 
-12 165-48260-1 + LINER ASSY, WCS fuel cell upper LH. ............ 1 
-13 165-48260-2 + LINER ASSY, WCS fuel cell upper RH... , , sa e o... .. 1 
-14 165-48261 - LINER ASSY, WCS fuel cell lower RH 42. a a e Ὁ 1 
-15 165 -48255 + LINER ASSY, WCS front spar fuel cell . . . . . oe . . . . E 1 
-16 165-48293 + BLOCK, WCS front spar to fuel cell liner inboard ...... 5 
:-17 165-48295 + BLOCK, WCS front spar to fuel cell liner outboard . . . . y 2 
-18 165-48256 + LINER ASSY, WCS rear spar fuel cell . . . .. .. . . . ; 1 
-19 165-48269 + BLOCK, WCS rear spar to fuel cell liner upper ......., 1 
-20 1165-48270 + BLOCK, WCS rear spar to fuel cell liner ......... A 1 
-21 165-48263-3 + LINER, WCS to fuel cell interconnecton . . . . , . . . . i 1 
-22 165-48263-5 + LINER, WCS to fuel cell interconnector . . . . . . . . . . . i 
-23 165-48259-11 - LINER ASSY, WCS BP29 upper surface fuel cell LE . .. ... 1 
-24 165-48259-12 + LINER ASSY, WCS BP29 upper surface fuel cell RH ο 1 
-25 165-18275-10 + FILLER, WCS upper surface outer fuel cell liner Be qe; as ο 2 
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WING FUEL (Cont) 





μι... 





31 


F-86K-4-48-4B 


FIGURE 25 - WING OUTER PANEL FUEL CELL LINERS AND SUPPORT INSTALLATION 
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Section. ΙΙ 


T. O. 1F-86K-4 Group Assembly Parts List 
WING FUEL (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
190-18207-1 . SUPPORT INSTL, Fuel wing outer panel fuel cell liner LH... NP 
(see figure 9 for next assembly) 
190-48207-2 . SUPPORT INSTL, Fuel wing outer panel fuel cell liner RH... NP 
. (see figure 9 for next assembly) 
-1 190-48209 . . BLOCK, Fuel wing outer panel cell liner front spar support 7 
-2 190-48208 . . BLOCK, Fuel wing outer panel cell liner rear spar support. 4 
-3 190-48210 . . BLOCK, Fuel wing outer panel cell liner station 126 sup . 4 
-4 190-48211 . . BLOCK, Fuel wing outer panel cell liner upper outbd sup . 2 
-5 165-48190-3 κα . . CUP, Wing outer panel fuel cell slat track seal ..... 1 A 
227-48005-1 *2 . . CUP ASSY, WOP fuel cell slat track seal LH. . . . . . . . 1 
227-48005-2 *2 . . CUP ASSY, WOP fuel cell slat track seal RH. . . . . NM 1 
-6 165-48190-5 *1 . . CUP, Wing outer panel fuel cell slat track seal ..... 1 A 
-7 227-48005-11 *2 . . CUP ASSY, WOP fuel cell siat track seal LH... Vue be e 1 
227-48005-12 *2 . . CUP ASSY, WOP fuel cell slat track seal RH . . . . . . os. 1 
-8 165-48190-7 *) . . CUP, Wing outer panel fuel cell slat track seal .... 1 A 
227 -48005-21 *2 . . CUP ASSY, WOP fuel cell slat track seal LH. . . . + + + x 1 
227-48005-22 *2 . . CUP ASSY, WOP fuel cell slat track seal RH. . . . + + + + 1 
-9 165-48273 . . LINER, Wing outer panel sta 93 3/8 fuel cell upper . 1 
-10 165-8272 oig FILLER, Wing outer panel sta 93 3/8 fuel cell upper liner. d 
-11 165-48187-1 . . SEAL, WOP fuel cell and lower outboard splice LH. . ; 1 
165-48187-2 . . SEAL, WOP fuel cell and lower outboard splice RH . . . . . 1 
-12 AN365-1032 X*XI- - c NUS O AAA νε. UE WI eo. O cee --ᾱ 12 A 
-13 AN361-1032 τς CNUPC ο kg λα ALCUNE ο mo RU Moore oa Ces σα. dE 
-14 AN960-10L *l , . WASHER.... I UN p UMEN : : : : 12 A 
-15 2W18-10M *2 , . WASHER, Flat (north American) bs μον η δν οα΄ ἂν να 12 
-16 AN960-10 *2 . . WASHER . . . . doc rre wor Mies com NE fas, dae tet Viet ie. es Q š : 16 A 
-17 172-h8111 κ. . SEAL, Fuel cell "WOP “slat track cup . . . Us. φ : 3 
165-48088-1 + LINER ASSY, Wing outer panel fuel cell LH (see figure 2T). . Ref 
for next assembly) 
165-48088-2 . LINER ASSY, Wing outer panel fuel cell RH (see figure 27) . . Ref 
for next assembly) 
165-48088-15 . . SUB-ASSEMBLY, Wing outer panel fuel cell liner LH . . 
165-18088-16 . . SUB-ASSEMBLY, Wing outer panel fuel cell liner RH... 
-18 165-48088-7 P LINER, Wing outer panel fuel cell LH . . ... Sis 
165-48088-8 . . . LINER, Wing outer panel fuel cell RH ..... ID 
-19 165-48088-27 . . . LINER, Wing outer panel fuel cell LH ..... Se Ἔ 


. LINER, Wing outer panel fuel cell RH .. . . 
CAP, Wing outer panel fuel cell LH outboard) ! 
165-418088-38 š E CAP, Wing outer panel fuel cell RH (outboard) . 
-21 165-48088-33 š . CAP, Wing outer panel fuel cell LH s) z 
165-48088-34 po 4 CAP, Wing outer panel fuel cell RH (inboard ἡ 
165-18088-17 a SUB- ASSEMBLY, Wing outer panel fuel cell liner LH 
165-48088-18 SUB-ASSEMBLY, Wing outer panel fuel cell liner RH 
-22 165-48088-9 s LINER, Wing outer panel fuel cell LH ... : 
165-48088-10 š LINER, Wing outer panel fuel cell RH . . . + + + +. + 


165-48088-28 . 
-20 165-18088-37 . 


-23 165-48088-29 E : LINER, Wing outer panel fuel cell LH . 
165-48088-30 LINER, Wing outer panel fuel cell RH 


ΕΠ! EH γα |} A E BEEP PB EPP A A A ES. EH. E. I. I. E. 151 E. E. [51 A 


-24 165-48088-35 sr see. Se CAP, Wing outer panei fuel cell LH outboard} τα tints 
165-48088-36 2c E54 s CAP, Wing outer panel fuel cell RH (outboard 2. ἀξ ὦ 

-25 165-48088-31 . . . CAP, Wing outer panel fuel cell LH Ὃ | αμ” 
165-48088-32 . . . CAP, Wing outer panel fuel cell RH (inboard $ s 

-26 165-48088-39 . . . CUP, Wing outer panel fuel cell LH . . . . + +. + 
165-48088-40 . . . CUP, Wing outer panel fuel cell RH . , . + ese 

-27 165-48088-41 . . . CUP, Wing outer panel fuel cell LH . . . + + ss 
165-48088-42 . . . CUP, Wing outer panel fuel cell RH 

-28 165-48088-43 “o . . CUP, Wing outer panel fuel cell LH . . 
165-48088-44 w d CUP, Wing outer panel fuel cell RH . . 

-29 165-48088-3 oe LINER, Wing outer panel fuel cell LH (upper) . . +. - + 
165-48088-4 . . LINER, Wing outer panel fuel cell RH (upper) . . . + + 

-30 165-48088-45 5... LINER, Wing outer panel fuel cell LH flower)... + 
165-48088-46 . . LINER, Wing outer panel fuel cell RH (lower) . +. + 

-31 165-48088-11 . . LINER, Wing outer panel fuel cell LH (lower) . . + » 
165-48088- 12 . . LINER, Wing outer panel fuel cell RH (lower) . . +. + 

-32 165-48088-13 . . LINER, Wing outer panel fuel cell LH (upper 
165-48088-14 . . LINER, Wing outer panel fuel cell RH (upper 


*1 Not used on airplanes modified per T.O. 1F-86K-534. 
*2 Used on all airplanes when modified per T.O. 1F-86K-534. 


USEABLE ON CODE: A 53-8273 thru 53-8322, 
54-1231 thru 54-1350, 
55-4881 thru 55-4936 
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F-86K-4-48-1 A 


FIGURE 26 - OUTER WING PANEL FUEL TANK INSTALLATION 
66 








FIGURE & 
INDEX NUMBER 


26 





PART 
NUMBER 


190-48204-10 
190-48204-20 
190-48204-30 
190-48204-40 
No Number 


190-48202-1 
190-48202-2 
AN230WB10 
AN230GB10 
201-14219-11 


165-14222-11 
201-14219-9 


165-14222-9 
201-14219-7 


165-14222-7 
201-14219-5 


165-14222-5- 
201-14219-3 


165-14222-3 
ANSH3A 
2W18-416M 
AN365-624 
2W1C25-32-63 
AN4H10A 
177-48252 ` 
AN4H3A 
2W1AL17-16-32 
165-48226 
165-48296-1 
165-48296-2 
165-48297-1 
165-48297-2 
AN509-10R7 
165-48208-20 
1165-48298 
165-48209-20 
165-48407-10 
165-48407-11 
10150 
165-48208-20 
AN822-6B 
MS28741-6 .0080 
165-48233-3 
AN365-720 
2418-716 
FCC20824 
FCC20556 
AN4-3A 
AN935-116 
165-48114 

ΑΝ ΗΘΑ 
165-15229-3 


< 165-15222-13 


140-14218 
165-14231 
165-14228 
165-14230 


MS29513-218 
165-48803-83 
AN74-4 
2W18-416 
ANHH5A 


USEABLE ON CODE: 


TANK INSTALLATION, Fuel WOP LH 
TANK INSTALLATION, Fuel WOP RH 
TANK INSTALLATION, Fuel WOP LH 
TANK INSTALLATION, Fuel WOP RH 


2 3 





T. O. 1F-86K-! 


WING FUEL (Cont) 


4 5 6 7 


NOMENCLATURE 


OUTER WING PANEL FUEL TANK MISCELLANEOUS EQUIPMENT, 
(see figure 27 for breakdown) 
CELL ASSEMBLY, Fuel wing outer panel LH 
CELL ASSEMBLY, Fuel wing outer panel RH 
+. WASHER . . . . . ο 
GROMMET ..... 


TUBE, 


Wing outer panel 
and tension (use 


. >.. ο 


fuel cell column 


compression 


165-14219-11 untl exh) 


see figure 327 for next assy 
see figure 327 for next assy 
see figure 327 for next assy 
see figure 327 for next assy 


- TUBE, Wing outer panel “fuel cell adjusting column 


BOLT, Wing outer panel fuel cell column support +. . . +. + 
TUBE, Wing outer panel fuel cell column compression . . . 
and tension (use 165-14219-9 untl exh 
BOLT, Wing outer panel fuel cell column support . . . +. . 
TUBE, Wing outer panel fuel cell column compression . . . 
and tension (use 165-14219-7 untl exh 
BOLT, Wing outer panel fuel cell column support . . . . . 
TUBE, Wing outer panel fuel cell column complete .... 
and tension (use 165-14219-5 untl exh 
BOLT, Wing outer panel fuel cell column support . . . .. 
TUBE, Wing outer panel fuel cell column compression... 
. and tension (use 165-15219-3 untl exh 
BOLT, Wing outer panel fuel cell column support. . . . 
BOT... < E E Percents 
WASHER, Flat "(North American) . "νυν Ην νος š 
NT... Boar ἵν. Ses Tet Wee an na, E. 
WASHER, Plain (North American) Su eg ο nas Ai 
BOLT κ. ο. eee 
DOOR, Fuel “wing outer panel climb vent “outlet (To ws EA 
BOLT .. ΝΟ > "s ç 


WASHER, Plain (North `American) . ο... 
NUT, Fuel wing outer panel tank line gent $ 4 
DOOR ASSY, Fuel cell wing outer panel access complete 
DOOR ASSY, Fuel cell wing outer panel access complete 
. DOOR ASSY, Fuel wing outer panel access LH .-. . . + . 
DOOR ASSY, Fuel vine outer panel access RH . . . . +. + 
SCREW . . SSS dye Tes ο 
GASKET, Fuel cell "filler adapter to cup ME πο XT 
. FLANGE, Fuel cell filler cup wing outer panel bolting 
CAP ASSEMBLY, Fuel wing outer panel filler . 
ADAPTER ASSY, Fuel fuselage tank filler LH . . . + + 
ADAPTER ASSY, Fuel fuselage tank filler RH .. "m 
FITTING ASSY, Fuel cap flange (Universal Metal)" NC 
GASKET, Fuel filler adapter to cup . . . + + + so . 
ELBOW < coa de 99. a ο ο mnl aem a ee 
HOSE ASSEMBLY . . . es er BE defen ος deo Cap HR ode 
FITTING, Fuel wing outer ‘panel “main E ο oe 
NUT... a e San ce p es 
WASHER, Flat “(North American) . EC EE 
SUPPORT, s .S. Rubber . ο 
SUPPORT, (U.S. Rubber ὃν ον E E NE 
BOLT . 4 1. Geo» Gal ike o AR A Rr ants we. e 
WASHER .. 
STUD, Fuel cell interconnector ΟΡ. to wing center 


BOLT ... . . 


. 8 5 eb n 


oe 


complete 
and tension 

BOLT, Wing outer panel fuel cell column support . . . + +. 

PAD, Wing outer panel fuel cell support lower . . . 

NUT, Wing outer panel fuel cell adjusting column support 


section . 


SLEEVE, Wing outer panel fuel cell adjusting column support 


NUT, Wing outer panel fuel cell adjusting column . 
support lock 

PACKING . . ο ος EE 

LINE, Fuel cell filler cap "retainer chain . . . 

BOLT .. ME" 

WASHER, Flat (North American) . Σι δε Hex Sar e ua: tay 

BOLT .. ανν ME n 


53-8273 thru 53- 8322 ` 
54-1231 thru 54-1350 
55-4881 thru 55-4936 
56-4116 and subs 


PER ASSY. 


Section ΙΙ Ἢ 
Group Assembly Parts List 


UNITS 
CODE 


NP A 
NP A 
NP B 
NP B 
NP 


DU 


ΦΩΝΗ ΓΩ RPOWFEFR RRP RP BPE PN RA AA A O A AAA ADO FF νο HH HH AA Ps 


= 


USEABLE ON 


Section. ΙΙ. 


Group Assembly Parts List T. 0. 1F-86K-4 - 
WING FUEL (Cont) 
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F-86K-4-48-2 


FIGURE 27 - OUTER WING PANEL FUEL TANK MISCELLANEOUS EQUIPMENT 
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FIGURE 4 
INDEX NUMBER 


27 


-1 
-2 
-3 


-4 


PART 
NUMBER 


No Number 


ANHHHA 
2W18-416 
12-1849-77 


165-48230-3 
165-48231 
165-48216 
AN365-428 
2W18-416 
165-48214 
165-48226 
ANHH6A 
165-18129 
AN3-3A 
177-48228 
2W1C25-32-63 
5-4100 


5-4100 


MS29513-221 
MS29513-214 
165-48227 
165-48225 
165-48223 
201-48010 
AN365-624 
140-14218 
165-14241 
ANHH3A 
2W1AL17-16-32 
165-1h220 
MS29513-218 
83501-1 
MS29512-4 
165-48088-1 


165-48088-2 


*l 
*2 


1 





T. O. 1F-86K-4 
WING FUEL (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


OUTER WING PANEL FUEL TANK MISCELLANEOUS EQUIPMENT, 


(see figure 26 for next asaembiy) 
BOLT .. κ γι «μι A UE cu SP s PLU 
WASHER, Flat "(North American) . 
VALVE ASSY, Fuel dive vent intake check (Parker Aircraft 


(North American Spec 165-948031) (intrch wth Sweeney 


15-2500) 
GASKET, Fuel WOP dive vent inlet seal . . 
DOUBLER, Fuel wing outer panel dive vent inlet seal 
NUT, Fuel wing outer panel dive vent inlet seal š 
NUT .. . ure SO ties πας tae 4 
WASHER, Flat “(North American) | + 
STUD, Fuel wing outer panel dive vent outlet support 
NUT, Fuel urng outer panel tank line seal . . . . . 
BOLT μη VC τω κών. S59 a 
RING, Fuel drop tank fitting bay "Bond IA εν tw Oe οὖν 
BOLT ο) δή ED. ο. 
CUP, Fuel drop ` tank fitting bay seal ο 
WASHER, Plain (North American) Par 
VALVE ASSY, Fuel drop tank check forward (Sweeney) ` 


(North American Spec 177-948021) (intrch wth Parker 


Aircraft 1111-526150 or Steel Prod 52SP5001) 


VALVE ASSY, Fuel drop tank check aft (Sweeney) (intrch wth 


Parker Aircraft 1111-526149 or Steel Prog 52SP5000 
(North American Spec TUE 988020). 
PACKING . . . 2 
PACKING . . . . 
WASHER, Fuel wing outer panel line `seal 
FLANGE, Fuel drop tank valve outlet . 
FITTING, Fuel drop tank valve outlet . . 


9 s. 9 9 9 + $9 + + 5 5 


TUBE, Fuel drop tank valve outlet . . . . . + « " 
NUT . κ LONE RC sai e . 
PAD, Wing outer panel fuel “cell support lower . . 
NUT, Wing outer panel fuel cell support . . .. . 
BOLT as Lee τᾷ Bene tien ο REA . 
WASHER, Plain (North " American). m τας ç 
COLLAR, Wing outer pons fuel cell column support z 


PACKING ο. 

DRAINCOCK, (Koehler) (intren wth “Curtis Auto. ὀολήϑο) 

GASKET ... 

LINER ASSY, wing outer. panel “fuel cell ΤΗ (see. figure 25 
for breakdown) 

LINER ASSY, Wing outer panel fuel cell RH (see figure 25 
for breakdown) 


*1 Not used on airplanes modified per T.O. 1F-86K-534. 
*2 Used on all airplanes when modified per T.O. 1F-86K-534. 


USEABLE ON CODE: 


A 53-8273 thru 53-8322, 
54-1231 thru 54-1350, 
55-4881 thru 55-4936 
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Group Assembly Parts List T. O. 1P-86K-4 
WING FUEL (Cont) 





F-86K-4-48-5A 


FIGURE 28 - WING CENTER SECTION FUEL TANK 
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Section. ΙΙ _ 





T. O. 1F-86K-4 Group Assembly Parts List 
WING FUEL (Cont) 
FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER ] 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
28 190-48104 TANK INSTL, Fuel WCS (use 190-48101 untl exh) (see figure NP 
327 for next assy) 
-1 No Number . WING CENTER SECTION FUEL BOOSTER PUMPS AND RELATED . . . . + NP 
EQUIPMENT, (see figure 29 for breakdown) 
-2 No Number . FUEL AFTERBURNER PUMP AND RELATED EQUIPMENT, . sss s seo NP 
(see figure 30 for breakdown) , 
-3 165-48096-1 . SPRING ASSEMBLY, Fuel cell support . « . , +s +< +s © < + we wo > 4 
165-48092 ¿+ + SPRING, Tension <+ s s e € s aa Ὁ ᾱ. 4. LOCO Sw 1 
-4 190-48102 . CELL ASSEMBLY, Fuel wing center section . . . . . es sse 1 *1 
165-48102 . CELL ASSEMBLY, Fuel wing center section . . . . + . + +s + ο ο 1 *2 
-5 MS28741-20-0126 . HOSE ASSEMBLY .... TO RN ae ree Se 2 
-6 165-48120 . NIPPLE, Fuel afterburner line tank outlet που e n 1 
-7 165-48121 , FITTING, Fuel afterburner line tank outlet . . . .. . . + à 1 
-8 MS29513-222 . PACKING... DEB NN it oA 1 
-9 165-48119-3 . GASKET, Fuel afterburner. line tank outlet oap 1 
-10 AN3-6A » BOLT . ... tat as, Οι τὰν εν oF Ὃν“ ο «τῷ » 4 
-11 AN4H16A z t BOLT. 4:613 οι E cado OTIS BA x ο ο we ο Te Y. Ox 4 
ANHH17A s ΒΟΕΤ 3 << Qu ο ο ο ο TS na S U ce 4 
-12 2418-116 ` WASHER, Flat (North American) . . . . . 22 iiil] 8 
-13 MS28741-20-0264 . HOSE ASSY quf δον; Se cas ο Εμ rl DW 1 
-14 9-1200 . VALVE ASSY, G.E. reheat anti-leak fuel relief (Sweeney) . . . 1 
MS29513-219 . PACKING... s^. 1 
-15 165-48116 . PLATE, Fuel wing center section to ΟΡ `panel "Aüterconnector 3 8 
-16 AN4-24A c OODE Las fois), 5 45 40 c9 9 wee πὰ, w. ec m S Cape ος s.n ae ee eee Se 20 
-17 AN935-116 SCMASHER- 30-05-36 cor sy eh αρ By Ye ve oes fe e c os 32 7 
-18 AN315-4 . NUT... te 12 
-19 12-1849-87 - VALVE, ASSY, Fuel aft to forward fuselage tank transfer e 1 
’ (Parker Aircraft) (North American Spec 165-948037) 
-20 165-48115 . RING, Fuel wing center section to aft tank connector . . . . 1 
-21 AN4-7A « BODE ο A Ot mo G M a Sa ep ee ο ος et er ds τ- 8 
-22 ΑΝΟ35- 16 `. WASHER .. Paar ae (ὃ é 8 
-23 165-48106 . ADAPTER, Fuel aft fuselage to forward fuselage tank transfer. 1 
-24 165-48107-3 . GASKET, Fuel aft fuselage to forward Fuse tage tank transfer . 1 
-25 AN3H6A V BOLT eo. vom τς κοι Vt tar dece cere dx A TRI 1 
-26 AN3H5A s BOLD -a 6 440 ος ιδ Ὁ o Na RI Ὁ 4 οἱ ὁ 6€ Se WD ica. e al s 3 
-27 ANY-22A y BOLT aes νο A a a rar dua TR Fei, GO 16 
-28 AN935-416 . WASHER . j E pog 16 
-29 151-13046 . TUBE ASSY, “Wing center “section "fuel cell “compression. * IW. - 2 
-30 151-1305 + « "TUBE, Wing center section fuel cell compression lower . . A 
-31 2411-14 Dou WASHER, Tab lock (North American) . . EE 1 
-32 151-13044 + . TUBE, Wing center section fuel cell compression. lower "m 1 
-33 AN316-14R i e. » NUT-... es eh odio ih e 1 
-34 151-13017 . FITTING, Wing center section fuel celi "support VA ὃς "ea a prey. eee 4 
-35 NAS222-9 . SCREW, Brazier head ος recess alloy steel . . Rao MT; 24 
-36 AN935-116 . WASHER .. naaa? MOM 
-37 172-48030 . RING, Outer wing "fuel cell "support "fitting “washer πρ ο 4 
-38 2W17-416 š WASHER, Corrosion resistant steel (North Ameni oan) ο 4 
-39 208AC1/4 . WASHER, LOCK "0" SEAL (wolfe, Franklin): "Tun EETA 4 
-40 AN4-10A . BOLT .. . a aa ZS 4 
-41 FCC20787 . SUPPORT, Gage (top) (u.s 2 Rubber) . Sos τρία; I? qu ob De SY Waele 2 
-42 FCC20556 . . SUPPORT, Gage (bottom) (U.S. Rubber) ` E te ον ον 2 
ANYH14A + BOLT .. ora el ver Qu ιδ νι, k. te, FE. s ώς , ἃ 
2W1AL17-16-91 ` . WASHER, Plain (North "American) et 4 
-43 1111-518101 . VALVE ASSY, Fuel WOP to WCS interconnector "(Parker Aircraft). 4 
(North American Spec 165-948066) 
-44 2W18-10 . WASHER, Flat (North American) . . . + ES OR pal SS 1 
-45 165-48126-3 . GASKET, Fuel cell interconnector WCS to forward fuselage . . 4 κο 
-46 165-48128-3 ; . GASKET, Fuel afterburner line tank outlet . . . , + + * * = ° 2 *2 
-47 ANHH5A . BOLT . ο ο v. ο ο που 8 
2W1-18-24-125 - WASHER, Plain (North American) ΤῸ ` WEE εὔ, «β 8 
165-48128-3 . GASKET, Fuel afterburner line tank outlet a T 1 κο 
-48 165-48127-3 GASKET, Fuel transfer aft fus cell to WCS cell . , . + + se 2 κο 
-49 For continuation of this line see figure 336 . . aan al) za ca φιῳ a, Ref 
-50 190-48102-19 FITTING, Wing center section fuel “cell Wok. Ἂν δι cele tl Réf 


*1 Parts marked thus are used on 190-1810! only. 
*2 Parts marked thus are used on 190-48101 only. 
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WING FUEL (Cont) 








ROTATED 90° 





F-86K-4-48-6A 


FIGURE 99 - WING CENTER SECTION FUEL BOOSTER PUMPS AND RELATED EQUIPMENT 
τὸ 











Section. ΙΙ _ 


. O. 1P-86K- i 
T. O. 1F-86K-4 Group Assembly Parts List 


WING FUEL (Cont) 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
29 No Number WING CENTER SECTION FUEL BOOSTER PUMPS AND RELATED EQUIPMENT . . NP 

(see figure 28 for next assembly 
-1 190-48103 . PUMP ASSEMBLY, Fuel wing center section . . . . . + . + + * x 2 
ATTACHING PARTS 
-2 ANTh-11 ç BOB Oa ανω δν A es tees OR 
-3 2W1AL17-16-91 . WASHER, Plain (North "American) RUMP ah i 2h 
PES σπα 
-h MS29512-4 à . GASKET . ESO 2 
-5 165-48109 . . ADAPTER, Fuel wing center section tank Dumb ‘arain. 1 
-6 ANQ24-4D . . NUT FEM EEUU ώρας š , 1 
-7 MS29512-4 s . GASKET . 1 
-8 AN815-4D x . UNION .. 1 
-9 83501-1 . * DRAINCOCK, (Koen1er) (ineren wth Curtis Auto. ᾿οολἠϑόο) 1 
-10 AN76A60 ç BOLT x s 1 
-11 2W17-616L . . WASHER, Corrosion “resistant “steel "(North American) 1 
-12 MS29513-12 285 SPACING? ziv) νον ον araq τας η Ç 1 
-13 AN500A10-6 š . SCREW .. 1 
-14 TF51281 . . CAP ASSEMBLY, ` (Thompson Prod. 1.) 1 
-15 TF51689-51 . . ELBOW, (Thompson Prod.) 1 
-16 TF27787-1 S GASKET, (Thompson Prod.) . . xv ea IIS 1 
-17 TF55400 . . PUMP ASSY, Fuel booster (Thompson Prod. ) (intrch . Ë 
I wth Pesco 122637-200-01R) 

-18 146-48241-3 . GASKET, Aft wing fuel cell booster pump 2 
-19 AN4HSA . BOLT . : 8 

2W1-18-24- 125 . WASHER, Plain (North "American) 8 
-20 ANYH5A . BOLT .. pou Aur NA W. I Q Sw We MR I VAT SS 4 

2W1-18-21-125 . WASHER, Plain (North “american) "E ENS 4 
-21 201-18802-11 . LINE ASSY, Center wing cell booster pump “seal drain rss SZ 1 

(forward) (use 165-48803-33 untl exh) 
-22 201-48802-9 . LINE ASSY, Center wing cell booster pump seal drain . 1 
(aft) (use 165-48803-31 untl exh) 

-23 ANQ31-4-12 . GROMMET. . JEUNE EE: ex. 
-24 83501-1 ^ DRAINCOCK, (Koehler) ‘(intren wth Curtis Auto. 900900) 1 
-25 MS29512-1 . GASKET .. iu e. j οκ 2 
-26 ANQ24-4D . NUT.. qo Pe 1 
-27 165-48109 . ADAPTER, “Fuel wing center Section tank punp drain DEI 1 
-28 AN815-4D . UNION ... E wr e 1 
-29 165-48806-55 . LINE ASSEMBLY, “Fuel wing. center Section sump 'árain να 1 
-30 ΑΝ365- 1036 NU wo £y RSS ο -ᾱ- v UW 2 
-31 AN3-4A . BOLT .. ο. h 

.-32 165-18133 . BRACKET ASSY, Fuel “wing center `section ` cell sump 1 

drain line attaching 
-33 165-48089 . GASKET, Fuel cell drain fitting . . + go ale -ᾱ 1 *1 
-34 165-48125-3 . GASKET, Fuel booster pump wing center section cell. αλ. 2 *1 
*1 Parts marked thus are used on 190-48101 only. 
Changed 20 February 1959 : 73 
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F-86K-4-48-7 


FIGURE 30 - FUEL AFTERBURNER PUMP AND RELATED EQUIPMENT 
Th 








Section. ΤΙ _ 


T. O. 1F-86K- 
ο Group Assembly Parts List 


WING FUEL (Cont) 


FIGURE & $ 
PART UNITS USEABLE ON 


INDEX NUMBER NUMBER T 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
30 No Number FUEL AFTERBURNER PUMP AND RELATED EQUIPMENT, (see figure 28. . . NP 
for next assembly) 
-1 TTAP11A5 . PUMP ASSY, Fuel afterburner (General Electric) (GFAE) . . . . alt 
TTAP11A58 . PUMP ASSY, Fuel afterburner ass (indicates . . . . . . 1 
T.O. 1F-86K-523 complied with) i 
TTAP11A6 . PUMP ASSY, Fuel afterburner (GFAE) (indicates . . . . . . . . 1 


. T.0. 6J10-2-7-501 complied with) 
ATTACHING PARTS 





-2 ANHH16A v. BOLT wes BV 05 Xx RN se A ει UNS δν Dem wU ο. ELITSE aC ἃ 26 
-3 2W1AL17-16-91 . WASHER, Plain (North American) . .. ... rs. rr ew ee 26 
a 
-4 165-48031-3 . GASKET, Fuel afterburner pump +. . , + + + + * ' es n * n n T *2 
165-48031-5 . GASKET, Fuel afterburner pump . . . s + + + + soa * * n * ° 1 *1 
-5 AN4-5A . BOLT . vo Clo LL ο ο το uuo PES DD e 4 
-6 2W18-1416M . WASHER, Flat "(North American) « ia ο Wis ue ο. 4 
-7 AN760-20-24D . CONNECTOR αγ. 729. A ο iu M ο cee 8s ο κ κ 1 
-8 MS29513-223 . > PACKING . . . 6 © © « e © w © ὁ wU WU ὁ on om 9 t] t] ee 9 9 n 1 
-9 ANHHTA . BOLT .. Qu NC de AA ta ο Se k ie p 12 
-10 2W18-116 . WASHER, Flat ` (North American) . "E 12 
eir 165-48113-3 . GASKET, Fuel wing center section “Plow control valve Z v ROI A 2 *1 
165-48113-3 . GASKET, Fuel wing center section flow control valve . . . . 1 κο 
-12 190-48105 . VALVE ASSY, Fuel wing center section flow control 1 
-13 AN3-4A s u o BOLD ο fe. ος 05 τε $c . š Y 
-14 AN935-10 . 0. WASHER . . Y 
-15 2W18-10L . . WASHER, Flat (North American) s 
-16 12-1849-85 . . VALVE ASSY, Fuel wing center section suction feed check T 
(North American Spec 165-948036) : 
-17 190-48112 š . GASKET, Fuel wing center section suction feed check valve. 1 
-18 ANYHHA e o BOLT « « αρ wu Cu dee cS NEL E, ο 8 
-19 2W18-416L | 1 WASHER, Flat (north American) μα... 8 
-20 MS29513-229 . . PACKING T š PT 2 
-21 12-1849-83 ) . . VALVE ASSY, Fuel wing ` center, section flow “control. ΤΝ 2 
(North American GREC 165-948035) (intrch wth 
Sweeney 5-8300) 
-22 83501-1 . . DRAINCOCK, (Koehler) (intron wth Curtis Auto CCA4300) ; 1 
-23 MS29512-! . . GASKET . . . . ὁ . M UE s i reed CEN i ase UD e AN g Sige se 1 
-24 AN4H5A su BOLE as -—"" EP l 
-25 2W18-416L . . WASHER, Flat (North American) ο ορ 4 
-26 AN756D24 . . FLANGE . . . +. + + te fess n AL Sa Mee mt aie ap Meas, Νο 1 
-27 AN761D24 ; vo BEBO ωχ. τα, μα ASC AA Ὁ ατα EE 1 
-28 MS29513-223 . . PACKING . +. +. . EDT 1 
-29 190-48110 - . . BODY.ASSY, Fuel wing center “section flow control valve . 1 
1191-4Cx1/2 . . . INSERT, Heli-coil EHE Coil) a wA a Unius 12 
1191 -30κ3/8 ws ay ο INSERT, Heli-coil (Heli-Coil) . . s + + ess . 4 
-30 AN509-8R7 . SCREW "iru. ue ces ο De Sa e oven ae ὃς tater A a di Ta 9 12 
-31 MS29512-4 > GASKET cg on MI EM 2 
-32 AN924-4D ο NUD o ὁ. 8 ee ee 1 
-33 165-18109-3 . ADAPTER, Puel wing center section tank “pump drain 22x 4 wes 1 
-34 AN3H4A . BOLT ... s m EE 8 
-35 2W18-10M . WASHER, Flat ` (North American). ο ο.” 8 
-36 165-h8033 ` . GASKET, Fuel afterburner pump air outlet Mes MO m 1 
-37 165-48029 . DUCT ASSY, Fuel afterburner pump air outlet complete δ Ἐφ, χῶρον 1 
-38 165-48035 MI. e FLANGE, Fuel afterburner pump air outlet .. "ESAE 1 
-39 165-48034 DE SLEEVE, Fuel afterburner pump air outlet . . . + + * * ° 1 
-4o 165 -48032 : DUCT, Fuel afterburner pump air outlet . . s + + ee ° ° 1 
-41 83501-1 DRAINCOCK, (Koehler) (supplied with pump) . . es + + + . + Ref 


*1 Parts marked thus are used on 190-48101 only. 
*2 Parts marked thus are used on 190-48104 only. 
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WING FUEL (Cont) 








F-86K-4-48-9A 


FIGURE 31 - FUEL DROP TANK EMERGENCY JETTISON COMPLETE MECHANISM INSTALLATION 
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T. O. 1F-86K-4 


WING FUEL (Cont) 


Section 11 . 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
31 207 -48701 MECHANISM INSTALLATION, Fuel drop tank emergency jettison . . . NP 
complete 
No Number MISCELLANEOUS FUEL DROP TANK EMERGENCY JETTISON EQUIPMENT . . NP 
(see figure 32 for breakdown) 
-1 173-48798 . HANDLE ASSY, Fuel drop tank emergency jettison . . A à 1 
-2 173-48794 . PISTON, Fuel drop tank ρα jettIaon handle bungee EM 1 
-3 173-48797 . SPRING, Compression... ών 1 
-4 173-48795 7 RETAINER, Fuel drop tank emergency "jettison bungee ο. 1 
-5 170-68731-3 . SPRING, Emergency jettison handle... . s sos es ο + s n 1 
-6 NAS427K9 . PIN, Pulley guard E E ο ο -- 16 
-τ 205-48710 . CABLE ASSY, Fuel drop tank emergency jettison fus forward . . 1 
-8 NAS427T15 ο SPINE Ses See ᾱ ο. re ea ο V o ο Se oum. eee eS RU ee τῷ 1 
-9 NAS427K15 ei: PEN: a e d anui. o pow ο ὅπ. WE. AE WO WO i hl 1 
-10 AN155-16S BARREL .. « . « 4 ὁ © ὁ « © ©  ::ι ο οἱ ας as EV eee 1 
-11 AN3-5A O BOLT uu ὁ. ὦ ata ee wu S SU ώς vo αν ÍA ce wei e Ze. us 4 
-12 AN3-6A e "BOLT: «er 3. s cR V AD UE EO χα . ay ες ο S Mer τι 1 
-13 5811 -3 . WASHER, Tab lock (North American) Si "uuu e P 1 
-14 2W18-10 . WASHER, Flat (North American) . . zm ae es ees 4 
-15 205-48733 . PLATE, Fuel arop tank emergency jettison "mechanical advantage 1 
-16 AN315-3R a NUT. Vos wo. d . 2 
-17 205-48708 . MECHANISM ASSY, Fuel” drop tank emergency “jettison . ds $e 1 
-18 205-48711 š CABLE ASSY, Fuel drop tank emer jJettison aft fuselage 1 
-19 2W18-10 ` | WASHER, Flat (North American) . . RS : 2 
-20 173-48716 . . CABLE ASSY, Fuel drop tank emer Jettison mech | advantage Ç 1 
-21 AN320-3 sol: ΝΤ l x ο ο. . 2 
-22 2W1AL12-24-64 . . WASHER, Plain ` (North American) . "XP Y 
-23 172-68704 . . SPACER, Emergency jettison mechanical “advantage. NW PM 4 
-24 NAS43C3-7 . . SPACER, Screw and bolt . . . +... + + + * + + ee * * * * ° 4 
-25 AN23-19 z. v BOLT 4 ιν X 45 We ο δ Ὁ RAE E cm. moo κ. ψ. cm δν δν 2 
-26 AN210-1B . . PULLEY . . .. s 2 
-27 173-48715 . . CLEVIS ASSY, Fuel 'arop tank emer jettison "nech advantage ς 2 
-28 205-48707 + . BRACKET ASSY, Fuel drop tank emergency jettison . . . + + 1 
mechanical advantage 
-29 205-48719 . CABLE ASSY, Fuel drop tank emergency jettison sector aft . . 1 
-30 170-68724 . DIVIDER, Emergency jettison cable... . + + + + * * * * * n 1 
-31 NAS427T12 . PIN, Pulley guard . . . + +... ss 1 
-32 NAS427K9 . PIN, Pulley guard... Le a ai 1 
-33 205-48721 ` CABLE ASSY, Fuel drop tank emergency ` jettison right Koa τω τὸ 1 
-34 173-48782 . STOP, Fuel drop tank emergency jettison cable . . ++ + + * * 1 
-35 173-48799 š FITTING, Fuel drop tank emergency jettison cable . . . + + +. 2 
-36 AN155-169 . BARREL .. E 2 
-37 173-487100 . CLEVIS, Fuel 'arop tank emergency ' jettison d οὔ μες ἴθι» cet oe! ar Fel κ 2 
ATTACHING PARTS 
-38 AN320-3 RE A ὦ A E a a a 4 
-39 4B21MS3-010 . BUSHING, Spacer (North American). . . s + + + + ee es ees 4 
-40 2W18-10 . WASHER, Flat (North American) . . . ss + + + + + * * * n * ° 4 
-41 AN23-13 e BOLT e ea δα a acosa e a "m 4 
TT 
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F-86K-4-48-10 


FIGURE 32 - MISCELLANEOUS FUEL DROP TANK EMERGENCY JETTISON EQUIPMENT 
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T. ο. 1F-86K-4 Group Assembly Parts List 
WING FUEL (Cont) 


FIGURE & PART i UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
32 No Number MISCELLANEOUS FUEL DROP TANK EMERGENCY JETTISON EQUIPMENT . . .. NP 
(see Fig. 31 for next assembly) 
-1 205-48720 . CABLE ASSY, Fuel drop tank emergency jettison left . . . . . 1 
-2 NASH27K9 . PIN, Pulley guard. . . . + + + + + + + +... s s . +. + . n n on 8 
-3 NAS427K7 . PIN, Pulley guard. . . . . + + +s + + + + + + + . . . n ° n on 2 
-4 AN155-168 - BARRED. ox < sss a ib w οφ. νι a Sea ee eee, Ne ns 300, a 2 
-5 173-48751 . CABLE ASSY, Fuel drop tank wing_inboard emer jettison LH and RH 2 
-6 173-48752 . CABLE ASSY, Fuel drop tank wing outboard emergency . +. +. +. + 2 
jettison LH and RH 
-T 173-48760 . CYLINDER END ASSY, Fuel drop tank emer jettison cable. . . . + 2 
return bungee 
-8 173-48759 . . BUSHING, Fuel drop tank emer jettison cable return. . . +. . 1 
bungee cyl end 
-9 173-48757 . . CYLINDER END, Fuel drop tank emer jettison cable return 1 
bungee 
-10 173-48761 . SPRING, Compression. . . . e s + + + + + + + + + + + + m n n n 2 
-11 173-48756 . PISTON, Fuel drop tank emer jettison cable return bungee . . . 2 
-12 161-68703 . SLEEVE, Emergency jettison cable bungee piston . . . . + + + . 2 
-13 173-48758 . CYLINDER ASSY, Fuel drop tank emer jettison cable return bungee 2 
-14 LSS3 ` . BEARING, (Heim)(intrch wth Halfco HSB63). . . +. . + + +. +. + 1 
-15 AN320-4 VCCUNUT. ο ον ο ο wl como ο S cee he, OE WQ e Te e S qi ο 2 
-16 2Ν1Θ- 161, . WASHER, Flat (North American). . . . + + + + + +. + ae el e: 2 
-17 AN364-820 2 δι. o yuk SS et τον ee ww ο ὁ νε Mes ate O a SI Ted ss ne" 2 
-18 170-6871 . WASHER, Emergency jettison plunger mechanism . . . . » + os 2 
-19 170-68713 . SLEEVE, Emergency jettison plunger mechanixm . . . +. + η 9 
-20 170-68715 . SWIVEL, Emergency jettison plunger mechanism. . . . " 2 
-21 AN320-3 . ΝΤ, ο ox εκ x d κα C se 4 E E s eU 2 
-22 2W18-10L . WASHER, Flat (North American). . . . + + + +e * ees . 2 
-23 4B2183-020 . BUSHING, Spacer (North American) . . . +. + + + E š . 2 
-24 AN23-19 s. BOLD , e + + + < s aaa s e a ον 9. ᾱ- -ᾱ ο a Pa ww . m 2 
-25 AN320-3 πρ A 2 
-26 2W18-10L . WASHER, Flat (North American). . . + + + + + + ee * * tr n n ° 2 
-2 4B2153-008 . BUSHING, Spacer (North American) . . . s + + + eee * * ot n ° 2 
-2 4B19B5-007 . BUSHING, Press fit plain (North American). . . + + + + * * ee 2 
-29 AN23-13 ABORDA ου RR E A EC TA RA 2 
-30 173-48734-1 . BELLCRANK ASSY, Fuel drop tank emer jettison wing . . . +. + + 1 
outboard cable LH 
173-48734-2 . BELLCRANK ASSY, Fuel drop tank emer jettison wing outboard . . 1 
cable RH 
-31 4B20B5-006 . . BUSHING, Press fit flanged (North American) . . . +. ss 1 
-32 AN365-1032 s CNOT: ao 7 909. 09 ce e$ ο πο ο ο umo desc ο ο λα... 2 
-33 2W18-10L . WASHER, Flat (North American). . . s + ee s s t t t t t n tn ng 8 
-34 AN3-10A ^ UBOLT Vou vocc» RE AR 2 
-35 173-48733 . BELLCRANK, Fuel drop tank emer jettison torque tube: s a «e» « 2 
-36 AN3-5A . ορ Y 2.99 0.5. ORIS τα. modo ih, δ, 80 3 € UE 9 ΚΦ ve -ᾱ- s Se 6 
-37 173-48731 . SUPPORT ASSY, Fuel drop tank emer jettison torque tube . . » + 2 
-38 LSS š BEARING (Heim). . . . + + + + + e s e e roa t e n ° are 1 
-39 173-48745-1 . TUBE ASSY, Fuel drop tank emergency jettison torque LH . Nn 1 
173-48745-2 . TUBE ASSY, Fuel drop tank emergency jettison torque RH. . . 1 
-40 173-48744 . . TUBE END, Fuel drop tank emer jettison torque . +. . +. + +. + 1 
-41 170-63209 . . FITTING, Tank and bomb release mechanism torque tube. . . . 1 
-42 AN365-428 NOD a ο ο ο NR MEME E D M 1 
-43 170-63207 . . PLUG, Tank and bomb release mechanism plunger . . + + * +. + 1 
-44 170-63208 . . ARM, Tank and bomb release mechanism plunger operating. . . 1 
-45 173-48754 . . TUBE, Fuel drop tank emergency jettison torque. . . +. + a 1 
-46 170-63210 . SUPPORT ASSY, Tank and bomb release mechanism port . . . e + 2 
-47 F4w19 ` 1 BEARING, Rod end (Heim) . . . ee + + + ee t t e . . es 1 
-48 170-63210-3 . . PLUG, Tank and bomb release mechanism post support. ç s 1 
-49 170-63211 . . POST, Tank and bomb release mechanism support . . +. +. +. + + 1 
-50 170-63212 . . FITTING, Tank and bomb release post support . . . . + + . 1 
-51 170-68758 ` PLUNGER ASSY, Emer jettison tank and bomb release. . . . +. +. + 2 
-52 170-68768 . . BOLT ASSY, Emer jettison tank and bomb release plunger. . . 1 
-53 AN315-3 EE AMMESSI X XXX MEE 1 
-54 170-68767 ` | RETAINER, Emergency jettison tank and bomb release. . . . - 1 
plunger spring 
-55 170-68757 . . SPRING, Compression . . . + s + + e e ses . te eee t ° 1 
-56 170-68755 ` . SUPPORT, Emergency jettison tank and bomb release plunger . 1 
-57 170-68754 ` . GUIDE, Emergency jettison tank and bomb release plunger . . l 
-58 - 170-68756 . . PLUNGER, Emergency jettison tank and bomb release plunger . 1 
-59 173-48732 SUPPORT, Fuel drop tank emergency jettison wing bellcrank. . +. + Ref 


(see fig. 15) 








Section. Ir _ 
Group Assembly Parts List T. O. 1F-86K-4 


WING FUEL (Cont) 





F-86K-4-48-30 


FIGURE 32A - FUEL SYSTEM DROP TANK INSTALLATION 
ἂν Changed 26 May 1958 

















T. O. iF-86K-^ 


WING FUEL (Cont) 


Section. ΤΙ _ 


Group Assembly Paris List 





FIGURE & 
INDEX NUMBER 


324 


-1 
-2 


-4 


-35 


PART 
NUMBER 

172-48201-151 
172-48201-152 
136-10001 
136~10001-4 
136-10001-1 
136-10001-5. 
172-48250-151 
191-48261-1 


191-48261-2 
191-48261-301 
191-48261-302 
191-48261-401 
191-48261-402 
161-48341-51 


161-48341-5 
151-48320 


151-48320-10 


190-48379 
151-48378 
AN27-38A 
2W18-716 
AN364-720 
176-48303-3 


176-48303-4 


176-48299 
AN4HOA 
221-48302-3 


221-48302-5 
170-48313-5 
170-48313-6 


170-48307 
NAS148DH21 
NAS145DH32 
MS29513-11 
242-481005-7 
242-481005-11 
170-48306-1 
170-48306-2 
170-48314 


170-48305-1 
170-48305-2 
AN364-1032 
2W1-14-20-32 
AN3-22A 
170-48308-5 
NAS43C3-66 
AN393-39 
205AC1/À 
2W18-416L 
ANHH5A 
172-18338 
ΠΕΙ 
1111-527826 


151-48355-11 
AN509-416R10 


*h 
κα 
κα 
κ 


*1 
ἜΠΙ 
el 


*1 


*2 
*2 


1 


DROP 
DROP 
DROP 
DROP 
DROP 
DROP 


NOMENCLATURE 


πα νην CE μα... 

ο ο ο ον ve ο ye 

DW aoa Mecca 403 S UE UE, δι S ον J ὃς UK 

κ φον ο ο ο oo du e ο ο ο 

System RH . < νὰ G w κ € 9 5 αι o *- 8 

TANK INSTL, Fuel system RH . . o... 

TANK ASSY, 120 gal.drop fuel seo: fig 32B for “breakdown PIT 

FAIRING ASSY, 120 gal drop fuel tank universal LH aft .. .. 
(see fig. 32E for breakdown) 

FAIRING ASSY, 120 gal drop fuel tank universal RH aft 4.463 
(see fig. 32E for breakdown) 

FAIRING ASSY, 120 gal drop fuel tank universal LH forward , . 
(see fig, 32E for breakdown) 

FAIRING ASSY, 120 gal drop fuel tank universal RH forward .. 
(see fig. 32E for breakdown) 

FAIRING ASSY, 120 gal drop fuel tank universal LH forward .. 
(see fig. 32E for breakdown) 

FAIRING ASSY, 120 gal drop fuel tank universal RH forward .. 

- (see fig. 32E for breakdown) 

PAD ASSY, Drop fuel tank aft post Hearing (use 161-48341 . . . 
untl exh) 

. STUD, Drop fuel tank aft post bearing . .. E E ὦ 

SHACKLE ASSY, Drop tank (see figure 32F for breakdown) ee 
(whn exh use 151-48320- 10) Š 

SHACKLE ASSY, Drop tank (see figure 32F for breakdown) . . . . 
(use 151-48320 untl exh) 


2 3 4 5 6 7 


TANK INSTL, Fuel 
TANK INSTL, Fuel 
TANK INSTL, Fuel 
TANK INSTL, Fuel 
TANK INSTL, Fuel 


system 
system 
system 
system 


STUD, Fuel drop tank support (use 151-18379 untl exh) . be 

POST, Fuel drop tank support . . . . . e + + + +... + ww on 

BOT... wire ο Merete ο -ὁ 

WASHER, Flat (North American)" A AS ο sa 

NUT" Taro e ο A A ϱ A €, αν ὁ Φα 

PAD, Underwing fuel tank Dost "i (use 151-48358-11 or . ... 
151-48358-7 untl exh) 

PAD, Underwing fuel tank post RH (use 151-48358-12 or . +. . + 
151-48358-8 untl exh) , 

PIN, Drop fuel tank fwd shear (use 161-48328 untl exh) .... 

BOLT 


RETAINER, “130° and. 200 “gal 'arop fuel "tank wing 'attaching strut. 
disconnect fitting 

RETAINER, 120 and 200 gal drop fuel tank wing attaching strut. 
disconnect fitting 

FITTING ASSY, 120 gal drop fuel tank wing strut attaching .. 
disconnect LH (use 170-48304-1 untl exh) : 

FITTING ASSY, 120 gal drop fuel tank wing strut attaching .. 
disconnect RH (use 170-48304-2 untl exh) 

. PIN, 120 gal drop fuel tank wing strut attaching disconnect 


BOLT, internal wrenching steel 1/2-20 +... ss + + + + + eae 
BOLT, Internal wrenching 160,000 psi . , . , + + + e «s 
PACKING, O-Ring fuel resistant oe eee . . . . ο ο 
WASHER, 120 gal underwing fuel tank sway brace serrated 


WASHER, 120 
BRACE ASSY, 


gal underwing fuel tank sway brace serrated 
120 gal drop fuel tank complete sway LH . . 
BRACE ASSY, 120 gal drop fuel tank complete sway RH . . 
FITTING, 120 gal drop fuel tank strut disconnect , . 
(use 170-48303 untl exh) 
BRACE, 120 gallon drop fuel tank sway 
BRACE, 120 gallon drop fuel tank sway 
NUT . κ ἃ aD woo des e 
WASHER, Plain "(North American) be sen tet das 28 
BOLT . . . 
LEVER ASSY, Manual fuel tank jettison á 
SPACER, Screw and bolt . 
PIN ... . 
WASHER, Loc- `o Seal (wolfe, Franklin) . 
WASHER, Flat (North American) .. š 
BOLT .. "EM 
GASKET, Fuel drop. tank fairing dive "vent 
VENT, Fuel drop tank fairing to tank . . 
VALVE ASSY, 120 gal drop fuel tank dive vent (Parker Ai 
(North American Spec 172-948229) (Sweeney 15-1600 
may be substituted) 

GASKET, Drop fuel tank relief valve . . +. + + + «© + + * * * s 
SCREW: νο à x» 5» à ox o» * 4* € `e 99 o£ 9 4. 4 ow € - 4 ὁ 


LH .. 
RH .. 


e... ο ο ο amo 
* * s e ος 91 9 s < ο 9 


ee 0 © ο 9 q 9 9 o ο 


sealing 


. 
ra 


. 
re 


*1 Fairing assemblies 191-48261-401 and 191-48261-402 supersedes 191-48261-301 


and 191-48261-302 for future procurement. 


191-48261-301 and 191-48261-302 


are not to be used as a replacement on any airplanes. 
*2 Parts marked thus may be procured collectively in a package under the 
numbers 190-48201-1 and 190-48201-2 LH and RH respectively. 


*3 Refer to T.O. 6314-2-2-517A. 


*h Refer to T.O. 6J14-2-2-53 for breakdown. 
*5 Use 172-48311-3 & -5 untl exh. 


USEABLE ON CODE: 


A 22 Z: n A -.-.β ee N 
Changed 26 May 1961 


A 53-8273 thru 58-8322 
55-4811 and subs 





UNITS 


PER ASSY. 


B ο HB ppmpmpnmBumnrmo 


Pe we pop 


= 


μα να ο ΟισισισΥΓ O 4E TO I. ERR EB E IO EO EO E... FE... πι Ej. _ PPN P πιποΗ!τοπ1Ε: 


FI 


USEABLE ON 
CODE 


A 


> > 


> > > p p p p p > p p p p > p p p p p p p p Σ F P om mp D pop p ppp F PP D ὉὃὉ > p > > 555555» 


8oA 








Section. 1: 
Group Assembly Parts List T. ο. 1F-86k-4 





WING FUEL (Cont) 


F-86K-4-48-31 





FIGURE 32B - 120 GALLON DROP FUEL TANK ASSEMBLY 


Δὲ Changed 26 May 1958 














Sectiom_11 _ 


T. O, 1F-86K-4 Group Assembly Parts List 
WING FUEL (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER Y 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
32B 172-48250-151 TANK ASSY, 120 gal drop fuel (see fig. 32A for next assy) . . . . Ref A 

-1 . 161-48252-91 TANK ASSY, Intermediate section drop fuel (see fig. 32C ... X 

for breakdown) 
-2 AN5-12A ο ΜΑ Sh ier πρό cat. ae tE Ka πο PD S ier Sew Ὄψ,. Ὁ» nth οὐ» 16). ab σος 4 A 
23 AN960D516 z CWASHERC S πο ων GS μυ MES m A 
-h ANH-TA vo APOLT e se EL Uriel) om. ceni telo m «M reb WE UC rivi ας Mel cc) ος 2 A 
-5 ANQ60D416 > . WASHER... . . wire aa, 5 ies d os 2 A 
-6 161-48334 ` BAFFLE ASSY, Drop fuel tank aft (use 161-18255 untlexh) . ` . 1 A 
-τ 161-48327 . SEAL, Drop fuel tank aft... ο 09 1 A 
-8 172-1828. NIPPLE, Drop fuel tank fuel line disconnect "(use 161-18266 rw 1 A 

unti exh) 
-9 3H2-16-41 . HOSE, (North American). s A ο SSS Qu Mia A 1 A 
-10 AN737-46 n CLAMP FACES w 2 A 
-11 172-48285 . NIPPLE, Drop fuel “tank air line disconnect (use 161: "48267" , l Α 

untl exh) 
-12 3H2-8-43 . HOSE, (North American)" νη see. S $7 am s ὁ eA yo 1 A 
-13 AN737-30 K CLAMP οκ a agree Le ΝΡ 2 Α 
-14 161-48333 . BAFFLE ASSY, Drop “fuel tank fua (use 161 -48254 untl exh)... 1 Α 
-15 AN5-7A e AA nM NI SQ λος E τὰ οὐ arte a g uo. πο 8 A 
-16 AN5-12A ψ.. ο ο ο O E ο ο (αὶ uan ο ο ο 10 Α 
-17 AN960D516 . WASHER... š. Ὁ 6 τι Eo WI 4 I τὰν 6 lali: οφ. αἱ ὃν i2 A 
-18 161-48326 . SEAL, Drop fuel “tank forward —— ae TT ra Pe) 1 A 
-19 161-48253-151 . TANK ASSEMBLY, Aft section drop fuel . . . . s + © < ὁ < we . 1 A 
-20 205AC10 ` . WASHER, Loc-0-Seal (Wolfe, Franklin) . . . ........ 16 A 
-21 NAS221-10 . . SCREW, Brazier head κα recess alloy steel 10-32 . , . 16 A 
-22 AN960D10L ç š WASHER kosok δὲν τὰ * WW 9 Leh τα E S 16 A 
-23 161-48278 . . FLANGE ASSEMBLY, "prop fuel tank filler .. icy hs ita μα... 1 A 
-24 161-48281 + . GASKET, Drop fuel tank filler flange .. evs eter ie a ᾧ 1 Α 
-25 151-48142-13 " . CAP assy, Fuel cell filler (altered from 39851435) (whn exh. 1 A 

use 190-48274-3) 
-26 SUUS x . ADAPTER ASSY, Drop fuel tank filler (Universal Metal) . . . 1 Α 
84 CAP ASSY, 120 gal drop fuel tank filler (Eaton) 1 Α 


use 190-48274-3 op 151-48142-13 together with 
niversal Metal 20075 intl exh i 5 


-27 161-48322 . . SCREW, Drop fuel tank drain... ER Ci δι. ngo a As e 1 A 
-28 205AC1/4 zo WASHER, Loc-0-Seal ΠΠ Franklin) ο yy eel oes 1 A 
-29 AN960D416L "s « WASHER . ; 45 Mota e ας asl a a a 1 A 
-30 161-48321 š RING, Drop fuel tank relief valve bolting rajar do rr e ων XY TCR 1 A 
-31 172-48251 ` COMPARTMENT ASSY, 120 gal drop fuel tank forward (see . . . . 1 A 
figure 32D for breakdown) 

-32 AN365-428 of NUD og 6 sie cia, ο ο ο Sey Wwe Sa Ua ee ae eS ΝΕ 2 Α 
-33 AN4-16A ΟΕ s. 6. ο rel Sp. Ves οἱ E 17 8 Α 
-34 161-48329-51 . FIN ASSY, 120 "gallon drop fuel tank . + 9 ὁ «© ο ο ο 1 A 
-35 NAS221-11 +. SCREW, Brazier head phillips recess alloy steel '10-32 naa fé 2 A 
-36 205AC1/4 ; | WASHER, Loc-0-Seal (Wolfe, Franklin) . . . . . se . «2. 2 A 
-37 AN960D416L s WASHER 40 e £e ὁ i10 A 2 A 
-38 AN365-428 NUT . . Get Se RA UQ cere 9 8 A 
-39 172-48268 COVER ASSY, Drop 'füel tank (See figure BOD): e cbs ο mos REL 

-40 172-48298 NIPPLE, Drop fuel tank (see figure 32D) ...... 5. ο» a TREE 


USEABLE ON CODE: A 53-8273 thru 53-8322 
55-4811 and subs 





Changed 20 February 1959 8ος 





Section 


II 





T. O. 1F-86K-4 


Group Assembly Parts List 


WING FUEL (Cont) 
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FIGURE 32C - INTERMEDIATE SECTION DROP FUEL 120 GALLON TANK ASSEMBLY 


Changed 26 May 1958 


80D 











Section. ΙΙ _ 


T. ο, 1F-86K-4 | Group Assembly Parts List 
WING FUEL (Cont) 


} . 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
320 161-48252-91 TANK ASSEMBLY, Intermediate section drop fuel (see fig. 328. . . Ref A 
; for next assy) 
zc 161-48298 . TRUSS ASSEMBLY, Drop fuel tank . . . + PEERS PT RED 
-2 161-48298-19 . . TUBE ASSEMBLY, Drop fuel tank . . . . . E a6 $ W wo wi a 
=3 AN6264-8D13 oa. Ae “HOSE: ASSEMBLY v αὶ bg μμ να Up Us? cac qu de eC og 
-4 AN815-8D ` . . UNIN... ο IEEE ME: MOM 
161-48298-10 š . BRACE, Drop fuel “tank RH 5} τὸ; Ue ru δ} uode el αρ Mia cw RP es ah is 
-5 161-48259-31 . BRACKET ASSEMBLY Drop fuel tank release mechanism . . νο. 


(use 161-48259 untl exh) 


brace upper 


-36 RL33SB9 ç RING, (Rosan) . 


-3T AN365-428 NUT... 


. æ ù 


RAD207SB7 .5L [O1 > INSERT, (Rosan) 


i Α 
1 Α 
1 Α 
2 A 
+ A 
1 Α 
-6 161-48259-5 . BLOCK, Drop fuel tank release mechanism bracket A 2 A 
-7 161-48259-7 . SPACER, Drop fuel tank release mechanism bracket ο ος 2 A 
-8 170-48310 š BRACKET, Manual 120 gallon fuel tank jettison . . . . . , + 1 A 
-9 161-48259-3 : BRACKET, Drop fuel tank release mechanism . e . . . + + + . 1 A 
-10 MS29513-113 ; PACKING DM E TR D EL MESE M IE E ov. 2 A 
-11 AN9-20A en BOLT 2 44 Q US Q πα uq. G BP SU Let are € 2 A 
-12 2W18-916 . WASHER, Flat (North `American) E οι Q a ο SU ο AO w * 2 A 
-13 161-48271-3 . POST, Drop fuel tank forward support +. . e s s s + e + e s so 1 `A 
-14 161-48271-5 . POST, Drop fuel tank aft support . . . . . . + + ee + + wee 1 A 
-15 AN3-11A . BOLT... RM M racc Rd 4 A 
-16 2W18-10 `. WASHER, Flat (North ' american) MON EE LEE 6 A 
-17 MS29513-8 š PACKING ος τις . ww Ue 4 WS e ο ὃς ο ιδ. De 4 A 
-18: 161-48275-5 * . RETAINER, Drop fuel tank post. seal E upper τὶ τὸς ου. 2 Α 
-19 161-48275-3 . RETAINER, Drop fuel tank post seal (lower) . . . « . + + + + « 2 A 
-20 MS29513-222 è CPACKING- a sen τε νὰ €» τὰν c9 c9 τος, “ews stp de SPSS et te, eee δι ο et te 2 A 
-21 AN3-6A . SBODT 2e 4.7.4 € AS ὁ» Ὁ' a ee W 2 A 
-22 205AC10 . WASHER,- Loc- o- Seal (wolfe, Franklin) . Sx a T A. BOSD WU Mee eS 2 Α 
-23 161-48323 W RETAINER ASSY, Drop fuel tank plate nut ο ο ο ο 2 A 
-24 161-48322 . SCREW, Drain ἆτορ fuel tank . ... e c c n ws τα. νῷ’ w. r 1 A 
-25 2W18-416M ` WASHER, Flat (North American) . . . . . ee eee . . . eee i A 
-26 205AC1/4 . WASHER, Loc-O-Seal (Wolfe, Franklin) ο en ie lin Ver O 1 Α 
-27 AN509-416R11 ey, ὨΘΗΕΙΝ J a 72.) Q< 16009) ιδ. c9. Sor cee et ey TRO ee, -ὁ š ibe (δ, 4 vw Mee ὃς Se 4 A 
-28 AN365-428 ve UNUT 4 co ο. . . ας ue uw ao δὲ ον 4 A 
-29 NAS223-9 . SCREW, Brazier head “phillips recess 5/16- 24^ MEETS 2 A 
-30 2W18-516L A WASHER, Flat (North American) .. κ ives he tat sd ds ο Sey ο 2 A 
-31 205AC5/16 ; WASHER, Loc-O-Seal (Wolfe, Franklin) πο. qr e O 2 A 
-32 161-48315-1 . BRACE ASSY, Drop fuel tank forward internal sway BH. 2.9 6*9 1 A 
161-48315-2 . BRACE ASSY, Drop fuel tank forward internal sway RH ..... 1 A 
-33 161-48312 E FITTING, Drop fuel tank internal forward sway brace . . .. 1 A 
attaching 
-34 161-48314-3 4. . TUBE, Drop fuel tank internal sway brace . . ο E 1 A 
-35 161-48313 s B FITTING ASSEMBLY, Drop fuel tank forward internal sway . 1 A 
ο a ri ο ο olay Sa a ο. 1 A 
παν SN GSS Si Z, wai ο μα 1 A 
š . ¿ia q ο ο τα ο ¿a ου ts 8 A 
-38 ANQ60D416 . WASHER . . + a a as SU 0 Hio Dl as fe ο ο ὦ 4 A 
-39 AN4-15A £ so BOLT. τῳ ο ος ὧν OY ο T eT AE ἃ RU e οἱ a ος N ον 8 A 
-40 AN8-30A ΣΠΟΤ. 44 jede Ia 407€ ο € Uo ο ue Ee ο Rs RI e) ος Des nd 1 A 
-4l1: AN365-820 .. NUE ο τα. odo mU ὁ οί RAR ἴθι ον ar I dcs SY Uw. “αὶ 1 Α 
-42 AN365-524 "I iss ο ο wow A ο ο ο A k ου 2 A 
-43 2W18-516 l WASHER, Flat (North American) , . . . . cee ee ee ees m A 
~4h NAS43-5-76 . SPACER, Screw and bolt . . . s es ece +ç s s sz s eza s . nn on 2 A 
-45 AN5-23A S ο ΜΜ μα ο πο a ia CEA atk a soy δε, Meh zr uL SU O ag Minn e Et cS 2 A 


‘USEABLE ON CODE: A 53-8273 thru 53-8322 
55-4811 and subs 





Changed 26 May 1958 I : 80E 














Section. ΙΙ 
Group Assembly Parts List T. O. 1F-86K-4 





WING FUEL (Cont) 














F-86K-4-48-33 


FIGURE 32D - 120 GALLON DROP FUEL TANK FORWARD COMPARTMENT ASSEMBLY 
8oF Changed 26 May 1958 








Section. ΙΙ κ 





T. O. 1F-86K-4 Group Assembly Parts List 
WING FUEL (Cont) 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
32D 172-46251 COMPARTMENT ASSY, 120 gallon drop fuel tank forward ....... Ref A 
(see figure 32B for next assembly) 
-l: 161-48322 . SCREW, Drop fuel tank drain e . « . ο . . 22 ὁ + es te eae 1 A 
-2 205AC1/4 . WASHER, Loc-0-Seal (Wolfe, Franklin) . . . .. e , soes eeo 1 A 
-3 AN960D416L v WASHER ΟΝ eh ao Sim ap Sive ip ac al οὐ δν Ca ey TUA TE ater ols A A. RS LUV 1 A 
-4 AN913-1 . PLUG . 735 s PEDE PL w ᾿ᾱ- W ` 1 A 
-5 134-48331 . PLUG, Combat fuel tank strainer “retaining Q MM whee A Ὁ 1 A 
-6 ` AN900-31 ` GASKET... , : E 1 A 
-τ 161-48285 . RETAINER, Drop fuel tank strainer” supporting flange a νο vp 1 A 
-8 161-48284 . GASKET, Drop fuel tank strainer supporting flange ...... 1 A 
-9 161-48283 . FLANGE, Drop fuel tank strainer support . .. .. ses es. x 1 A 
κο. 120-48528 š STRAINER ASSEMBLY, Drop fuel tank . . . á usi i I A 
-11 NAS221-10 . SCREW, Brazier head Phillips recess alloy steel 10-32" ο 12 A 
-12 AN935-10 n WASHER W gie ον v v le s^ (6 ww ces ος ο ας US 12 A 
-13 172-48269-3 *1 , SEAL, Drop fuel “tank Solenoid Sese τὰν See Ἐς. τὰ; ie) whe. ντα 1 Α 
-14 AN934-10 *1 . PACKING ... ο αἱ = LE ὃς US WISI el a 1 A 
-15 2WlAL32-26-20 *1 | WASHER, Plain (North American) ; . . . . ο rA ϱ 1 A 
-16 172-48298 *1 . NIPPLE, Drop fuel tank... ο a he 1 A 
-1T NAS221-11 . SCREW, Brazier head phillips recess alloy steel 10-32 . ... 15 A 
-18 205AC10 ` WASHER, Loc-0-Seal (Wolfe, Franklin) . . . ee + s s s a s e <+ 15 A 
-19 172-48268 ἘΠ... COVER ASSY, Fuel drop tank... a ο” 1 A 
-20 161-48280 . . GASKET, Drop fuel access door flange iiw ome Con PT Re ν.δ Ὁ ο ον 1 Α 
-21 AN365-428 WE 4} NUP ον wa G»€ κἀκ Q RO OW, Xo XS we hs A 2 A 
-22 AN4-10A ον BOLT 4$. e ο XS we N 2 A 
-23 172-48292 *1 . LINE ASSY, Drop füel tank “fuel feed am a ο. al A 
-24 AN934-29 *1 , PACKING . ... a . A Fee Fen PERPE ie a e 1 A 
-25 NAS221-18 *1 . ‘SCREW, Brazier head “phillips recess alloy steel 10-32 . ... 1 Α 
-26 161-18339-3 *1 , BLOCK, Fuel drop tank fairing stop . . e e s e + + + + s + + x 1 Α 
-27 AN934-3 XT. τς PACKING ir m. uer olm. ο τν; DEL cR. ALIS (ν ον 9€ UND wol τος wl οἱ TELS Viele. ᾱ- ος 1 A 
-28 NA934-116 PL an ΕΜ Cy e A RO A AAA A A RR Re 1 A 
-29 AN3H4A ve BOLT ves e 9. ὁ (€  Φ ο 4: € 6 A 
-30 205AC10 l WASHER, Loc-0-Seal (wolfe; Franklin) . . ο ο AERE UMEN 6 A 
-31 172-48256 . GASKET, Drop fuel tank pressure relief valve Ες eR 1 Α 
-32 172-48291 . COVER, Drop fuel tank pressure relief valve mounting . . . +. + 1 A 
-33 AN4-5A s BOLT ie ses bP iby oT νο ος gba gio 2 A 
-34 205AC1/4 . WASHER, Loc- “o-seal (Wolfe, Franklin) | 5 ο ἐφ 2 Α 
-35 172-48254 š BRACKET ASSY, Drop fuel tank fairing attaching Be [e ΕΝ 1 A 
-36 161-48282 *2 . COVER ASSEMBLY, Drop fuel tank access hole . . . . ὁ + + eo o 1 A 
-37 NAS221-17 *2 . SCREW, Brazier head phillips recess alloy steel 10-32 .... li A 
-38 161-48339 *2 . BLOCK, Fuel drop tank fairing stop +. +. . e + + + + < + + s ο ο 1 A 
-39 205AC10 *2 . WASHER, Loc-O-Seal (Wolfe, Franklin) . . . se +. , + s , + s x 1 A 


When parts marked thus (*1), used together in this assembly, 
are exh use parts maked thus (*2). 


USEABLE ON CODE: A 53-8273 thru 53-8322 
55-4811 and subs 





Changed 26 May 1958 80G 
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F-86K-4-48-34 


FIGURE 328 - 120 GALLON DROP FUEL TANK FORWARD AND AFT FAIRING ASSEMBLIES 
80H Changed 26 May 1958 














Section. Τι Ἢ 


T. O. 1F-86K-4 Group Assembly Parts List 


WING FUEL (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
32E 120 GALLON DROP FUEL TANK FORWARD AND AFT FAIRING ASSEMBLIES 
191-48261-1 FAIRING ASSY, 120 gallon drop fuel tank universal LH aft . . Ref 
(see fig. 32A for next assembly) I 
191-48261-2 . FAIRING ASSY, 120 gallon drop fuel tank universal RH aft . . . Ref A 
(see fig. 32A for next assembly) 
ATTACHING PARTS 
<i SP1561-1032-8 SCREW ASSEMBLY, 100° flat head (Shakeproof) ......... 10 A 
-2 AN3-3A ON τάν ενα, eA OA 
να ¡E 
=3 SP1561-1032-8 . . SCREW ASSEMBLY, 100? flat head (Shakeproof) . . . . . . . . 1 A 
-4 191-48261-101 . . PANEL ASSY, 120 gal drop fuel tank universal fairing LH . . 1 Α 
191-18261-102 z PANEL ASSY, 120 gal drop fuel tank universal fairing RH. . i A 
191-48261-103 a DOOR ASSY, 120 gal drop fuel tank universal LH , . . . + + 1 A 
191-48261-104 5 DOOR ASSY, 120 gal drop fuel tank universal RH . . . + + <+ 1 A 
-5 191 - 8261 -Γ + . . DOOR, 120 gal drop fuel tank universal LH . , . + s + ο 1 A 
191-48261-8 . . . DOOR, 120 gal drop fuel tank universal RH . . . . + + + 1 Α 
-6 5W1-4-6-10 . . . WEATHERSEAL, (North American) . . ο .. se eee n nn 1 Α 
-7 5W1-4-10-9 WEATHERSEAL, (North American) . . , . + + +< + < + + ὁ ο oe 1 A 
-8 5W1-4-15-8 WEATHERSEAL, (North American Pere ers k Mais Waals We Yap aah DU al A 
-9 5w1-4-9-0 WEATHERSEAL, (North American) i. 2 see) el 0 οφ.“ ee et ὁ JQ 2 A 
-10 5W1-4-3-5 WEATHERSEAL, (North ai χμ d. Qu Re RA AA IS e 2 Α 
-11 5W1-4-2-6 WEATHERSEAL, (North American) . . +. +. + eye 48. E. οδός 28 2 A 
-12 5W1-4-35-3 a . WEATHERSEAL, (North American) . +. , +. + » + e .....o ο 2 A 
-13 5W1-4-2-8 5 . WEATHERSEAL, (North American ede. ο ce! Sel gw ο ο 2 A 
-14 5Wl-4-34-4 . . WEATHERSEAL, (North American) . . . .. ον S À oe Id. Soh a seks 1 A 
-15 5w1-4-2-4 P . WEATHERSEAL, (North American ὃν ὅπ. catia Se oe . eo « » 1 Α 
-16 18152 . . PLUG, Button (United-Carr) . . . + + +s + s + + + + + ο 1 A 
191-18261-301 *1 FAIRING ASSY, 120 gal drop fuel tank universal LH forward .. Ref A 
(see figure 32A for next assembly) 
191-48261-302 *1 FAIRING ASSY, 120 gal drop fuel tank universal RH forward . Ref A 
(see figure 32A for next assembly) 
191-48261-401 *1 FAIRING ASSY, 120 gal drop fuel tank universal LH forward .. Ref A 
see figure 32A for next assembly 
191-48261-402 *1 . FAIRING ASSY, 120 gal drop fuel tank universal RH forward . . Ref A 
see figure 32A for next assembly) 
17 SP1561-1032-8 . . SCREW ASSEMBLY, 100° flat head (Shakeproof) . . . s . + o 2 Α 
18 191-48261-59 PANEL, 120 gal drop fuel tank universal fwd fairing LH . . 1 A 
(used on 191-48261-301 only) 
191-48261-60 + . PANEL, 120 gal drop fuel tank universal fwd fairing RH .. 1 A 
(used on 191-48261-302 only) 
191-18261-83 . . PANEL, 120 gal drop fuel tank universal fwd fairing LH . . 1 Α 
(used on 191-48261-401 only) 
191-48261-84 . . PANEL, 120 gal drop fuel tank universal fwd fairing RH .. 1 A 
used on 191-18261-102 only) š 
-19 295134-16A . . GROMMET, μα x la; Φ' d. Vier ο wl Yas aa oa Ra 1 A 
-20 295134-22A + . GROMMET, (United-Carr (used on 191-48261-301 and -302 only) 1 A 
191-48261-81 + . GROMMET, 120 gal drop fuel tank universal fwd fairing... 1 A 
(used on 191-48261-401 and -402 only) 
-21 5W1-9-28-2 . , WEATHERSEAL, oce nd μα ο ανα 1 Α 
-22 5W1-9-16-14 . . WEATHERSEAL, (North American) . +. +. + +s + +. © © © © © * * : 1 A 
*1 Fairing assemblies 191-48261-401 and 191-48261-402 supersede 191-48261-301 and 
191-48261-302 for future procurement. 191-48261-301 and 191-48261-302 
are not to be used as a replacement on any airplanes. 
USEABLE ON CODE: A 53-8273 thru 53-8322 
s 55-4811 and subs 
Changed 26 May 1958 Bog 
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FIGURE 32F - DROP FUEL TANK SHACKLE ASSEMBLY 


Changed 26 May 1958 


80K 














Section. II 


T. O. 1F-86K-4 Group Assembly Parts List 


WING FUEL (Cont) 








FIGURE E PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
32F -1 151-48320 SHACKLE ASSEMBLY, Drop fuel tank (whn exh use 151-48320-10) . . . Ref A 
see figure 32A for next assembly) 
151-48320-10 SHACKLE ASSEMBLY, Drop fuel tank (use 151-48320 untl exh)... . Ref A 
(see figure 32A for next assembly) 

-2 151-48314 *1 . HOUSING ASSEMBLY, Drop tank shackle . . . a a 1 A 
175-48314 *2 . HOUSING ASSEMBLY, Fuel tank release mechanism. κ Ὁ “a 1 A 

-3 Z940 *3 . PLUG, (Amer. Radio Hardware) (may be purchased from Radio .. 1 A 

Television and Supply Co.) 

-4 151-48320-5 . TUBING, Plastic type "P" grade "B" form nus (Spec JAN-I-631) . 36" A 
-5 AN361 -832 s NUM wcs ο £ Sg ë. ae la, aE es 2 A 
-6 NAS72-7-106 . BUSHING, Flame- -üp “steel chrome plated $ cue xh ος ο 2 A 
-T 151-48328 . JAW, Drop tank shackle (use 151-48315 unti exh) PE ; . 2 A 
-8 151-48323 . ARM, Drop tank shackle lock test . . . . . . Μην 2 š: 1 A 
-9 151-48316 *1 . LINK, Drop tank shackle toggle . . . μυ”. ως "Ὅν τῷ 2 A 
175-18316 *2 . LINK, Fuel tank release mechanism toggle Brie} fao fee ος 2 A 

-10 151-48317 *1 . LINK, Drop tank shackle toggle connect... e A να 2 A 
175-48317 κο... LINK; Fuel tank release mechanism toggle connect A πο 2 A 

-11 151-48325 . PIN, Drop tank shackle toggle link . . . . , + + + + + + + ae 4 A 
-12 151-48318 *1 LINK ASSEMBLY, Drop tank shackle roller ., . ο δα ον ts 1 A 
175-18318 *2 LINK ASSEMBLY; Fuel tank release mechanism roller SR 1 A 

-13 AN393-23 e PIN. 5 TETE "E 1 A 
-14 AN201KP3A > BEARING, (intreh wth ΑΝὀΟΊΚἁΑ᾽ or P AN2OOK3L) . SP ilie fW ELI: UIS 1 Α 
-15 AN393-41 v PING cw. A GRO 4 A 
-16 151-48319 *1 . ROCKER, Drop tank shackle . . .. CE Re ο gua 1 A 
175-48322 *2 . ROCKER, Fuel tank release mechanism "ECCE ΧΡ 1 Α 

-17 AN392-17 we PIN « a Ar Tua i rs Sido we | 2 A 
-18 4s4-4-6 *1 SPACER, Rivet "(North American) . Sib. hak! UR tens wh ο ον 16 ND" 1 A 
NAS42DD4 -12 *2 . SPACER, Rivet .. « €“ ον, ler Mee ος 76. ὃς Sew fe wai at cer φι EE X A 

-19 151-48322 .. SPRING, Drop tank shackle “release ......... ο ee 1 A 
-19A 151-48322 *1 . SPRING, Drop tank shackle release . . . . im te οι E oo 1 A 
176-18311 *2 . SPRING, Drop tank shackle release .... Bl. See Yee GIA US rS 1 A 

-20 1053 | SPRING, (use 151-48321 untl exh) . . . . . . . M 1 A 
-21 4L2 . LINK, Release ον (North American) (use 109- “63035, Ai. te 1 Α 

: untl exh 

-22 c8001-1 . SOLENOID, Drop tank shackle (Tetana G. H. he GTC 1 Α 
-23 AN365-832 «Νας .. : . ESTE S 4 A 
-24 NAS220-7 *1 . SCREW, Brazier head “phillips recess 'alloy steel ‘gl 3 «  ὁ E 1 A 
-25 453-8-33 *1 . SPACER, Bolt (North American) . . . + + + + + + + + + s wee 1 A 
NAS43DD3-65 *2 . SPACER, Screw and bolt . . . . eye IRA 2 1 A 

-26 NAS220-24 +. SCREW, Brazier head Phillips recess “alloy steel 8: κο a 8 A 
-27 133-8-36 Xp n SPACER, Bolt (North American) . . . . . + + + + + + + eens 1 A 
NAS43DD3- 72 *2 . SPACER, Screw and bolt . . . . ο τα, ο. αἱ ses ον ος Se οφ -ᾱ 1 Α 

-28 151-48324 . ARM ASSEMBLY, Drop tank shackle “release EUROPE 1 A 
-29 AN395-41 X BIN LS a a a Ὁ Ὅν w. Ae et uma aa wq. m OS E 2 A 
-30 AN7H2-1C *1 . CLAMP . .... MALUS ; NEP EE 1 Α 
-31 NAS220-8, . SCREW, Brazier head “phillips recess alloy steel 8-32 . . . . . 3 A 
-32 176- 738323 *2 . STRIP, Drop tank shackle release . . . UE PE 1 Α 
-33 172-5440 *2 . WIRE ASSY, Elec drop tank shackle solenoid ground -— ^ 1 A 


1* Parts marked thus used on 151-48320 only 


2* 


3* Johnson, E. P. 


USEABLE ON CODE: 


Parts marked thus used on 151-18320-10 only 
108752-1 is intrch wth Z940 


A 53-8273 thru 53-8322 


55-4811 and subs 


------------------------------------------------------------------------------------------------------------------------------------------------------------------------------------------------------------᾽----------------------------- 


Changed 26 May 1958 
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- LEFT AND RIGHT WING OUTER PANEL INSTRUMENT EQUIPMENT 


FIGURE 33 
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Section. ΙΙ — 


T. O. 1F-86K-4 Group Assembly Parts List 
WING INSTRUMENTS 
FIGURE & š PART UNITS USEABLE ON 
INDEX NUMBER NUMBER V 2 3 4 5 6 7 . NOMENCLATURE PER ASSY. CODE 
33 173-51014 INSTRUMENT EQUIPMENT INSTALLATION, Left wing (see . . , . . +s ο . NP 
figure 9 for next assy) 
173-51114 INSTRUMENT EQUIPMENT INSTALLATION, Right wing (see . . . .. . .. NP 
figure 9 for next assy) 
242-51114 INSTRUMENT EQUIPMENT INSTALLATION, Right wing (see . . . . , . . NP 
figure 9 for next assy) 
-1 AN815-4D X 4 UNIONS. SO e ahi cd eae Toc Sy leh oie a “an Sooo U ak e une ie de š 4 
-2 205-51801-3 *l . LINE ASSY, Airspeed static (inbd union to inbd drain). .... 1 
-3 205-51801-51 *1 . LINE ASSY, Airspeed press (inbd union to inbd drain) . . . . . 1 
-4 3804-3 *] . GROMMET, Instrument lines support uoc το. oS age «Ὁ χῷ Wee «ὦ 11 A 
3G4-3 *1 . GROMMET, Instrument lines support (North American) . . . . a. 10 B 
-5 165-51801-5 *l . LINE ASSY, Wing tip drain to airspeed static inboard union . . Bl A 
-6 165-51801-127 *1 . LINE ASSY, Station 254 union to airspeed static inboard union. 1 B 
4 165-51801-37 *1 . LINE ASSY, Wing tip drain to airspeed pressure inboard union . 1 A 
- 165-51801-125 *1 . LINE ASSY, Station 25! union to airspeed pressure inboard union 1 Β 
-9 AN815-4D ede. gun. UNIONS Mi ia ia ue Gab ο cet e german ah oe ee ef qo EO RV e AT Ao pe 2 B 
-10 AN363C1032 ML ee NUDE ik See s Ceres Sel dc SF SO ο ο ο Charades Se SUS M es 1 A 
-11 7TS14CN1032C18A*1 . SCREW, Round head corrosion resistant (North American) . . . . 1 A 
-12 165-51110 κιν . CLAMP, Airspeed lines sump . . . , . . . . ee ee ue ww ee T A 
-13- AN826-4D Nl v y 126 ΙΙ g GS Sal Rcg ee. oo Nar QI Lang, (he SIUE 2 A 
-14 165-51109  *1*3 , SUMP, Airspeed lines drain outboard . . . . . . .. ... n. 2 A 
-15 AN929-4 EL S. SCAR” Actaris, ge: AN νον II o ws QNS Ἁγ Sr Ye ὃς 1 A 
-16 AN831-1D ος STER. sak pe! w τες Su τες ος Se, οτε πα ο ui ee ος SUE NER QUIT Mam 2 
AN929-4 E Sie RN 2 
AN921-1D O AS Os a oec um ο usq Fo Y vr vei ae Ro v. a. Calo 2 
2W18-716 *)*h . WASHER, (North American) .... , , , s ç ee ee + eee ee 2 
-1 187-51098-2 xi*4 . BOOM ASSY, Airspeed pitot-static tube ............ 1 
-1 165-51017 *3 . BOOM ASSY, Airspeed pitot-static tube . ........... 1 A 
ATTACHING PARTS 
-19 AN363C1032 *1%3 , NUT ,. ...., ........ uos e ο λὲν αν. ον ον Ὁ 2 A 
-20 5B17C10A *1*3 , BOLT, Corrosion resistant 10-32 (North American) . . . . . .. 2 A 
-21 165-51108-5 *1*3 , FITTING, Wing outer panel airspeed boom rear beam attaching. . L A 
-22 5B17C25A *1*3 . BOLT, Corrosion resistant 10-32 (North American) . . . . . . . 1 Α 
-23 165-51107-9 *1*3 , CLAMP, Wing outer panel airspeed boom forward attaching . .. 1 A 
-24 165-51144 *1*3 . SEAL, Wing outer panel airspeed boom to RH wing tip (use... 1 A 
AN6227-28 untl exh) 
το πα 
-25 AN501A6-4 Yl ie oe SCREW uo 9 4) 09 eh vec Wes w w a en HOA Ile ee ey We Q 4 
-26 AN659-1 *I*3 cuo O 2 A 
-27 AN5816-2 *1 . . TUBE, Electrical heated pitot static (AERNO 60-9200) ... 1 
(Spec MIL-TS420A) (intreh wth Spec AN-T1A 
type D1) (GFAE) 
-28 AN509-10R5 pO LAE dc MM I q a eo este ο πο κεῖ, Aa, Quta a uy qasa 4 
-29 1510-05 *l . . WASHER, Countersunk lock (Shakeproof) . . . s s sos a + x 4 
-30 165-51092 na «αι TUBE, Alrspeed booms: ara X 9 eS ae wel De Q Q. e QU ὦ ο 1 Α 
-31 187-51099-10*1*l , | TUBE ASSY, Airspeed boom . . ο ὁ . ο . eee « ο QU th ο Q 1 
-32 165-51099 *l . . SLEEVE ASSY, Wing outer panel pitot tube attaching . ... i 
-33 AN3115-1 - Ἐπεὶ) URECBPTACLE o oarra ania ο abue ο DEI m DES alc] Deb Cq Cae cel d SY hs 1 
-34 165-51056-3 *1*3 , , LINE ASSY, Airspeed pitot static boom . . . . . . . . . . . 1 Α 
-35 165-51056-5 *1*3 ., , LINE ASSY, Airspeed pitot static boom . . . . . . . . ihá 1 Α 
-36 187-51067-15*1*h , , LINE ASSY, Airspeed pitot static boom . . . . . e , + + < x 1 
-37 187-51067-17*1*! , , LINE ASSY, Airspeed pitot static boom . . . . . . . 2... . 1 
-38 106004-1 *1*3 . TRANSDUCER, Static pressure type TR101 (Servomechanisms) . . , 1 A 
-39 106005-1 *1*3 . TRANSDUCER, Differential pressure type TR102 (Servomechanisms ) 1 A 
-40 AN515B6R8 s. ΜΜ se tian ter eis qas i$ fa: de O A a CPZ De a ba ον ο 3 
-41 656767 . COMPENSATOR, Transmitter slave gyro magnetic compass (Sperry). 1 
(Spec 27635) (AERNO 60-1479) (GFAE) (see *2) 
-42 664543 . TRANSMITTER, Remote compass type C2 (Sperry) (Spec 27635) .. 1 
(AERNO 60-1483) (GFAE) ieee *2) 
-43 165-51801-121 *1*4. LINE ASSY, Airspeed boom sump to sta 254 union static . . . . El 
-44 165-51801-123 *1*4, LINE ASSY, Airspeed boom sump to sta 251 union pressure . . . 1 
-45 No Number . LEFT AND RIGHT WING OUTER PANEL FUEL INSTRUMENT EQUIPMENT, . . NP 
(see figure 35 for breakdown) 
-46 165-51108-3 FITTING, WOP airspeed boom rear beam attaching (see fig. 12) , . Ref 
-47 165-51107-5 FITTING ASSY, WOP airspeed boom fwd attaching (see fig. 9) . . . Ref 


*j On right wing only. 

*2 Use Spec 27635 (AERNO 60-1476) unti exh. 

*3 Not used on airplanes modified per T.O. 1F-86K-534. 

*4 Used on all airplanes when modified per T.O. 1F-86K-534. 


USEABLE ON CODE: A 53-8273 thru 53-8322, B 56-4116 and subs. 


54-1231 thru 54-1350, 
55-4811 thru 55-4936 


— = AA == A AAA A ὑπ σας... . ος 


Changed 16 October 1959 81 
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F-88K-4-51-14B 


FIGURE 34 - WING CENTER SECTION INSTRUMENT EQUIPMENT INSTALLATION 
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T. O. 1P-86K-4 
WING INSTRUMENTS (Cont) 


Section. ΙΙ _ 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 A4 5 6 7 NOMENCLATURE PER ASSY. CODE 
3h 173-51013 INSTRUMENT EQUIPMENT INSTALLATION, Wing center section... NP 
(see figure 6 for next assembly 
-1 EA5205R . BULKHEAD ADAPTER ASSEMBLY, (Liquidometer) . EUREN P 1 
-2 205AC1/2 . WASHER, Loc-0-Seal (wolfe, Franklin C.) s e ss s + eee ee 1 
AN8-6A . BOLT .. fae ο Gos -ᾱ, AO ο “er Ch Nate Sr Ac 18 1 
2W18-816M . WASHER, Flat (North American) . E οὖν "s 1 
AN365-820 s NUT L. Q < ο ο ο ο. 1 
-3 EA5205S BULKHEAD ADAPTER ASSEMBLY, `(Liquidometer) ο e ee pu 
-4 201-51054-17 CABLE ASSEMBLY, Fuel quantity indicator system . +. . .... 1 
(use 173-51054-17 untl exh) 
-5 201-51054-15 . CABLE ASSEMBLY, Fuel quantity indicator system +. . . . + « 1 
(use 173-51054-15 untl exh) 
-6 201-5105 -43 CABLE ASSEMBLY, Fuel quantity indicator system . . . . + «ο 1 
(use 173-51054-43 untl exh) Š 
-7 201-51054-45 CABLE ASSEMBLY, Fuel quantity indicator system . . e +. + + . 1 
(use 173-51054-45 untl exh) 
-8 EA5203R . "BNC" TEE ADAPTER ASSEMBLY, ory oe Bie ke κ Re 2 
-9 EA5203S . "BNC" TEE ADAPTER ASSEMBLY, (Liquidometer ο ape ο 2 
-10 201-51054-11 CABLE ASSEMBLY, Fuel quantity indicator system . . . - + < * 1 
(use 173-51054-11 untl exh) 
-11 201-51054-13 . CABLE ASSEMBLY, Fuel quantity indicator system . . . . + + ° 1 
(use 173-51054-13 untl exh) 
-12 165-51192 COVER ASSEMBLY, Normal hyd pressure transmitter . . δ ων 1 
-13 165-51140 TRANSMITTER ASSEMBLY, Normal hydraulic control complete ose ὦ 1 
ATTACHING PARTS 
-14 AN520-10R8 . SCREW & ena ae a a cim e NE a ue 4 
ας mmus 
-15 AN515-6R6 +. SCREW .... $ "m 4 
-16 MS28005-5 . TRANSMITTER, Hydraulic pressure "synchro "style 'o- “4000 psi. 1 
320° movement (GFAE) 
-17 165-51045-13 . DECAL, Normal hydraulic power . . Fanali wi ee ee 1 
-18 AN837-4 ee Ὁ. ELBOW ^q Ὁ ο 0€ a 9 iw de. A 1 
-19 AN6289-4 eoe NUD eee ce ein des sm. ο δι S Ta ss E eae A 1 
-20 AN6290-! ej ce GASKET o. 21 4 ο! κ Uw ἐν «δ. m oi m e os ai ae ον el e 1 
-21 AN6291-4 e > ἈΙΝΩ͂ «24 6 + +s s + s s e e e e o 6 ᾱ- al e ο 0 Ὁ oim ὁ ° < ° 1 
-22 AN364 -832 E NUI a te, ο ο ο ο ο ο ο ο 4 
-23 AN8013D1 MEE rcu a S DTI 4 
-24 AN515-8R12 + + SCREW. . > Dt ar des 4 
-25 165-51139 . . SUPPORT ASSY, Emergency hydraulic press ure transmitter . . 1 
-26 AN8008D2 e + + INSULATOR... + . LEIA 4 
-27 165-13080 z BRACKET, Hydraulic pressure "transmitter "mounting —" Al 
-28 EA731-813F TANK UNIT, Internal mount (Liquidometer) . . . . . + + + + * . 1 
ATTACHING PARTS 
-29 AN737TW82 s CLAMP ο ead a A E E E E E A AAA 1 
-30 205-51801-53 . LINE ASSEMBLY, Airspeed pressure inboard drain to sta 124.5 . 1 
bulkhead elbow 
-31 205-51801-5 . LINE ASSEMBLY, Airspeed static inboard drain to sta 124.5 . . 1 
bulkhead elbow 
-32 205-51801-69 . LINE ASSEMBLY, Airspeed pressure union sta 131 to outbd drain 1 
-33 205-51801-25 . LINE ASSEMBLY, Airspeed static union sta 131 to outbd drain . 1 
-34 ANBO4DA ο, ΠΚΕ... e de ή EN E ο 2 
AN960D716 . WASHER +... . + + + ο ο PUE EE Wow. WOW ἡ wood ὁν ὁ 2 
AN92! -1 D s NUT OS. ο ο Ry s. e Se w sl ο e d οδοί -ᾱς ον 2 
-35 AN818-4D NUT 2 uoce Seen ὁ οὐ. 8 08, A 1 
-36 AN819-4Z SLEEVE . $ e ie ον de Lied τει E ο 1 
-37 951 SUMP, Drain (North American) . aa ta a 1 
-38 EA731-813A TANK UNIT, Internal mount (Liquidometer) "Επ 1 
-39 EA931A1 CONDENSER ASSY, (Liquidometer) . . . rm x 1 A 
-40 173-51021 SUPPORT ASSY, Center wing tank reference condenser "E i A 
-41 187-51110 . CLIP ASSY, Reference condenser support . . . . + + + * 2 A 
-42 201-51054-9 CABLE ASSEMBLY, Line assembly wing root disconnect to . . . . Ref 
fuselage center section tee connect at: front spar 
(RH side) (see figure 145) 
-43 201-51054-7 CABLE ASSEMBLY, Line assembly wing root disconnect to . . . Ref 
fuselage center section tee connect at front spar 
(RH side) (see figure 145) 
-44 205-51801-51 LINE ASSEMBLY, Airspeed press. inboard union to inboard drain Ref 
(see figure 33) 
-45 205-51801-3 LINE ASSEMBLY, Airspeed static inboard union to inboard drain Ref 
(see figure 33) 
USEABLE ON CODE: A 53-8273 thru 53-8322 
FONTES TEMA JM M Pun Z A A AAA τα, 
83 
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Section. ΙΙ _ 
Group Assembly Parts List 





T. O. 1F-86K-4 


WING INSTRUMENTS (Cont) 


FIGURE 35 - LEFT AND RIGHT WING OUTER PANEL FUEL INSTRUMENT EQUIPMENT 


FIGURE & PART 

INDEX NUMBER NUMBER 1 
35 No Number 

-1 EA731-814 . 
-2 AN737TW82 š 
-3 201-51055-39 . 
EA5202R1A » 
EA5201R1 . 
-4 201-51054-41 i 
EA5202S2 ‘ 
EA520152A . 
-5 EA5205R * 
-6 EA5205S š 
= 165-51090 * 
-8 AN365-428 ‘ 
-9 AN935D416 * 
-10 165-51173 i 
-11 AN74-4 s 
2W1AL17-16-064 . 
-12 157 -48414-15 * 
-13 165-48213-3 ç 
-14 For continuation of 


2 3 4 5 é 7 NOMENCLATURE 


(see figure 33 for next assembly) 


LEFT AND RIGHT WING OUTER PANEL FUEL INSTRUMENT EQUIPMENT,. 


TANK UNIT, (Liquidometer) . . e. s s ......... 

CLAMP roce hota peat Oe e d πμ Joly lo, KS wna ETE 

CABLE ASSY, Outboard wing cell fitting at front spar to 
connector at sta 134,25 (co-axial cable) 

. PLUG, αρ) ο ed SA πα... 

. JACK, (Liquidometer i es ο ο fey E E WW 

CABLE ASSY, Outboard wing cell fitting at front spar to 


connector at sta 135.25 (co-axial cable) 
. PLUG, ο rad ο... 


+ JACK, (Liquidometer E 'Φ' Φ' 4 E οἱ Je. Ὁ 
BULKHEAD, Adapter a ο αρα τας 
BULKHEAD, Adapter (Liquidometer) . . ........... 
SEAL, Wing sta 80 front spar fuel indicator system fitting 
NUT. de twn Ῥω 4 Te U Q eoe AUR ORI οκ, ο αν ος sš 
WASHER: ç 4-5. Su ele is wer EE o . 
STUD, Fuel indicator system access door wing . . . 

BOLT . . a a ee E . s 


WASHER, Plain (North American) . . . . . . , . . . . 
DOOR ASSY, Fuel cell access (use 157-48414-13 untl exh) 
GASKET, Fuel cell access door . . . ....... 
these lines see figure 34 . . ............. 


F-86K-4-51-1A 


UNITS 
PER ASSY. 


NP 


USEABLE ON 
CODE 


Hun 


. 
PERENE . 
555115 


pre 
PROONNNPHEEREH 


* 9 9 39 + s * o ο 


. 
. 
. 
. 
. 
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O 
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WING SURFACE CONTROLS 



































FIGURE & 


INDEX NUMBER 


37 


-1 
-2 
-3 
-} 
-5 
-6 
-7 


-8 
-9 

-10 
-11 
-12 
-13 
-14 
-15 
-16 


-17 
-18 
-19 
-20 
-21 
-22 
-24 
' Les 
-26 
-27 


-29 


-35 
-36 


-38 
-40 
-41 
-42 


-44 


PART 
NUMBER 1 


165-52013-101 


AN365-1032 

AN960D10 

AN173-11A 

AN320-4 

ΑΝΟΘΟΡΗ16 

NASH61-1 17 . 
165-52337-7 . 


165-52337-11 


165-52337-15 . 


AN365- 128 
ANQ60D416L 

NAS464 -4-1 

AN310-3 

ANQ60D10 
191-52210-5 
AN173-11 

165- 547133 —————À 
396H 


SURFACE CONTROLS INSTALLATION, Wing center section 





T. O. 1F-86K-4 
WING SURFACE CONTROLS 


2 3 4 5 6 7 NOMENCLATURE 


see figure 
" 6 for next assy and fig. 38 for additional il breakdown] ` 
UT. fs ο μα”. EET 

WASHER S de E rw oec e owe e NIQ ο”... 

BOLT .. pP VR Get een se RS NU eS - 

NUT. E uo oue do as a ᾱ- A 

WASHER... ο. 

BOLT, Shear close. tolerance P κ τα 

BUNGEE ASSY, A11 cont art feel (whn. exh use '165- 52337- “11 PS 
or -15) (see T.O. 16C1-1-11! for breakdown) 

BUNGEE ASSY, Aileron control artificial feel (use 165-52337-7 
untl éxh, whn exh use 165-52337-15) (see T.O. 
16C1-1-114 for breakdown ). 


BUNGEE ASSY, Ail cont art feel (use 165-52337-7 or -11 . . . 
untl exh) (see T.O. 16C1-1-114 for breakdown) 

NUT: 4. A a οι. rox x οκ 8 ce ὃν N^ ur d 

WASHER . . . * QUOS DAS E τς eb ne 

BOLT, Shear close ` tolerance τα 

NUT- qu. LX να ο, μ.ο DAD Wy [A μάνα ντι MED ο ο” SP s 

WASHER... + i y Xs 

SPACER, Hor stab control trim “actuator lower attachment 

BOLT... a Wl oiu Goat de A κ.α 


ACTUATOR ASSY, Elec “aileron "trim s s 
ACTUATOR ASSY, Electro mechanical linear ` (Tear) . 
(intreh’ wth Airesearch 31586-1) 


: PER ASSY. 


. 


165-523183 GIMBAL, Aileron control artificial feel trim unit : 
AN364-428 NUT. > bo Ue Se ee it IN ahi s n š 
AN960D1H16L . WASHER .. E 
4B19B4-005 . BUSHING, Press “pit “plain ' (North American) . : 
NAS46h - AM . BOLT, Shear close tolerance A ada see e : 
AN310-4 z ΝΤ < NELLE E 
AN960D!16 c WASHER ¿ o. ecco ο ον ce, ο δν ον y cS URL e oe δ, ος .ϕ- S CE A 
AN174-15 . BOLT... . 
165-52346-11 .. BELLCRANK ASSY, "Ml “control “artificial feel `bungee actuating.. 
AN206DS3 ; .«s BEARING ¿ s € . € os wl ovo os ο μα ο... 
AN207DP4 . + BEARING . . . + Er 
165-523137 . SUPPORT ASSY, Aileron "control artificial feel "bungee ο ο” 
ANY-7A «BOLT. 2 £954 vu. HU d. ος &i κ X V ώς σεν, GEL AC 
AN4-11A BOL ο aa DS ο cw Reims ce ο ^ ϐ 
AN960D416 . WASHER . . . EA Je ΕΙ 
165-547124 . SWITCH ASSY, Aileron neutral position 1ndicating DEP "N^ 
AN365-440 A TA TENE SAT ο E E ar re ae 
ANQ60D4 . . WASHER .. PEN ios 
165-547134 + . CLIP, Aileron neutral position "indicating switch tea HIM 
AN515-4R14 ww SCREW TE 2 ὅπ ^ "E 
170-54763 + . INSULATOR, Electrical AN3234- 1 ' switch MN — € 
165-547125 ; BRACKET, Aileron neutral position indicating “switch Pa 

JV5 ACTUATOR, Aileron position eae switch Mores Sud ten) 
AN3234-1 SWITCH, Class E limit... + CAE So Y ee 
AN515-8R10 SCREW νο tence! Vra. “Ὁ ο ο νο ο ος s 
AN935-8 WASHER p . 6 + + + + + + * t t . n n ng] s 
AN960D8 WASHER . . . . SED . 
No Number CONTROL, Follow- “up displacement “and "rate type "33 are . 

(Spec WCL659) (AERNO 60- 2153) (GFAE) 

AN515-8R10 SCREW . . . . . 4. + + + + ^a Te . ; 
AN960D8 WASHER . . . . .« + + s< + + + + om ο on ° ο n9 i 
AN365-832 NUT . . 
165-523196 BRACKET ASSY, “aileron 'auto-pilot control follow- “up s 
AN! -12A x Bolt κ... E le ay ο Ue S Ὁ eh ο cee? Wie a . 
NAS43DD4-12 . SPACER, Screw and bolt x22 ο ο ο... 
For rod assemblies see figure 39 . . . . . + + © * © © © * s + © x + om ο * t! ° ° 95 t9 
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WING SURFACE CONTROLS (Cont) 





-F-86K-4-52-2 


FIGURE 38 - WING CENTER SECTION SURFACE CONTROLS (Cont) 


88 





Y 


( 





FIGURE & 


INDEX NUMBER 


3 


-1 
-2 


PART 
NUMBER 


165-52013-101 


AN365-524 
AN960D516 
AN175-57A 
165-523177 
AN960D516L 
165-523178 
AN365-428 
AN960D!16 
AN174-50A 
165-52322 
AN200K4 
397 --5-2.969 
165-52332 
AN316-4 
165-52352 
AN365-1032 
AN960D10 
AN3-5A 
AN3-7A 
165-52335 
AN365-428 
ANQ60D416 
AN174-25A 
165-52341 
AN2O1KHA 
487-4-1.125 
AN365-1032 
ANQ60D10L 
165-52353 
AN3-5A 
AN3-7A 
AN3-30A 
2W18-10 

No Number 


No Number 


7S14CN1032-1%4A 
AN970-3 

1500D2 
AN364-1032 
AN960D10 
AN3-4A 
172-520165 
172-52090 
AN316-4 
C6334-11 


205-52052-127 
205-52052-131 


1 








T. O. 1F-86K-4 
WING SURFACE CONTROLS (Cont) 


2 3 4 5 é 7 NOMENCLATURE 


SURFACE CONTROLS INSTALLATION, Wing center section (see figure 


. 


6 for next assembly and figure 37 for additional breakdown) 


τ... στ ρα ος Dis Cy αν πλ 
BOLT.. Z Saa egregii 


BALANCE WETGHT, “aileron control wing center section 

WASHER . . . + x š 
SPACER, Aileron control wing center section "balance weight . 
NUT: ta e Sar see vos care Sone! τος la PIE τῷ ο -ᾱ . 
WASHER... ve ae μα) ae Rs - a e NA SI ὦ 


` * = . + ο n 


BOLT . . oe Cbr Sa, ἃ 
BELLCRANK "ASSY, “Alleron” control “wing center “section ae AS 
BEARING... ρα Sets 
. SPACER, Flanged dual "bearing "(North American) . κ. τῶν ee 
CABLE ASSY, Aileron automatic pilot control . . . . + + + e 
NUT ... μου 
LINK, Aileron "automatic “pilot “control. servo “adjustment SS 
NUT. ο ο ai e ce S v ο ο ο ο ο νο CN pais 
WASHER: sae whos 3 3€ al a a SLM. ται κ δν esie «ο ὃς, το li 
BOLT ο Ce. sa ο Re a “ῥν Des αμ 9 "δ, ο ο ο. 
BOLT... š YS s 
STOP, Ail automatic "pilot control | servo “cable ‘adjustment ae κ 
NUD.” oe ee ο ο. τὰ $5 as “ών vg A m 
WASHER 45 E ο qus 9o ο ο το ue Seir de yer Sell Ὁ UP Verus 
BOLT . . .. ai. Sou! ος es -.. dd. egy EI 
SECTOR ASSY, Aileron automatic pilot control ο ee ee * 
. BEARING . . š ο, he 
SPACER, Flanged dual ‘bearing “(ior th American) . "EPI 
NUT. Lea Ὁ Ὅν τετ! [ome im sh ο; -ᾱ- (ir ο m c ues cvm "ο 
WASHER . . + + "m 
WASHER, Aileron "automatic ‘pilot “control. servo ‘adjustment o 
BOT... E ώς URS τν s ο. 


BOLT, (used ‘with Lear '99326) . s M 
BOLT, (used with Lear 91859 & Minneapolis- Honeywell "94859) n 
WASHER, Flat (North American) . . . . + + + + + + or on n 
MOTOR AND DRIVE ASSY, Type, A5 (Lear 99326 Series "A", ... . 
Lear 94859 Series "C" or subsequent, or Minneapolis- 
Honeywell 94859 Series "1" are intrch using indicated 
AN3 bolts) (Spec MIL-M5202) (GFAE) 
DRUM AND BRACKET ASSY, Type A3 (Lear 84943 Series "E" .... 
intrch wth ey A 84943 Series "4") 
(Spec MIL-D5203) (GFAE) 
SCREW, Round head corrosion resistant (North American) 
WASHER . . ris. καὶ τὸ 
YAW DAMPER, ' (Lear) š 
NUT lya € wow G es 
WASHER esoe 
BOLT . ex 
CAM, Surface control manual emergency change-over . 
FITTING, Surface control manual emergenoy change-over cam 
NT... e e 
TELESCOPIC UNIT. ASSY, “Flared type threaded end 1/4-28" . 
(Teleflex) 
CONDUIT ASSY, Surface control emer over-ride cable . . . . . . 
CONDUIT ASSY, Surface control valve emer over-ride cable... 


e 0 9 9 ooo |; £9 + £2 £2 19 ο 
e 8 9 ο 9 |] ο eo ew “< 59 8 
a 90 * $ ο 9 * ο 5» * 3 * # 
e 9. © © e ο ο 7; * | 
. . 


PD 
ee n ο 


. 
9 > ο 
. e... 


9 ο ο ο ο ο 


. 
. 
. 
. 
. 


a 


For rod assemblies see figure 39 . . . . e . < +< < < e e < e e e s e e s ο 0 e “< «ο 





Section. ΙΙ Ἢ 


UNIT: 


PER ASSY. 


s 
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T. O. 1F-86K-4 


WING SURFACE CONTROLS (Cont) 


FIGURE 39 - WING CENTER SECTION AILERON CONTROLS 








F86K-4-52-3 





Section. ΙΙ κ 
T. ο. 1F-86K-4 Group Assembly Parts List 
WING SURFACE CONTROLS (Cont) 





FIGURE & PART i UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
39 WING CENTER SECTION AILERON CONTROLS 
207-52001 . SURFACE CONTROL INSTALLATION, Airplane complete . . ο “ὁ NP 

-1 165-52323 š ROD ASSEMBLY, Aileron control wing center section RH 2 xs 1 

-2 165-52319 + + ROD ASSEMBLY, Aileron control wing center section LH .. 1 

-3 165-523194 . + ROD ASSEMBLY, Aileron auto-pilot control . . . . . E 1 

(use 165- 52336 untl exh) 

-Y 165-52323-3 - + . ROD SUB-ASSY, Aileron control wing center section RH. 1 
165-52319-3 . « . ROD SUB-ASSY, Aileron control wing center section LH . 1 
165-523194-5 +. . ROD SUB- ASSY? Aileron auto-pilot control . . . . . . . 1 

-5 REÀF5 & oW. o w. ROD END, (Fafnir) e V 2-94 : en ee o Whe S W 1 

-6 AN316-5R tele Sf NUI Z: 6v ο Se rad 1 

-7 159-52220-11 . > + . TUBE END, Elevator control. threaded A Pe) Ὁ 2 

(on 165-52323-3 only) 
159-52220-5 * + + . TUBE END, Elevator control threaded . . . . . . . . 2 
(on 165-52319-3 only) 

-8 159-52117-17 * + + . PLUG, Rod end and tube rivet (on 165- -52323-3 only). 2 

-9 REYES . . . ROD END, (Fafnir) . . PE E enw oe 1 

-10 AN316-5R ee og Ge NUT: ae ou a a τά C E ES πα! ac e As EL WI ος ξεν ἐφ 1 

-11 NAS464-4-14 . . BOLT, Shear close tolerance o uuu a να d eroe et m 1 
2W18-416 + + WASHER, Flat (North American) . . . . . in deris ος N u 1 
AN320-4 A: E MR ο ο λος 9 1 

-12 AN174-12A e x ΒΟ. 44 secum IUe cA S a U om o 8 Hee’ 1 
2W18-416 . . WASHER, Flat ` (North American) O A 2 
ΑΝ365- 28 ὁ ο NUT & x 5 3 ie? ts P us Ug cort πο ον Mg, o ὧν l 1 

-13 NAS464-4-61 . . BOLT, Shear close tolerance . . . . . . . ο WIDE eoe 1 
2W18-!16 . ον ie WASHER, Flat (North American) . . . +. . eis νι rM 1 
AN320-4 & 46^ NUT S cT zs sx. . w gu WS ο e Mel es UNI ie οσα. 1 

-14 NAS464-4-14 . . BOLT, Shear close tolerance oy arose Xov Sle a kee Y 1 
2W18-416 | | WASHER, Flat (North American) .... . . .. .. vs ον 1 
AN320-4 wow ΝΟ ος, ος e DE ου 1 

-15 165-52304 + . ROD ASSY, Aleron control fus to wing connecting . . .. 1 

-16 165-52304-5 +. . ROD SUB- ASSY, Aileron control fus to wing connecting . 1 

-17 RENF5 . + + . ROD END, (Fafnir)... dr E 1 

-18 159-52220-11 0. + >» TUBE END, Elevator control threaded pa PCS 2 

-19 toge 52117-17 + + + . PLUG, Rod end and tube rivet . . e .. + + + eae 2 

-20 REYP5 . + +. ROD END; (Fafnir) l 6. 4 Ul οι ο al a) BSE 1 

-21 AN316-5R es NUT .... $c. e ra 1 

-22 165-523195 "s ROD ASSY, Aileron auto-pilot “control "follow-up DA 1 

| RENF5 . . +. ROD END, (Fafnir) da ο ο 09 ee aa Ὁ ο. 2 
AN316-5R 7 ox a NU De ο v wow A e ee Dep es ο 2 

` y -23 NAS464-4-15 . . BOLT, Shear close tolerance . . 2... a ο ¿2 e s e ο ος 1 
I 2W18-416 E WASHER, Flat (North American) νυ etal s νυν Sa Ge 1 
AN320-4 . > NUT NC 8.05 8. 9 τόν ἴδι E Qa VÉ 1 

-24 NAS334P20-5 s R BOLT, 100° close "tolerance "high strength 1/4-28 . . . . . 1 
2W18-416 a . . WASHER, Flat (North American) š ος ο Ye gu TP Vas VR LN 1 

E j AN310-4 v4. NUD CT O9 a ep CE ο ο Ην 1 

-25 AN4-10 » . BOLT ... š: ο St Ae idee αὐ 1 

-26 1207-001 . . CABLE, Disconnect (Bohanan Mfg sj (raaser) ο Jaca ee së 2 
1209-001 + . CABLE, Disconnect (Bohanan Mfg Co horizontal stab.) s ie 4 
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F-86K-4-52-4A 


FIGURE 40 - WING OUTER PANEL SURFACE CONTROLS 
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T. O. 1F-86K-4 Group Assembly Parts List 
WING SURFACE CONTROLS (Cont) 
FIGURE & PART 
INDEX NUMBER NUMBER -1 2 3 4 5 6 7 NOMENCLATURE BER ASSY, E 
O -5 - Ri 8 "(see g-9 for next assembly P 
165-52014-102 SURFACE CONTROLS INSTL, WOP RH (see fig.9 for next assembly NP 
-1 165-52326-101 MECHANISM INSTL, Aileron control surface operating LH NP 
(see figure 41 for breakdown) 
165-52326-102 MECHANISM INSTL, Aileron control surface operating RH NP 
(see figure 41 for breakdown) 
-2 No Number AILERON POWER CONTROL ACTUATOR HOSES AND FITTINGS, NP 
(see figure 42 for breakdown) 
-3 AN320-3 ze μι ο ο ο ο Mu ee ο ο € els CE Pe ees 3 
-h AN960D10 fe WASHER] tis voro ordeo Ue 3 x) πο -- 3 
-5 AN23-13 . BOLT . ... š 4 3 
-6 165-52311 . CABLE ASSY, Aleron control `wing outer panel upper eU Is 1 
-7 165-52312 . CABLE ASSY, Aileron control wing outer e panel lower... 1 
-8 AN365-428 ος SNOUT x xx νυ Sy wo eS 5 $e (q 2 
-9 AN960D416 S WASHER a S U 244€ € i9 ὅτι W^ wU ws d come A ο ὁ 3 
-10 AN4-13A . BOLT... MELDE 1 
-11 4B21S4-019 . BUSHING, Spacer ` (North American) ; v.d. Eo EIUS 1 
-12 165-52387 . GUARD, Aileron control bellcrank support rig pin RE EET 1 
-13 AN174-31A » «BOLT y ets i 
-14 165-54282 . CLIP, Electrical wing "wire mounting: ton RH η omy) w 1 
-15 NAS427K16 e PEN a iy 3 
-16 NAS376-2 . PULLEY, Secondary "control ου... 2 
-17 AN162-3RL . FORK .. ο E eels ἐκ 1 
-18 AN155-16L . BARREL . . 1 
-19 173-487108-5 . BELLCRANK ASSY, “Fuel drop "tank emergency jettison “cable. 1 
-20 4B19B5-009 x BUSHING, Press-fit plain (North American) I 2 
-21 4B20B6-006 ; BUSHING, Press-fit flanged (North American) . zu 2 
-22 165-52321-5 . BELLCRANK ASSY, Aileron control wing panel inboard LH PES 1 
165-52321-6 . BELLCRANK ASSY, Aileron control mine paned inboard RH 1 
-23 AN200KP3 A BEARING . . . . . ee ee . ος 2 
-24 AN2OOKP4 5 BEARING . . ος a) Moe Zot d w 2 
-25 4S6-4-0.344 . . SPACER, Plain dual “bearing “(North American) Bla Bh vere 1 
-26 AN320-3 s -NUT . ς΄. 9 € 09 «Ὁ κ 6. a "E 2 
-27 ΑΝΟΘΟΡΊΟ . WASHER . o AN. ο ο EIL ο ο μον... 2 
-28 AN23-12 s BOLT .- «woe 03e Don era IU ew. š ο; 1 
-29 AN23-10 ; "BOLT. 0. o3 AA Iw Ws "dE Ru S E ES € e 1 
-30 AN165-16RL FLETE a 04x EE 0€ κ 0x Xo a mU s . A A 1 
-31 AN155-16L . BARREL . . . . QULA T. P De 1 
-32 165-523128 . STRAP ASSY, Aileron control “cable adjustment terminal al% 1 
-33 M3320 . ACTUATOR ASSY, Linear screw jack type wing flap (Air κ ὁ 1 
Associates (North American Spec NA5-7909-2) 
(refer to T. O. 8D1-7-6-4 for breakdown) (intrch 
wth Oster, John ACT-A195!-1 or Hoover D1010) 
ATTACHING PARTS 
-34 AN176-12A i BOLT 2 ο ο ο SU ο tel ο Su ja ο.” 1 
-35 AN176-14A ce BOLD o xo Wed OE OR Sk SR ELA A 1 
-36 AN960D616 . WASHER . +. . +. + + + + +< s s . m s s s s 9 t! t 9 9 9 19 2 
-3T AN365-624 NUT- 4-5 ο Ὁ ο a a os 4 A E 2 
μυ σα 
-38 M3522M3 . SHAFT, Flap actuator flexible (Air Associates) (intrch wth 1 
Stewart, F.W. SK4262A or Air Associates M3889-79.60) 
-39 No Number LH WING AILERON AUTO-PILOT FOLLOW-UP CONTROL INSTALLATION, NP 
(see figure 43 for breakdown) 
-40 227-52310 κι FAIRLEAD, Aileron control upper wing sta 206 cable . . . « 1 
κ). Used on all airplanes when modified per T.O. 1F-86K-534. 
Changed 16 October 1959 93 
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F-88K-4-52-5 


FIGURE 41 - AILERON CONTROL SURFACE OPERATING MECHANISM INSTALLATION 
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FIGURE 4 
INDEX NUMBER 


241 


-22 





PART 
NUMBER 


165-52326-101 
165-52326-102 


165-52324-5 
165-52324-6 
AN200KP6 
AN200KP3 
4S7-10-.729 
AN364-624 
AN960D616 
NAS464-6A42 
AN320-4 
ANQ60D416 
NAS464-4-16 
AN365-428 
AN174-14A 
165-52398 
165-52397-1 


165-52397-2 


AN316-6L 
AN316-6R 
165-523109 
165-58705-119 


165-58705-117 


AN365-524 
AN5-23A 
AN5-22A 
AN365-524 
165-16064-11 


201-16064-1 
165-16064-12 
201-16064-2 


165-16046-3 
201-16046 
ANQ44-201 
165-16064-5 
MS15001-3 
AN320-8 
2W18-816 
4B21S8-024 
NAS464-8-24 
AN364-428 
ANQ60D416L 
4B21M-S4-012 
AN24-15A 
165-52360-11 
165-52360-12 
AN364-428 
2W18-416L 
4B21S4-010 
AN24-13A 
165-52363-1 
165-52363-2 
165-52364-1 
165-52364-2 
165-52361 
165-52359-3 
165-52359-4 
AN365-1032 
AN960D10L 
AN509-10R13 
165-16065-3 


165-16067-5 
165-16068-7 


T. O. 1F-86K-4 
WING SURFACE CONTROLS (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 
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Group Assembly Parts List 


MECHANISM INSTL, Aileron control surface operating LH < x < x 


(see figure 40 for next assembly 
MECHANISM INSTL, Aileron control surface operatin 

see figure 40 for next assembly 
BELLCRANK ASSY, Aileron control outer wing LH 
BELLCRANK ASSY, Aileron control outer wing RH 


g RH.... 


€ o. BEARING ¿Z ag 4.4 o eco ROUEN RD pO A EET 

e . BEARING . . . « . + . ο ὁ a e ¡o o s ὁ + 0 ὁ 5 * ° ο n 

I ο PAREN) Flanged dual bearing (North American) . . . . . 

+. WASHER . . . + + + + + + + + on n on ahaa ος ιν, ὁ 

. BOLT, Shear close tolerance . .. . + + + + + ee * we oe 
NUT. esa SU te το. πο ou etg s. ὁ) CQ ὁ . ο. 

.SUWASHER. ecc 0x a αἳ ο ο ο ο REIP 

. BOLT, Shear close tolerance . . = ὦ um 

i NUT X o4 d wo o a φαν SQ C κὲ RU Po AO s c D E 

we) BOLT ο IUE ο dp et 

. TURNBUCKLE ASSY, Aileron valve control . +. . + + +. +s «+s 

` , ROD END ASSEMBLY, Aileron valve control (IH thread) . . 

(altered from Fafnir REYML6 
. . ROD END ASSEMBLY, Aileron valve control (RH thread) . . 


(altered from Shafer Bearing MR4) 
ο He ΝΟ oue οἱ sas Ὁ 9009s ὅκα o D, 8 
NUTS I sere, ο ο Ὁ. Xë. a ο ο πως 
. BARREL, Aileron valve control turnbuckle . 
. ACTUATOR ASSY, Hyd aileron power control ( 


refer to. . 


T. O. 9H2-4-5-4 for breakdown) (on 
ACTUATOR ASSY, nya gireron power control 
-4-5 


LH wing only) 
(refer to . . 
RH wing only) 


oe s.. o o 


T. O. 9H2 -4 for breakdown) (on 
NUT ace TET μα Ri οσο ; 
BOLT . < 4 6 o5. 5 o£ ο 5 ο- w * 
BOLT 4 42.23.4522. σε, iSo ey is Roe 
μι Q la a a 9 ο α ala SW ο Q SU QU Lw 
. FITTING ASSY, Aileron actuator hyd strut trun Sup. 


exh use 201-16064-1) 
. FITTING ASSY, Aileron actuator hyd 
165-16064-11 unt1.exh) 
. FITTING ASSY, Aileron actuator hyd 
exh use 201-16064-2) 
. FITTING ASSY, Aileron actuator hyd 
165-1606h-12 untl exh) 
BUSHING, Aileron actuator hyd strut trunnio 


strut. trun 
strut trun 


strut trun 


. . BUSHING, Aileron actuator hyd strut trunnio 

. « PITTING . . 4 + + + . ο ο ee oh om olose 

. . FITTING, Aileron actuator hyd strut trunnio 

` i1 PITTING, Lubrication (hyd) surface check 1/ 

e NUT . 2.4... «ο n om ο t m ot tm |! 9, n le 

. WASHER, Flat (North American) +. +. +. +. + + 
BUSHING, Spacer (North American) . . : : : . 

. BOLT, Shear close tolerance . . ++ +++ +s 

do NUT ρα αν U SS. S δν sell OL De ok δν ARS 

« WASHER . . € v + + + 0 m s + * 2 * ° ὃν ° ° 

. BUSHING, Spacer (North American) . . . + + + + 
BOLT . . . + + . 


. IDLER ASSY, Aileron control valve support LH . 
. IDLER ASSY, Aileron control valve support RH. 
. NUT . . + - s s ὁ n e s ο ο. n ο το Ci Ὃν ὁ 
. WASHER, Flat (North American) . . . . + + + 
BUSHING, Spacer (North American) . . +. + + 
e . BOLT « « + v < ee <s ο 0... . ον ος o. 
. . SUPPORT ASSY, Aileron control valve idler i 
. . SUPPORT ASSY, Aileron control valve idler i 
SUPPORT ASSY, Aileron control valve idler o 
SUPPORT ASSY, Aileron control valve idler o 
BUSHING, Aileron control valve support . 
IDLER, Aileron control valve support LH . 
. . IDLER, Aileron control valve support RH . 
. NUT .. + s + . o... 4*9. ος $5. £1 5 


WASHER . . . . + + + + + + * ee n * ot ° ° 
SCREW .. + 


SUPPORT, Ail. bellerank WOP sta 215 to 22% forging (see 


12) 
FITTING ASSY, Aileron center hinge support LH (se 
FITTING ASSY, Aileron center hinge LH (see figure 


*] Parts marked thus are used on 165-16064-11 and -12. 
*2 Parts marked thus are used on 201-16064-1 and -2. 





LH (whn 
sup. LH (use 
sup. RH (whn 
sup. LH (use 


n support 
n Support 


n support 
4-28 . . 


. 


. 
. 
. 
. 
. 
. 
. . 
. 
. 
. 
. 


. 
D 
. 
. 


nboard LH 

nboard RH . 
utboard LH . 
utboard RH . 


e figure 22) 
“ἡ ΜΗΝ a 


figure 


UNITS USEABLE ON 
PER ASSY. CODE 
NP 
NP 
1 
1 
2 
2 
1 
1 
1 
1 
1 
3 
1 
1 
1 
1 
1 
1 
1 A 
1 
1 
1 
1 
2 
1 
1 
2 
1 
1 
1 
1 
1 *1 
1 *2 
1 *1 
1 *1 
1 2 
1 
1 
1 
1 
2 
2 
2 
2 
1 
1 
2 
2 
2 
2 
1 
1 
1 
1 
1 
1 
1 
8 
8 
8 
Ref 
Ref 
Ref 
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F-86K-4-52-6 





FIGURE 42 - AILERON POWER CONTROL ACTUATOR HOSES AND FITTINGS 








FIGURE & PART UNITS — USEABLE ON 
INDEX NUMBER ,NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
42 No Number AILERON POWER CONTROL ACTUATOR HOSES AND FITTINGS, , . . . . . . NP 
(see figure 40 for next assembly) 

-1 AN924-6D . NUT, (on LH wing only) ... . . . . 2 

-2 AN832-6D . UNION, (on LH wing only) . . . . . I 2 

-3 AN6290-6 . GASKET, (on LH wing only) . . . 1: 

-4 AN894D6-4 . BUSHING, (on LH wing only) ç 1 

-5 AN833-6D . ELBOW, (on RH wing only) . . ç 1 

-6 AN924-6D . NUT, (on RH wing οη]ν)............. 2 1 

-τ 2W18-916 - WASHER, Flat (North American), (on RH wing only) ; 1 

-8 AN919-6D . REDUCER, (on RH wing only) . . . . . . . . + . + s 1 

-9 AN6290-4 . GASKET, (on RH wing onl y sr ο. 3 2 

-10 AN939D4 . ELBOW, (on RH wing only) . . . . . J: 1 

-11 ANQ24-4D . NUT, (on RH wing only) . . . . è 1 

-12 AN832-4D . UNION, (on RH wing only) .........4... r 1 

-13 3H3-4-23 1/2 . HOSE ASSEMBLY, Plastic covered (North American) 1 
(MS28741-4-0234) 

-14 3H3-6-28 1/2 . HOSE ASSEMBLY, Plastic covered (North American) 1 *1 
(MS28741-6-28 1/2) 

-15 3H3-4-16 . HOSE ASSEMBLY, Plastic covered (North American) 1 
(MS28741-4-0160) 

-16 3H3-6-17 . HOSE ASSEMBLY, Plastic covered (North American) τα *1 
(MS28741-6-17) 
191-58789-3 . BLOCK ASSY, Hyd aileron actuating cylinder hose anchor LH 1 
191-58789-4 . BLOCK ASSY, Hyd aileron actuating cylinder hose anchor RH 1 

-17 AN8O4D6 — ue ¿PEB X; sS 2 ον αλα BEE be ον Sites eri bat te ven mS eae 1 

-18 AN784D6 gee PEE S 2 is Sed ee tees fas ER AES oe 1 

-19 AN6290-6 sr (GASKET Lu Sot nu οκ Us vee 1 

-20 AN919-6D sU REDUCER: sa Sex wem qe ea san sŠ 1 

-21 AN6289-6 ο). ορ ΝΟ S τρις aig, Er W Ie Tas ae ver del us 2 

-22 AN6291-6 e Ue RING: o4. Gr Re 1m ey ee te oni a 2 

-23 AN6290-6 EE C io MAC CC Ye) sd Spe end, el, ee M 2 

-24 165-58788-1 . . BLOCK, Hydraulic aileron actuating cylinder hose anchor LH. 1 
165-58788-2 - . BLOCK, Hydraulic alleron actuating cylinder hose anchor RH. 1 

-25 AN4-6A BOLT 47s ο ουσ en le hom eod. Kore aure we το νεος 2 

-26 165-58705 ACTUATOR ASSEMBLY, Hyd aileron power control (see fig. 41) . . . Ref 

-27 For continuation of these lines see figure 58 . . . .. . + + + + + +s + s . . . . +. Ref 


*1 3H3-6 hoses are to be made from MS58741 or AN6271 as manufactured by U.S. Rubber 
(if manufactured in 1953 or later), Goodrich or Goodyear only. 
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13 
15 
F-86K-4-52-7 
FIGURE 43 - LH WING AILERON AUTO-PILOT FOLLOW-UP CONTROL INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 34 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
3 No Number LH WING AILERON AUTO-PILOT FOLLOW-UP CONTROL INSTALLATION, . NP 
(see figure 40 for next assembly) . 
-«-1 No Number - CONTROL, Follow-up type Fl (GFAE) (Spec MIL-C5205 or. . . . . 1 
Spec MIL-05205A) (AERNO 60-2121) 
ATTACHING Panro 
-2 AN515-8R8 SCREW . ο uec ο. " 3 
-3 2W18-8L . WASHER, Flat (North American} SU ss! eha ia Suet GE Gey ies Ga e 3 
-4 AN365-832 . NUT .. or serus ο κῶν, ate sd eru δρ ede cercle ο τινα ο το A 3 
---Ἐ...... 
-5 165-523200 ARM, Aileron auto-pilot control follow-up (replaces arm . . 1 
furnished with F1 control) 

-6 ANS15-4R12 2» (SCREW. e v3 cece Se ο SS a S a $U A ee e a è 2 
-7 AN365-440 . NUT > e EE E 2 
165-523203 . ROD ASSEMBLY, "Aleron auto-pilot control follow- αρ ον ὧν Ser Ci νι Me 1 
-8 REB3N2 . . ROD END, (Fatnir) πα S An jor as 227 Wed Be Goo ok er HIVE Say ας. 1 
-9 AN316-5R $5 ΝΤ... ο πῶ ee -- 1 
-10 165-523203-5 è ROD SUB- ASSEMBLY, Aleron auto-pilot “control “follow-u em 1 
-11 REB3N2 n ROD END, (Fafnir) s. s SIM $E S ew es eG 1 
-12 AN316-5R iC oa ἝΝ, LE ο ολ E 16 -— 1 
-13 AN173-7 É BOLT ML eile Sp ο Ὅ lese a Ye 1 
-14 AN173-10A BOT... Da eee ο. e I 1 
-15 2W18-10 . WASHER, Flat (North American) Senay Ged Bec Gode ot enis À 2 
-16 AN365-1032 NUT. f ¿22 . 1 
-17 165-58705-119 ACTUATOR ASSEMBLY, “Hydraulic “aileron. power “control “(see fig. 41). Ref 


—————————————————————————————————————————————————M——M————e 
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VIEW LOOKING DOWN 


F-86K-4-58-1 


FIGURE 44 - WING.CENTER SECTION HYDRAULIC FLIGHT CONTROL PRESSURE EQUIPMENT 
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FIGURE & 
INDEX NUMBER 


m 


4 


-10 
-11 


-13 


-17 


-18 


PART 
NUMBER 


207-58016 
173-58689-7 
173-58689-3 


173-58801-25 
AN824-4D 
173-58801-37 
1V7-2-30 


AN815-4D 
AN804D4 
AN6289-4 
AN6291-4 
AN6290-4 
173-58801-27 
173-58801-33 
165-58692-3 


173-58801-31 
AN6249-6 
190-58801-67 
173-58689-5 


173-58689 | 
173-58675-5 
173-58675 


173-58801-29 
173-58801-85 
AN919-6D 
173-58801-35 
165-58805-25 
165-58822-93 
ANB2T-6D 
207-58806-29 
207-58806-33 
165-58822-91 
177-58697-3 


173-58801-17 
173-58675-7 


173-58675-3 


165-58822-89 
AN824-6D ` 
207-58806-25 


.207-58806-31 


165-58652-3 


173-58801-93 
165-58822-47 
173-58801-89 


D 


1 


2 


T.. O. .1F-86K-1 
WING HYDRAULICS 


3.4 5 6 7 NOMENCLATURE 


WING CENTER SECTION HYDRAULIC ALTERNATE FLIGHT CONTROL 


. 


For continuation of 
For continuation of 


PRESSURE EQUIPMENT 


HYDRAULIC EQUIPMENT INSTALLATION, Wing center section . . . . 


5. 9 ο ο ο on 


oe ee 


+ LINE ASSY, Pressure valve to union RH .......... 
+ LINE ASSY, Pressure valve to tee . . . a . . + + +< we + + x 
LINE ASSY, Pressure tee to union LH . . . .... . 


these lines see figure 59 . . . . ..... 
these lines see figure 181. . . . . . + + + 


(see figure 6 for next assembly and figures 45, 
46 and $7 for additional breakdown) 
SWITCH ASSY, Hyd pressure open 650 psi, close 850 psi 
(use 173-58689-3 untl exh) (see figure 48 
for breakdown and attaching parts 
SWITCH ASSY, Hyd pressure open 650 psi close 850 psi . 
(whn exh use 173-58689-7) (see figure 48 for 
breakdown and attaching parts) 
LINE ASSY, Pressure tee to pressure switch RH . . . ... 
TEE ... . ἂν ο ο μας 
LINE ASSY, Pressure tee “to restrictor "RH er ο πα 
VALVE ASSY, Hyd two-way restrictor (North American) gre n 


(refer to T. O. 9H8-5-15-! for breakdown) 
UNION a a A Va MAG RAR 
TEB ove ο; 19.9 ex w: Sw U YQ PE ο M TE OR ER 
NUD 2 oec over Ὁ E ας, δν 9s Ne Ber Ael (n . š 
RING . 4 e Ὁ s. ss EA CUN - Bias fence Ways tas a) š 
GASKET . . . . n ME. $ 


LINE ASSY, Pressure filter to restrictor RH E * 5 

LINE ASSY, Pressure from pressure switch to restrictor RH 

FILTER ASSY, Hyd álternate flight control system complete 
(see figure 55 for breakdown and attaching parts) 

LINE ASSY, Pressure filter to check valve RH . . . . . + 

VALVE, Hydraulic 3000 psi .. "MET 

LINE ASSY, Press. pump to check valve station “180. πο ας 

SWITCH ASSY, Hyd pressure open 650 psi closed 850 psi .. 
(use 173-58689 untl exh) (see figure 18 
for breakdown and attaching parts) 

SWITCH ASSY, Hyd pressure open 650 psi cloned AN psi .. 
(whn exh use 173-58689-5) (see figure 
for breakdown and attaching arte] 

SWITCH ASSY, Hyd pressure open 3000 psi closed 2700 psi 
(use 173- 58675 untl exh) (see fig. 49 for breakdown 
and attaching parts) 

SWITCH ASSY, Hyd pressure open 3000 psi closed 2700 psi . 
(whn éxh use 173-58675-5) (see fig. 49 for breakdown 
and attaching parts) 

LINE ASSY, Pressure tee to pressure switch RH . 

LINE ASSY, Pressure filter to reducer RH... š 

REDUCER . 1-4 909 479 09. Remy i οἱ ος ο w αἱ τς 2 

LINE ASSY, Pressure filter to accumulator RH . Ρ 

LINE ASSY, Pressure accumulator to accumulator 4 

LINE ASSY, Pressure accumulator to tee . . . 

CROSS ..... DE E > . 

LINE ASSY, Pressure cross to accumulator dump `valve 

LINE ASSY, Pressure fus sta 125 1/2 tee to cross... 

LINE ASSY, Pressure relief valve to tee . . . . . .. 

VALVE ASSY, Hyd emer power control relief . . . . . + 
(see figure 57 for breakdown and 
attaching parts) 

LINE ASSY, Pressure relief valve fuselage station 187 . 
RH to relief valve , 

SWITCH ASSY, Hyd pressure open 3000 psi close 2700 psi . . 
(use 173- 58675-3 untl exh) (see figure 49 
for breakdown and attaching parts) 

SWITCH ASSY, Hyd pressure open 3000 psi closed 2700 psi . 
(whn exh use 173-58675-7) (see figure 49 for 
breakdown and attaching parts 

LINE ASSY, Pressure tee at front spar to elbow sta 197 é 

TEE ... . 

LINE ASSY, Pressure “fuselage station 125 union to tee A 

LINE ASSY, Pressure valve to tee sta 125 1/2 ee «ὦ 

VALVE ASSY, Hyd alternate flight control system shut- off 
(see' fig. 50 for breakdown and attaching parts) 


3 9 ο o “° n 


. 
. 
. 
. 
. 
. 
. 
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F-88K-4-58-2 


FIGURE 45 - WING CENTER SECTION NORMAL FLIGHT CONTROL SYSTEM EQUIPMENT - 
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FIGURE & PART A UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE I PER ASSY. CODE 
45 WING CENTER SECTION HYDRAULIC NORMAL FLIGHT CONTROL 
SYSTEMS EQUIPMENT 
207-58016 HYD EQUIP INSTL, Wing center section (see figure 6 for ... NP 
next assy and figs. 44, 16, and 47 for additional 
breakdown) 
-1 165-58690 VALVE ASSY, Hyd power control system shut-off complete 1 
. (see figure 51 for breakdown and attaching parts) 
-2 177-58691 VALVE ASSY, Hyd power control relief (see figure 57 for . 1 
breakdown and attaching parts) 
-3 173-58674-7 SWITCH ASSY, Hyd pressure open 900 psi close 600 psi . . 1 
(use 173-58675-3 untl exh) 
173-58674-3 - + SWITCH ASSY, Hyd pressure open 900 psi close 600 psi... 1 
(wnn exh use 173-58674-7) 
-4 173-58674-5 - . SWITCH ASSY, Hyd pressure open 900 psi close 600 psi. , 1 
(use 173-58674 untl exh) 
173-58674 SWITCH ASSY, Hyd pressure open 900 psi close 600 psi... 1 
(whn exh use 173-58674-5) 
ATTACHING PARTS 
-5 AN3-24A F BOLT . . -— um Beh da ὃς “Φ ze 2 
-6 2w18-10 WASHER, F Flat (north American) ον 3 ¿a Μος 2 
-7 AN365-1032 NUT .. . EUN š S sa e. 2 
-8 NAS43DD3-32 SPACER, Screw “and “bolt s SO SS Ww Ww. n 2 
——— J— 
-9 AN815-4 š UNION 4) 6. xx ek aS ç š E PA qe Cer: 1 *1 
-10 AN6290-4 : GASKET” Z Q Wu sira Za 3 ο ο ο WO Sp Sa iS D Oe cs 1 *1 
11 AN8O4D4 . TEE QUAL Gigi Ai cs By ees Ove eg tae, Goo lene aec P as i nave i κο 
-12 AN6289-4 νυν. ie Ue ae UY Z. Weed tb pis des vas Sah 2: 22 1 κο 
-13 AN6291-4 RING» S GSS iste EP ce tac Ó veh uet ΠΠ , 1 κο 
-1h AN6290-4 GASKET .... ME EM ee μα 1 *2 
-15 106130-3 SWITCH ASSY, H draulio and pneumatic pressure . . 1 *3 
(Leonara) (North American Spec NA5-8299-3) 
intrch wth Hydraulic Research 90000-2 
North American Spec NA5-8299-1), Prebank 4000-24 
North American Spec NA5-8299-2 » Cook 575-52 
North American Spee NA5-8299-4 » or Allen 13132 
North American Spec NA5-8299-5 
-16 165-58806-27 + + LINE ASSY, Pressure relief to cross at 3 way valve . . . . 1 
-17 165-58805- 75 + . LINE ASSY, Pressure snubber at three way valve to elbow . 1 
at base 
-18 AN837-4D ine Ge, ο wound ο cet ο ο... 1 
AN924-4D . + NT .. ο L6 τῳ "ο ο” 1 
2w18-716 - + WASHER, Flat (North American) ο m μα ο... 1 
-19 MS28741-4-0140 . . HOSE, (hyd pressure) . . O ae τῳ. ἕντο 1 
-20 173-58801-5 . . LINE ASSY, Pressure tee to valve LH τ oue Gs dete ov 1 
-21 AN783D8 se ας DEB, so: Ses NI ec rel EAN 1 
-22 AN919-10D £. . REDUCER . .......-. a a a Te Ier o... 1 
-23 AN6290-8 ου ο a e A Be Tn De 1 
-24 173-58801-9 + + LINE ASSY, Pressure from pressure switch to tee LH á 1 
-25 173-58801-7 + LINE ASSY, Pressure from pressure switch to press. Switch LH 1 
-26 173-58801-15 . LINE ASSY, Pressure shut-off valve to tee sta 187 LH. i 1 
-27 173-58801-13 . LINE ASSY, Pressure shut-off valve to union sta 187. LH . . 1 
-28 165-58806-81 . LINE ASSY, Return relief valve to tee LH . . . . νῷ. 1 
-29 AN824-6D . TEE .. ei Se Ρ Le aa 1 
-30 -165-58805-53 LINE ASSY, Return union “at 3 way valve to tee. 5. o 1 
-31 173-58801-11 LINE ASSY, Return fus sta 187 union to tee at front spar a 1 
-32 165-5110 TRANSMÍTTER ASSY, Normal hyd control (see fig: ans winds ον Ref 
-33 For continuation of these lines see figure 182 ... oe ee Ws “το Ref 


*1 Used with 173-58674 and 173-58674-5 


switches only 


*2 Used with 173-58671-3 and 173- Seri -T switches only 
*3 Use Leonard 106030-2 (North American Spec NA5-8235-3) untl exh; 


which is intrch wth Hydraulic Researeh 29000-2 (North American Spec NA5-8235-5), 


Drescher 50001-3 (North American Spec NA5-8235-!) or Meletron 1516-15-2 
(North American Spec NA5-8235-2) 
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F-86K-4-58-3A 


FIGURE 46 - WING CENTER SECTION HYDRAULIC UTILITY AND ALTERNATE FLIGHT CONTROL RETURN EQUIPMENT 
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FIGURE & 
INDEX NUMBER 


16 


-32 
-33 





PART 


NUMBER 1 2 3 4 


207-58016 


165-58647-9 
165-58647-11 


165-58671 
ATTACHING P 

NAS43DD4-44 

NAS43DD4-52 

AN4-26A 

2W18-416 


AN834-6D 
AN833-6D 
AN6289-6 
AN6291-6 
AN6290-6 
MS28720-6 
165-58805-29 


165-58822-69 
173-58801-91 
165-58822-67 


207-58806-27 
207-58806-9 
207-58806-3 


AN821-6 
165-58822-45 
165-58805-27 


173-58802-29 
165-58822-65 


AN824-6D 
173-58801-87 
207-58806-5 
AN919-12D 
165- 58822-61 
325-63-3888H 


- For continuation o 


For continuation o 


Section. i1 _ 


T. O. 1F-86K-4 
WING HYDRAULICS (Cont) 


UNITS 


5^6 7 NOMENCLATURE 


WING CENTER SECTION HYDRAULIC UTILITY AND ALTERNATE FLIGHT CONTROL 
RETURN EQUIPMENT 
HYDRAULIC EQUIPMENT INSTL, Wing center section (see figure 6 . 
for next assembly and figures 44, 45 and 47 for 
additional breakdown) 
ACCUMULATOR ASSY, Hyd 60 cu. inch self displacing complete. 
(see figure 53 for breakdown) 
- . ACCUMULATOR ASSY, Hyd 60 cu. inch self displacing complete. 
(see figure 53 for breakdown) 
FILTER ASSY, Hyd emergency power control system complete 
ARTS : Í 
SPACER. 4 Suyla a ον cer N ον) Ὁ) We ge ba! ete il 2 
+ ο SPACER ç Z usa We € & μον. ORO AAA RICE EE ο he a: 
Ç BOLT .. RE RE 
WASHER, Flat ` (North American). E HR h e νῷ 


TEE -— 
ELBOW Ἕν ἐν 
NUT ... 

. > + RING. . 

. + +] GASKET . 


FILTER, Hydraulic ` (AN6234- -2). 


m 


* = e 9 + s 9 9 ὁ e ὁ « 0 ὁ ὁ + « 


NP 


PER ASSY. 


Group Assembly Parts List 


USEABLE ON 
CODE 


LINE 


. . LINE 
. . LINE 
. LINE 


ASSY, Alt. 
filter 

ASSY, Alt. 
ASSY, Alt. 


flight control 


flight control 
flight control 


return 


return 
return 
return 


accumulator BL5 to 
filter to valve . 


valve to union RH : " 
filter to tee at front 


ASSY, Alt. 
spar 
ASSY, Alt. flight control 
accumulator dump valve 
ASSY, Alt. flight control 
reservoir 
ASSY, Alt. flight control 
to union sta 125 
ELBOW... A A vas a e e e 
. LINE ASSY, Alt. flight control return 
LINE ASSY, Alt. flight control return 
accumulator 
LINE ASSY, Alt. flight control 
elbow sta 187 
. LINE ASSY, Alt. flight control 
at front spar 
TEE . - š $^ 
LINE ASSY, Alt. flight control "return tee to union "RH κα 
LINE ASSY, Utility return reducer sta 135 to union sta 125. 


flight control 


LINE return reservoir to 


LINE return tee fus sta 125 to 


LINE return 
accumulator to . . 
return relief valve to ; 


return, relief valve to tee 


union at accumulator. 


accumulator to union. 


ασ Γον F FR PRY BF BR B REB ΓΔ ΟΕ Hol HB 


REDUCER . . . 
LINE ASSY, Utility return elbow sta a 187 to union sta oo 5 
CLAMP, Marman) rper ο Μας; . "e 
f: these lines see figure 59 . « « . « « e ὁ ὁ ow ο ὁ ο . Ref 
Ref 


f these lines see figure 181 . . . ............... 
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F-86K-4-58-4A 


FIGURE 47 - WING CENTER SECTION MISCELLANEOUS HYDRAULIC EQUIPMENT 
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FIGURE & 
INDEX NUMBER 


47 


-41 


-4} 


PART 
NUMBER 


207-58016 


165-58669 
165-58650-11 
ANDTTITTA 


NAS!3DD3- 76 
AN515-8R32 
2w18-8 
NAS43DD3-72 
AN365-832 


AN833-4D 
AN837-4D 
AN6289-4 
AN6291-4 
5R15-4 
AN6290- 4 
165-58822-27 
165-58822-25 
AN821-8D 
AN821-6D 
165-58805-3 
165-58805-5 


---X*-- 


AN815-8D 
173-58802-5 
165-58822-85 


207-58806-21 
165-58822-33 
AN821-6D 
207-58806-23 
207-58806-35 
AN815-6D 
3H2L6-10 
AN737TW26 
207-58806-17 
207-58806-19 
207-58806-11 
207-58806-13 


207-58806-15 


AN815-4D 
165-58811-75 


165-58298 
165-58298-3 
165-58297 
165-58297-9 
173-58120 
173-58120-3 
173-58120-7 
173-58120-5 
AN3-14A 
AN365-1032 
2W18-10 

For continuation 
For continuation 
For continuation 


USEABLE ON CODE: 


ATTACHING PARTS 


T. 





ο. 1F-86K-4 


WING HYDRAULICS (Cont) 


_— ο EE  _ σος 
USEABLE ON 
CODE 


1 2 3 4 5 ó 


7 NOMENCLATURE 


WING CENTER SECTION MISCELLANEOUS HYDRAULIC EQUIPMENT 
HYDRAULIC EQUIPMENT INSTALLATION, Wing center section . . 
(see fig. 6 for next assembly and figures 244, 45, 
and 46 for additional breakdown) 


PUMP ASSEMBLY, Hydraulic emergency power control complete. 


(see 


fig. 54 for breakdown and attaching parts) 


RESERVOIR ASSY, Hyd emer flight control sys complete 


(see 


fig. 56 for breakdown and attaching. parts) 


GAGE, Single 1 7/8 dial pressure (GFAE) . . me 


SPACER, Screw and bolt (4 used on {νά gage). "NP 


SCREW . .. . ey qe να few d 
WASHER, Flat (North American) ν PE ES 
SPACER, Screw and bolt (used on aft page) ο e 
μ.ο sum ο ο ο de Vac WR εφ) πο 
ELBOW, πα gage) Rp ο ποπ μα ο, aa a SP Še 
. ELBOW, (fwd gage) 2 ος ον Nodes E U SUS crum, WS. E š 
ΝΟ 1 howe SO A A RSS WU 
. . RING. . ar uw. E dos 
+ . RING, Spit `back up ` (North American) . Quoc FONS s 
CE" GASKET e. leo ο! Vo A err e Ue AS . πο” 
+ . LINE ASSY, Accumr air pressure accumr “to gage ENS 
+ . LINE ASSY, Accumr air pressure accumr to gage .. . 
- . ELBOW . . ç © © © © «ια... 
,. . ELBOW . ç ο ο © © © © © ο 0. 9 W. ὁ ὁ 9 G 9 ο ο ο ο 
. . LINE ASSY, Brake return union sta 187 to union 140 LH 
. . LINE ASSY, Brake pressure elbow sta 187 to elbow at 


front spar LH 


" . UNION .. 
s . LINE ASSY, 
+ + LINE ASSY, 
spar 
LINE ASSY, 
LINE ASSY, 
ELBOW .. 
LINE ASSY, 
LINE ASSY, 
UNION... 


CLAMP . . 
š LINE ASSY, 
. . LINE ASSY, 
. . LINE ASSY, 
LINE ASSY, 


lw e 9 ο e ο » . 


Utility pressure "fus "sta "187" to elbow gta 143 
Pump suction pump sta 182 to reservoir at front 


Reservoir vent sta 130 union to reservoir 
Reservoir vent union sta 130 to reservoir 


e 9 9 9 9 9 ο ooo c5 c9 o s e t$ 9 o «ose 


Reservoir vent union sta 130 to drain fitting 
Reservoir vent union sta 130 to drain fitting 


©.» ο ο 


HOSE, (Reservoir vert) (North “ american) Diss torte! Arby 


5. 5 9 05 ο ο 9 9 9 5 I $ W 


Nosé gear down union sta 125 to union sta 175 
Nose gear up union sta 125 to union sta 175 . 


Brake pressure union sta 185 to elbow sta 179 


Fairing door close union station 125 to. 


elbow station 179 


LINE ASSY, 


Pairing door open union station 125 to 


elbow station 179 


- + UNION .. 
+ + LINE ASSY, 


Pump “seal overboard drain pump “to Skin 


station 181 BL9 RH 
+ . BLOCK ASSY, Hyd line BL11 LH wing center section support 


BLOCK, Hyd line BL11 LH wing center section support 


BLOCK ASSY, 


BLOCK, Hyd line BL22 RH aft wing center sect. 


Section. ΙΙ _ 


PER ASSY. 


LH 


.. e.e» oo 


Hyd line BL22 RH aft wing center sect. support 


support 


BLOCK ASSY, Hyd line support BL22 RH fwd (wing center sect. 
BLOCK, Hyd line support block BL22. fwd RH 


BLOCK, Hyd line support block BL22 fwd RH . . + 


- BLOCK, Hyd line νο block BL22 fwd RH . NN 

- +. BOLT. w š « « ὁ © we 0 « e 0 ο ὁ ο 2 .. e . ο 

- « NUT .... $^ dw. at le . . . 

WASHER, Flat (North ` american) Sone: fates oan δῷ) οὖν Be P 

of "these lines see figure 172 . . roa S Ger ciate s ere -ᾱ- ὁ 

of these lines see figures 171 and 172 rida? uv io S es 

of these lines see figure 183 .. A ο 82 ¿S ye 
A 53-8273 thru 53-8322 


B 54-1231 and subs 





UNITS 


NP 


οονσζοςσοσν Ὁ 


AD mDPHEEIIDPIFH HH f pHHIHBQUDHMHHIPÍPHHI HE. BRP PRRRRANDAN pe 


ο. Ὁ tJ > 
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5 3 
F-86K-4-58-5 
FIGURE 18 - AFT WING CENTER SECTION HYDRAULIC PRESSURE SWITCH ASSEMBLIES 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
48 AFT WING CENTER SECTION HYDRAULIC PRESSURE SWITCH : 
173-58689 + SWITCH ASSY, Hyd press. open 3000 psi close 2700 psi (whn . . Ref 
exh use 173-58689-5) (see fig. 44 for next assy) 
173-58689-3 + SWITCH ASSY, Hyd press. open 3000 psi close 2700 psi (whn . . Ref 
exh use 173-58689-7) (see fig. 44 for next assy) 
173-58689-5 + SWITCH ASSY, Hyd press. open 3000 psi close 2700 psi- . . . . Ref 
7 (use 173-58689 untl exh) (see fig. 44 for next assy) 
173-58689-7 . SWITCH ASSY, Hyd press. open 3000 psi close 2700 psi . . . . Ref 


(use 173-58689-3 unti exh)(see fig. 44 for next assy) 
ATTACHING PARTS : 


-1 AN3-25A e: BOLT is. a dE es Io oov Ge ep ο Ko) v. Lu 9i Λο gs eg 2 *2 
-2 AN3-4A -» IBOLT e a e ο Ὁ ts ama an a ad Jel’ 3 *1 
-3 2W18-10 . WASHER, Flat erin fect cS. AA ὃς LL NS 2 *2 
-h 2W18-10 + WASHER, Flat (North American) . . . . . e s e s < eee s ο x 3 *1 
-5 AN365-1032 v PNUD 7a sie. e ra dos se αμ κα OT tg cd 5 

-6 NAS43DD3-32 + SPACER, Screw and bolt s  ὁ ὁ «eset ὁ ο ο e ο * . « « « ὁ t. 2 κο 
-7 AN815-4D a te FUNTON”, e 5 og δι ως i ii N a 3 ele 9 ϱ o9 es 1 

-8 AN6290-4 κ a GASKET a a ο; ο WLR elm. ὁ ὦ use ὁ, sa. ο e. οἱ ὁ ὁ 1 ^ 
-9 173-58119 + . BRACKET, Hydraulic pressure switch mounting . +. .. + + < 1 μα; 
-10 2033 + . CLIP, (North American) . « . « sess +s s ee ο s s s ο ο 1 *1 
-11 AN3-20A x —— BOLT αν κ ᾱ c RO αφή CE Uw u κα ών ae 2 "L 
-12 AN960D10 κ ο (WASHER Oa Q κ oos pd ο τα νά Ge CsU δα. ον Ser el ϱ $ OR 8 1 
-13 AN365-1032 & 7. NUTS Ua τας O RU om πρ ος, A ον aY EA | a: 2 *1 
-14 106130-2 + . SWITCH ASSY, Hyd & pneumatic press. (Leonard) (North... 1 *3 N 





American Spec NA5-8299-3) (intrch wth Hydraulic 
Research 90000-1 (North American Spec NA5-8299-1), 
Frebank 4000-14 (North American Spec NA5-8299-2) or 
Cook 575-51 (North American Spec NA5-8299-1) 


*1 Used with 173-58689 and 173-58689-5 switches only. Ἢ 

*2 Used with 173-58689-3 and 173-51689-7 switches only. 

*3 Use Leonard 106030-3 (North American Spec NA5-8235-3) untl exh, which is 
intrch wth Hydraulic Research 29000-1 (North American Spec NA5-8235-5) 
or Drescher 50001-1 (North American Spec NA5-8235-4 
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WING HYDRAULICS (Cont) 


ES 


a 
S 





F-86K-4-58-6 
FIGURE 49 - WING CENTER SECTION HYDRAULIC PRESSURE SWITCH ASSEMBLIES (RH) 
FIGURE & PART UNITS . USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
49 WING CENTER SECTION HYDRAULIC PRESSURE SWITCHES (RH) 
- 173-58675 . SWITCH ASSY, Hydraulic and pneumatic pressure. . . . . + . + + Ref 
. (when exh use 173-58675-5)(see fig. 44 for next assy) 
173-58675-3 . SWITCH ASSY, Hydraulic and pneumatic pressure. . . . . e.e. Ref 
N (when exh use 173-58675-7)(see fig. 44 for next assy) 
" 173-58675-5 . SWITCH ASSY, Hydraulic and pneumatic pressure. . . . . . . + . Ref 
(use 173-58675 unti exh)(see fig. 44 for next assy) 
173-58675-7 . SWITCH ASSY, Hydraulic and pneumatic pressure. . . . . + . + + Ref 
(use 173-58675-3 untl exh)(see fig. 44 for next assy) I 
ATTACHING PARTS 
-1 2W18-10 | . WASHER, Flat (North American) . . . . TE 3 *1 
-2 AN365-1032 s. NDD Lo e ο Ὁ 4e < 9 ο ο c9 09^ ο 09 ὃν € UN i 4. ο 9 -ᾱ- je m -ᾱ- w 4 3 *1 
-3 AN3-4A . BOLT . . ooo . © ὁ we ee ὁ W 9 ^» 4 $6 * 5 ὁ ο ο oe ° ee 3 *1 
-h AN3-23A je BOLD a ο ο ο E) ue ss aie Lin a sc es Se ΗΕ 2 «2 
-5 AN365-1032 2) NUT. uds mosse ta mue E cy AA da aig 2 *2 
-6 2w18-10 . WASHER, Flat (North American). . . . . + + so> soo eee . 2 *2 
-7 NAS43DD3-24 ` . SPACER, Screw and bolt . . . . . + + + ee * + * . . * . νε 8 *2 
j ---ᾱἘ--- 
-8 AN815-4D z ce UNION 2 20€ 4 e e 9 om e we Ç E 1 *1 
-9 AN6290-4 le ASKED + ce 09 LO. Vx a a dm ak ὁ ος Les. BOS AUS fea "eC NE 1 *1 
-10 173-58119 . . BRACKET, Hyd pressure switch mount. +. . +. +. + +» Zi niei 1 *1 
-11 2C33 + . CLIP, (North American). . . . + + + + + eee de alU 8 1 *1 
-12 AN3-20A . - BOLT. . . .. © © © enr ot © 0... . . «ow ο 2 Ἐ1 
-13 AN365-1032 e aen NUT 20. ὁ. 2 AAA τόν ης $ LS ο ο. 8 *1 
-14 AN960D10 . . WASHER. +. . +. + + a Fe. ie. te eos . v^ te, ert a os 2 *1 
-15 AN833-4D . . ELBOW. Qe sca RS ο RC 8, αν veo ced er er De aa es ES 1 *2 
-16 AN6289-4 feo NURS. Ὁ ο UE αὐλῷ, RT du ο lay levi ede Aer "n 1 *2 
-17 AN6291-4 . . RING. . ο etme: iS Ver c ipe We ο Bees [LU ἫΝ š 1. *2 
-18 AN6290-4 2S Vp GASKETS ye s om e Ta RE a ο Ne ee τὰ; ἃ ο τὰ da Wi 1 *2 
-19 106130-4 . . SWITCH ASSY, Hydraulic and pneumatic pressure . eU fea m «ὦ 1 *3 


Leonard)(North American Spec NA5-8299-3). 
Intrch wth Hydraulic Research 90000- (North 
American Spec NA5-8299-1), Frebank 5000-24 
(North American Spec NA5-8299-2) or Cook 
515-53 (North American Spec NA5-8299-4) 


*1 Used on 173-58675 and 173-58675-5 switches only. 

*2 Used on 173-58675-3 and 173-58675-7 switches only. 

*3 Use Leonard 106030-4 (North American Spec NA5-8235-3) untl exh, which is 
intrch wth Hydraulic Research 29000-4 (North American Spec NA5-8235-5), 
Drescher 50001-4 (North American Spec NA5-8235-4) or Frebank 3000-2 
(North American Spec NA5-8235-11) untl exh. 
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F-86K-4-58-7 
FIGURE 50 - HYDRAULIC ALTERNATE CONTROL SYSTEM COMPLETE SHUT-OFF VALVE ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
50 165-58652-3 VALVE ASSEMBLY, Hydraulic alternate control system shut-off. . . Ref 
complete (see figure 44 for next assembly) 
ATTACHING PARTS i 
-1 AN3-14A BOLT: us eo aa a asa: wv s » . $ Επ ο 2 
-2 2w18-10 WASHER ta aca ος ea ey ei tan e e ταν, ὃς : . 4 
-3 NAS43DD3-56 ; SPACER, Screw and bolt ...... wi ος νο ee š 2 
-4 AN3-4A BOLT .  « . 6 «© «© » . erates πὸ . . . 2 
-22*--- 
-5 AN365-428 Ra NUT a ο de ο ο ο. 3 
-6 AN960D!16L S^ WASHER. vu e Du ο αμ ie aes AUS oes at 8 νης 6 
-7 ANÍ-TA κ... py pem quise ο ος Un uio QUA 3 
-8 165-58352 - PLATE, Hyd emergency power control by-pass valve support. . . 1 
-9 191-52047-5 + SUPPORT ASSY, Surface controls manual change-over transfer. 1 
valve mechanism (use 172-52047 untl exh) (see 
figure 52 for breakdown) 

172-52047 +. BRACKET ASSY, Surface controls manual emer change-over. "S 1 
complete (whn exh use 191-52047-5)(see fig. 52 N 
for breakdown) 

-10 AN8O4D6 OPER Go m το αἱ wore ROM Gera w w E 1 
-11 AN833-6D O z. y ei ο “ο. š 1 
-12 AN6289-6 s NUT o: ο s gh Ὁ POE de 3 
-13 AN6290-6 A ο sace d MEET ERE ο) οἱ ome ὃ ee ced lm 3 
-14 AN6291-6 s ZIRING SC ον al ο W gs ra a 3 
-15 ΑΝΒΘΟΣΡ6 A RN 1 
-16 25386-4 - VALVE ASSY, (Whittaker)(use Whittaker 23686-4 untl exh) 1 
(intrch wth Proof 13-101!.and North American Spec 
NA5-8228-2) 


c = EE 
1o8 











FIGURE & 
INDEX NUMBER 


51 


-1 
-2 
-3 
+ 


-5 
-6 
zT 
-8 
-9 


-10 
-11 
-12 
-13 
-14 
-15 
-16 
-17 
-18 
-19 
-20 
-21 


-22 
-23 
-2% 
-25 
-26 








T. O. 1F-86K-4 


WING HYDRAULICS (Cont) 


FIGURE 51 - HYDRAULIC POWER CONTROL SYSTEM COMPLETE SHUT-OFF VALVE ASSEMBLY 


PART 
NUMBER 


165-58690 


2 3 4 5 6 7 NOMENCLATURE 


VALVE ASSY, Hydraulic power control system shut-off complete 


(see figure 45 for next assembly) 


ATTACHING PARTS 


AN365-1032 
AN960D10 
165-58422 
AN3-5A 


AN365-428 
AN960D416L 
AN4-7A 
165-58394 
191-52047-7 


172-52047-11 


AN833-8D 
AN6289D8 
AN6291-8 
AN6290-8 
AN919-12D 
AN833-6D 
AN6289-6 
AN6291-6 
AN6290-6 
AN893- 12D 
AN815-8D 
114162 


AN6290-4 
AN893-3D 
AN925-8D 
AN832-8D 
25342-4 


NUTS. vx e RC Du δν A νο ον de Sp a ο ae UE, 4 Ses e A 
WASHER Harien cen ο ο LR a Sy Ce rey el ἃν EIE ο Ἕνα. ο ial ο 
LOCK, Hyd power control shut-off valve mtg plate bolt head . 
BOLT . PLC o. . s 6, 4. (Φα jd VA 79; LE 
NUT se. oy. ws ο Ὁ cR cx) A a m Son e we) Re «δὶ Q 
WASHER. Gs Ton ἃ ZE ο Ἔν αι is CTS] τς ἴα e aS whe, 
BOLT. .... . 


PLATE, Hydraulic power control shut-off valve support : s 


SUPPORT ASSY, Surface control manual change-over transfer . 


valve mechanism (use 172-52047-11 untl exh) 
(see figure 52 for breakdown) 

BRACKET ASSY, Surface control manual emer change-over . . 
complete (whn exh use 191-52047-7)(see figure 52 
for breakdown) 


ELBOW — 20. KS 20. m» oech OS aye ty Ge Cn t e ο à 4 
NUT DIL e ο e pec woven. sm dom os Ue cese š 
RING. 2 e 2 lo low ος S uice of xc σον ποσο 
GASKET. ..-.... Sas See) ος 
REDUCER... . .. +. ME E ç 
ELBOW , ........ ο My μα. 
NUT? 3. MC. c-r 
RING. 56 ος in legere ρον ος : DES 
GASKET. EG amar ο Ales ee Ste RN ο 
BUSHING. το έν ty Sob ak, ἡ 5 φωτα BRL We ee 
UNION... . . . LS ; 


SNUBBER ASSY, Ray pressure (Operating and Maintenance . 
Specialties)(intrch wth Operating and Maintenance 
Specialties 11085609) 


GASKET; i < 2. e 000404 ce ww o9 Νεο ee eis 
BUSHING . ç « w a 4 we ee oe . ee w on on B n ng — 
CROSS . . . o... + e 1 . e. 


UNION. cinaha Bs ο e ss. dar ja a ον "s 
VALVE ASSY, (Whittaker)(use Whittaker 24142-4 untl exh) 
(intrch wth Proof 13-1010) 
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πο σνοο FEFEFE 


RR RA RARO A 


Hrer 


Group Assembly Parts List 





F-86K-4-58-8 


USEABLE ON 
CODE 
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V 


F-86K-4-58-9 


FIGURE 52 - SURFACE CONTROL MANUAL CHANGE-OVER TRANSFER VALVE MECHANISM SUPPORT ASSEMBLY 
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FIGURE & PART ^ UNITS USEABLE ON 
INDEX NUMBER NUMBER ] 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
52 191-52047-5 SUPPORT ASSY, Surface control manual change-over transfer valve . Ref 

mechanism (use 172-52047 untl exh)(see figure 50 
for next assembly) 
191-52047-7 SUPPORT ASSY, Surface control manual change-over transfer valve . Ref. 
mechanism (see figure 51 for next assembly 
191-52041-5 BRACKET ASSY, Surface control manual change-over transfer. 1 
valve mechanism (on 191-52047-5 only) 
191-52041-7 BRACKET ASSY, Surface control manual change-over transfer. 1 
valve mechanism (on 191-52047-7 only) i 
-1 AN365-1032 λα ο T TE ee See μα e r a aD lef a 2 
-2 AN960D10L WASHER? š x Sos Ar qo ο oe TQ cA re WS Wwe U Y ws 2 
-3 AN3-5A BOLT. c.c uS oth tas ro a esi cet PA bor NR Oy 25, Toma N 2 
-4 191-52039 BRACKET, Surface control manual change-over transfer. . . 1 
valve mechanism upper 
-5 191-52040-5 BRACKET, Surface control manual change-over transfer. . 1 
valve mechanism upper 
-6 RL24SB7 RING, (Rosan) . . . 0... ..... ¿ TE 1 
RD2058H5.5L . INSERT, (Rosan) . . . . . . . . . . š ae aad 1 
-T AN393-35 ο CX" qu EE LXI τὰ $i wa say 2 1 
-8 2W18-10M WASHER, Flat (North American) š κε ταὶ εν G 2 
-9 191-52044 SPRING, Compression. ........ ece s e s o s ew a a é 1 
-10 191-52043 ARM ASSY, Surface control manual change-over transfer. . . . . 1 
valve mechanism : 
-11 AN365-1032 NUT, Scu V ο ο eo IRE di ap, Αρ” ολ νι ος 1 
-12 2418-10 WASHER, Flat (North American).. . . . . . . . . . . . . . . 1 
-13 AN23-14A BOLT. ν᾿" Ἣν ΙΝ ee MU mue ie tel a Due UR. s 1 
-14 FL3C3 PULLEY, (Fafnir). . ΝΗ d.i ç P e αρ. 1 
-15 AN200K3L . BEARING . SMe ο uer (AY pete” «δ. Κῶν eats ο το ο ies Det cel Προ ὃς 1 
-16 191-52046 GUIDE, Surface control manual change-over transfer valve . . . .1 
mechanism cam 
-17 AN503-8-12 € SCREW: 4-69 ww le Woo a a Su s AE. le cs 1 
-18 AN320-3 μμ E Pace ee ok ees, eed 1 
-19 2W18-10M . WASHER, Flat (North American 5. je ον Be fee D A - νι less Ψ 1 
-20 2W18-516M . WASHER, Flat (North American š . ας C AR 
-21 218-516 + WASHER, Flat (North American Μο... at fou “Z v μυ” 1 
-22 482183-127 . BUSHING, Spacer (North American) 1, š ¿Q ua ae l src sni. Ç 1 
-23 191-52036 . GUARD, Surface control manual emer change-over valve button. . 1 
-24 AN23-50 oe A E ON A ia 1 
-25 191-52042 BELLCRANK ASSY, Surface control manual change-over . . . . . . 1 
transfer valve operating 
-26 RL21SB6 RING (Rosan). «xod aeos eh WI He POR xeu 1 
RD1O4SH5L 5. ¿INSERT οκ πο e an eb tein ek uter 1 
-27 AN3-6A BOLT . {ια nare det πα Bia an” AC ο νη 1 
-28 2418-10 . WASHER, Flat (North American) ............... ; 1 
-29 FL3C3 PULLEY, (Fafnir) ."5-. 2024 9o ὃν λος eee Sy dee Y ος ° 1 
172-52017 BRACKET ASSY, Surface control manual emer change-over . . . . . Ref 
(whn exh use 191-52047-5)(see fig. 50 for next assy) 
172-52047-11 BRACKET ASSY, Surface control manual emer change-over . . . . . Ref 
(whn exh use 191-52047-7)(see fig. 51 for next assy) 
+30 AN320-4 NUT Fei τοῦτο. x. uem rs tene v. qe. Qd tenia. safe . . ο 1 
-31 4B19S4-008 BUSHING, Press fit plain (North American). : 1 
-32 4B21S4-106 BUSHING, Spacer (North American) ...... EET 1 
-33 4B19S4-007 BUSHING, Press fit plain (North American). . ὃς aS 1 
-34 AN24-34 BOLT . "ΗΝ ο ο d. ο πο ο Ομ CEP e ce EES 1 
172-52042 BELLCRANK ASSY, Surface control manual emer change-over. . 1 
-35 AN364-1032 μι φας τὰ aa e ο ye Ones ο ο faker pe ὦ ὦ 1 
-36 ΑΝΟΘΟΡΙΟΙ, WASHER.'2.21.769 e € 3o Welw a iat λε, duris oe. QD Say Ὁ . 1 
-37 FL3C3 PULLEY, (Fafnir). . . e? xr ο Qy OS iss Soe 1 
-38 AN23-11A BOLT. ο μα PLE, ος. de oe 1 
-39 172-52042-7 BELLCRANK SUB-ASSY, Surface control manual emer change-over 1 
-40 172-52086 SPRING, Surface control manual emer change-over. ds 1 
-41 AN365-1032 μμ τώ Tay ον τα AI ο ας Z: s * 1 
-42 AN960-10 WASHER ve <6? iaa taa 1E ER. Φ. ὦ F -a acido ο. » 2 
-43 FL3C3 PULLEY,” (Fafnir) . 5 4 20504 0€ 3.37. «εν νο. N 1 
-44 172-52088 SUPPORT, Surface control manual emer change-over cam . i : 1 
-45 AN3-14A BOLT trar lo C N= al RS Vs Yu reas κῶν ο; SP vea . 2 1 
-46 165-52041 BRACKET ASSY, Surface control manual emer change-over. 1 
(on 172-52047 only) 
165-52041-23 BRACKET ASSY, Surface control manual emer change-over. » 1 





(on 172-52047-11 only) 
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Group Assembly Parts List T. O. 1F-86K-4 
WING HYDRAULICS (Cont) 





j 





¿ZA 





F-86K-4-58-10 


FIGURE 53 - HYDRAULIC 60 CUBIC INCH SELF-DISPLACING COMPLETE ACCUMULATOR ASSEMBLY AND RELATED EQUIPMENT 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
53 HYDRAULIC 60 CUBIC INCH SELF-DISPLACING ACCUMULATOR ASSEMBLY 
AND RELATED EQUIPMENT 
165 -58647-9 + ACCUMULATOR ASSEMBLY, Hydraulic 60 cubic inch self-displacing Ref 
complete (see figure 46 for next assembly) 
165-58647-11 + ACCUMULATOR ASSEMBLY, Hydraulic 60 cubic inch self-displacing Ref 


complete (see figure 46 for next assembly) 








-1 AN6287-1 + + VALVE, Air high pressure 3/4 hexagon . . . . . . . ee. ee 1 
-2 AN6285D2 e. + ADAPTER, a.s ae ο + s s ο Ὃν Ρο... 1 
-3 4741562 - . "O" RING, Special seal high pressure air valve . ο I eae 2 
-} AN6285D1 Bs X. BODY en με a e Er μα eur M ME Um pes TŠ 1 
-5 165-58142 + + ADAPTER, Hydraulic accumulator air filler . . . , . . . .. 1 
-6 AN6290-4 + . GASKET.. ντ ο ο ο ορ, den cet ar Να 1 
-τ AN833-6D + + ELBOW .. "IC SE: its κ ah cay Bow dA οκ 1 
-8 AN834-6D sd ERO cs (n ae ibe. ο ο dias ce mio ὁ Wl Rl ο 1 
-9 AN6289-6 £C cor ΝΟΕ 12 Be ο ον oe asain Me ντ at ο ατα 5 7*9 we ὦ 2 
-10 AN6291-6 9^. RINGO g 941 V cwn ο Solin arcs cete οὗ Ὢ νον Ὁ w ὁ wi uoce 2 
-11 AN6290-6 sc gy GASKET v2. ο o devo Gir ο e dae Goh ode VA LO 9 * » * ο s 2 
-12 130-58508 - . BOLT, Hydraulic special universal fitting 27.4 £v 1 b 
-1 AN6227-8 * | F PACKING: 0 e αν SU ια ο τς Sa a SU ο ah Gee ων a 1 E 
-1 AN6227-9 * ce PACKING 5502 ¿ 4 401 0. ο oos meg. € NU ο ao ca u Tal Q 1 
-15 151-58544 + + ELBOW, Hydraulic special 82 1/2 universal fitting . . .. 1 
-16 AN815-4D so a UNION oo a Wl. eoo Re ee ele ος WSR es coro v qos, νο 1 
-17 AN6290-4 + « GASKET... X Sus < w. s eee ο νο a ων, TN NES 2 
-18 AN927-1D Ὁ ε BLBOW 10:5 26 0€ 0. Ue val e Me ee QUU gt 2 e| 9 9 ial. |o aa | ee 1 
-19 5R15-4 + + RING, Spiral back up (North American). . . . . . . . . . . 1 
-20 AN6289-1 O LAA E ο mv S S oe φωτ "ECHO DPA 1 
-21 177-58047-10 + + ACCUMULATOR ASSY, Hyd 60 cu in. self displacing (refer to. 1 
T.O. 9H1-2-6-4 for bkdn) (whn exh use 177-58047-15) 
177-58047-15 + + ACCUMULATOR ASSY, Hyd 60 cu in. self displacing (refer to. 1 
T.O. 9H1-2-6-4 for bkdn) (use 177-58047-10 untl exh) 
-22 325-63-388sH CLAMP, (Marman) (see figure 46) . . ... .......... 5 Ref 
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T. ο. 1F-86K-4 Section τι 


WING HYDRAULICS (Cont) Group Assembly Parts List 


3 
2 5 





"1 190 68 10 17 13 14 10 7 21 
F-86K-4-58-11 
FIGURE 54 - HYDRAULIC EMERGENCY POWER CONTROL COMPLETE PUMP ASSEMBLY 
FIGURE: 8 PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3. 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
54 165-58669 PUMP ASSY, Hydraulic emergency power control complete. ..... Ref 
(see figure 47 for next assembly) 
ATTACHING PARTS 
-1 AN520-10R10 SCREWS: ` 4 ox» 7.703 ο Uus ο ο ο IE E 3 
-2 2418-10 WASHER, Flat (North American). . . . . . (e ο PE 5 
-3 AN3-5A BOLT 2 ο, 28 ar vec ET ὃς v o s Eon e Ie Cur. m fS da de Ru. "m les τς ος ον ος 2 
Át... 
-4 AN3HHA s “BOLTS, ο ος ¿piñay wer ο ο ο. 4 
-5 AN960D10L + WASHER. .  «. « 4. ὁ ο n ο aurei Que ο ο. — a) ca 4 
-6 165-58329 . BASE ASSEMBLY, Hyd emergency power control pump motor . . . 1 
-T AN815-3D = UNION 602 037 0x3 08 wa ο $ de dioe ο GE EROR Ses EROR! AIRE LS 1 
-8 AN919-7 REDUCER xeu ο ολο E aA en ο ο ο Jat ue ας 1 
-9 AN919-11D « REDUCER 4 . ὁ 4 4 je «miss. id "pU qas τῶ. 26, ο w ο ee 1 
-10 AN6290-5 . GASKET. . . o ooo A ut Maler ρα e Vio ο ου 6 
-11 AN927-5D s UEBBOW. 25.9 QU S x «ὃν a EI 2 
-1δ AN6291-5 "ER DIPL ο απο ip ai ο”... 2 
ή -13 AN6289-5 z NUD 4 ces Bead re ara cates ο e cae ah se? Nok re ta 2 
-14 AN832-5D λον νην Ἐν. Salads Th teed Sen ES 2 
165-58050-5 - PUMP ASSY, Hydraulic emergency motor driven . . . . . . . . 1 
-15 AN365-428 ee UNUTI . 04 Xe BS Gs bd. wine ene QUAE E TER ορ. 2 
-16 AN960D416 e, ss J WASHER. 5. 3:4 19503, 9e owes Ir Mc EE EMEN 2 
-17 AN364-428 is wo SNUBS $053 se. ate: T bow Sate. Sever wae de. INC lacere ode Pontem, GAR z 2 
-18 ΑΝΟΘΟΡΗ16Ι, ++. WASHER ¿ +. +... νο ος MI "A 2 
-19 PF24-3906-20BCEH4  . . PUMP, (Vickers)(use Vickers PF24-3906-20BCE2 or. ..... 1 
PF24-3906-20BCE3 untl exh 
-20 AN4O45-1 2 Ὁ. AGASKET ls S X elo Se dee Shier onis "να. τη 1 
-21 D1000 + . MOTOR, Hydraulic pump (Hoover) . . . s . . . + + + < + +s x 1 
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WING HYDRAULICS (Cont) 








F-86K-4-58-12A 


PIGURE 55 - WING CENTER SECTION EMERGENCY POWER CONTROL FILTER ASSEMBLIES 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
55 165-58692-3 FILTER ASSEMBLY, Hydraulic alternate flight control system . . . Ref 


complete (see figure 44 for next assembly) 
ATTACHING PARTS 





-1 AN365-1032 NUT. < o... er o o or m «ο. . nm ο 2 
-2 2418-10 WASHER, Flat (North American). . . 4 
-3 NAS!3DD3-56 SPACER, Screw and bolt . . . +. + + 2 
-4 AN3-26A BOLT o Ὁ. ara κ ee Ee ον NS 2 
---.-ᾱ--- 
-5 AN919-6D . REDUCER . +... + + +. ° a NG 1 
-6 AN6290-4 . GASKET. . . - . + + + + + eee A Va aa eres 2 
-T AN6291-4 A πο” O ee Eral ea πρὶ a a 1 
-8 AN6289-4 < NUP. Q, £ 4 er n w ee n Μενού Ce, ο. 1 
-9 AN784D4 EB e .¿ ας ος 9 7o te we Slee i gece ο ου 1 
-10 AN6290-4 . GASKET. o. + + + + + + eee ο αν ο SR Aa Su: Wah e 1 
-11 AN815-4D . UNION... 2. ee eee . tmt zn "Lc 1 
-12 50220 . FILTER ASSY, (Purolator)(use Purolator 381525 untl exh). . . . 1 





T. O. 1F-86K-4 Section_II . 
WING HYDRAULICS (Cont) Group Assembly Parts List 





F-86K-4-58-13 
FIGURE 56 - WING CENTER SECTION HYDRAULIC FLIGHT CONTROL COMPLETE RESERVOIR ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
56 165-58640-11 RESERVOIR ASSY, Hyd emer power control system complete. . . . . . Ref 
; (see figure 47 for next Sepa) 
-1 AN815-6D s UNION: 2S c Seas ον ATE OE IE E 1 
-2 AN6290-6 2 GASKET ο ο — E 5 1 
-3 AN919-19D + REDUCER. . . +. . +. + A ce ues Mis A αν. 1 
-h .AN6290-12 a) GASKET cabo: le "c" 1 
-5 AN6290-6 s> “GASKET ο uo e ο Rog Us ο ο ο αρ : 1 
-6 AN6291-6 « RING. : S ees ae . DICES "A PONE 1 
4 AN6289-6 s ΜΕ. < x $9099 eleg ο ο E ay Car ¿h a 1 
- AN8O4D6 s PRES o eae g Gay Susa Sr te “s Bite sien, enel “8 1 
-9 165-58061-7 . RESERVOIR ASSY, Hyd flight control sys (refer to. 1 
T. O. 9H1-2- κ. -4 for ass 165- 58061- 3 untl ext) 

-10 325-63-331SH : Chinn, (Marman). won ELA Ee DUET πο SEE AC M 2 
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WING HYDRAULICS (Cont) 














F-86K-4-58-14 
FIGURE 57 - HYDRAULIC EMERGENCY POWER CONTROL RELIEF VALVE ASSEMBLIES 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
57 HYDRAULIC EMERGENCY POWER CONTROL RELIEF VALVE ASSEMBLIES 
177-58697-3 . VALVE ASSY, Hydraulic emergency power control relief . . . . .. Ref 
complete (see fig. 44 for next assembly) 
177-58691 . VALVE ASSY, Hydraulic power control relief complete. Ref 
(see fig. 45 for next assembly) 
ATTACHING PARTS 
-1 AN3-5A . BOLT . . . « « « © © « 0.0. ο ο n 3 *1. 
-2 2w18-10 . WASHER, Flat (North American). . . 3 *1 
-3 AN3-27A e. BOLT. x 92 ώς δν -ᾱ- ὃς ves ών -ὁ 3 *2 
-4 AN365-1032 L NUTS SC r. as eens . 3 *2 
-5 2W18-10 . WASHER, Flat (North American). 3 *2 
-6 NAS43DD3-32 ë ¿SPACER craie sad) wenieie hos š 3 *2 
----.-- 

-τ AN6289-6 code INUT ο oe ο. 4 
-8 AN6291-6 . . RING... A à 
-9 AN6290-6 + + GASKET. i ve h 
-10 AN783D6 io O fe, SU RN 1 *1 
-11 AN6290-6 e Ce GASKET: oo 9 ο ὁ < x ο, ο ο ώς ο τὰ, a τὸ Mee ὁ 1 *1 
-12 AN919-6D e . REDUCER . +.» < < S ose e + ον παρ e hes 1 *1 
-13 AN804D6 e cue ὑπ e a ce 1 *1 
-14 AN833-6D x xw ELBOW gaa en (ο) Sa use "Ἄν ie NA ge Ke ERE 2 *2 
-15 AN6279-6CD - . VALVE ASSY, Hyd pressure relief two ports . 2 


*1 Used on 177-58697-3 valve only. 
*2 Used on 177-58691 valve only. 
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(— f) 


— 


= 











F-86K-4-58-16 


FIGURE 58 - LEFT AND RIGHT HAND HYDRAULIC EMERGENCY POWER CONTROL AILERON RELIEF VALVE ASSEMBLIES 


A ..IL.lrlrCC.C——— See 
FIGURE & . PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
58 177-58688 VALVE ASSY, Hydraulic emergency power control aileron relief. . . Ref 


complete (see fig. 59 for next assembly) 
ATTACHING PARTS 


-1 AN3-22A ο πο ο ο sp OL, t «ον. 3 
-2 2w18-10 WASHER, Flat (North American) . . . . . : s e e se + eee 2 
-3 165-58326 BRACKET ASSY, Hydraulic power control aileron relief valve. 1 
(LH and RH wing) 
-4 AN3-6A BOLT cent το esM e ey 2 
-5 AN3-5A BOLT. tes Se we ου 2 
-6 AN365-1032 NUT a ο oe deo oem ο” 2 
-T AN507-10R8 SCREW (used on RH wing valve) . . 1 
πο bsa i I 
-8 AN833-6D . ELBOW. . . + + + + eee 2 
-9 AN6289D6 so ΝΕ 24 0995 ο b 5 2 
-10 AN6291-6 I i RING.OI ote Se 3. “Ὁ 2 
-11 AN6290-6 . QASKET . . . +. ee ee ee 2... . . .. 2 
-12 AN6279-6CD . VALVE ASSY, Hyd pressure relief two ports. 1 


HERENNIUM SPER A — nn 
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F-86K-4-58-15 


^ : FIGURE 59 - WING FRONT SPAR HYDRAULIC EQUIPMENT 
118 Í 








— ο ο a SE EET E 


FIGURE 4 
INDEX NUMBER 


59 


-1 
-2 


PART 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ODE 
207-58018-1 HYDRAULIC EQUIPMENT INSTALLATION, Wing front spar LH . . . + + : NP 
(see figure 9 for next assembly 
207-58018-2 HYDRAULIC EQUIPMENT INSTALLATION, Wing front spar RH . . +. +. + NP 
(see figure 9 for next assembly) 
AN815-6D UNION Sco cw “ea, RD PEA LYS ists we SE a ET ASE le ee dy de A SS 
165-58815-3 LINE ASSY, Alternate aileron flight control pressure. . . . 
wing station HO to wing station 116 LH 
173-58801-95 LINE ASSY, Alternate aileron flight control pressure. . . . 
f wing station 40 to wing station 146 RH 
AN815-6D UNION +. . +. - + 


-10 
-11 
-12 


-14 


-16 


-17 


-18 


-21 
-22 
-23 


165-58815-19 
165-58815-33 


AN815-6D 
165-58815-35 


AN6249-6 
AN6290-6 
AN815-6D 
AN833-6D 
AN6289D6 
AN6291-6 
AN926-6D 
165-58815-29 


165-58815-39 
173-58803-41 


173-58803-43 


165-58815-23 
165-58815-43 
165-58815-27 
165-58815-41 
165-58815-21 
165-58815-31 
165-58815-7 
173-58801-75 
177-58688 
AN824-6D 


For continuation of 
For continuation of 





T. O. 1Ε-86Κ- 


WING HYDRAULICS (Cont) 


LINE ASSY, Alternate aileron flight control pressure wing . 
station 156 to wing station 195 LH 

LINE ASSY, Alternate aileron flight control pressure wing . + 
station 146 to wing station 195 RH 

UNION, (on RH wing only). . . - + s + + + + + * + e * or t n 

LINE ASSY, Alternate aileron flight control pressure wing . 
station 195 to wing station 226 RH 


Section. zz _ 


Group Assembly Parts List 


VALVE, 3000 
GASKET. . . + E 
UNION >... 
ELBOW . . . + + 
NUT uox 
«. RING. .,. «+ 8 
a MEE à a * x 
. LINE ASSY, Alternate 
station 197 to 


. e ο 


LINE ASSY, Alternate aileron flight control pressure wing . . 
station 230 to relief valve RH 
LINE ASSY, Alternate aileron power control pressure wing... + 
station 230 to wing station 242 LH 
LINE ASSY, Alternate aileron power control pressure wing. . + 
station 230 to wing station 242 RH 
. LINE ASSY, Alternate aileron flight control return wing . 
station 197 to wing station 202 LH . 
LINE ASSY, Alternate aileron flight control return wing... 
station 230 to wing station 242 RH 
. LINE ASSY, Alternate aileron flight control return wing . . . 
station 197 to relief valve LH 
LINE ASSY, Alternate aileron flight control return wing... 
station 230 to relief valve RH 
LINE ASSY, Alternate aileron flight control return wing... 
station 146 to wing station 197 LH 
. LINE ASSY, Alternate aileron flight control return wing... 
station 146 to wing station 230 RH 
LINE ASSY, Alternate aileron flight control return wing... 
Station 32 to wing station 146 LH 
LINE ASSY, Alternate aileron flight control return wing. . + 


station 32 to wing station 136 RH 
VALVE ASSY, Hydraulic emer power control ail. relief complete 
(see fig. 58 for breakdown and attaching parts) 


. TEE . . + + + + + ° 
these lines see figure 
these lines see figure 








psi hydraulic check . . . + + + + ee ee * * ° 


aileron flight control pressure wing : : 
relief valve LH 


dA iU. νον 
Μα κ voy rr dS μυ 


Au 
oo 
BHL e oH HP PB H HP H H H mp H HB HippBHHUR] pp HR PN H BV 
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| κ EN! 
< .. 


í QE 





See s == F-86K-4-58-17 


FIGURE 60 - WING HYDRAULIC EQUIPMENT INSTALLATION 








T. O. 1F-86K-4 
WING HYDRAULICS (Cont) 


N 


Section II 


Group Assembly Parts List 


i 1 
É UNITS USEABLE ON 
CODE 


FIGURE & 
INDEX NUMBER 


60 


-10 
-12 


-14 
-15 


PART 
NUMBER 


207-58014-1 
207-58014-2 


177-58653-1 
177-58653-2 
165-58628-1 


165-58628-2 


2w18-8 
151-33516 
140-58508 
140-58509 
140-58345 
165-58629-5 


165-58629-6 


AN6271-4-10 
AN6271-4-11 
165-58627-1 


165-58627-2 


165-58167-1 

165-58167-2 

165-58166-3 
165-58166-4 

3H3-6-0304 

170-14622-7 
170-14622-9 

170-14622-21 
170-14622-23 
170-14622-25 
170-14622-27 
170-14622 -37 
170-14622-39 
170-14622-37 
170-14622-40 
170-14622-13 
170-14622-15 


1 


2 3.4 5 6 7 NOMENCLATURE 


PER ASSY. 


HYDRAULIC EQUIPMENT INSTALLATION WING LH (see figure 9 for ... 


next assembly and figures 61 and 62 for additional 
breakdown 


HYDRAULIC EQUIPMENT INSTALLATION WING RH (see figure 9 for . 


e... ° e o o ο ο o 9  »»:.» 


*1 3H3-6 hoses are 


(1f made in 1953 or later) 


next assembly and figures 61 and 62 for additional 
breakdown) 

VALVE ASSY, Hyd power control aileron relief complete LH . 
(see figure 66 for breakdown and attaching parts) 

VALVE ASSY, Hyd power control aileron relief complete RH . 
(see figure 66 for breakdown and attaching parts) 

CYLINDER ASSEMBLY, Hydraulic main alighting gear downlock 
complete LH (see figure 63 for breakdown and 
attaching parts) 

CYLINDER ASSEMBLY, Hydraulic main alighting gear downlock 
complete RH (see figure 63 for breakdown and 
attaching parts) 

WASHER, Flat (North American). . e . + + + + ese se 

PIN, Main LG strut uplock latch actuator link attachment 

BUSHING, Hydraulic uplock cylinder support . +. . +. + + +. 

NUT, Hydraulic uplock cylinder support . . . +. +. +. e 

NUT, Hydraulic main landing gear uplock cylinder check . 

CYLINDER ASSEMBLY, Hyd main alighting gear uplock release 
complete LH (see figure 6h for breakdown) 

CYLINDER ASSEMBLY, Hydraulic main alighting gear uplock . 
release complete RH (see figure 64 for breakdown) 

HOSE ASSEMBLY ... + 

HOSE ASSEMBLY . +. +. + +s +s . + ο .. © © © ο © ee m 9 n9 ng 

CYLINDER ASSEMBLY, Hydraulic main alighting gear operating 
complete LH (see figure 65 for breakdown and 

: attaching parts) 

CYLINDER ASSEMBLY, Hydraulic main alighting gear operating 
complete RH (see figure 65 for breakdown and 
attaching parts) 

HOSE ASSY, Hydraulic upper main alighting gear brake LH . 

HOSE ASSY, Hydraulic upper main alighting gear brake RH . 

. TUBE,.Hyd upper main alighting gear brake hose guard LH 

. TUBE, Hyd upper main alighting gear brake hose guard RH 

. HOSE ASSY, Plastic covered (North American) . . + + + « 

FAIRLEAD, Hydraulic aileron emergency line (on LH wing oni 

FAIRLEAD, Hydraulic aileron emergency line (on LH wing only 

FAIRLEAD, Hydraulic aileron emergency line (on LH wing only 

FAIRLEAD, Hydraulic aileron emergency line (on LH wing only 

FAIRLEAD, Hydraulic aileron emergency line fon LH wing only 

FAIRLEAD, Hydraulic aileron emergency line (on LH wing only 

FAIRLEAD, Hydraulic aileron emergency line (on LH wing only 

FAIRIEAD, Hydraulic aileron emergency line ¿on LH wing only 

FAIRLEAD, Hydraulic aileron emergency line (on RH wing only 

FAIRLEAD, Hydraulic aileron emergency line (on RH wing only 

FAIRLEAD, Hydraulic aileron emergency line (on RH wing only 

FAIRLEAD, Hydraulic aileron emergency line (on RH wing only 


to be made from MS28741 or AN6271 as manufactured by U. 
or by Goodrich or Goodyear. 





————————9  . « - 


Ó. ° 9 9 9 9 s 9 s 9 »»»5:» » 


NP 


ΧΡ 


ο. 


= 


PERRA A PR AA PR RA A RARA 


S. Rubber 


*1 
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F-86K~4-58-18 








Section. ΙΙ _ 


T. O. 1F-86E-h Group Assembly Parts List 
WING HYDRAULICS (Cont) 

FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
61 » AILERON FLIGHT CONTROL HYDRAULIC PRESSURE AND RETURN EQUIPMENT 

207-58014-1 . HYDRAULIC EQUIPMENT INSTL, Wing LH (see figure 9 for next. . . NP 
assembly and figures 60 and 62 for additional 
breakdown) 
207-58014-2 . HYDRAULIC EQUIPMENT INSTL, Wing RH (see figure 9 for next. . . NP 
assembly and figures 60 and 62 for additional 
breakdown) 
-1 AN833-6D CREE EE 40.9 ο. ὁ. aa -ᾱ- ον Set τοι oie EE -ᾱ fer -ᾱ 2 
2w18-916 + . WASHER, Flat (North American) . . . . se + «αι. 2 
AN924-6D a ΝΟ 4659 a a A e RA WU US Te 2 
-2 165-58816-45 + . LINE ASSY, Press. BP29 to union wing sta 90 So ets SC. 1 
165-58816-47 + . LINE ASSY, Press. BP29 to union wing sta 90 RH +... . +. . 1 

-3 AN815-6D 5 UNION < Z €.2ec€ Wes £6. 4905 ο E Pe la, ο sl ου. 2 

-4 165-58816-11 + . LINE ASSY, Press. union wing station 90 to check valve flap 1 

station 86 LH 

-5 165-58816-13 . . LINE ASSY, Press. union wing sta 90 to tee flap sta 86 RH. 1 

-6 AN6249-6 + . VALVE, Hydraulic check 3000 psi (intrch wth Parker .... 1 

10-1547-5) (LH wing) 2 
-7 165-58816-19 + . LINE ASSY, Press. flap sta 86 to relief valve LH ..... 1 
^ 165-58816-35 + . LINE ASSY, Press. flap sta 86 to relief valve RH ..... 1 

-8 165-58816-23 . . LINE ASSY, Press. relief valve to elbow aileron sta 50.5 LH 1 

-9 173-58803-37 . . LINE ASSY, Press. tee fus sta 86 to elbow wing sta 204 RH. X 

-10 - AN821-6D . . ELBOW, (on LH wing only) . e. es es ees ese seso 2 

-11 165-58816-27 + . LINE ASSY, Press. elbow ail. sta 50.5 to union all. . . . . 1 

sta 69.5 LH 

-12 AN815-6D + . UNION, (on LH wing only) . , es « < ç * s s osos oeoo 2 

-13 173-58803-39 . . LINE ASSY, Press. union ail. sta 62.5 to tee wing sta 242 LH 1 

-14 165-58816-49 . . LINE ASSY, Return BP29 to union wing sta 90 LH ...... 1 

165-58816-51 . . LINE ASSY, Return BP29 to union wing sta 90 RH ...... 1 

-15 165-58816-15 . . LINE ASSY, Return union wing sta 90 to tee flap sta 86 LH . 1 

-16 165-58816-17 . . LINE ASSY, Return union wing sta 90 to union flap sta 86 RH 1 

-1 AN824-6D + . TEE, (on LH wing only). . . bos e ee ee ee ee ee ene 1 

-1 AN815-6D . . UNION, (on RH wing only). . . es +s + + +< ee + + we ος ο 1 

-19 165-58816-21 + . LINE ASSY, Return tee flap sta 86 to relief valve LH ... 1 

-20 165-58816-37 . . LINE ASSY, Return union flap sta 86 to relief valve RH .. 1 

-21 AN784D6 + . TEE, (RH wing only) s < . < « ee aa .... 0.0.0. 1 

-22 :  AN6290-6 . « ο GASKET .... o. oo... ^ e o. o o s e ο s 0 ὁ ὁ e ° ο ο 1 

-23 AN6219-6 . . VALVE, . Hydraulic check 3000 psi (intrch wth Parker . . .. 1 

10-1547-5) (RH wing only) I 

-24 165-58816-25 . . LINE ASSY, Return tee flap sta 86 to elbow ail. sta 50.5 LH 1 

-25 165-58816-41 + . LINE ASSY, Return relief valve to elbow wing sta 204 RH. . 1 

-26 165-58816-29 . . LINE ASSY; Return elbow ail. sta 50.5 to union ail. sta . ο 1 

9.5 LH 2 

-2 165-58816-31 . . LINE ASSY, Return union ail. sta 62.5 to tee wing sta 2!2 LH 1 

-2 165-58705 ACTUATOR ASSY, Hydraulic aileron power control (see figure 11). . Ref 

-29 For continuation of these lines see figure 59 . . . . - . + + s s s s š š s t s ew ce Ref 
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FIGURE 62 - LEFT AND RIGHT HAND WING MAIN ALIGHTING GEAR UP AND DOWN EQUIPMENT 


124 





Section. ΙΙ _ 


T. ο. 1P-86K-} Group Assembly Parts List 
WING HYDRAULICS (Cont) 





FIGURE & PART : UNITS USEABLE ON 
62 LH AND RH WING MAIN ALIGHTING GEAR UP AND DOWN HYDRAULIC EQUIPMENT 
207-58014-1 HYDRAULIC EQUIPMENT INSTL, Wing LH (see figure 9 for next . . NP 
assembly and figs. 60 and 61 for additional breakdown) 
207-58014-2 HYDRAULIC EQUIPMENT INSTL, Wing RH (see fig. 9 for next... NP 
assembly and figs. 60 and 61 for additional breakdown) 
-1 AN821-6D + « ELBOW ...:.... A 2 
-2 165-58814-43 . + LINE ASSEMBLY, Alighting gear up elbow BP29 “to reducer LH. 1 
165-58814-45 . LINE ASSEMBLY, Alighting goan up elbow BP29 to reducer RH. 1 
-3 AN919-6D . REDUCER .. ar dE 1 
-4 . 165-58814-75 LINE ASSY, Alighting gear “up reducer to elbow "flap Tor 1 
station 16 LH 
165-58814-77 LINE ASSY, Alighting gear up reducer to elbow flap 1 
station 16 RH 
-5 AN837-4 . . ELBOW .. ID XE 2 
2W1AL28-28-62 . . WASHER, Plain ` (North American) . E κά ka hah pn 4 
AN924-4D . . NUT .. κας 2 
-6 165-58814-47 š LINE ASSY, Alighting gear αρ elbow f14p “sta 16 . . S 1 
to downlock cylinder LH 
165-58814-49 τ LINE ASSY, Alighting gear up elbow flap sta 16 . . . «ο 1 
to downlock cylinder RH 
-7 165-58814-51 x LINE ASSY, Alighting gear up downlock cylinder to . 1 
union LH (on LH wing only) 
-8 AN815-4 : UNION, Flared tube (on LH wing only) . 1 
-9 165-58816-53 À LINE ASSY, Alighting gear up union to elbow flap sta 14 LH 1 
165-58811-57 : LINE ASSY, Alighting gear up downlock cylinder to . . .. 1 
elbow flap station 14 RH 
-10 165-58814-59 š LINE ASSY, Alighting gear up elbow flap sta 14 to tee LH . 1 
165-58814-61 ; LINE ASSY, Alighting gear up elbow flap sta 1! to tee RH . 1 
-11 173-58802-61 ` . LINE ASSY, Alighting gear up tee to uplock cylinder LH A 1 
173-58802-63 . . LINE ASSY, Alighting gear up tee to uplock cylinder RH . . 1 
-12 AN833-6D . ELBOW zo oci W € ὃν 0€ doo Bo Ὁ Ὅς š v5 pee fle ai festa «δεν 1 
-13 AN6289-6 9 . NUT . .. ο . E ο κ € ο UL W ους $ 1 
-14 AN6291-6 . « RING... ee e ee ot on n reer š s "νον. 1 
-15 ΑΝ6290-6 s. . GASKET . 2. 2. 6 6 © © ew we ow n ο q: Re . Qus. Ta? τον a Ca ta pue 3 
-16 AN919-6 . . REDUCER . Q e le ee ὁ Q Q te . ee om on . om on a t] 9 i 1 
-17 AN919-6D . . REDUCER . . . 6 . o . . ee tw 9 . . .« . n s t9 9 1 
-18 AN926-6D . . TEE yu diae οκ. s You arts 1 
-19 165-58814-67 D 1 LINE ASSEMBLY, Alighting gear up tee to restrictor LH .. 1 
165-58814-69 . . LINE ASSEMBLY, Alighting gear up tee to restrictor RH . . 1 
-20 1v7-18-30 . . VALVE ASSY, Hyd two-way ΤΕΝ (North American) . . . 1 
(refer to τ. O. 9H8-5-15- for breakdown) 
-21 AN919-6D + . REDUCER +... + . . +. s +... < e ee ee om s mom o9 ot 0 9 ° ng 1 
-22 AN6290-4 ioo. GASKET . 6 ο «αν. ὁ e 5 e ὁ a y e Ua -ᾱ- 2 
-23 ANg24-4D e. ΝΠ...” s om s m n s t t n v t  ] 15 ng 1 
-24 AN832-4D . . UNION +. +. +. . Y d TENIS rie Cn , A AE A 1 
-25 -58814-7 + + LINE ASSY, Mighting gear up restrictor to elbow wing . . 1 
: station 62 IH 
165-58814-73 . LINE ASSY, Alighting gear up restrictor to elbow wing . 1 
station 62 RH 
-26 AN833-4D š ELBOW x. e ο eh ας αι τν Ve a c9) w RU, Se Be E ὦ 1 
2w18-716 + . WASHER, Flat (North American) ος owl e ο μας. 1 
ANQ24-4D s e NUT es ο ues Wo W Sa ere ο. 1 
-eT 165-58814-15 . LINE ASSY, Brake elbow BP29_ to union flap sta 16 LH . . + 1 
165-58814-17 . LINE ASSY, Brake elbow BP29 to union flap sta 16 RH ο 1 
-28 AN832-6D . UNION... ο a See 1 
218-916 - WASHER, Flat (North " American). as ον E al Teens 1 
AN924-6D v NUT 40x à 3€ 6) 035 8. 3. BLUES E E ο δι το € 1 
-29 AN6289-6 NUT o4 vos 9 x 9o y w e ere s ἃ " ç š " . 1 
-30 AN832-6D UNION, in n LH wing m ΓΛ rs 7 ο ceo Pep Tay eb Ae 1 
AN832-6 . UNION, RH wing only EE ; š . 1 
-31 AN6290-6 . GASKET . . Se, ο ὃν Nie tente 5 ἃ κο γώ Ἔ prese δν pe 4 3 
-32 AN919-6D . REDUCER +... ο eee ee eee eee ee ee ee ee we 2 
-33 AN926-6D . ΤΕΕ Boas isk ee. ee eala a e (Qn QU ia daba αἴ, gies eS Ge 1 
-34 173-58801-81 . LINE ASSY, Alighting gear down uplock cylinder to reducer. 1 
in tee LH 
173-58801-83 LINE ASSY, Alighting gear down uplock cylinder^to reducer. 1 
in tee RH 
-35 173-58801-77 LINE ASSY, Alighting gear down uplock cylinder to bhd . 1 
union LH 2 
173-58801-79 . LINE ASSY, Alighting gear down uplock cylinder to bhd . 1 
union RH 
-36 AN832-1 . UNION .. Fk, ceo pets, vem τους ae rw 2 
2W1AL28-28-62 - WASHER, Plain ` (North American). ole CR resa ου URS IRIS De 4 
AN924-4D < Ντ... ὃν ο ο e ο 2 
-37 165-58814-39 . LINE ASSEMBLY, Alighting gear “gown union flap sta 16... 1 
to downlock cylinder LH 
165-58814-41 LINE ASSEMBLY, Alighting gear down union flap sta 16 .. 1 
to downlock cylinder RH 
-38 For the continuation of these lines see figure 183. Z. he Op 9e xy suris p SS Ref 
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FIGURE & 
INDEX NUMBER 


63 


-1 
-2 
-3 
zi 
-5 


-6 
-T 
-8 
-9 
-10 
-11 


-12 
-13 
-14 








F-86K-4-58-20 
FIGURE 63 - HYDRAULIC MAIN ALIGHTING GEAR COMPLETE DOWNLOCK CYLINDER ASSEMBLY B 
PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
165-58628-1 CYLINDER ASSEMBLY, Hydraulic main alighting gear downlock. . . . Ref 
complete LH (see figure 60 for next assembly) 
165-58628-2 CYLINDER ASSEMBLY, Hydraulic main alighting gear downlock. . . . Ref 


complete RH (see figure 60 for next assembly) 
ATTACHING PARTS 





AN310-3 ο roc Any wr doceo Tora: ç 2 
. 2W18-10L WASHER, Flat (North American). . . . . 2 
NAS72-3-005 BUSHING, Clamp-up steel chrome plated. 2 
2418-10 WASHER, Flat (North American). . . . . 2 
AN3-10 BOLT E S Yeu o nne aio E ο 2 
t... 
AN833-1 s. ELBOW «494 aa, Ja q. a N 1 
AN6289-4 v NUD) sa A τον 3 
AN6291-1 sa MRINGG alu. Ale Os Ra ays um νι S: Sa ay δι 3 
AN6290-4 e GASKET. 2. e o9 909 m ὃς à 
AN837-4 s A BLBOW mea ο ο απο... 1 
165-58814-11 ` + LINE ASSEMBLY, Hydraulic wing installation IH . 1 
165-58814-13 . LINE ASSEMBLY, Hydraulic wing installation RH . 1 
AN804-4 ae MUSE se? ο ο skua Pile da εἴων Ao tel S 1 
AN815-4D DUMP a ο το A Pe tw ee oS 1 
173-58028-1 + CYLINDER ASSY, Hydraulic main landing gear downlock LH (use . 1 
151-58028-1 untl exh)(refer to T. O. 9H2-5-28-4 
for breakdown) 
173-58028-2 - CYLINDER ASSY, Hydraulic main landing gear downlock RH (use . 1 


151-58028-2 untl exh)(refer to T. O. 9H2-5-28-4 
for breakdown) 


—— — . .  _ ο LLL 
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F-86K-4-58-21 


FIGURE 6! - HYDRAULIC MAIN ALIGHTING GEAR COMPLETE UPLOCK RELEASE CYLINDER ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 το NOMENCLATURE PER ASSY. CODE 
6h 165-58629-5 CYLINDER ASSY, Hydraulic main alighting gear uplock release. . . Ref 
complete LH (see figure 60 for next assembly) 
165-58629-6 CYLINDER ASSY, Hydraulic main alighting gear uplock release. . . Ref 
complete RH (see figure 60 for next assembly) 
-1 AN837-4 . ELBOW. . . + + ee ee n n ον αν de τοι Ὁ 1 
-2 AN6289-4 . NUD... + + + + + + + n ° wo e ὃν σα Eo ya αι m te Ba. ue ον ο 1 
-3 AN6291-4 . RING. 2o + +< + + s s + + ° ee ° wd. te ου ο ο 1 
-4 AN6290-4 . GASKET. . . . ..:«: ο ο we m ow ᾱ- ος ot S ok 1 1 
-5 AN833- D . ELBOW . . + + + + + + eee X ET 2 
-6 AN926-4D i "TEES 21 oe x9 959 a US πο ο ου tei a E, tae eet Pos 1 
-7 AN832-4D . UNION. . + - + + + + + + + + f m n n XE SR E E το. 1 
-8 AN6289-4 U^ ONG da ο Ee an e, BOS -ϱ Se EE ee ae PT she 3 
-9 AN6291-4 ¿RING suec ow m oe Ὁ ᾱ ὁ 3 
-10 AN6290-4 . GASKET. . .....::: Ww cr "DIE M M 4 
-11 187-58029-5 . CYLINDER ASSY, Hydraulic main LG uplock release . . . + - 1 $ 


(refer to T. O. 9H2-5-28-4 for breakdown) 
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` ΄ F-86K-4-58-22 


FIGURE 65 - HYDRAULIC MAIN ALIGHTING GEAR COMPLETE OPERATING CYLINDER ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE - PER ASSY. CODE 
65 165-58627-1 CYLINDER ASSY, Hydraulic main alighting gear operating . . . . . Ref 
complete LH (see figure 60 for next assembly) 
165-58627-2 CYLINDER ASSY, Hydraulic main alighting gear operating . . . . . Ref 


complete RH (see figure 60 for next assembly) 
ATTACHING PARTS 





-1 AN7-14 BOLT: πο a ea ἃ, τὰ ae a oo gU Ue dere ah NUS. e voe ee J la 1 
-2 ANT-15 BOLT. ΝΙΝ. νυνί πμ. as da 1 
-3 AN310-7 μι dues 9e ee ah A ο a. e as vi ert 2 
-4 2w18-716 WASHER, Flat (North American). . 2 
t... 

-5 165-58814-3 . LINE ASSEMBLY, Hydraulic wing installation LH . 1 

165-58814-5 . LLNE ASSEMBLY, Hydraulic wing installation RH . . . . . 1 
-6 165-58814-7 - LINE ASSEMBLY, Hydraulic wing installation LH . . . . . 1 

165-58814-9 . LINE ASSEMBLY, Hydraulic wing installation RH . . . . + 1 
=T ANQ24-4D s INUT ΟΥ cd νο e ne eae Ge. a “MK SU cat nish BE aw da T 2 
-8 AN832-4 :- UNION ο pate Ta ανα τας oe a IS i δν eS 2 
-9 AN960-716 κ. WASHER 0 αν ELS A δι o A a. Gh we all ο wo A 2 
-10 151-58166 - CLAMP ASSY, Hydraulic main landing gear operating cylinder. 1 
-11 165-58627-5 + PACKING, Hydraulic main alighting gear cylinder clamp . S 1 
-12 AN833-4 s ELBOW 2 ο ke ος wol ce Se D: ο ap we ο oe ks 2 
-13 AN6289D4 μον ο ο Sa S car Zot ο etal ο GU EO κος T Ινώ 2 
-14 AN6291-4 2. RINGS ο ο ο Ue SG tet ο ο ee o ὕμος, οἱ a 2 
-15 * AN6?290-h a GASKET: s o e ox e NOLO SOR να δὲ yl τά, TRO TOURS DAD ACTA τὰ 2 
-16 190-58027-1 + CYLINDER ASSY, Hydraulic main landing gear operating LH . . . 1l 


(use 151-58027-1 unti exh) (refer to T. O. 9H2-5-28-4 
for breakdown) 
190-58027-2 - CYLINDER ASSY, Hydraulic main landing gear operating RH . . . 1 
(use 151-58027-2 untl exh)(refer to T. O. 9H2-5-28-4 
for breakdown) 


προ ub A μμ 2 = 2 
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F-86K.4-58-23 


FIGURE 66 - HYDRAULIC POWER CONTROL COMPLETE AILERON RELIEF VALVE ASSEMBLY 





ος PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
66 177-58653-1 VALVE ASSEMBLY, Hydraulic power control aileron relief. . . . . . Ref 
complete LH (see figure 60 for next assembly) 
177-58653-2 VALVE ASSEMBLY, Hydraulic power control aileron relief. . Ref 
complete RH (see figure 60 for next assembly) 
ATTACHING PARTS 
-1 AN3-21A BOLT. . 2. 2. 2 2 2 e. "cr 3 
-2 2W18-10L WASHER, Flat (North American) . . . . + + + + ete + + + . on n 3 
---.*--- 

-3 AN833-6D . ELBOW, (on LH wing only) . . A PEE do E 1 
-4 AN804D6 . TEE, (on RH wing only) . . . + + + + + ee eee 1 
-5 AN6289D6 . NUT. . . ο οκ ο ο Ue te τος 1 
-6 AN6291-6 . RING.. 1 
-T AN6290-6 LU GASKET sc. πο ce ame ο ο SW. Rule ο SE Ae 1 
-8 AN801D6 . TEE, (on LH wing za quam ο S τος ο ου. 1 

-9 AN6289D6 . NUT, (on LH wing only E: 1 : 
-10 AN6291-6 . RING, (on LH wing only). 1 
-11 AN6290-6 &CGASKET 1003 S SI ο $ 1 
-12 AN815-6D . UNION, (on RH wing only) . . . + + + + + + * ' ° 1 
-13 AN6279-6CD . VALVE ASSY, Hydraulic pressure relief two ports. 1 
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WING ELECTRICAL 





FIGURE 67 - WING ELECTRICAL EQUIPMENT INSTALLATION 
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F-86K-4-54-1B 





Section. ΙΙ _ 


T. 0. 1F-86K-4 Group Assembly Parts List 
WING ELECTRICAL 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
67 207-55014-1 «ο ELECTRICAL EQUIPMENT INSTL, Wing LH or fig. 9 for next i . NP A 
207-54014-2 *2 ELECTRICAL EQUIPMENT INSTL, Wing RH (see fig. 9 for next assy . NP A 


242-54014-1 *3 ELECTRICAL EQUIPMENT INSTL, 6-3 extended slatted . . . ..... 1 
leading edge LH 


242-54014-2 *3 ELECTRICAL EQUIPMENT INSTL, 6-3 extended slatted . . . e ss eo 1 
leading edge RH 
-1 AN3435-2-2 . TERMINAL BLOCK ASSY, (pitot heater on RH wing only) . . ... 1 A 
-2 AN3137-1-3 ` STRIP, (on RH wing only). , Do oro ue 1 A 
-3 397-2 . COVER, Elec terminal block (Henry Engineering) ώς Ας MC 1 A 
(on RH wing only) 
-4 AN341-6 . NUT, (on RH wing only) . . . . . Z PEE" ZW Wwe 4 A 
-5 AN936A6B . WASHER, qe RH wing only). ces: 7 cow oce Yow ote m RO OND, leas a 4 A 
-6 AN961-6 ç WASHER, on RH wing only) +... , , + + + e x+ > ETE 4 A 
-7 165-54184 . SCREW, (on RH wing ea $$ τῷ "S s Er SS ia RA -- 2 A 
-8 165-54411 : SUPPORT, Outer wing aux füel tank elec disconnect ρίας... . 1 
-9 336 . JACK, (Amer. Radio Hardware) (wing tank jettison) ...... 1 
5579 . NUT, (Insuline Corp.) . V wes ero E ο ο ρα eri Vows E 1 
-10 AN3436-2-3 E TERMINAL BLOCK ASSEMBLY, (Surface temperature pick-up . . .. 1 
on LH "ing only) 
AN3434-1 yo ¿STRIP Rd TOO T Cg 2 A 
397- . COVER, Terminal block (Henry Engineering) "o ; SOs 1 A 
=11 165-54393-20 BRACKET ASSY, Elec fuel transfer test switch right wing | s rs ss 1 
ATTACHING PARTS 
-12 AN3-12A . BOLT, (on RH wing only) . ERES 3 
-13 2W18-10L : WASHER, Flat (North οι) “(on RH wing only) E οκ. 3 
-14 NAS43DD4-44 - . SPACER, Screw and bolt i RH wing only) ο. Ὁ s ee vet ος a -(ς 1 
-15 NAS43DD4-48 P SPACER, Screw and bolt (on RH wing only) . . . . , + . fa 2 
σος ας 
165-54394-20 . . BRACKET ASSY, Elec fuel transfer switch Fight wing . ... 1 
-16 AN515-6R6 s s SCREW S “enna So eek ee eae Ὁ μι με ο 2 
-17 AN3022-11 . . SWITCH, ine: transfer αι (forward) ο ο ο. 1 
-18 AN3027-6 . . SWITCH, (fuel transfer test Aft). ο eese US OR οἷο 1 
AN3223-1 . . BOOT, (fuel transfer test) (aft) . . . . se eee eevee 2 B 
-19 AN3027-7 . . SWITCH, (fuel transfer test) . . . . + , + + + + s ewes 1 
AN3223-1 ” BOOT; ος e E E a Q < 1 B 
-20 AN3436-2-6 ° TERMINAL BLOCK ASSY, (compass transmitter) ç jh. h.c lm Φ'. d. m 1 A 
397-6 . COVER, Elec terminal block (Henry Engineering) . . . « , + + . 1 A. 
-21 22 54202-7 . ` PROTECTOR, Generator electrical cable . . . s s soss es oo 1 
-22 8c7A8-7 1/2 . COVER, iren Men [55 RH wing n A oie nar πα. 1 A 
8C7A6-7 1/2 . COVER, (North American) (on LH wing only) . . . + + +s + + * ο 1 A 
-23 AN3436-2-8 2 TERMINAL BLOCK ASSEMBLY, (landing gear disconnect) . . . . . . 1 
AN3434-1 « STRIP 2.4 . + e νῷ e o e 0 e e ὁ 2 
397-8 . COVER, Elec terminal block (Henry Engineering) $a a to) cote RI E c 1 
207-54010-1 . WIRING DIAGRAM, Elec wing LH . . ο ο ο ο ὁ ο ὁ ο 5 e ὁ ὁ ὁ ὁ ο 1 Α 
207-54010-2 . WIRING DIAGRAM, Elec wing BH « $» 6 € 4. «x X QU b ae AA 1 A 
207-54010-11 . WIRING DIAGRAM, Elec wing LH . . . ο . . ο ..... we wp eee 1 
207 -54010-12 . WIRING DIAGRAM, Elec wing RH ο alos e * eee 9 0 9 ο 2 1 
-24 2347 . . COUPLER, (Insuline Corp.) (wing tip light disconnect) . . . 1 
-25 AN3100A18-12P wl CONNECTOR, e Elek: 0e οὖν ο ο ο um “τὰ e ° ο e e 9 £9 ὁ 14 L A 
-26 AN3106B18-128 i) s CONNECTOR, (eee #4) co a a a o an e 1 A 
-2 AN3057-10A . . ADAPTER... .. o eie Q E CNT A 2 A 
-2 AN3100A24-28P + . CONNECTOR, (forward wing disconnect) COP MEDIE 1 
-29 AN3057-16A . . ADAPTER . . . +. . . S; 3 a AAA -ᾧ Be 
-30 AN3106B1485S ; CONNECTOR, (aileron follow- “up on LH wing only) . ..... 1 
AN3057-6A . . ADAPTER, (on LH wing only) νο ae- a ον αν Ὁ we tes a 1 
-31 AN3100A18-108 . . CONNECTOR, (wing flat actuator) .............. 1 
AN3057-10A . ADAPTER . . . n oe ο ο» ο » 1 
-32 AN3101A18-1P + . CONNECTOR, (center wing disconnect on LH wing only) ES 1 
AN3057-10A + . ADAPTER, (on LH wing only) $. as dar us 1 
-33 AN3106B16S1S V δὲ CONNECTOR, (radio noise filter) (on LH wing only) ee το ος ον 1 
AN3057-8A + . ADAPTER, (on LH wing only) . τας ig 1 
102 eae CONNECTOR, Burton) (N6 gun camera on LH "wing only) . aja al B 
-34 AN3100A28-128 a CONNECTOR, leading edge donnent) (n RH wing oniy) 224 H 
-35 AN3106B28-12P + . CONNECTOR, (leading edge disconnect on RH wing only "m 1 
MS29513-28 . . PACKING, on RH wing only) e « £ » «€ v 7373. woe a RT EDS 1 
ΑΝ3ΟΡΤ-16Α š ADAPTER, (on RH wing only ο ο ο ο 9 
-36 AN365-832 ñ NUT, (on LH wing only). ο ο uw a le Dese an κ 2 A 
-37 AN515-8R8 | SCREW, (on LH wing only) . More ολο ος 2 Α 
-38 1 JX55 : PILTER, Noise (Sepagtey (usea on LH wing oniy) M Ve, A 1 A 
-39 AN3436-2-10 : TERMINAL BLOCK ASSEMBLY, (slave gyro compass transmitter) Sud 1 
(on LH wing only) 
AN3434-1 « STRIP. ὁ ὁ . ὁ ο ë e ^ ὁ ὁ ο ο n 2 
397-10 COVER, Elec terminal block (Henry. Engineering) . ο ο... 1 
-40 AN3106B18-1S CONNECTORS, (pee figure ER Wwe: More a a ο, ia ROL 
-41 AN3106B24-285S CONNECTORS, (see figure 222) . . ........... + sa « Ref 


*1 For slaved gyro compass LH wing and auto-pilot compass transmitter RH wing. 
*2 Not used on airplanes modified per T.O. 1F-86K-534, 
*3 Used on all airplanes whn modified per T.O. 1F-86K-534, 


USEABLE ON CODE: A 53-8273 thru 53-8322, B 53-8273 thru 53-8322 
54-1231 thru 54-1350, 
55-4811 thru 55-4936 
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Group Assembly Parts List T. ο. 1F-86K-4 
WING ELECTRICAL (Cont) 


xaxd 





ROTATED 180° 


F-86K-4-54-2 


FIGURE 68 - WING CENTER SECTION ELECTRICAL EQUIPMENT 
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T. O. 1F-86K-4 


WING ELECTRICAL (Cont) 





Section. i1 _ 
Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
68 207-54014-3 WING CENTER SECTION ELEC EQUIP. INSTL, (see fig. 6 for next assy) NP 
-1 AN3320-1 . RELAY, (forward and aft fuel pump). s. lees Ms cie PCR: 2 
AN781-1 s ο v oe oa RIA ge ο ο ο απ SA cs m Í 
AN781-2 s NIPPLE boe p ο Zap αὶ ο) RA Se <$; lag το tos ees Sea? ον E 4 

-2 AN520-10R12 . SCREW... a a gs x 4 

-3 AN3436-2-8 TERMINAL BLOCK ASSEMBLY, (center "wing). NONSE 1 
AN3433-2-2 a BUS vs . . 3 

-4 397-8 . COVER, Electric terminal "block ` (Henry Engineering). MV , 1 

-5 AN507-632R12 + SCREW . . 5 1 2 

-6 A79XZ6-20 . SCREW, 100° countersunk flat “Phillips recessed ` (Parker- -Ka10n) 1 8 

-7 140-54011 . FAIRING ASSEMBLY, Lower fuselage position light . . Ὁ Ὁ 1 

-8 AN530-6R8 . SCREW . . web TA Ve ο w: S. λα 5 

-9 AN3177-9 . LIGHT ASSEMBLY, (1ess lamps and cover). ῷ De: ο ME 1 

-10 AN3131-303 ο; ΜΡ. UB δι ος We arn, |o ke! wo eme eT e W eon E RR τὲ i 

-11 AN3133-311 z DAMP Q ¿Q 9o o e ως Se -ᾱ- ο -ᾱ- δν SU ο) ϱ WT EU Vu E ὦ 1 

AN3099-1 . COVER. ? $ ο eue var ο Ea ὃν ὃν Ὁ 1 

-12 A5910-6Z3 ` RING, Retainer ` (Tinnerman). a E 1 
-13 E 2-2 . TERMINAL BLOCK ASSEMBLY, (fus light lower position) $i swt es tee 1 
397-2 . COVER, Electric terminal block (Henry Engineering). . . . . . 1 

Er 190-51737 . BRACKET ASSEMBLY, Electrical yaw damper resistor . . . . š 1 
-15 397-2 : COVER, (Henry Engineering) . . +. . "ov "E ES Š 1 
-16 AN3436-2-2 š . TERMINAL BLOCK ASSEMBLY . . +. +. + +. +. + — š 1 
-17 228JE . . RESISTOR, (Cinema Engineering) . ç cx ERE ; 1 
207-54010-3 . WIRING DIAGRAM, Electrical wing . š š E 1 

-18 AN3106B11S2S P CONNECTOR, (alternate hydraulic pressure transmitter). š 1 
AN3057-6A . . ADAPTER . ο προ " Se ια ae, oe 1 

-19 AN3108B10SL38 . . CONNECTOR, (aleron servo] ME E S P A 1 
-20 AN3108B10SL4S . . CONNECTOR, (aileron servo) ..... E š “πη š 1 
AN3057-4A Sy το ADAPTER. Ὁ ler ο ο Sank 9 39e ὃς 8 aE de, we ον 7 2 

-21 AN3106B10SL4S + . CONNECTOR, (normal hydraulic power control shut-off valve) 1 
AN3057-4A + « ADAPTER ἃς ἐν Bek et προς tel, a ο te, Rule Mu po ^ FECE 1 

-22 AN3106B14S5P ` . CONNECTOR, (yaw damper). .. . soe os ee . s s s t s . es 1 
AN3057-6A & cx ADAPTER. $2.9 2e ος ο. ο [ues ms ^ “ῳ Q ο ntis ο arp se 1 

-23 AN3106B10SL3S . . CONNECTOR, (yaw damper). . . . + ο ο Vete ve ο T. xe a ο 1 
AN3057-4A » «ADAPTER: -ss $e 9.20€ ὦ δ. τα Ue φ Ὁ A Sep et ar. tar ete" Ten ue 1 

-24 AN3106B18-1S . . CONNECTOR, (yaw damper). . . s + + + + + + + s s + + + ° n 1 
AN3057-10A - . ADAPTER . νυν ο ο. 1 

-25 - AN3106B14S5S . . CONNECTOR, {reheat air supply `valve) ME a at cie αλ. ὃν ο 1 
AN3057-6A . . ADAPTER . f grasos ὃς ο ug 1 

-26 AN3106B20-19S . . CONNECTOR, (alternate ‘flight control pump motor) πο 1 
AN3057-12A - . ADAPTER . š +. Q Κ.δ. e 1 

-27 AN3106B1283S + . CONNECTOR, (alternate hya ` power "control high and low press 4 

switch No. 1, 2, 

AN3057-4A + . ADAPTER . ..... $E IX YQ 4 

-28 AN3106B10SL4S . . CONNECTOR, (alternate “hyd” power “control shut-off valve). . 1 

AN3057-4A 2e 05. ADAPTER L4 ον, ὃς 09:06 er ee en 260 19.79, c tw e w a pee 1 
-29 AN3106B14S78 . . CONNECTOR, (aileron bungee actuator) . . . . a tee ET ue 1 
AN3057-6A s. je ADAPTER 4&4 4. 3, 09 mkuu S. De. Ose ο as ee! “8. το i 
-30 AN3106B28-12P . . CONNECTOR, (center wing disconnect). . . see ο Art 8 . 
AN3057-16A moet ADAPTER C uus L. acte cu a ahd κ ών ο ο τον” 8 
-31 AN3106B12S3S + . CONNECTOR, (normal hyd power control press switch No. 5 & 6) 2 
AN3057-4A + . ADAPTER . ο C cd «ο ο 8 
-32 AN3106B18-18 . . CONNECTOR, (aileron auto-pilot F-2 follow-up). πο 5 1 
AN3057-10A + « ADAPTER . . 4 ο © à © © © ο ο ο © ὁ 0. ὁ ὁ ο ὁ ο ὁ . ο ο + 1 
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F-86K-4-53-1 


FIGURE 69 - WING OUTER PANEL LEADING EDGE MAIN ANTI-ICING DUCT 
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T. O. 1F-86K-4 
WING HEAT AND VENT 


Section ΙΙ _ 


Group Assembly Parts List 


UNITS USEABLE ON 
CODE 


FIG: 


INDEX NUMBER 


69 


PARE E E = XC IA T 


URE & 


-1 
-2 


PART 
NUMBER 


165-53700-1 
165-53700-2 
165-53649-3 
165-53648-7 


165-53638-11 
165-53638-12 
165-53480-13 
AN737TW48 
165-53637-1 
165-53637-2 
à4p2-20-15 


AN737TW48 
4D2-24-14 


AN737-58 
165-53699-1 
165-53699-2 
4p2-16-14 


AN737-44 
165-53638-3 
165-53480-15 
AN737-66 
4D2-28-14 


AN737-66 
165-53698-1 
165-53698-2 
165-53638-5 
165-53480-5 
AN737-74 
4D2-32-14 


AN737-74 
165-53697-1 
165-53697-2 
165-53638-7 
165-53480-7 
AN737-91 
4pe-4o-14 


AN737-91 
165-53631-141 


165-53631-142 
4D2-20-14 
AN737-58 
165-53638-9 
165-53480-17 
AN7 37-98 
hp2-534-15 


AN737-98 
207-53390 


165-53645-1 


*] Not used on airplanes modified per T.O. 
for modified airplanes. 


A 53-8273 thru 53-8322, 


*Y 
*1 


USEABLE ON CODE: 


Changed 16 October 1959 


1 


2 3 4 5 6 7 NOMENCLATURE 


PER ASSY. 


see fig. 13 for next assy 


DUCT INSTL, WOP LE main anti-icing LH ioc fig. 13 for next anni) 


DUCT INSTL, WOP LE main anti-icing RH 
. GASKET, WOP LE sta !9 and sta 253 main anti-icing duct . 


` 


DUCT ASSY, Anti 


PLATE, WOP LE sta 49 and sta 253 main anti-icing duct 
(use 165-53648-3 untl exh 
CLIP, WOP LE main anti-icing duct rear attachment LH . 
CLIP, WOP LE main anti-icing duct rear attachment RH . 
INSULATOR, Anti-icing system duct clamp +. . . + + * 
CLAMP τν 4 ç ue] Ὁ -ᾱ- κ ον 5ο e EET 
DUCT ASSY, WOP LE sta 232.238 to tip LH . .. + + + 
DUCT ASSY, WOP LE sta 232.238 to tip RH 
DUCT CONNECTOR, Air non-wire supported 
(use 165-53410-33 untl exh 
CLAMP: . 506 6 e we 
DUCT CONNECTOR, Air non-wire 
(use 165-53410-31 untl 
GLAMP o dcos rokucec ο ria pU, LIS m IS S Re o ces sU S 
DUCT ASSY, Anti-icing sys WOP LE sta 181 to 231 main LH 
DUCT ASSY, Anti-icing sys WOP LE sta 181 to 231 main RH 
DUCT CONNECTOR, Air non-wire supported (North American) 
(use 165-53410-7 untl oni 
CLAMP ο Re, 9 o9 ye a ss: wl A A αν 
CLIP, WOP LE main anti-icing duct rear attachment 
INSULATOR, Anti-icing sys duct clamp : «e s + + ὁ 
CLAMP. J ¿eo Ga lodo εν δ! ὦ, αν Se ee ὃν ον ανα Ὁ Hos σον 
DUCT CONNECTOR, Air non-wire supported (North American) 
(use 165-53410-29 untl exh 
CLAMP? 3. 29. b Ayesha a ο «αὶ WU SO Ir dé. κ S Su Ue U sue de ris 
DUCT ASSY, Anti-icing sys WOP LE sta 136 to 181 main LH 
DUCT ASSY, Anti-icing sys WOP LE sta 136 to 181 main RH 
CLIP, WOP LE main anti-icing duct rear attachment. . 
INSULATOR, Anti-icing system duct clamp . . + + * * * ° 
CLAMP. Ca ew ο a mal e ου m e A nt 
DUCT CONNECTOR, Air non-wire supported (North American) 
(use 165-53410-35 untl exh) 
CLAMP: soc tenn Sas Su s ae s ο ο Be e P ee Y 
DUCT ASSY, Anti-icing sys WOP LE sta 79 to 136 main LH . 
DUCT ASSY, Anti-icing sys WOP LE sta 79 to 136 main RH . 
CLIP, WOP LE main anti-icing duct rear attachment .. - 
INSULATOR, Anti-icing system duct clamp +. +.» : š Se 
CLAMP: ox 2 s es ο ο US ου e ee nt 
DUCT CONNECTOR, Air non-wire supported (North American) 
(use 165-53410-37 untl San) 


(North American) 


supported (North American) 
exh 


CLAMP. o4 4 € 00904 ee αι w 5 

DUCT ASSY, WOP LE sta 43 to sta 19.166 
(use 165-53631-101 and -121 unti 

DUCT ASSY, WOP LE sta 43 to sta 79.166 
(use 165-53631-102 and -122 untl 

DUCT CONNECTOR, Air non-wire sup orted 
(use 165-53410-45 untl exh 


exh) 
(North American) 


CLAMP s s e o 3 0 de. ὦ ES Lal EO οφ do ee 
CLIP, WOP LE main anti-icing duct rear attachment 
INSULATOR, Anti-icing sys duct clamp . . + y ᾱ Ὁ 
CLAMP . .- 


DUCT CONNECTOR, Air non-wire supported 
(use 165-53!10-39 untl exh 
CLAMP... 


main anti-icing LH . . 


(North American) 


main anti-icing RH 


-icing System WOP LE inboard main LH (see figure 


264 
DUCT ASSY, WOP LE sta 18 5/8 main anti-icing LH (see fig. 13) . 


1F-86K-534, see fig. 69A 


54-1231 thru 54-1350 
55-4811 thru 55-493€ 


NP 
NP 


ΕΦ ΟΙ ΗΛ PONEN PPIDDD O WERO FW PRENDE rm 


Ho eP re n rp 


= 
o 


Ref 
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> pp P P Pr >>> mx m p p p p p Ὢ PPDPP PPRPP PP 


135 


II 


Section 


T. O. 1F-86K-4 


Group Assembly Parts List 


WING HEAT AND VENT (Cont) 









F-86K-4-53-17 


FIGURE 69A - WING OUTER PANEL LEADING EDGE HEAT AND VENT SYSTEM 
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Section. Τι _ 


T. O. 1F-86K-4 Group Assembly Parts List 


WING HEAT AND VENT (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
69A 201-53700-1 *1 HEAT & VENT SYSTEM EQUIPMENT INSTL, WOP LE surface anti-icing . . NP 

LH (see fig. 13A for next assy) 
201-53700-2 *1 HEAT & VENT SYSTEM EQUIPMENT INSTL, WOP LE surface anti-icing . . NP 
RH (see fig. 13A for next assy) 
21 201-53407-43 . LINE ASSY, Heat & vent sys WOP LE sta 232 to sta 245 . . . . . I 
anti-icing LH 
201-53407-44 . LINE ASSY, Heat & vent sys WOP LE sta 232 to sta 245 . . . . . 1 
anti-icing RH 
-2 4D2-20-14 . DUCT CONNECTOR, Air non-wire supported (North ως, i 2 
-3 AN737-48 . CLAMP, Hose ; ; wu Ls y 
-4 586 . STRIP, Bonding hose ' connecting (North '"american) ae š 4 
-5 165-53699-41 . DUCT ASSY, Anti-icing sys WOP LE sta 212 to 231.738 main LH . 1 
165-53699-42 . DUCT ASSY, Anti- -teing sys WOP LE sta 212 to 231.738 main RH 1 
-6 AN737-48 . CLAMP, Hose . I ο δαν E 2 
165-53480-13 s INSULATOR, Anti-ice system duct clamp Z le wx 2 
-7 4p2-24-14 + DUCT CONNECTOR, Air non-wire supported (north American) : 2 
AN737-58 . CLAMP, Hose . . o... se ew on ἐς š à 
-8 AN737-66 . CLAMP, Hose .. ο D EE ES y 
165-53480-15 . INSULATOR, Anti-ice system duct clamp ç s 8 
-9 42-28-14 . DUCT CONNECTOR, Air non-wire supported (North American) x 1 
AN737-66 . CLAMP, Hose . .. as Sar Ste 1 
556 . STRIP, Bonding hose connecting (North American) : vs 1 
-10 4p2-16-14 . DUCT CONNECTOR, Air non-wire supported (North Anerican) Dos 1 
AN737-44 . CLAMP, Hose ... A ας 2 
-11 165-53699-31 . DUCT ASSY, Anti icing. sys "WOP LE sta 181.541 to “elo “main LH . 1 
165-53699-32 . DUCT ASSY, Anti-icing sys WOP LE sta 181.541 to 212 main RH . £ 
-12 165-53698-21 . DUCT ASSY, Anti-icing sys WOP LE sta 136.58! to 181.052 1 
main LH 
165-53698-22 . DUCT ASSY, Anti-icing sys WOP LE sta 136.584 to 181.052 Ç 1 
main RH 
-13 AN737-74 . CLAMP, Hose .. CP n . 3 
165-53480-5 . INSULATOR, Anti- icing system duet clamp ts 6 
-14 4D2-16-14 . DUCT CONNECTOR, Air non-wire supported (North ' American) a here 1 
AN737-44 . CLAMP, Hose .. tM 2 
-15 4pe-32-14 . DUCT CONNECTOR, Air’ non-wire Supported (North American) e es 1 
AN737-74 . CLAMP, Hose "n SUN 2 
556 . STRIP, Bonding hose ' connecting (North American) "A κ. νε Ἂς 2 
-16 àpe-25-15 . DUCT CONNECTOR, Air non-wire supporten (North American) s. e 1 
AN737-58 . CLAMP, Hose .. v 2 
-17 165-53697-21 ` ODUCT ASSY, Anti-icing sys WOP LE sta 79.656 to 136.071 . . . 1 
main ΤΗ 
165-53697-22 . DUCT ASSY, Anti-icing sys WOP LE sta 79.656 to 136.071 . . . . 1 
main RH 
-18 AN737-91 . CLAMP, Hose .. $e) wig rae ο. eas a τᾷ 1 
165-53480-7 . INSULATOR, Anti- “ting. system duet ο hm Ve. τὰ! “ο ο ος «ὦ 1 
-19 4pe-16-14 . DUCT CONNECTOR, Air non-wire supported (North American) . . . 1 
AN737-44 . CLAMP, Hose . . . +. + + + + "pn . 2 
-20 4D2-40-14 . DUCT CONNECTOR, Air non-wire Supported (North Ameri can) ... 1 
μας 91 . CLAMP, Hose $e 2 
586 . STRIP, Bonding hose "connecting (North American] ο ο 2 
-21 AN737-91 . CLAMP, Hose . . Dc ον Tu vts 1 
165-53480-7 . INSULATOR, Anti- icing system duct “clamp woe š 1 
-22 4p2-24-14 . DUCT CONNECTOR, Air non-wire REUS (North american) " 1 
AN737-58 . CLAMP, Hose . . « + se 2 on n ead e 2 
-23 AN737-98 . CLAMP, Hose .. Sae 28 tor cad fe 1 
165-53480-17 - INSULATOR, Anti- icing system duct clamp 2 τὰ oe tior “Ges, ο 1 
-24 165-53631-151 . DUCT ASSY, WOP LE sta 43.375 to sta 79. 66 màin id ο A re te 1 
anti-icing ΤΗ 
165-53631-152 . DUCT ASSY, WOP LE sta 43.375 to sta 79.66 main . . . .. 1 
anti-icing RH 
-25 AN737-98 . CLAMP, Hose .. ao ar M) sy cr Roe UR a 
165-53480-17 . INSULATOR, Anti- icing system duet clamp. να 1 
-26 4p2-24-14 . DUCT CONNECTOR, Air non-wire supported (North `American) y LAU 1 
AN737-58 . CLAMP, Hose ........ uu e 2 
-27 42-44-14 . DUCT CONNECTOR, Air non-wire Supported (North American) pce e 1 
AN737-98 . CLAMP, Hose . . + . -— A 2 
586 STRIP, Bonding hose "connecting (North american) "A ὰ 2 
-28 201-533849 DUCT, Heat and vent sys WOP LE sta 47.125 anti-icing, assy `of Ref 
(see fig. 13A) 
-29 201-53311 DUCT, Heat and vent sys WOP LE canted sta 249 anti-icing, assy of Ref 


(see fig. 13A) 


*1 Used on all airplanes whn modified per T.O. 1F-86K-534, see fig. 69 for 
airplanes not modified. 
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Group Assembly Parts List T. 0. 1F-B6K-h 
WING RADIO 





F-86K-4-71-2C 


FIGURE 70 - LEFT HAND WING RADIO EQUIPMENT 
T. Changed 16 October 1959 





Section. ΙΙ _ 


T. O. 1F-86K-4 Group Assembly Parts List 





WING RADIO 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
7ο 207-71014 RADIO EQUIPMENT INSTALLATION, LH wing (see figure 9 for . . . . . NP A 
next assembly) 
242-71014 RADIO EQUIPMENT INSTALLATION, 1H wing (see figure 9 for . NP B 
next assembly 

-1 165 71015 *1 . ANTENNA ASSEMBLY, Omnidirectional radio range receiver . 1 C 

165-71015-11 *1 . ANTENNA ASSEMBLY, Omnidirectional radio range receiver . 1 D 

165-71015-21 . ANTENNA ASSEMBLY, Omnidirectional radio range receiver . 1 Β 

ATTACHING PARTS 
-2 AN365B632 SEES NUT e ο ED V oW % EA Ael ee ai 2 
-3 AN515B6R8 y SCREW s £4 4. ο ὁ « ο ο ο Φ' ὁ ο 5.4 ο ο 9 4 4 ὁ ὁ Hw v. s 4 
-4 AN365B440 ED SSMO" Nowe Shy Se A EM 4 
-5 AN515B4R6 z SSOREW- areen et E RN δι Soe 3 
AN500AB4-6 y ΒΟΠΕΝ. soe 20S EA Ὁ Ὁ ο νο τῷ ones eS SSG, ὑδι. ος 1 
ULIS 
-6 165-71075-11 . . PLUG ASSEMBLY, Omnidirectional radio range antenna . . . . I 
(use 165-71075 untl exh) 

4 UG58/U . . + RECEPTACLE... ‘ eri ο ede V ο 1: 
- 165-71073 de pud οδόν PAN Omnidirectional radio range antenna ος 4. m Gs Ὁ, e 1 
-9 AN341-4 oe) ve, NUT ο ο UAR Se en ie SUS Qs οφ, Say e io teh, διό ψν δ} φ- ὁ 1 
-10 AN936A4 . . WASHER .. Wee So a LO 1 
-11 165-71078 . . CONNECTOR, Omnidirectional “radio. range “antenna Ged 4-49 «ὁ», i 1 
-12 AN365-440 uox NUTT ο 2 ee (a ce N. ἅλα Ode Roe ARO Sw Wage a “ὦ. κ 2 
-13 AN515-4R5 . + SCREW... ro oe a ae 2 
-14 165-71074 . . ELEMENT, Omnidirectional “radio. range antenna feed πω, cai ecd 1 
-15 AN365-632 vl NUI ος GQ J G a € 09 U Q A Hy γα ὁ 4 
-16 AN515-6R soa SCREW wda ana a OS 8S, J E E 2 
A AN515-6R XI. — — SCREW 32e 0 y wa a WZ οἱ ose Ce oid wi SN E E 4 
-17 AN515-6R6 . . SCREW.. S ges = 2 
-18 165-71077 š . ANGLE, Omnidirectional “radio. range “antenna "mounting κ. ASE -ῷ 1 
-19 165-71076 à " SUPPORT, Omnidirectional radio range antenna .. "e 1 
-20 165-71079 . . ELEMENT, Omnidirectional radio range antenna exciter. 1 
-21 165-71076 *1 . . SUPPORT, Omnidirectional radio range antenna . . 2 
-22 201-71027 *1 . . ANGLE, Omnidirectional radio range antenna center mounting | 1 
-23 201-71028 PL o c ANGLE, Omnidirectional radio range antenna forward κ SUE 1 
-24 AN515-6R6 *1 . . SCREW. & UE OM OA T ξ . E -ᾱ- < 4 
-25 AN365-632 e. NT... "νη 2 8 

-26 295202-14A κ , GROMMET, κος viis: EUN DOE οκ ο EC " 2 A 
295202-12A *1 . GROMMET, (Monadnock Mills) . . . . + + + +. +. + s Ρ 8 

-27 AN931-8813 *2 . GROMMET ... . + + + + +. AD NE RE eui 22 A 
295202-12B *1 . GROMMET, (Monadnock Mills) . . . . ἃ S ‘ 14 
-28 AN931-10814 *2 . GROMMET, . ὄν. Ἐν ο ο AI ee “Ἵν ο ον 1 
-29 TA716D7HT . CLAMP, (thonas Associates) DEC IAM E RAS rar A cs 10 
-30 AN365-440 . NUT νιν elt ο ο > lis, mae αν πο eS 4 
-31 AN515-4R6 š SCREW ar ay gis de Tes RA UR iat Re ER a s de ο RE DL cem BES one 3 
AN500A4-6 . SCREW . ο a oer ist de 1 

-32 205-71006-7 *2 . CABLE ASSEMBLY, `RC103 “radio. co- axial (disconnect: to antenna ) 1 A 

(whn exh use Univox ΓΞ 230) 

-33 UG21D/U 2 wv ΝΕΟΙ cv cols s " "E 1 A 

-34 UG22D/U . . PANEL JACK . 1 A 

y 71205-230 *2 . CABLE ASSY, (Univox) (use. 205- ~71.006 - KD 'untl l exh) 1 Α 
-35 71242-195 *1 . CABLE ASSY, Coaxial (Univox) & τὰ 1 
-36 UG1187/U . . PANEL JACK ME" 1 
-37 UG1185 aW PLUG Cx € xk me : sol φᾷ, ss Pur 1 
-38 UG30C, *1 . ADAPTER .. κ δα δι" δν Ode ux e UE LE UE 1 
-39 71242-60 *1 . CABLE ASSY, Coaxial ' (Univox) | ce Ὃν ο... 1 
-40 UG1185/U . PING .. A 2 
-41 For continuation of this cable, See figure "elio" Ref 


*1 Used on all airplanes whn modified per T.O. 1F-86K-534. 
*2 Not used on airplanes modified per T.O, 1F-86K-534. 


USEABLE ON CODE: A 53-8273 thru 53-8322, C 53-8273 thru 53-8322, 
54-1231 thru 54-1238, 54-1231 thru 54-1238 
54-1239 thru 54-1350, D 54-1239 thru 54-1350, 
55-4811 thru 55-4936 55-4811 thru 55-4936 


B 56-4116 and subs. 


a ο o aa aaa a o a a reana 
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Group Assembly Parts List i T. O. 1F-86K-4 I 
Mt TAIL 








F-86K -4-24-1A 


FIGURE 71 - COMPLETE RUDDER ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 

71 157-24001-101 RUDDER ASSEMBLY, Complete (see figure US for next assembly) . « Ref 
-1 157-24311 TIP ASSEMBLY, Rudder ....... S 6. ο ο ὁ ο 1 
-2 AN310-4 - NUT... . E E We D TORO te: DAS τν. TQ 1 
-3 AN960D416 ο ιο κο E TO e απ Φα... 1 
-4 AN174-13 . BOLT ... D 1 
-5 157-2311 . LINK ASSEMBLY, `Vertical stabilizer upper hinge st Nar jet, a, E 1 
-6 AN200KS4 š + BEARING .. "Pm . 9) ο ο ο ue ᾱ 1 
-7 AN509-10-12 + SCREW... ο, doc. ser 8 
-8 157-24440 . WEIGHT ASSEMBLY, “Rudder bal upper E exh use “157- "24440 51). 1 
157-24450 . WEIGHT ASSEMBLY, Rudder bal lower (whn exh use ol 24450-151) 1 

-9 AN310-5 . NT .... A a WES atu wl d lcd [eU cw. τῳ p 1 
-10 AN960D516 . WASHER .. IUe ο e tee S Cau ay Se 9e ye Q 1 
-11 2W18-516 - WASHER, Flat "(North American) . ο en E pu sean ET a 1 
-12 NAS464-5-21 . BOLT, Shear close tolerance . . ES 1 
-13 157-23412 + LINK ASSEMBLY, Vertical stabilizer’ intermediate hinge oa ὁ 1 
-14 AN206DS5 . &- BEARING ia 9 a te Q Q Poet ae ae ee κ, W: 1 
-15 AN365-1032 bia CANUTE ο ο OR αμ απ... . 2 
-16 AN960D10 + WASHER .. S 2 
-17 NAS221-20 + SCREW, Brazier “head Phillips recess aluminum alloy 10- 32 MIS 1 
-18 NAS221-22 . SCREW, Brazier head Phillips recess aluminum alloy 10-32 .. 1 
-19 165- 24504 - HORN ASSEMBLY, Rudder trim tab .. πω a τῳ. S ὅν “ἃ 1 
-20 4B1983-010 * . BUSHING, Press- fit plain (North American) ο” 2 
-21 157-24410 . PIN, Rudder trim tab hinge .... A a a 1 
-22 157-24501-51 + TAB ASSEMBLY, Rudder trim . . . . . . .. . . . . .. e e. 1 
-23 157-24002-101 + FRAME ASSEMBLY, Rudder . .. . cler -ᾱ £ 
-24 157-24435-51 + + FITTING, Rudder upper balance weight attach MEER 1 
-25 4B19MS4-007 Sos oi BUSHING, (North American) . . LUE Aa hes 2 
-26 157-24445-51 + + FITTING, Rudder lower balance weight s attach A 1 
-27 157-24402-51 ` + TUBE ASSEMBLY, Rudder torque . . - k £u. Ul e 1 
-28 157-24404-3 - . . FITTING, Rudder torque tube end . . . 2... 2 i | dure 1 
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F-86K-4-71-1B 


FIGURE 72- VERTICAL STABILIZER RADIO EQUIPMENT 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 





z 





72 207-1011 RADIO EQUIPMENT INSTL, Vert stab. (see fig. 76 for next assy) . . P 
-1 213-71004-9 . CABLE ASSY, AN/ARC34 radio co-axial (R687 A/U) (whn exh use . . 1 
Univox 71213-110) 
UG21D/U - . CONNECTOR, (Industrial Products) Sw Wow ΕΟΝ r elus 2 
213-71004-10 - . CABLE, AN/ARC34 radio coaxial . . ΗΝ, TET: πο Yas 58 e 1 
165-71007-21 . CABLE ASSY, Disconnect to antenna . . .. ο ο ο ο αν 1 Α 
UG21D/U S x CONNECTOR, (Industrial Products) . ............ 2 Α 
165-71007-22 . . CABLE, AN/ARC27 radio co-axial . ace e cO o m es) 1 A 
71213-110 . CABLE ASSY, (Univox) (use 213-71004- 9 unti exh) RD CP 1 B 
-2 AN515-6R7 . SCREW ... $-4 «0» 09 90) ο ὃ- I0. -ᾱ Ὁ ἃ ὁ 4 
UG21D, . PLUG, (Amer. Phenolic) . ; SE ETE 2 
-3 UG27C/U A ADAPTER, (Amer. Phenolic) (intren wth ᾿σὀρτϑ/υ) νην νο ἂν ον 1 
-4 AN515-6R7 . SCREW . . . . T . o iue] cR Rs τὰν AÉ ca o1, L8 12 
-5 165-71012 + PYRAMID ASSY, vhf- uhf “radio “antenna "complete (^ Ew ο ORE eg 1 A 
165-71012-11 + PYRAMID ASSY, vhf-uhf radio antenna complete +. . . . s . . . . 1 B 
-6 AN365-440 ca ΝΕ £O ae ox a Sox 0. 9 9 c 9 « ὁ ὁ 3 ο ὁ 5 ο ο ὁ ο ο 1 
-7 AN960DÀ + « WASHER . s. ὁ oe « ὁ ὁ om on e 9 0 © © © ὁ 9 9 ο ο ο 2 
-8 AN365-440 εν, SANT oes ὡς ὦ Fal ei A Ge Sal ὃς. ον TRÀ 9. we φις RUN 4 
-9 AN507-440R11 - > SCREW.. . A e . 0. .......o ο ο ο ο ο 4 
-10 165-71091 . . PLATE, vhf- `uhf "radio antenna $76: 9D 04 Ro ο ο ο alta cw i 1 
-11 AN365- 440 «^ ox NUT ook ᾱ- ἂν ος A UE A G, ΤῊ. ο ο τας 2 
-12 AN515-4R7 s Ge SCREW ae al ka di a ο Gh A a eae aa 2 
-13 165-71088 + + INSULATOR, vhf-uhf radio antenna . . es s s + + + s eee 2 
-14 AN960D6L sw WASHER: «s us ls us Las w. alls. ο S. νο ος c9 Vm we |. C ο og 4 
-15 AN515-6R7 + +< SCREW. . . . E ieee a eG. ὦ 4 
-16 165-71090 - + CHANNEL ASSEMBLY, vhf-uhf radio antenna . . . . . . + + + . 1 
-17 165-71089 . . PIN, vhf-uhf radio antenna , . š Ce eA als bs CO. ay CALS 1 
-18 AN365-440 ο. ae NUT fet ie oe ce pion ta. Se es the ἕῳ, ELI er epus s^ ovs Set "φ- ELS. -ᾱ 2 
-19 AN515-4R5 + s SCREW.... $ (9 y Q. q Ἂς Te 2 
-20 165-71087 + . CONNECTOR, vhf-uhf radio antenna “(altered from UG58/U) . . 1 
-21 165-71013 . + PYRAMID ASSEMBLY, vhf-uhf radio antenna +. . . . . . + + + x 1 A 
165-71013-11 + + PYRAMID ASSEMBLY, vhf-uhf radio antenna . . . . . , c s . . 1 B 
-22 165-71013-7 + + + PLATE, vhf-uhf radio antenna pyramid . . . . . . , ο . . 1 B 
-23 165-71092 . BASE ASSEMBLY, vhf-uhf radio antenna . . . . E ee, Set lew -ᾱν oth We 1 A 
165-71092-11 +. BASE ASSEMBLY, vhf-uhf radio antenna . πω day ue es 1 B 
-24 165-71136 SHUNT ASSEMBLY, vhf-uhf radio antenna matching EE E 1 
-25 For continuation of this line see figure 251 tas tay aah qi Ες Py edu Ref 


USEABLE ON CODE: A 53-8273 thru 53-8322 
B 54-1231 thru 54-1350, 55-4811 thru 55-4936, 56-4116 and subs 
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FIGURE & 


INDEX NUMBER 


73 
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PART 


NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
207-20001 EMPENNAGE INSTL, Complete (see figure 119 for next assy) . . . 
190-25001 . FILLET INSTL, Empennage (see figure 74 for breakdown) . . . . 
190-23001-201 . STABILIZER ASSY, Vertical complete (see fig. 76 for breakdown. 

ATTACHING PARTS 
42FW1414 . NUT, (Standard Pressed Steel) (magnetic inspected) . RR 
165-23453 + WASHER, Vert stab. main beam to fuselage attaching . . +. .... 
NAS143-14 . WASHER, X4130 or equiv 125,000 to 155.000 countersunk . . . « 
NAS154-54 . BOLT, Internal wrenching steel 7/8-14 . .. . . + + + + ος 
νο πας à 
165-21501-201 . STABILIZER ASSY, Complete hor (see figure 75 for breakdown) . 
ATTACHING PARTS 
165-21467 . RETAINER, Hor stab. rotation point outbd bushing and bolt. . 
AN3H5A e. BOLT 4.06 «Ἴων awe lh eee GL eh Sa Dk qD IRA 9 ος ιβ 18 18, CSI VR UR 
AN310-8 . NT... SU iege mede Se he dts ο μας 
2W1-32-36-64 . WASHER, Plain “(North American) . . . š oe REN SS NO πε 
165-21455-3 . BOLT, Horizontal stabilizer to fuselage “attaching ο... 
165-21456 : BUSHING, Horizontal stabilizer rotation point outboard . . . . 
165-21457 š BUSHING; Horizontal stabilizer rotation point inboard . . . . 
== fe. 
157-24001-101 . . RUDDER ASSY, Complete (see figure 71 for breakdown) ..... 
ATTACHING PARTS 
AN364-624 . NUT . "Uu 
2W18-616L . WASHER, "Plat (North American) acc ο E E E RN 
NAS464-6-12 . BOLT, Shear close tolerance ..... ης $ 0$ m 
AN365-428 . NT .. IRE EE Versa adt dp εαν ox 
2W18-416 . WASHER, Flat (North American) de a Su aia es eie s "M 
2W18-416L . WASHER, Flat (North American s š EE es 
AN174-24A ο BOLD ta) oF a ad os chee We ee MS delet he ak a Gee Ve! ertet tue 
AN310-4 . NUT .. wid, A EVE "η. E um, UE. ue š 
2W18-416 . WASHER, Flat (North " American)” ο ο ο“... š 
AN174-21 sa BOLT; ses see ete” ay eh wah ee EO dee SS, E WU a; Zoo DR S P Ge VS š 
AN174-16 ^ BOLT A E mus one. Wa τον Se Se Ue I 
---.*.--- 
AN320-3 « NUT .. " ὃν ὃς Wu ue νο el as 
2W18-10 . WASHER, Flat (North American) n Sw are ο ο a 
AN173-11 . BOLT... «© ὁ ο © ο we ww x κ.κ ο ὃν ROS γᾶ. ας de ὃν 
ΑΝ365-1032 . NT .. Bo ος ας 67 T) Ë USO s c9" τῇς es ον de 
2W18-10 . WASHER, Flat (North “American) (acca poa € το as en s mod 
AN173-14A . BOLT... E A ας C 
REB3N2 . ROD END, (Fafnir) ο Ve tan rai inier NA i 
AN316-5 L NUT . ὁ τ. xo x 4 ox a ae QE AAA κ. κ. ¿s 
157-24514-51 . ROD ASSY, Rudder trim tab actuating . +. +. + + + » eese 
RE3H5 . . ROD END, (Fafnir) , . Vice) ο a 
1R8P8-524 . . ROD END, Threaded (North American) ro 
157-24435-51 . FITTING, Rudder upper balance weight attaching [see fig. τη . 
157-24445-51 . FITTING, Rudder lower balance weight attaching (see fig. 71) . 
XN 
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FIGURE 74 - EMPENNAGE FILLET INSTALLATION 














. F-86K-4-20-2B 
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, FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
τὰ 190-25001 FILLET INSTALLATION, Empennage (see figure 73 for next assy). "m NP 
-1 SP1561-1032-9 SCREW ASSEMBLY, [Sbakenoor) dd e... 114 
SP1561-1032-8 . SCREW ASSEMBLY, (Shakeproof) (intreh wth AN507- 1032Η8᾽ S ieri 146 
screw and Tinnerman A323588020 washer) 
-2 165-25545-51 . FILLET ASSEMBLY, Vertical stabilizer leading edge to dorsal . 1 
-3 190-25005-1 . FILLET ASSEMBLY, Vertical stabilizer to horizontal . . . . +. . i 
‘stabilizer LH (whn exh use 190-25005-51) 
190-25005-2 . FILLET ASSEMBLY, Vertical stabilizer to horizontal . . . . + . 1 
stabilizer RH (whn exh use 190-25005-52) 
-4 165-25590 SPRING, Tension να < 4 e E € gw 9o ce Qua es T tm e 1 
-5 AN365-832 NUT .. ο ο ου ο Z ος 1 
-6 2W1AL10-28-64 ñ WASHER, Plain (North ' american) oh rs s NAA. λος 1 
-T 165-25591 E WASHER, Horizontal stabilizer fillet closeout pláte S artes Ye 1 
-8 AN509-8-9 è SCREW... « Rs 392 1 
-9 165-25527-1 è PLATE ASSEMBLY; Horizontal "stabilizer fillet “closeout LH . I 
165-25527-2 2 PLATE ASSEMBLY, Horizontal stabilizer fillet closeout RH . BE 
-10 165-25510-1 5 PANEL ASSEMBLY, Empennage lower fillet fuselage station ... 1 
370 13/16 to fuselage station 379 9/32 LH 
165-25510-2 . PANEL ASSEMBLY, Empennage lower fillet fuselage station ... 1 
] 370 13⁄16 to fuselage station 379 9/32 RH 
-11 190-25112-11 . CAP ASSY, Empennage fillet (use 190-25112 untl exh) ..... L 
-12 190-25111-1 . PANEL, Empennage fillet upper aft LH . . . . + s + - . ὁ ο ὁ ο 1 A 
190-25111-2 A PANEL, Empennage fillet upper aft RH... CI EL UTE EE A 1 A 
190-25111-11 . PANEL, Empennage fillet upper aft LH . +. s . + + +s ee ee * + .1 B 
190-25111-12 . PANEL, Empennage fillet upper aft ΒΗ... + + + + + ὁ we e rn 1 B 
-13 190-25002-71 . FILLET ASSEMBLY, Vertical stabilizer aft . "n ls B 
190-25002-51 . FILLET ASSEMBLY, Vertical stabilizer aft . di Gaetan ai ἐφ. SE 1 A 
-14 sP1561-1032-9 . . SCREW ASSEMBLY, (Shakeproof) . ë £ Aa < FEN f a 6 19 19 E 2 
-15 190-25002-21 . . DOOR, Vertical stabilizer aft fillet GM eo san os ον a“ 1 
-16 190-25002-13 y: s HINGE, Half (altered from MS20001PX6-1950) . .. ..... J 
-1 52-012-062-0187 . . PIN, Roll ο < tus δν Yar να αμ E vad af 6: te 2 
-1 AN253-2-1867 PIN, < < 5 ay ha, ου 1 a 
-19 190-25113 DOOR ASSEMBLY, "Empennage ‘fillet aft (whn "ur 1 
exh use 190-25113-51) 
190-25113-51 . DOOR ASSEMBLY, Empennage fillet aft (usé 022 9 9-3 1 
190-25113 untl exh) 
-20 190-25113-19 x DEFLECTOR, Empennage fillet aft door +, . s + ece + + we 1 
-21 190-25113-17 . . . HINGE, Half (altered from MS20001PYl-1950) . . . . . . . 1 
190-25113-41 *1 . . . DOOR SUB ASSY, Empennage fillet aft . . , . + + + + * + 1 
-29 190-25113-33 *1 . . . . SEAL, Empennage fillet aft door . . , . + + + + » » 1 
.190-25113-37 *1 . . COVER, Empennage fillet aft door . . ea.s e esso 1 
-23 190-25113-35 ΧΙ . . . SEAL, Empennage fillet aft door . .. . + + + « + . « 1 
-24 190-25113-36 *1 . . . . SEAL, Empennage fillet aft door . . . . 6 ees + + . 1 
190-25113-39 *1 . . . `. COVER, Empennage fillet aft door . . . +. + + + «es 2 
190-25113-61 *1 . . . DOOR SUB ASSY, Empennage fillet aft + + + e + s n n n 1 
-25 190-25113-23 *1 . . . SEAL, Empennage fillet aft door... . + + + + ο « 1 
190-25113-43 *1 . . . . COVER, Empennage fillet aft door Aa 1 
-26 190-25113-23 *2 SEAL, Empennage fillet aft door .. au. A . 1 
-2 190-25115 E > RETAINER, Empennage flllet aft door seal "AREE v i 
-2 190-25129-1 . VANE ASSY, Empennage fillet vortex generator LH . . .. . 1 B 
190-25129-2 . . VANE ASSY, Empennage fillet vortex generator RH . . . . 1 B 
190-25128-1 +. VANE ASSY, Empennage fillet vortex generator LH . a. tien Ge 1 A 
190-25128-2 è VANE ASSY, Empennage fillet vortex generator RH . . +. +. + + 1 A 
-29 190-73078 è INSULATION ASSY, Drag chute αν e. Go E a ο 1 
-30 AN509-10R13 + SCREW .. ο «» «ο ο . ο up taa ου ο 1 A,C 
AN509-10RT . ΘΟΒΕΒΝ ᾱ-Ὥ. .ο--. PEE 1 A,C 
-31 AN3-4A . BOLT... » tee wo cai τῷ 2 A,C 
-32 190-25115 . BRACKET ASSEMBLY, Empennage “tail light fairing TIERE 1 A,C 
-33 AN4-5A z: BOUT e ο ο E E * 9 ο 9 * er ὁ : 85 2 
-34 AN4-6A «. BOLT ssa a a. "ws LP ια) τῷ, I ma ee Ta? ο σι 2 
-35 2W18-416 . WASHER, Flat (North “ american) "MEE JEN" 4 
-36 2w18-416L . WASHER, Flat (North American) . "TID 2 
-3T 190-52432-1 n SUPPORT ASSEMBLY, Rudder auto- pilot "control servo "unit LH .. 1 
190-52432-2 . SUPPORT ASSEMBLY, Rudder auto-pilot control servo unit RH .. 1 
-38 NAS221-7 SCREW .. ° ο δι ο S 2 by ον deter 3 
-39 190-7307 GUARD, Pilot chute lines (Up ie ok 4 I» X» ue d. Oss 1 
-40 AN507-1032R8 SCREW . . . 1278 oe 254 2 B 
-41 190-5316 . HOOK, Tailpipe cover attaching fas η ο: “ts 2 B 
*1 Parts marked thus are used on 190-25113-51 only. 
*2 Parts marked thus are used on 190-25113 only. 
USEABLE ON CODE: A 53-8273 thru 53-8322 
B 54-1231 and subs 
C 54-1231 thru 54-1250 
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F-86K-4-21-1 


FIGURE 75 - COMPLETE HORIZONTAL STABILIZER ASSEMBLY 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER ον 735 4228. 016: κὐ' NOMENCLATURE PER ASSY. CODE 
75 165-21501-201 STABILIZER ASSY, Complete hor (see figure p for next k assembly) . Ref 
-1 165-21811 . TIP ASSEMBLY, Horizontal stabilizer x 2 
ATTACHING PARTS 
-2 AN509-10R1i0 SCREW: < en s SUG Sb ae ES 48 
-3 165-21502-101 . FRAME ASSY, Horizontal stabilizer 2 
ATTACHING PARTS 

-h AN365-624 NUT .. E 4 
-5 2418-616 WASHER, Flat (North "American) ο Rn sebo ου AR 
-6 2W28P25-20-125 WASHER, Thrust (North American) : da a. aq AR 
-7 NAS336PA62 BOLT, 100% close tolerance high strength 3/8- ΕΝ LE δείς, ὃς N 
-8 165-21470-3 BUSHING, Hor stab. center section to main beam fitting 4 
-9 165-21470-5 BUSHING, Hor stab. center section to main beam fitting 4 
165-21510 RIB ASSEMBLY, Horizontal stabilizer root . . FEL 1 

-10 165-21451 .' . FITTING, Hor stab. main beam to center sect. attaching 1 
-11 165-21150 DUCT ASSY, Hor stabilizer heated leading edge intake 1 
-12 AN3-6A BOLT . . Š . 6 
-13 165-21476-3 BEAM, Horizontal stabilizer trailing edge eat ug 1 
-14 AN520-10R10 SCREW ον o 5... ον st a we s i $ XXI fe 12 
-15 AN960D10 WASHER . > MNT 12 
-16 165-21659 SEAL ASSY, Horizontal "stabilizer root. rib "forward. CEA 2 
165-21661-3 + SEAL, Horizontal stab. root rib . . š ο eb τος νο tar e 1 
165-21660 SEAL ASSY, Horizontal stabilizer root rib aft' wierd tor. fo πε 2 
165-21661-5 + SEAL, Horizontal stab. root rib . . . .. +s +s +s s s s e ° ο 1 

-17 165-53314-1 DUCT ASSY, Anti-ice system horizontal stabilizer inlet LH 1 
165-53314-2 DUCT ASSY, Anti-ice system horizontal stabilizer inlet RH 1 

-18 AN365-1032 NUT X xx oe o de € oce δα, αν Q c6 Ὁ τς ὃν τάς αἱ ---ϱ Um woe 12 
AN960D10 WASHER . . . . 12 

-19 165-21464 BEAM ASSY, Horizontal “stabilizer center section 1 
-20 165-21464-5 BEAM ASSEMBLY, Horizontal stabilizer center section welded. 1 
165-2471 FITTING, Hor stabilizer to Puss eee νο ἡ 2 

-21 AN363-524 NUT 4 < a ow is ue Wow ar 2 
-22 AN960D516 WASHER εξ, ᾧ 2 
-23 165-21468 WASHER, Hor stab. actuator 'attaching pitting spherical D 2 
-24 NAS145-19 . BOLT, Internal wrenching steel 5/16-24 . . .. ethan ie "eos 2 
-25 165-21465-3 . FITTING, Horizontal stabilizer actuator attaching site: Q š 1 
-26 AN503-8-6 + SCREW . . . . JE W CUT zer ο ο οὐ 2 
-27 AN960D8L . WASHER . .. + 2 
-28 165-52299 CLIP, Hor Stab. automatic pilot follow- -up unit “control “rod. 1 
-29 ANSOY-6RÓ SCREW LN : s rd 2 
-30 165-21478 COVER PLATE, “Horizontal stabilizer center section την νη 1 
-31 165-21615-2 VANE ASSY, Hor stabilizer inboard vortex generator RH . S ἃ 1 
165-21615-1 VANE ASSY, Hor stabilizer inboard vortex generator LH . 1 

-32 173-21615 VANE, Horizontal stabilizer vortex generator (on LH side only) 1 


A AAA AAA A A A ee A e s. 
Changed 26 May 1958 
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FIGURE 76 - COMPLETE VERTICAL STABILIZER ASSEMBLY 


158 ΄ Changed 26 May 1958 
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FIGURE & ' PART I UNITS USEABLE ON 











INDEX NUMBER NUMBER 1 2 3 4 5.677 NOMENCLATURE PER ASSY. CODE 
76 190-23001-201 STABILIZER ASSY, Vertical complete (see fig. 73 for next assy) + 

-1 207-71011 . RADIO EQUIP. INSTL, Vert stab. (see fig. 72 for breakdown) . . NP 
-2 : AN509-10R11 . SCREW +. ... ο ο a ο ο ο ο. 18 
73 165-23311-51 . TIP ASSY, Vert stab. radio antenna Br ley ia ο eens 1 
-4 165-23155 5 PANEL ASSY, Vertical stabilizer tip RH . , + + + +* * * * * 1 
-4A 165-23161 . . SKIN ASSY, Vert stab. tip lower inner... + + + ee ees T 

165-23078 š RIB ASSY, Vertical stabilizer station 80.187 tip . +. . +. + H 
-5 165-23164 F DUCT, Vertical stabilizer tip heated air intake .... 1 
-6 AN509-10R11 . SCREW . .. š Me o 
-7 165-23157 . DOOR ASSY, Vertical stabilizer tip access. 1 
-8 165-23156 . DOOR ASSY, Vertical stabilizer tip leading edge access c 1 
-9 181-23428-51 . DOOR ASSY, οποιο ισα RH access . . . . Eos 1 
-10 AN509-10R9 . SCREW p 9 
-11 187-23315 . DOOR, ASSY, Vertical stab. “sta 25, 250 to "sta 31. 750 access. 1 
-12 4D2-16-15 . . DUCT CONNECTOR, Air non-wire- supported (North American) 1 
-13 AN737RM38 5. SOTAND a ο ὁ bie Ga Pe “Q e 2 
-14 AN320-6 3o ‘NUT... 1 
-15 2W18-616 . . WASHER, "Flat (North `American) Word ro ir bia ἂν ὃν, QC -ᾱ 3 
-16 AN176-24 b Βου es vs I ιο, UE `Q 1 
-17 187-24424 . PLATE, Rudder thrust hinge bearing retainer (Τῷ ὑῶν ἃ 2 

187-24413 . HORN ASSEMBLY, Rudder torque tube 1 1 
-18 187-24413-3 co “HORN; Rudder torque tube š 1 
-19 AN200KS4 R BEARING d μα’ ος E E OE ἐκ 1 
- 20 . AN206DSP6 x BEARING +. . - + » +. + : e k Qa. ¿wa fei err lE CRAS 8) ΙΕΡΟ, El 
-21 AN535-2-4 š SCREW ¿ . A le uiv ο ο μου ο e “SQ 4 
-22 22A17-054 a NUT PLATE, qeho Part de Sy ae 45 νο.” 2 
-23 IN7-5A A NUT, Check (North American) ο ο ο uw AS, ο dl 2 
-24 AN960D516L . WASHER Dt A ον te df h ee 2 
-25 187 -24425 A BOLT, Rudder stop adjusting αὶ πὲς tel M ο ο... 2 
-26 190-23002-101 i FRAME ASSY, Vertical stabilizer . +. a 1 
-27 . 157-23426 v.c. TEE, Vertical stabilizer sta 74 3/4 tap attaching ος 1 
-28 157-23110-11 EC FITTING, Vertical stabilizer upper hinge . + Scie: fet Ἕν Ὁ 1 
-29 190-71016 . . TUBE, AN/ARC27. radio antenna vert stab. co-axial “cable upper 1 
-30 181-71722 7. . . TUBE, AN/ARC27 radio antenna vert stab. co-axial cable lower 1 
-31 10C2E10-25 ^ CONDUIT, (North American) . Ls sau tas ὅν, ον) e 1 
. 190-230444 . . RIB ASSY, Vertical stabilizer station 43, 190: aft τν δις š 1 
-32 157-23408 EO w FITTING, Vertical stabilizer intermediate hinge . : . 1 

165- 23309 . . BEAM ASSY, Vertical stabilizer "D" duct . . ΡΝ 1 
-33 165-23106 Qc xw DUCT ASSY, Vert stab. heated leading edge intake 4. 1 
-34 165-23148 .- +. DUCT ASSY, Vertical stab. heated leading edge to 1 

190-23002-31' . . SKIN ASSY, Vert stab. LH lower (altered from 181- aac ` 51). 1 
-35 : 165-23630 . + +. COVER: ASSY, Vert stab. sta 7 5/16 rudder push rod . . + 1 
-36 190-23401-3 50. FITTING, Vertical stab. main beam to iia ee tes 1 
-37 AN5-7A š BOLT . š ιτ, ὦ A UTE be 4 
-38 AN509-516R24 Ε SCREW . be a gh eo ο ο ο ο μα. «OL αν κ.“ 4 
-39. AN5-13A BOLT. dosing o9» me τ ον qe UR CR S. je oe ce css 1 $ s 2 
-1O ANÓ-1hA ραν oz vof e fei omes Gba Wegen Se Gh Pub cet Pos 2 
-41 AN5-14A . BOLT ode al oe eB Je, Ὁ RS X OR OE A ac Wi um πὸ, des “Sen S$ ie 4 
-42 AN509-516R22 . SCREW .  ὁ « . + ὁ © . +4 +. a Mero e ce Ine ον πάς τὰ £ 2 
-43 AN507-616R25 . SCREW. . e + + + + t + t t ptt E ¿ ls -ᾱν as ὃν Q 2 
-44 2W18-516 . "WASHER, Flat (North American š ο 
-45 2w18-516L . WASHER, Flat (North American 2 
-46 2W18-616 . WASHER, Flat (North American 4 
-47 2W18-616L . WASHER, Flat (North American 2 
-48 2W18-616M . WASHER, Flat (North American 2 
-49 AN365-524 . NUT. I ç ; 4 
-50 AN365-621 NUT . . 6 

165-23110 INTERCOSTAL ASSY, Vert stab. sta 25 1/% to sta 31 3/4 aft 1 
-51 165-23411 . BRACKET, Vert stab. sta 28 1/2 rud tab actuator mtg 1 

190-52426-3 BRACKET ASSY, Rudder control fus sta 378 1/2 pulley lower 1 
-52 AN220-2 . PULLEY . . A 1 

190-52431 BRACKET ASSY, Rudder “control ‘fus "sta "376 19/16 pulley 1 
-53 AN210-3B . PULLEY... ue UQ 1 
-54 165-2307} RIB ASSY, Vertical stabilizer Station 74 3/4 tip Suh duy rais 1 
-55 190-23424-5 FITTING ASSY, Vertical stab. rear beam to fuselage : i 
-56 190-23425-9 BUSHING, Vert stab. rear beam to fus fitting assy 1 
-57 190-23425-3 BUSHING, Vert stab. rear beam to fus oi assy πι 
-58 AN201KPHA BEARING +... + Did yam ele e v 8 1 
-59 AN2O01KP6A BEARING . + d. oce. 9. im τὸ E J b 9 1 
-60 190-23425-5 BUSHING, Vert stab. rear beam to fus fitting assy 2 
-61 190-23425-7 BUSHING, Vert stab. rear beam to fus fitting assy 2 
-62 NAS144-20 BOLT, Internal wrenching steel 1/4-28 . En 2 
-63 NAS221-16 SCREM, Brazier head Phillips recess steel 10- -32 6 
-64 2W18-10 WASHER, Flat (Nonin American) YS ir τῷ ar enis ims 6 
-65 AN365-1032 NUT . . 0 - 05$ # UR M ovas Cay dA uU N ος DX. D. δι rey «ὁ 6 


o aa UE 
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Changed 26 May 1958 





Section. ΙΙ Ἢ 


Group Assembly Parts List 








| T. O. 1F-86K-4 
FUSELAGE STRUCTURE 


FIGURE 77 - COMPLETE FUSELAGE ASSEMBLY 








F-86K-4-31-5D 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1) 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
TT 207-31001 FUSELAGE COVER INSTL, Complete . . . . . , s . x oe ο 4 2 NP 
No Number . FUSELAGE STATION 78.25 TO 39h LH SIDE COVERS AND DOORS. NP 
(see fig. 92 for breakdown) 
No Number FUSELAGE STATION 78.25 TO 391 RH SIDE COVERS AND DOORS. NP 
. (see fig. 93 for breakdown) 

-1 207-31601 . FUSELAGE ASSY, Front (see fig. 78 for breakdown . 1 

-2 ` 207-3160» FUS ASSY, Aft complete (see fig. 119 for breakdown) Vs 1 

-3 165-31091 . DOOR, Fuselage station 13.75 to station 20.75 duct access . J 

-h - AN509-10R9 QOCREW ioe ç Uu Jes ον ορ Ba elei E ovas dim e, EX Ὁ c E Ὁ ὄψι, δι UR ee Q x 7 

-5 AN509-10R10 SCREW , di ie E τῳ, hee ο το - AA A aden Se Ὁ 3 

-6 165-31270 DOOR ASSY, Fuselage station 20.75 to station 28.964 duct. 1 
AN509-10R10 SCREW ga Sy ο re re CIR ο ο vr rb TER a na i cde di 8 

-7 190-31004-201 DOOR ASSY, Fus sta 1.8 to fus sta 53.5 upper equipment. 1 A 

access (see figure 93A for breakdown) 
201-31004-161 κ DOOR ASSY, Fus sta 1.8 to sta 53.5 upper equipment access 1 B 
(see figure 94 for breakdown) 

-8 ` 165-31005-121 - DOOR ASSY, Fus sta 3.25 to 20.75 side equipment access LH . . 1 
165-31005-122 - DOOR ASSY, Fus sta 3.25 to 20.75 side equipment access RH . . 1 
295922-2-.170 - . STUD, Airloc iuda ΝῊ penc er ber αν 3 
295922-1-.150 + + STUD, Airloe (United-Carr) . ............--; 3 
295922-2-.200 5 + STUD, Airloc (United-Carr) . .............. . 3 
99836 - + PIN, Airloc (United-Carr). .......0....808848- 9 

——  __ _____ ee μα το 


150 


Changed 11 May 1962 








FIGURE & 
INDEX NUMBER 


ττ-ο 


-9A 
-10 
-11 


-12 
-13 


-14 
-15 
-16 


-17 


-18 
218 


PART 
NUMBER 


165-31014 
NAS221-8 
NAS221-9 
AN5-HA . 
201-540029-41 
1€5-31006-51 
165-31006-52 
295922-2-.190 
295922-2-.200 
295922-2-.190 
295922-2-.200 
99836 
190-53326-1 


190-53326-2 


165-31007-251 
165-31007-252 
295922-2-.190 
295922-2-.220 
295922-2-.250 
295922-2-.190 
99836 
165-314167-1 
165-314167-2 
205-31008-101 


205-31008-102 


165-31018 
AN509-10R8 
AN509-10R10 
165-31062 
9991 T7P.130 


AN509-10R9 
165-31094 
AN509-10R8 
205-31010 
98265-1-.120 
98265-2-.160 
98265-2-.200 
98265 -2-.230 
98265-2-.240 
98265-3-.270 
98265-4-.360 
99836 
205-31011-1 
205-31011-2 
98265-1-.140 
98265-1-.150 
98265 -2-.200 
99836 
8C3-2-032 
165-31010-300 
165~31077 
ΑΝ365 -428 
ΑΝΟΘΟΡΗ16 
205-31018 
205-31019 
205-31020 
205-31020-11 
201-540029-37 
201-540029-15 
201-540029-17 
201-540029-39 
201-540029-25 
201-540029-23 
201-540029-21 
201-540029-27 
201-540029-7 
201-540029-35 
201-540029-9 


*2 
η 


*5 


T. O. 1F-BCK-^ 


FUSELAGE STRUCTURE 


Section. ΙΙ — 


Group Assembly Parts List 





2 3 4 5 6 7. NOMENCLATURE PER ASSY. 
DOOR ASSY, Fus sta 58 1/8 to 75 auxiliary IG beam Lil l 
SCREW, Brazier head Phillips recess alloy steel 10- 52 20 
SCREW, Brazier head Phillips recess nii steel 10-32 , 2 
BOLT, (along upper edge) . A ES 9 
DECAL, F8€K, 0-5 servo . : l 
DOOR ASSY, Fus ‘sta 20.75 to 48. 625. side equipment access τη ^ ] 
DOOR ASSY, Fus sta 20.75 to 48.625 side equipment access RH . 1 
STUD, Airloc (United-Carr) (RH door only). . . Bt rs 6 
STUD, Airloc (United-Carr) (RH door only). . . . . . . Y T 
STUD, Airloc ΠΠ -Carr) (LH door only). . . . . . . è 9 
s STUD; Airloc (United-Carr) (LH door eny): . — : 4 
+ PIN, Airloc (United-Carr). . . MES . 13 
N DUCT ASSY, Heat & vent sys electronic “equipment. cooling. x 1 
air outlet IH 
DUCT ASSY, Heat & vent sys electronic equipment cooling. . 1 
air outlet RH 
DOOR ASSY, Fus sta 48.625 to 78.25 side equipment access LH . 1 
DOOR ASSY, Fus sta 48.625 to 78.25 side equipment access RH. BA 
STUD, (United- Carr) (fwd studs) (on 165-31007-251) . . κ 3 
STUD, (United- Carr) (fwd studa) (on 165-31007-252) ç 3 
STUD, (United-Carr). . . . . vi leu di cr ο ας ie μέγ) cg : 5 
STUD, (United-Carr). . . . . . ων s. , . . 2. j 4 
PIN, (United-Carr) . . ROTEN vab De ge Meee toe z 12 
SCREEN ASSY, Fus sta 65 to 70. 5 “dador jm ο μασ ης ὃς à 1: 
SCREEN ASSY, Fus sta 65 to 70.5 door ΒΗ... . . > 2 ag 1 
DOOR ASSY, Fus sta 70.25 to sta 124. 318 gun bay access LH " 1 
(see figure 95 for breakdown) 
DOOR ASSY, Fus sta 70.25 to sta 124.318 gun bay access RH 1 
(see fig. 95 for breakdown) ; 
DOOR, πα. sta 38.843 to sta 18. ee equip. access . . 1 
SCREW . . ο. ο μμ aS Beit 220 
SCREW... ο ο Wee bi cae S 8 
DOOR ASSY, Fuselage sta 36 to 48. 625" RH Slides oe uA ver te 1 
° RECEPTACLE, (United-Carr). . . IPM E NE: Y 
PIN, (United- ACA to n SPY o a a di El Qs ee VERE, Nes 4 
: STUD, (United-Carr). puo M. jest ds ERE ue S... T x εἴν, que 4 
CHAIN, (North American). BS ορ τῶν κος uui seh d Xe VAST A 1 
SCREW . . . . ΠΣ 19 
DOOR, Fuselage. sta 58. 625 to 68. 625 lower equip. access . . . 1 
SCREW ο) oe, tà . ἂν JQ. 26 
DOOR ASSY, Fuselage sta 86.25 to "101; 500. lower equip. access RH 1 
STUD, (United-Carr). . ................... 8 
STUD, United- PEE E a ιο ο ο e Soke, ο.” 1 
STUD, (United-Carr A BP a reb uat QUU “ar εἴν. Qv. ταν Φ 3 
+ STUD, (United-Carr). . ........ ¿a Q ¿+ φως t 6 
STUD, (United-Carr!. Ss. Fas PE" é é . "T i 
. STUD, ht rete SCANT λος A ^ Ter ae Yon do 1 
+ STUD, (United-Carr). οκ a πο A & er ον 1 
PIN, (United-Carr) . . . Ma E UDIN M 20 
DOOR ASSY, Fus sta 111.250 to 125.500 equip. access lwr LH. . al 
DOOR ASSY, Fus sta 111.250 to 125.500 equip. access lwr RH. . 1 
STUD, ( United- Carr). . . ο ον ον ow tet Ver etat -— 4 
STUD, (United-Carrd.............. τ, a TEM 5 
STUD, (United-Carr). . s . . . . 4... Lv. n s n 
PIN, (United-Carr) . WR a Shay wie rs 13 
COVER, (North American) “(RH side only) -— ον. ὃν Jë Uw 1 
RADOME ASSEMBLY, Fuselage nose. . . DL a at er E ig 1 
STUD, Radome locating shear. . . . . . . . . . 00 . . a. α 5 
NUT. oC τς ο Se ae ας hs th DU a 5 
WASHER . . . . T 10 
DOOR ASSY, Fus sta '86. 25 to 101. 5 equip access “lower “LH Wen et oe 1 
DOOR ASSY, Fus sta 76.5 to 101. 5 fwd inverter access. . . .. d 
DOOR ASSY, Fus sta 101.5 to 125. 5 inverter aft access . . . . l 
DOOR ASSY, Fus sta 101.5 to 125.5 inverter aft access . . . . i 
DECAL, AN/ARN21 TACAN (radio access). . x i ee Soci e reat Ë 
DECAL, AN/ARN21 TACAN (TACAN nav Ιώ κος 1 
DECAL, AN/ARN21 TACAN (ME-1 amplifier). . . . . . . . Pte 1 
DECAL, B7A amplifier. V πω «ο 1 
DECAL, AN/ARN21 TACAN (installation warning). DE 1 
DECAL, AN/ARN21 ΤΑΟΑΝ (installation warning). sde 1 
DECAL, AN/ARN21 TACAN (antenna disconnect caution). š a 1 
DECAL, AN/ARN21 TACAN (antenna disconnect caution). . . » 2 
DECAL, KY95A coder. . . OR ο a E EA ὁ 1 
DECAL, IFF radar & filter "Lem . 1 
DECAL, Gyro compass amplifier . . . . . . . . . i 


*1 Used on airplanes modified per T.O. 1F-86K-549. 
*2 Used on airplanes modified per T.O, 1F-86K- 547. 
*3 Used on airplanes modified per T.O. 1F-86K- 548. 


* On airplanes modified per T. O. 


165-51006-151. 


*5 On airplanes modified per T.O. 


201-31004-251. 


*6 May be used on airplanes coded D when modified per T.O. 


A 53-8273 thru 53-8322 
B 54 


USEABLE ON CODE: 


Changed 11 May 1962 





1F-86K-549 and T.O. 


1F-86K-549 & T.O. 1F-86K-551 reidentify door 
1F-86K-551. 
C 53-8273 thru 53-8322, 


-1231 and subs 54-1231 thru 54-1325 


UNITS 





1F-86K-551 reidentify door to 


to 


D 53-1326 and subs 


Q OQ Q OQ g O G O ZJ > 


USEABLE ON 
CODE 


151 








Section ΙΙ. 
Group Assembly Parts List T. 0. 1F-B6K-h 
FUSELAGE STRUCTURE (Cont) ; 














F-86K-4-31-6A 


FIGURE 78 - FRONT FUSELAGE ASSEMBLY 
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Section. zz _ 





T. O. 1F-86K-4 Group Assembly Parts List 
FUSELAGE STRUCTURE (Cont) 

FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER l 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
78 ` 207-31601 FUSELAGE ASSY, Front (see figure 77 for next assembly) . Ref 

190-31801-3 ENCLOSURE INSTL, Cockpit complete (see figure 96 . NP 
᾽ for breakdown) 
173-48803-10 TUBE INSTALLATION, Fuel bay canted fus station 132.318 NP 
drain (see figure 326 for breakdown ) 
207-51031 INSTRUMENT EQUIPMENT INSTALLATION, Fuselage complete NP 
"une (see figure 133 for breakdown) 
207-52031- SURFACE CONTROL INSTALLATION, Fuselage fwd (see fig. 146 NP 
- for breakdown) 
213-53302 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Cockpit air NP 
conditioning windshield and radome 
(see figure 268 for breakdown) 
207-53303 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Cabin air NP 
refrigeration unit (see fig. 270 for breakdown) 
-207 -53304 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Canopy defrost NP 
and press. control (see fig. 273 for breakdown) 
207 -53307 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Radar and NP C 
inverter compartment (see fig. 27! for breakdown) 
207-53307-11 . HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Radar and NP Α 
inverter compartment (see fig. 271 for breakdown) 
207-53307-21 . HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Radar and NP B 
inverter compartment (see fig. 274 for breakdown) 
207-54031 ELECTRICAL EQUIPMENT INSTALLATION, Cockpit (see figure NP 
209 for breakdown) 
207-54032 ELECTRICAL EQUIPMENT INSTALLATION, Forward fuselage LH NP 
side (see figure 221 for breakdown) 
207 -54033 ELECTRICAL EQUIPMENT INSTALLATION, Forward fuselage RH NP 
side (see figure 227 for breakdown) 
207-71031 RADIO EQUIPMENT INSTALLATION, Fuselage (see figure 241, NP σ 
242, 242A and 244 for breakdown) 
213-71031 RADIO EQUIPMENT INSTALLATION, Fuselage (see figure 241, NP 
242, 242A and 244 for breakdown) 
2113-71131 . RADIO EQUIPMENT INSTALLATION, Fuselage (see figure 241, NP B 
242, 242A and 244 for breakdown) 
207-7 3010-1 CONTROL INSTALLATION, Drag chute release and jettison NP 
mechanism (see figure 129 for το. 
207-73301 OXYGEN SYSTEM EQUIPMENT INSTALLATION, Forward fuselage NP 
(see figure 262 for breakdown) 
207-74031 . RADAR EQUIPMENT INSTALLATION, Fuselage (see figure 250 NP 
for breakdown) 
207-74032 RADAR WIRING INSTALLATION, Fuselage canted station 43.673 NP 
forward (see figure 246 for breakdown) 
207-74033 . RADAR WIRING INSTALLATION, Fuselage canted station 43.673 NP 
aft (see figure 246 for breakdown) 
-1 207-31101 FUSELAGE ASSEMBLY, Fus sta 30 to 268.016 complete fwd 1 
(see figure 79 for breakdown) 
165-31172 DOOR INSTALLATION, Fuselage engine duct access. ο τὸ ΝΡ 
-2 165-31477-3 DOOR ASSEMBLY, Fuselage engine duct access (aft) es 1 A,B,C 
- 165-31477-151 DOOR ASSEMBLY, Fuselage engine duct access ae 1 D 
-3 165-31477-101 DOOR ASSEMBLY, Fuselage cherne duet access (fwd 1 
-4 AN4-10A BOLT... "ENTIS s A E: š 4 
: ΑΝΗ- ΤΑ BOLT . a? TR. deo Theo Sie ean oe τᾷ ne 2 
-5 AN4-5A “BOLT . x 14 
165-314127 SEAL INSTL, Fuselage to wing purging à NP 
--6 165-314128 . SEAL ASSEMBLY, Fuselage to wing pruging . . 1 
207-43001 ENGINE CONTROL EQUIPMENT INSTALLATION, Complete NP 
(see figure 320 for breakdown) . 
190-54030 ELECTRIC EQUIPMENT INSTALLATION, Pilot's seat (see figure NP 


USEABLE ON CODE: 


258 for breakdown) 


51-1231 thru 54-1325 
541326 and subs 
53-8273 thru 53-8322 
54-1231 and subs 


ες, A  _ _  _—_———2—_ _—— ——— - - FT R  — 


Changed 20 February 1959 
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Section. ΙΙ. 


T. O. 1F-86K-4 


Group Assembly Parts List 


FUSELAGE STRUCTURE (Cont) 





F-86K-4-31-4A 


- STATION 20 TO STATION 268.016 COMPLETE FOWARD FUSELAGE ASSEMBLY 


FIGURE 79 
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FIGURE & 
INDEX NUMBER 


PART 
NUMBER 


207-31101 
207-31602 
207-31603 


EBO64 
NAS143-6 
NAS146-25 
NAS146-28 
AN365-428 
2w18-416L 
ANY-7A 
AN365-524 
2W18-516 
AN509-516R16 
165-31817 
165-318195-1 
165-318195-2 
AN365-1032 
2418-10 
AN509-10R13 
AN365-428 
2W18-428 
AN509-416R14 
165-31834-1 
165-31834-2 
165-318196-3 
165-318196-5 
165-318196-7 
NAS143-6C 
AN365-428 
2W18-416 
NAS143-5 
AN4-6A 
AN509-416R47 
AN509-416R14 
AN365-524 
2W18-516 
NAS143-5C 
AN5-7A 
NAS145-20 
165-318231-1 
165-318231-2 
165-314159-3 
165-314159-5 
4B19S4-012 
165-31201-3 
165-31201-5 
165-31201-7 
165-31201-9 
165-31465 


T. O. lF-86K-4 
FUSELAGE STRUCTURE (Cont) 


1 2 3 4 5 ó 7 NOMENCLATURE 


FUSELAGE ASSEMBLY, Fuselage sta 20 to sta 268.016 complete. 
forward (see figure 78 for next assembly) 
. GENERAL EQUIP INSTL, Fus sta -11.25 to 135.226 . 


(see figure 80 for breakdown) 

- INTERMEDIATE FUS EQUIP INSTALLATION, Sta 
(see figure 110 for breakdown) 

NUT, Cadmium plated steel (Elastic) . 

WASHER, 125,000 to 145,000 psi plain . 

BOLT; Internal wrenching steel 3/8-24 

BOLT, Internal wrenching steel 3/8-24 
WASHER, Flat (North American) . 

BOBDE σῷ; sei Ley te iE. ΓΡ ο. 

NUT nr ee nes τμ... 

WASHER, Flat (North American) . 


SCREW? J πο S927 9s tere ek gsc 
ANGLE, Cockpit enclosure canopy track 
PLATE, Cockpit enclosure canopy track LH 
» Cockpit enclosure canopy track RH 
μα ο Very ede, veh μι μα ee 
WASHER, Flat (North American) . 
SCREW . ο ο ο ο ew ee ο we n 


NUT v cete! uer ον, ντε . 
WASHER, Flat (North American) 


SCREW: 4 ar ee ia e δ; e 
TRACK, Cockpit enclosure canopy LH 
TRACK, Cockpit enclosure canopy RH . 
SPACER, Cockpit enclosure canopy track 
SPACER, Cockpit enclosure canopy track 
SPACER, Cockpit enclosure canopy track 


Ë Š 
Β 


119. 


WASHER, 125,000 to 145,000 psi countersunk 


NUT... Ὁ z as Ce ον. RCRUM: e X 
WASHER, Flat (North American) . . . 
WASHER,. 125,000 to 145,000 psi plain 
BOLT. . V 2 τν . 

SCREW ... 


. 5 e ὁ . . 


.. . ο » ο c9 « oo 


SCREW etie d. 
NUT . "m z IA ο stan a side] « 
WASHER, Flat (North American) .... 
WASHER, 125,000 to 145,000 psi counters 
BOLT: ος Ὁ -ᾱ- fe se. Be -ϕ-ω ο ae we 
BOLT, Internal wrenching steel 5/16-24 
SEAL, Cockpit enclosure canopy water LH 
SEAL, Cockpit enclosure canopy water RH 


. 

ee . 

e . © © © 5 oos s : 
oe . 


$$ 0 c9 c9 c9 0 ο * ο ὁ 3 a. 


Coe ο ὁ eve ὁ ὦ ο 5 


+ 9 + +° ο ο on n 


. 


PLATE ASSY, Fuselage sta 193.687 leveling lu 
PLATE ASSY, Fuselage sta 211,250 leveling lug attach 


` * ° 9 5 9 c9?) 9 0 9 sq 9 9? + s r 9 


` ° 9 9 + s + ο 9 «. 


`. * ` 9 s ç 9 »:«ι. 
e + 9 9 9 9 € c9 Q é 0 9 0 * * * s» * Ὁ € 0 . * à ο Š * à» 0 * ὁ * ὁ ο ο ο 5 


g attach 


+ . BUSHING, Press fit plain (North American) . . .. 
FITTING, Fuselage sta 123 upper longeron splice 
FITTING, Fuselage sta 123 upper longeron splice 
FITTING, Fuselage sta 123 upper longeron splice 
FITTING, Fuselage sta 123 upper longeron splice 


FITTING, Fuselage sta 141.625 fuselage to wing attaching 


(figure 114) 





figure 
figure 
figure 
figure 


237 to 279.25 


[ole » 9 o t o9 9 6 ὁ s 0 6 n ὁ ὁ ο ο ο ο 
oo 


$8 9 o9 9 $9 9 9 *$ à 9 9 * E €* 6 0 0 . * € * 0 c* * `. s * & ὁ » Q * ὁ ὁ ὁ ο ο ο 


Section II 
Group Assembly Parts List 








UNITS 
PER ASSY. 


Ref 
NP 


Hew 
EW pO Λ) I2 HEN += 47 += OD CO CO IO πὸ FE 


P= 
F P P P E OO CONN 4 47 TO 47 47 ON O TOO ERE ESE 


LE UN 


USEABLE ON 
CODE 


155 





Section I1 
Group Assembly Parts List T. ο. .1P-86k-4 





FUSELAGE STRUCTURE (Cont) 








F-86K-4-31-3B 


FIGURE 80 - FUSELAGE STATION -11.25 TO STATION 135.226 GENERAL EQUIPMENT INSTALLATION 
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Section. ΙΙ _ 
T. O. 1F-86K-4 Group Assembly Parts List 
FUSELAGE STRUCTURE (Cont) 


FIGURE & Š PART - UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
80 207-31602 GENERAL EQUIPMENT INSTL, Fus sta -11.25 to sta 135.22 eae τρ τε τς ΝΕ 
(see figure 79 for next assembly) 
-1 165-35011-101 . ALIGHTING GEAR INSTL, Aux (see fig. 290 for breakdown) . . . . NP 
-2 165-34033-10 . DOOR INSTALLATION, Auxiliary alighting gear wheel . +. . . + + NP 
: (see figure 305 for breakdown 
207-34036 . LOCK RELEASE INSTL, Auxiliary alighting gear emer . . . . + + NP 
(see figure 302 for breakdown 
165-34037-20 . STEERING SYSTEM INSTALLATION, Auxiliary alighting gear . . .. NP 
(see figure 295 for breakdown 
-3 207-53311 . HEAT AND VENT SYSTEM EQUIPMENT INSTL, Engine air inlet . . .. NP 


duct to fuselage station 143 surface anti-icing 
(see figure 261 for breakdown) 


-4 . 207-31100 . SHROUD ASSY, Fuselage station 70.250 to 124.318 surface . . . 1 A 
control mechanism (see figure 82 for breakdown) 
207-31100-61 - . SHROUD ASSY, Fuselage station 70.250 to 124.318 surface . . . 1 B 
control mechanism (see figure 82 for breakdown) 
207 -31100-21 . SHROUD ASSY, Fus sta 70.250 to 124.318 surface control... . 1 [o 
mechanism (see figure 82 for breakdown 
207-31100-31 . SHROUD ASSY, Fus sta 70.250 to 124.318 surface control . . . . 1 D 
mechanism (see figure 82 for breakdown) š 
207-31100-41 . SHROUD ASSY, Fus sta 70.250 to 124.318 surface control .... 1 E 
mechanism (see figure 82 for breakdown) 
207-31100-51 . SHROUD ASSY, Fus sta 70.250 to 124.318 surface control . . . . 1 F 
mechanism (see figure 82 for breakdown . 
207-31100-71 ` . SHROUD ASSY, Fus sta 70.250 to 124.318 surface control . . . . 1 G 
. mechanism (see figure 82 for breakdown) 
207-31100-81 . SHROUD ASSY, Fuselage station 70.250 to 125.318 surface . .. 1 H 
control mechanism (see figure 82 for breakdown 
207-31100-91 . SHROUD ASSY, Fuselage station 70.250 to 124.318 surface . . . 1 σ 
control mechanism (see figure 82 for breakdown) 
-5 207-54601-1 . AMPLIFIER INSTALLATION, Main fuel and reheat fuel LH . . . . + NP 
(see figure 227 for breakdown) 
207-54601-2 . AMPLIFIER INSTALLATION, Main fuel and reheat fuel RH . . . . + NP 
(see figure 227 for breakdown) 
207-51016 . INSTRUMENT EQUIPMENT INSTL, Fus sta 79.25 to 113.5 LH side . . NP 
panel (see figure 143 for breakdown) 
207-51017 + INSTRUMENT EQUIPMENT INSTL, RH console panel (see i $9 NP 
figure 144 for breakdown) 
207-51018 . INSTRUMENT EQUIPMENT INSTL, Fus sta O to 132.3 canted +. +. . . NP 
complete (see figure 145 for breakdown 
205-54604 . BOX INSTALLATION, Engine control.airframe Junction . . . . +. + NP 
(see figure 227 for breakdown) 
213-54600 . SENSITOMETER INSTALLATION, Engine control system voltage . . + NP K 
(see figure 320 for breakdown) ` 
207 -58019 . HYDRAULIC EQUIPMENT INSTL, Aux gear and steering station . . . NP 
` 20.75 to station 78.25 (see figure 165 for breakdown) | 
207 -55020 . HYDRAULIC EQUIPMENT INSTL, Fus sta 20.75 to station 129.25 . . NP 
(see figure 168 for breakdown) 
205-66024 . CABLE INSTALLATION, Wing gun camera door actuating (see . . . NP 
figure 255 for breakdown) 
205-66021-11 . CABLE INSTALLATION, Wing gun camera door actuating (see ... NP 
figure 255 for breakdown) 
-6 205-61001-21 ARMAMENT INSTALLATION, M24 gun LH (see figure 252) . . . . ... Ref 


USEABLE ON CODE: A 53-8233 thru 53-8309 H 55-4811 thru 55-1936 
B 53-8310 thru 53-8322 J 56-4116 and subs 

C 54-1231 thru 54-1275 K 54-1231 and subs 

D 54-1276 thru 54-1300 

E 54-1301 thru 54-1325 

F 54-1326 

G 54-1327 thru 54-1350 


rc ——— ——————————Á ——————————— EE οκ 
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Section. 1 
Group Assembly Parts List 


T. O. 1F-86K-4 


FUSELAGE STRUCTURE (Cont) 





F-86K-4-30-1 


FIGURE 81 - PILOT'S LOWER STEP DOOR ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
81 205-31009 DOOR ASSY, Fuselage sta 86.25 to 101.5 pilot's step lower LH . . Ref 
(see figure 86 for next assembly) 

-1 205-31351 . HANDLE ASSY, Fuselage sta 92 pilot's step door latch . . .. 1 
-2 NAS51-25 . . RING, Internal retainer . . . + + + + + s + + tot ° ot nt ° 1 
-3 205-31380 2.78 PIN νι ο ο. ae WL E cese sS ves ο ΟΝ 1 
-4 4B20S6-006 "7 BUSHING, Press-fit flanged (North American) . « : + I 2 
-5 205-31356 . SPRING, Tension . . . . + + + + + * * * * * t * ° ° x E 1 
-6 AN4-16A c μυ E re BR ee SU Sa. ts 1 
-7 2w18-416 . WASHER, Flat (North American) . . . s + + + eee ees : 1 
-8 AN365-428 νιν, c9 A ΟΤΕ š 1 
-9 205-31378 . LINK ASSY, Pilot's step door latch hole idler... A , 1 
-10 AN393-11 vc PING. τω uy as ο οὐ, A eae ch ο ο πμ... 2 
205-31354 ` . ROD ASSY, Pilot's step access door latch operating fwd . .. 1 

-11 AN486-4 . a CLEVIS 200 2 5 0 9 om .. .. hom 55 4-5 e δ 4 oot ee ec 1 
-12 AN316-4R ZR πμ sb hs. Seas ve We. SL eb Se AD ei ae is Soh i Ὁ A 1 
-13 205-31354-3 . . ROD, Pilot's step access door latch operating fwd . . n 1 
-14 205-31353 . PIN, Pilot's step access door latch . S^ Ὅς ος ος dep «ο -ᾱ- We . 2 
-15 205-31379 . PIN, Pílot's step door latch idler attaching . +. + m 2 
-16 NAS51-18 ` RING, Internal wrenching . . . + s s t t ee tos eis ; 2 
205-31355 . ROD ASSY, Pilot's step access door latch operating aft s 1 

-17 AN486-4 νι: ie: Z len, Ate RSS UR TER eked HUE de SD Se ΜΡ, 1 
-18 AN316-4R a NUT ο Se Seed ae iem C Soya ΝΥ, ο... 1 
-19 205-31355-3 . . ROD, Pilot's step access door latch operating aft ...- 1 
-20 205-31357 . HINGE ASSY, Fus sta 86 1/2 to fus sta 101 1/2 equipment . . + 1 

access door 

-21 AN253-2-1375 A PINAL Ger ο ο ος are, Ceo SY ο ολ Y e 1 
-22 205-31358 ` GUIDE, Pilot's step door latch pin . . +. + ++ 2 
-23 4B21S4-106 ` BUSHING, Spacer (North American) . . +. +. +... + + + 1 
-24 205-31352 ! LATCH ASSY, Pilot's step door latch handle . . . : + 1 
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Group Assembly Parts List 





T. O. 1F-86K-4 


FUSELAGE STRUCTURE (Cont) 








12 10 22 5 F-86K-4-31-12B 
' FIGURE 82 - FUSELAGE STATION 70.250 TO 124.318 SHROUD ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
82 207-31100 SHROUD ASSY, Fuselage sta 70.250 to 124.318 surface control . Ref A 
mechanism (see figure 80 for next assembly) 
207-31100-61 SHROUD.ASSY, Fuselage sta 70.250 to 124.318 surface control Ref B 
mechanism (see figure 80 for next assembly) 
207-31100-21 SHROUD ASSY, Fuselage sta 70.250 to 124.318 surface control Ref C 
mechanism (see figure 8O for next assembly) 
207-31100-31 SHROUD ASSY, Fuselage sta 70.250 to 124.318 surface control . Ref D 
mechanism (see figure 80 for next assembly) 
207-31100-41 SHROUD ASSY, Fuselage sta 70.250 to 124.318 surface control . Ref E 
mechanism (see figure 80 for next assembly) 
207-31100-51 SHROUD ASSY, Fuselage sta 70.250 to 194.318 surface control . Ref F 
mechanism (see figure 80 for next assembly) 
207-31100-71 SHROUD ASSY, Fuselage sta 70.250 to 124.318 surface control . Ref G 
mechanism (see figure 80 for next assembly) 
207-31100-81 SHROUD ASSY, Fuselage sta 70.250 to 124.318 surface control . Ref H 
mechanism (see figure 80 for next assembly) 
207-31100-91 SHROUD ASSY, Fuselage sta 70.250 to 124.318 surface control « Ref J 
mechanism (see figure 80 for next assembly) 
-1 205-52050 + TUBE, Surface control LH fume seal shroud . . . . . + > 1 
-2 207-31101-17 + SEAL, Fuselage sta 70.250 to 124.318 surface control " 2 
mechanism shroud 
-3 207-31102 FUSELAGE ASSY, Fus sta 17.5 to sta 125.318 fwd .... . 1 A 
207-31102-191 FUSELAGE ASSY, Fus sta 17.5 to sta 124.318 fwd . . . . 5 1 B 
207-31102-101 FUSELAGE ASSY, Fus sta 17.5 to sta 125.318 fwd .... 5 1 σ 
207-31102-151 . FUSELAGE ASSY, Fus sta 17.5 to sta 124.318 fwd . ... . 1 p 
207-31102-161 . FUSELAGE ASSY, Fus sta 17.5 to sta 125.318 fwd . . . . , 1 E 
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FUSELAGE STRUCTURE (Cont) 


Section. II 
Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 7 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
82 207-31102-181 . FUSELAGE ASSY, Fus sta 17.5 to sta 125.318 fWd x wow κ. as Tel 1 F,G 

207-31102-201 + FUSELAGE ASSY, Fus sta 17.5 to sta 125.318 fwd . . . . . . . 1 H 
207-31102-221 . FUSELAGE ASSY, Fus sta 17.5 to sta 124.318 fud . . . .... 1 J 
-4 207-31103 + . FRAME ASSY, Fus sta O to 124.318 lower fus complete ES 1 A,B 
(see figure 83 for breakdown) 
207-31103-51 > FRAME ASSY, Fus sta O to 124.318 lower fus complete . . . 1 σ 
š (see figure 83 for breakdown) 
207-31103-61 . FRAME ASSY, Fus sta O to 124.318 lower fus complete wd 1 D 
(see figure 83 for breakdown) 
207-31103-71 + . FRAME ASSY, Fus sta O to 124.318 lower fus complete ... 1 E 
(see figure 83 for breakdown) 
207-31103-81 + . FRAME ASSY, Fus sta O to 124.318 lower fus complete ... 1 F,G 
(see figure 83 for breakdown) 
207 -31103-91 + . FRAME ASSY, Fus sta O to 124.318 lower fus complete ... 1 H 
(see figure 83 for breakdown) 
207-31103-101 . . FRAME ASSY, Fus sta O to 124.318 lower fus complete . . 1 J 
(see figure 83 for breakdown) 
207-31126 + . BULKHEAD ASSY, Fus sta 124.318 lower canted . . . . ... 1 A,B 
207-31126-57 + + BULKHEAD ASSY, Fus sta 124.318 lower canted . . . . . . . 1 K 
-5 165-486106 e + + TUBE ASSY, Fuel purging system canted fuselage .... 1 
station 12h 318 drain (on LH only) 
165-486106-2 - + . TUBE ASSY, Fuel purging system canted fuselage . RE 1 
- station 126.318 drain (on RH only) 
-6 165-486104 . +. GASKET, Fuel purging system canted fuselage . . . . . . 2 
ç station 124.318 drain 
-T. 205-48717 - + . BRACKET ASSY, Fuel drop tank emergency jettison . . . . 1 
fuselage station 130 3/4 left pulley 
AN219-2 ex ciem is E QUA $$ πὸ 756. cece: Sa Leh UE. d$ νο ὃς V Yee De ἐν ὧν ν 1 
-8 205-48718 + + + BRACKET ASSY, Fuel drop tank emergency jettison... . 1 
fuselage station 130 3/4 right pulley 
AN219-2 in ole A O ae Ge ean rigs TEC 1 
207 -31108 + + FRAME ASSY, Fuselage canted station 10.8 to fuselage ... 1 A,B 
station 45.5 upper 
207-31108-51 + + FRAME ASSY, Fuselage canted station 10.8 to fuselage . . . 1 ο 
station 15.5 upper 
207-31108-61 + + FRAME ASSY, Fus canted sta 10.8 to fus sta 45.5 upper . . 1 L 
207-31108-71 + + FRAME ASSY, Fus canted sta 10.8 to fus sta 45.5 upper . . 1 .M 
-9 201-53317 + + DRAIN ASSY, Heat and vent system windshield . . . . . . 2 K 
anti-ice and rain removal 
-10 213-71027 + + + MOUNT ASSY, BC733 radio +. ............... 1 C,L 
213-71027-51 e « . MOUNT ASSY, BC733 radio . +. +. +. +... +< s s + + e + ος 1 M 
-11 207-31108- 39 + + + DOOR, Fuselage sta 14 to 20.694 upper frame . . . . . . 1 
assembly (LH only) 
9C1-1-7 + + + + CHAIN, Bead (North American) . ........... 1 
-12 207-31332 + + . FRAME ASSY, Fuselage nose station -2.800 . . . . ... 1 A,B,C 
207-31332-101 + + + FRAME ASSY, Fuselage nose station -2.800 $4: ler ahs NUI οφ 1 L,M 
207-31332-57 + + + . SEAL, Fuselage nose station -2.800 frame assy . . . 1 
-13 165-53412 + + + GASKET, Radome anti-icing system outlet fitting ass 4 1 
165-53413 +. + DUCT ASSY, Radome anti-icing inlet . .. s s , e s e 1 
207-31182 + + BEAM ASSEMBLY, Canopy ejection gun support . . . sece . , , 1 
-14 4B18-5-102 - + . BUSHING, Shoulder (North American) . .. ....... 2 
-15 165-31230-101 + . FLOOR ASSY, Fus sta 58.625 to sta 82 outboard LH . . . . . 1 
165-31230-102 . + FLOOR ASSY, Fus sta 58.625 to sta 82 outboard ΒΗ... . . 1 C,D 
165-31230-152 + + FLOOR ASSY, Pus sta 58.625 to sta 82 outboard RH... "P 1 N 
-16 207-31107 + + PANEL ASSY, Fus sta 45.5 to sta 124.318 LH side ..... 1 
(see figure 90 for breakdown) 
-17 207-31118 + . PANEL ASSY, Fus sta 40.623 to 124,318 RH side ...... 1 A,B 
(see figure 90 for breakdown) 
207-31118-81 + + PANEL ASSY, Fus sta 40.623 to 124.318 RH side . . . . . . 1 C,D,E 
(see figure 90 for breakdown 
207-31118-91 - PANEL ASSY, Fus sta 40.623 to 124.318 RH side . . . . . . l  F,G,H,J 
(see figure 90 for breakdown) 
20717-31133 + + BULKHEAD ASSY, Fuselage sta 110.5625 canted . . . . . . . 1 
-18 165-53110 + + + SUPPORT, Pilot's ejection seat gun .......... 1 
-19 165-53065-1 ο ον RAIL ASSY, Pilot's ejection seat gun LH . . . , , . . . 1 
165-53065-2 HE RAIL ASSY, Pilot's ejection seat gun RH. . . . . . . . 1 
-20 165-71021-100 + . SUPPORT ASSY, AN/ARN6 radio compass . . .. . . + +s s + x 1 
207-31134 + + BULKHEAD ASSY, Fuselage sta 124.318 upper canted . . . . . 1 A,B 
207-31134-101 + + BULKHEAD ASSY, Fuselage sta 124.318 upper canted . . . . . 1 K 
-21 165-31899 + + CUP, Cockpit enclosure canopy track . . , . . s , a , , 2 
-22 207-34744 . BRACKET ASSY, Aux LG steering lower inboard ....... 1 
AN219-4 s ᾧν Ga PULLEY ` ο e ο fa es a ar oh aC y et og . 2 
-23 205- 8729 + + BRACKET ASSY, Fuel drop tank emer jettison fus sta . . . . 1 
130 3/4 RH inboard pulley 
AN219-2 Je” ove, PULLEY L5 ο πάτος nen uic ER annd ιν νο PSU LES: W alis ὑφ 1 
-24 205-48722 + . BRACKET ASSY, Fuel drop tank emer jettison fus sta . . . 1 
130 3/4 left inboard pulley 
AN219-2 . à PULLEY, e. zuo Wow db Ley ων ab fe Mer tes Serge BO ° ῳ $» we 1 
USEABLE ON CODE: A 53-8273 thru 53-8309 P 55-1326 K 54-1231 and subs 
: B 53-8310 thru 53-8322 G 54-1327 thru 55-1350 L 54-1276 thru 54-1320 
C 54-1231 thru 54-1275 H 55-4811 thru 55-4936 M 54-1321 and subs 
D 54-1276 thru 54-1300 J 56-4116 and subs N 54-1301 and subs 
E 54-1301 thru 54-1325 


eee SSS 
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_ F-86K-4-14-1C 


FIGURE 83 - FUSELAGE STATION O TO 125.318 LOWER FUSELAGE COMPLETE FRAME ASSEMBLY 








FIGURE 4 PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
83 207-31103 FRAME ASSY, Fus sta O to 124.318 lower fus complete . . . . . . + Ref A 
(see figure 82 for next assembly) 
207-31103-51 FRAME ASSY, Fus sta O to 124.318 lower fus complete . +. . . . + + Ref B 
(see figure 82 for next assembly) 
207-31103-61 FRAME ASSY, Fus sta O to 124.318 lower fus complete . . . . . . + Ref C 
(see figure 82 for next assembly) 
207-31103-71 FRAME ASSY, Fus sta O to 124.318 lower fus complete +. . . . . + + Ref D 
(see figure 82 for next assembly) 
207-31103-81 FRAME ASSY, Fus sta O to 124.318 lower fus complete . . . . . . + Ref E 
(see figure 82 for next assembly) 
207-31103-91 FRAME ASSY, Fus sta O to 124.318 lower fus complete . . . . + + + Ref F 
(see figure 82 for next assembly) 
207-31103-101 FRAME ASSY, Fus sta O to 124.318 lower fus complete . . . . . . + Ref G 
(see figure 82 for next assembly) 
207-3110) . FUSELAGE ASSY, Fuselage sta 70.250 to canted sta 125.318 . . . 1 A 
lower (see figure 86 for breakdown) 
-l ^C 207-31104-61 . FUSELAGE ASSY, Fuselage sta 70.250 to canted sta 124.318 . . . 1 B,C 


lower (see figure 86 for breakdown) 


ss SS T V ms  —- 
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T. O. 1F-86K-4 Group Assembly Parts List 
FUSELAGE STRUCTURE (Cont) 
FIGURE & PART UNITS USEABLE ON 
1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 


INDEX NUMBER 


NUMBER 
83 207-3110%-101 . FUSELAGE ASSY, Fuselage sta 70.250 to ος sta 124.318 . . . 1 D,E,F 


-25 


207-31104-201 


207-31106-11 
207-31106-21 
207-31106-1 
207-31106-2 
207-31106-12 
207-31106-22 
205-31016 


H5000-081-032 
205-31016-21 
205-31826 


BZTYST 
KM680 
207-31135 
207-31135-51 
207-31135-81 
207-31135-101 
207-31135-121 
152-31121-5 
152-34161 
NAS75-9-016 
NAS145-15 
NAS145-17 
AN365-524 
NAS143-5 
NAS143-5C 
NAS147-28 
AN365-720 
NAS1h3-7C 
NAS143-7 
AN6-12A 
AN365-624 
2W18-616 
NAS147-30 
207-34746 
AN219-4 
207-31125 


207-31125-71 
207-31125-81 
207-31105 

207-31105-71 


207-31105.-81 


207-31105-91 
207-31105-111 


165-52308 
AN4-10A 
2W18-416 
AN365-428 
AN4-11A 
205-54540-101 
AN219-2 
205-54538 
205-54537-10 
RA2500-2 
AN155-8S 
205-31828-11 
AN210-2-8 
2905-8706 
AN931-8-13 
207-48704 


AN219-2 
205-31395-1 
205-31395-2 
USEABLE ON CODE: 


lower (see figure 86 for breakdown 
+ FUSELAGE ASSY, Fuselage sta 70.250 to canted sta 124.318 . . 
lower (see figure 86 for breakdown 
. FRAME ASSY, Fuselage station 40.625 to 70.25 lower LH . 
. FRAME ASSY, Fuselage station 40.625 to 70.25 lower LH . 
. FRAME ASSY, Fuselage station 40.625 to 70.25 lower LH . 
. FRAME ASSY, Fuselage station 40.625 to 70.25 lower RH . 


FRAME ASSY, Fuselage station 40.625 to 70.25 lower RH . . 

FRAME ASSY, Fuselage station 40.625 to 70.25 lower RH ... 

+ DOOR ASSY, Fus sta 75 external emergency canopy release 
(on LH side only) 

+ . LATCH ASSEMBLY, (Hartwell) . . . . . . + . . 


+ + . HINGE ASSY, Fus sta 75 external emer canopy release door 


+ + WELL ASSY, Cockpit enclosure ext emer canopy release .. 
handle (on LH side only) : 

+ + . SWITCH, (Micro Switch) . . . . soso +, + , + x 
e + + LATCH, (Camloc) ......... Et 
. DUCT ASSY, Fus sta 8 canted sta 124.318 complete . 
DUCT ASSY, Fus sta 8 canted sta 124.318 complete . 
DUCT. ASSY, Fus sta 8 canted sta 124.318 complete . 
DUCT ASSY, Fus sta 8 canted sta 124.318 complete . 
DUCT ASSY, Fus sta 8 canted sta 124.318 complete . 
. FITTING, Nose gear drag strut support . . . . 
FITTING ASSY, Aux LG drag brace fus attaching . 

+. BUSHING, Plain press-fit steel . . . . . . + 
BOLT, Internal wrenching steel 5/16-24 ,,, . 
BOLT, Internal wrenching steel 5/16-24 . ... 
NUT. . 7 3 a à 
p 

ο 


WASHER, X4130 or equiv 125,000 to 145,000 psi plain. || 
WASHER, X!130 or equiv 125,000 to 145,000 psi countersunk 
BOLT, Internal wrenching steel 7/16-20 . .. .. .... 
NUT 4. sss me Se, 2 Ὁ. ο. coi] a cose ο cw. Sk v ol Tues Cones ee 
WASHER, X!130 or equiv 125,000 to 145,000 psi countersunk 
, X4130 or equiv 125,000 to 145,000 psi plain... 
BOLT leue Geto hie As, 190€. a sies Ue es dio water ὃ 


a 
u 


WASHER, Flat (North American) . +. . . . . . . ο . . 

BOLT, Internal wrenching steel 7/16-20 ...... 

BRACKET ASSY, Aux alighting gear steering BP7.875 . 

a PULLEY « + v ce e a Q ee y ose A Je 

DUCT ASSY, Fus sta 40.625 to 70.250 (see fig. 89 for 

breakdown) 

+ + DUCT ASSY, Fus sta 40.625 to 70.250 (see fig. 89 for .. 
breakdown) 

+ + DUCT ASSY, Fus sta 40.625 to 70.250 (see fig. 89 for . . 
breakdown) 

+ + FRAME ASSY, Fus nose to sta 40.625 lower (see fig. 8% . , 
for breakdown) 

+ + FRAME ASSY, Fus nose to sta 40.625 lower (useable on . 

airplanes noted, whn exh use 207-31105-81) 

(see figure 8% for breakdown) 
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+ + FRAME ASSY, Fus nose to sta 40.625 lower (use 207-31105-71. 


untl exh on airplanes noted) (see figure 81 
for breakdown) 
+ + FRAME ASSY, Pus nose to sta 40.625 lower (see figure .. 
84 for breakdown) 
+ + FRAME ASSY, Fus nose to sta 40.625 lower (see figure .. 
84 for breakdown) 
+ SUPPORT, Aileron control and bellcrank fus sta 81 9/6 . 
x BOLD «vx fe ore ow o9 o a a ee LQ 
+ WASHER, Flat (North American) . . . . . . . . . . . & 
a NUT 4 ο ο. W3€. 9.79 δι I s W Q de τ, ον e 


ο μα σον ο ο μαμα. : ; : A : 
+ BRACKET ASSY, Fwd electric inverter hoisting fwd pulle 
PULLEY . . . . . . ο ο . 


. y 
- CABLE ASSY, Electric inverter hoisting LH aft 5 ο « : 


CABLE ASSY, Electric inverter hoisting RH ...... 
. FORK, (American Chain and Cable) . . .... 
BARREL ο ¿ ee «4 ὁ * € 609 4 € € 9 ο ο oou v s le iv Q 
BRACKET ASSY, Cockpit enclosure external emer rel handle 
PUGLEY: 1-405 ws. 9.5 a D Vai aue ve La e φορ ος 
TUBE, Fuel drop tank emer jettison cable seal . , . * 5 
GROMMET 3, ος ὃν SASA Aa Nue ee ve tore. irr IRI Wald vara bar ie ed 
BRACKET ASSY, Fuel drop tank emergency jettison cable fus 
sta 3Ο 5/8 lower pulley (on RH side only) 
SSOPULLEY e 209 su w a ml ao Voie αγ. τος ë 
. FITTING, Fus sta 70.25 intercostal bolt angle fwd ΙΗ,... 
+ FITTING, Fus sta 70.25 intercostal bolt angle fwd RH . 
A 53-8273 thru 53-8322 E 54-1326 thru 54-1350 
B 54-1231 thru 54-1275 F 55-4811 thru 55-4936 
C 55-1276 thru 55-1300 G 56-4116 and subs 
D 54-1301 thru 54-1325 
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F-86K-4-31-24A 


FIGURE 8% - FUSELAGE NOSE TO STATION 50.625 LOWER FRAME ASSEMBLY 
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"WT A A == s = T >F 
FIGURE & ? UNITS USEABLE ON 


INDEX NUMBER 


84 


-13 


-16 


PART 
NUMBER 


207-31105 
207-31105-71 


207-31105-81 


207-31105-91 
207-31105-111 
207-3112) 
207-31124-111 
207-31124-121 
207-31125-131 
207-31124-141 
205-31017 
165-31055 


99836 
98265-1-.150 
207 -31105-7 
205-31234-1 
205-3123h-2 
AN23-27 
AN310-3 
2W1-13-36-6h 
2W1-22-18-64 
2W1-13-24-64 
205-31136 
NAS43-3-82 
207 - 31003 
207-31003-61 
165-53419 


10C2E7-32 
207-31105-89 


USEABLE ON CODE: 


VY 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
FRAME ASSY, Fuselage mose to station 0.625 lower (see . . . e . Ref 
figure 83 for next assembly) 
FRAME ASSY, Fuselage nose to station 40.625 lower (useable on . . Ref 
airplanes noted, whn exh use 207-31105-81) 
(see figure 83 for next assembly 
FRAME ASSY, Fuselage nose to station 40.625 lower (use . . . . . Ref 
207-31105-71 untl exh on airplanes noted) 
(see figure 83 for next assembly ) 
FRAME ASSY, Fuselage nose to station 0.625 lower (see . . . . Ref 
figure 83 for next assembly) 
FRAME ASSY, Fuselage nose to station 40.625 lower (see . . . . + Ref 
figure 83 for next assembly) z 
. DUCT ASSEMBLY, Fuselage station 5.75 to station 40.625 sw H 
(see figure 91 for breakdown) 
. DUCT ASSEMBLY, Fuselage station 5.75 to station 40.625 . s . . 1 
(see figure 91 for breakdown) (used on 207-31105-71) 
. DUCT ASSEMBLY, Fuselage station 5.75 to station 40.625 . Ss 1 
(see figure 91 for breakdown) (used on 207-31105-81) 
. DUCT ASSEMBLY, Fuselage station 5.75 to station 40.625 m 1 
(see figure 91 for breakdown) 
. DUCT ASSEMBLY, Fuselage station 5.75 to station 40.625 Poen 1 
(see figure 91 for breakdown) 
. DOOR ASSEMBLY, Fuselage station 22 13/16 radar switch . . . . 1 
access (on RH side only) 
. HINGE, Fuselage station 22 13/16 radar switch ο 1 
access door 
. . PIN, Airloc (United-Carr) . . . . + + + + + + + + + + * + n 2 
. . STUD, Airloc (United-Carr) . . e + + + + + + s + ee ee > 
. DOOR, Fuselage nose to station 40.625 lower frame LH . . +. + + 1 
. FRAME ASSEMBLY, Fuselage station 25.875 lower side LH . . .. 1 
. FRAME ASSEMBLY, Fuselage station 25.875 lower side RH . . +. + 1 
ea BOLT o oe € α Uw 5 € $49 o9 39 € Wo» ο tw. 8-9 a 3 
" NUTT: S usd ο UD er ο ος etus — Teter? E EE ce 3 
. . WASHER, Plain (North American . ο ο ο. 3 
+ .. WASHER, Plain (North American urs -ᾱ 3 
+ . WASHER, Plain (North American Di iE xe d" eo ce E σοι ας ο NS EE US 3 
. . SPRING, Compression +. +. +. +. + + +. +. Das fe Te, Riel, a 866) S 3 
+ . SPACER, Screw and bolt . . +. + + + eese + s ee m n on ng 3 
. FAIRING ASSEMBLY, Fuselage nose duct complete . +. . +. + +... 1 
. FAIRING ASSEMBLY, Fuselage nose duct complete . +. «ο... 1 
+ . DUCT ASSEMBLY, Anti-ice system glide path . . . . + + eeso 1 
antenna forward 
. . CONDUIT, (North American) . . . + + + + + + + + + + v * ° n 1 
. DOOR, Radar pressure system pump access (on RH. 1 


side only) 


53-8273 thru 53-8322 
54-1231 thru 54-1275 
54-1276 thru 54-1325 


A 
B 
C 
D 54-1326 and subs 





CODE 


A 


B 


B 


G a m U > Ὁ Ω 
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Section 11 __— T. O. 1F-86K-4 
Group Assembly Parts List FUSELAGE STRUCTURE (Cont) 





a 











F86K-4-31-25 @ 
FIGURE 85 - SPARE LOWER FUSELAGE COMPLETE FRAME ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
85 207-31903 FRAME, LOWER FUS STA O TO 124.31 SPARE, ASSY OF . . . . . . +... 1 A 
-1 207-31903-51 FRAME, LOWER FUS STA O TO 125.318 SPARE, ASSY OF ........ 1 B 
207-31903-61 FRAME, LOWER FUS STA O TO 125.318 SPARE, ASSY OF . . . . . . ον 1 σ 
ΤΟ CONSIST.OF ΤΗΕ FOLLOWING AND THEIR ATTACHING RAW STOCK: 
207-31103-51 + FRAME ASSY, FUS STA O TO 124.318 LOWER FUS COMPLETE ls. b 1 B 
207-31103-61 + FRAME ASSY, FUS STA O TO 124.318 LOWER FUS COMPLETE (SEE FIG.83) 1 C 
205-31018 + DOOR ASSY, FUS STA 85.25 TO 101.5 EQUIP. ACCESS LOWER LH š 1 B,C 


(SEE FIGURE 77) 
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FIGURE & PART 
INDEX NUMBER NUMBER 1 


85 205-31010 


205-31011-1 
205-31011-2 
205-31019 : 
205-31020-11 i 
165-31094 : 
165-31091 
165-31270 
165-31062 
165-31018 
140-34554 
140-34551 

. 140-34541-9 
140-34542 
1400-34545 
140-34567 . 
140-34562 š 
173-34872 ς 


173-31537 š 
165-34320 
165-34520 
165-34645 
165-52004-1 
165-52004-2 
165-52005 
165-52310 
165-52329 
165-52120 
165-52119 
165-52250 
165-52249-31 
165-52125 
165-522241-7 
165-52127 
165-52128 
165-52129 
165-52130 
157-52006 
165-52011-3 


ον. a c Φ' 9. ee UK ROT T9 CR d^ Ὁ ar ae 


165-52118 š 
165-52116 ae 
165-52235-3 
165-52123 ` * 
165-52126 . 
165-52131 P 
165-52115 x 
165-52135 : 


165-71086 
165-71016 
205-34676 š 
205-34636 š 
205-31827 . 
205-71005-3 
205-52005 


205-52006-5 
205-52008 f . 
205-52009 
205-52010 


205-52040-7 . 
205-52041-7 
205-52042 2 
205-52044 

205-52045 

205-52046 ᾿ 
207-31102-115 . 
207-31102-117 


205-52004 

AN6024-6 

USEABLE ON CODE: A 
B 
σ 





Section. ΙΙ _ 


T. O. 1F-86K-4 Group Assembly Parts List 


FUSELAGE STRUCTURE (Cont) 


2 3 4 5 6 7 NOMENCLATURE PER ASSY. 


DOOR ASSY, FUS STA 86.25 TO 101.5 EQUIP. ACCESS LOWER RH 

(see figure 77) 
DOOR ASSY, FUS STA 111 TO 125 EQUIP ACCESS LOWER LH (SEE FIG.7 
DOOR ASSY, FUS STA 111 TO 125 EQUIP ACCESS LOWER RH (SEE FIG.7 
DOOR ASSY, FUS STA 76.5 TO 101 FWD INVERTER ACCESS (SEE FIG. 7 
DOOR ASSY, FUS STA 101 TO 125 INVERTER AFT ACCESS (SEE FIG. 77 
DOOR, FUS STA 58.625 TO 68.625 LOWER EQUIP ACCESS (SEE FIG. 77 
DOOR, FUS STA 13.75 TO 20.75 DUCT ACCESS (SEE FIGURE 77) 
DOOR ASSY, FUS STA 20.75 TO 28.96h DUCT (SEE FIGURE ΤῊ 
DOOR ASSY, FUS STA 36 TO 58.625 RH SIDE (SEE FIGURE 77) . 
DOOR, FUS STA 38.843 TO 48.656 EQUIP ACCESS (SEE FIG. 77) . 
ROD ASSY, AUX GEAR WHEEL DOOR LOCK OPER (SEE FIG. 297) . 
ROD ASSY, AUX GEAR WHEEL DOOR LOCK OPERATING (SEE FIG. 297) | 
ROD ASSY, NOSE WHEEL DOOR TOGGLE ATTACHING (SEE FIG. 297) . 


BELLCRANK ASSY, NOSE WHEEL DOOR FWD LOCK OPERATING (SEE FIG. 305) 


BELLCRANK ASSY, NOSE WHEEL DOOR HYD CYL (SEE FIG. 305) 
FITTING, AUX LG WHEEL DOOR LOCK BUNGEE SUPPORT (SEE FIG. 305) 
BUNGEE ASSY, AUX LG WHEEL DOOR LOCK (SEE FIGURE 305) . . 
TERMINAL, AUX LG WHEEL DOOR LOCKED INDICATING MECHANISM . 
(SEE FIGURE 305) 
GUARD, AUX LG DOOR LOCK TOGGLE TURNBUCKLE (SEE FIG. 305) 
ROD ASSY, AUX LG WHEEL DOOR FWD LOCK OPER COMPLETE (SEE FIG. 29 
SPACER, AUX LG EMERGENCY RELEASE (SEE FIG. 297) . Ç 
BUNGEE ASSY, AUX LG EMER AUX WHEEL DOOR LOCK (SEE FIG. `302) 
BELLCRANK ASSY, HOR STAB. € RUDDER CONTROL LH (SEE FIG. 147 
BELLCRANK ASSY, HOR STAB. & RUDDER CONTROL RH (SEE FIG. 147 
GASKET, SURFACE CONTROL COCKPIT PRESS. SEAL (SEE FIG. 147) 
SEAL ASSY, AILERON CONTROL COCKPIT PRESS. (SEE FIG. 157) 
GASKET, AILERON CONTROL COCKPIT PRESS. SEAL (SEE FIG. 1T) 
SEAL ASSY, PILOT'S CONTROL STICK LH (SEE FIG. 154) 
GASKET, PILOT'S CONTROL STICK SUPPORT RH (SEE FIG. 154) 
BOBWEIGHT, HOR STAB. CONTROL (SEE FIG. 154) . š 
SUPPORT ASSY, HOR STAB. CONTROL BOBWEIGHT (SEE FIG. ish) s 
PLATE, PILOT'S CONTROL STICK ADJUSTING (SEE FIG. 154) . . . . 
BUNGEE ASSY, HOR STAB. CONTROL BOBWEIGHT (SEE FIG. 146) . š 
NUT; PILOT'S CONTROL STICK SUPPORT ADJUSTING (SEE FIG. 155) š 
SPACER, PILOT'S CONTROL STICK INBOARD RH (SEE FIG. 155)... 
SPACER, PILOT'S CONTROL STICK OUTBD RH (SEE FIG. 155) . . . . 
SEAL, PILOT'S CONTROL STICK PRESS. RH (SEE FIG. 155) 2 
SPRING, SURFACE CONTROL COCKPIT PRESS. SEAL (SEE FIG. 155) s 
NUT, SURFACE CONTROL COCKPIT PRESS. BELLCRANK RETAINING . . . 
(SEE FIGURE 155) 
SUPPORT, PILOT'S CONTROL STICK RH (SEE FIG. 155) .. P 
SHAFT, PILOT'S CONTROL STICK SUPPORT RH (SEE FIGURE 155) EM 
BELLCRANK, HOR STAB. CONTROL FUS STA 85.437 RH eee FIG. 155 
GASKET, PILOT'S CONTROL STICK SUPPORT RH OUTBD (SEE FIG. 154 
GASKET, PILOT'S CONTROL STICK SUPPORT RH INBD (SEE FIG. 154). 
FITTING, PILOT'S CONTROL STICK RH SUPPORT d FIG. M 
FITTING, PILOT'S CONTROL STICK SUPPORT RH (SEE FIG. 154) . 
FITTING, PILOT'S STICK SUPPORT TO DUCT FRAME ATTACHMENT LH 
(SEE FIG. 154) 
COVER ASSY, RADIO GLIDE PATH ANTENNA (SEE FIG. 242) . 
ANTENNA ASSY, RADIO GLIDE PATH (SEE FIG. 242) 


CABLE ASSY, AUX LG. EMER LOCK RELEASE INTERMEDIATE (SEE PIG. 1302) 


BELLCRANK ASSY, AUX LG DOOR LOCK EMER OPERATING (SEE FIG. 302) 


CABLE, COCKPIT ENCL CANOPY EXTERNAL RELEASE HANDLE (SEE FIG. peony 


CABLE ASSY, AN/ARN18 RADIO CO-AXIAL (SEE FIG. 242) . 
FRAME ASSY, SURF. CONTROL FUME SEAL SHROUD RH HORIZONTAL 
STABILIZER BOX UPPER 
FRAME ASSY, SURF. CONTROL FUME SEAL SHROUD RH HORIZONTAL . . 
STABILIZER BOX LOWER 
BRACKET, SURFACE CONTROL FUME SEAL SHROUD RH HOR STAB. 
ROD FORWARD END 
FRAME ASSY, SURFACE CONTROL FUME SEAL SHROUD RH HOR STAB. 
ROD UPPER 
FRAME ASSY, SURFACE CONTROL FUME SEAL SHROUD RH HOR STAB. 
ROD LOWER 
GUSSET ASSY, SURFACE CONTROL LH FUME SEAL SHROUD . . , 
CHANNEL ASSY, SURFACE CONTROL LH FUME SEAL SHROUD LOWER . 
CHANNEL ASSY, SURFACE CONTROL LH FUME SEAL SHROUD UPPER . . . 
CHANNEL ASSY, SURFACE CONTROL LH FUME SEAL SHROUD FORWARD . . 
BRACKET ASSY, SURFACE CONTROL LH FUME SEAL SHROUD LOWER . . . 
BRACKET ASSY, SURFACE CONTROL LH FUME SEAL SHROUD FORWARD . 
INTERCOSTAL, FUS STA 175 TO STA 124.318 FWD FUS ASSY ... 


"INTERCOSTAL, FUS STA 175 TO STA 124.318 FWD FUS ASSY . . 
ANGLE ASSY, SURF. CONTROL FUME SEAL SHROUD RH HOR STAB. BOX FWD 
_VALVE ASSY, LOW PRESSURE OXYGEN FILLER (SEE FIG. 262) . . . . 


53-8273 thru 53-8322 D 53-8273 thru 53-8322 
54-1231 thru 54-1275 54-1231 thru 54-1300 
54-1276 thru 54-1300 


UNITS 


1 


7 
7 
7 





BPR pa PPP PEEP πὶ e E p ES 


7) 


PREP το ο νο Dipper r> 


PERRA Ap 


B= e η H 


PHP 4 [4 Be μα [51 [5 





Changed 26 May 1958 
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CODE 
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Group Assembly Parts List ο. 


FUSELAGE STRUCTURE (Cont) 











ν 





` 





F-86K-4-14-2C 







FIGURE 86 - FUSELAGE STATION 70.250 TO STATION 128.318 LOWER FUSELAGE ASSEMBLY 





UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
86 207-3110 FUSELAGE ASSY, Fus sta 70.25 to 125.310 lower . . + +s + . * * « Ref A 
see figure 83 for next assembly 
207-31104-61 FUSELAGE ASSY, Fus sta 70.25 to 124.318 lower .  « ο + ὁ ο . ο Ref 
(see figure 83 for next assembly) 
(see figure 83 for next assembly) 
207-31104-201 FUSELAGE ASSY, Fus sta 70.25 to 124.318 lower . « ss + +s + + ° Ref 
(see figure 83 for next assembly) 
-1 207-31207 . OUTLET ASSY, Fus sta 117 3/8 gun bay drain upper LH.. . . + + 1 
-4 382-6-20 ` HOSE ASSY, (North American)... . . . + - mur QUA a HR IIR 1 


A3122-12-1 i Tinnerman 





B 
207-31104-101 FUSELAGE-ASSY, Fus sta 70.25 to 124.318 lower . .......-. Ref C 
| 
168 x 











Section. ΙΙ _ 


ια Group Assembly Parts List 


FUSELAGE STRUCTURE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 34 4ϐ 5 6 7 NOMENCLATURE PER ASSY. CODE 
. OUTLET ASSY, Fus sta 117 gun bay drain upper RH . ¿ i . + + ο 1 
-5 3H2-6-13 . HOSE ASSY, (North American) . . e + + +. + s + s + s + et on n 1 
-6 A3122-12-1 . . CLAMP, (Tinnerman) . ο ου. 2 
-7 AN4-7A è BOLT ... . B Ww. ^ φὶ (αἱ Hes! D do at νυν 8 
-8 '205-31369-5 . CATCH, Fuselage gun bay door lock pin LH i499 wx 2 
-9 205-31369-6 . CATCH, Fuselage gun bay door lock pin RH . . + + + +< + eee 2 
-10 205-31343-5 # PLATE, Fuselage gun bay door lock pin serrated . . . esso 4 
205-31250-51 . BULKHEAD ASSY, Fus sta 70.250 lower +. +. . +. + + . +. +. ° E 1 A 
205-31205-61 . BULKHEAD ASSY, Fus sta 70.250 lower ο is ee s . 1 B,C,D 
-11 205-48715 + + BRACKET ASSY, Fuel drop tank and alighting gear emergency. 1 
release control cables fus sta 72 5/8 outbd pulley 
-12 205-48716 + . BRACKET ASSY, Fuel drop tank and alighting gear emergency. 1 
release control cables fus sta 72 1/4 inbd pulley 
AN219-2 «5. . PULLEY ... ode eue ater ie 2 
-13 205-54521-11 . . MECHANISM ASSY, Elec inverter tray hoisting "p 1 
(see fig. 87 for breakdown and attaching parts) 
-14 205-54534 . TUBE ASSY, Electric inverter telescoping complete . . . . . + 4 
205-54526 - . TUBE ASSY, Elec inverter telescopic outer sliding . . . + 1 
-15 205-54528 - . . TUBE, Elec inverter telescopic outer sliding ..... 1 
-16 165-31258-3 + + . SLEEVE, Telescoping step inside upper... 2 Xp. 1 
205-54530 . . TUBE ASSY, Elec inverter telescopic inner sliding Sie Sour 1 
-17 205-54533 - . . TUBE, Telescoping step inner sliding . . « . + + + » +. 1 
-18 165-31262 + . . SLEEVE, Telescoping step inside lower . . . . . . + ο x 1 
-19 AN393-25 e oe GIN Z ¿< 9s EA 1 
-20 2W17-4L + . WASHER, Corrosion resistant steel ` (North American) seleta 1 
-21 205-54531 . . FITTING ASSY, Elec inverter cable hoisting attachment . . 1 
-22 205-54532 é STUD, -Elec inverter telescoping tube snap slide fastner , 1 
-23 205-54529 Ε STOP, Electric inverter telescoping tube upper . . . . + + <+ 4 
-24 205-54545 . LINK, Electric inverter hoist cable . . . .. . + + + + + ° + 2 
-25 AN393-9 5. ῬΙΝ 229 Gs ZY brea sigh Μπο προ. πας 8 
-26 2w18-10L ` WASHER; Flat (North American) . . . μμ... 8 
-27 205-514536 . CABLE ASSY, Elec inverter hoisting spreader (RES 4 
᾿ 205-31243 . BEAM ASSY, Fus sta 70.25 to 101.5 BLÓ LH . , + + + + + s +. + 1 
205-31245 . BEAM ASSY, Fus sta 70.25 to 101.5 BL6 RH .. 4. Ver ses ο 1 
-28 205-54535 + . SUPPORT ASSY, Elec inverter telescoping μα με» 2 
-29 205-31346 . . FITTING ASSY, Fus sta 74.5 fwd jack pad support . . . . + 1 
(on 205-31245 only) 
R2A10283 . + . INSERT, (Rosan) Be οι v9 s Wes δι ο ^ SIM, NSS a | e 1 
RL82SB12 - . . RING, (Rosan) . ώς E 
-30 205-31009 . DOOR ASSY, Fus sta 86. 25 “to iol- 5 pilot Step. lower LH eg de e 1 
[ nd fig. 81 for breakdown) 
* < Mos l 
ζην, 203-3 3100591 pe Wes PESAT, ASSY, AA v6. 5 to 86.25 “expended ammunition LH . . . i 
205- 21015- 2 . DOOR ASSY; Pus sta 76.5 to 86.25 expended ammunition RH... 1 
-32 205-31309 . . HINGE ASSY, Fus expended ammunition door . +. +. . +. + + +. + 1 
-33 205-61101 . . LINER, Expended ammunition door . e. Eod WII ο”. 1 
-34 98265-2-.210 . . STUD, is sad Sn TETTE Ya ee ve EP COMM EIE 2 
98265-1-.140 . . STUD, (United-Carr a atea, eh Wei ie] δ». im^ ο yee Cal ete aa ο 5 
Z<. 99836 + . PIN, (United-Carr) . t τς ὃν cal es ver tar “SC ee τ 
140-31029 . SPRING ASSY, Ammunition áccess "door cable a a e a a ds 2 
-35 140-31030 . . HOOK, Ammunition access door cable ae δὶ τὰ, As ος 9 1 
-36 140-31049 . . SPRING, Tension . .. . τ Yu eue de a E 1 
-37 140-31050 + . HOOK, Ammunition access door cable T 1 
-38 205-31361 . CABLE ASSY, Pilot's step door restraint . . . . + + + eso 2 
-39 AN393-9 . PIN.. o» e ide νι yeh ka 9 
-40 205-31347 . STEP ASSY, Fus “sta “97 pilot's intermediate ο ο ο 1 
“AL 205-31396-1 . FITTING, Fus sta 70.25 intercostal bolt angle aft LH .... 1 
-42 205-31396-2 . FITTING, Fus sta 70.25 intercostal bolt angle aft RH .... 1 
-43 207-31113 . FUS ASSY, Fus sta 101.5 to 135 lower (see fig. 88 for bkdn) . 1 A 
207-31113-31 . FUS ASSY, Fus sta 101.5 to 135 lower (see fig. 88 for bkdn) . 1l B,C 
207-31113-41 . FUS ASSY, Fus sta 101.5 to 135 lower (see fig. 88 for bkdn) . 1 D 
-44 205-33705 . BKT ASSY, LG emer cont fus sta 84 3/8 interm cable pulley . . 1 
AN219-2 + . PULLEY... . Q RU Se 5 1 
213-31208-1 . WEB ASSY, Fus sta 70 uA to 135 lower hor Shear LH — 1 
213-31208-2 . WEB ASSY, Fus sta 70 1/4 to 135 lower hor shear RH . . . n 1 
-45 205-48712 S Ya BRACKET ASSY, Fuel drop tank emergency jettison . . . . 1 
fus sta 119 pulley (on RH side only) š 
AN219-2 . . >. PULLEY .. à s ο 419 7 ὁ- ce a ee ee e 1 
-46 213-31003 . . DOOR, Fus sta 119 “ae voltage reg adjusting access RH... 1 
221-31433 C GASKET, Fus sta 119 de volt regulator adjusting RH door . 1 
NAS221-9 . . SCREW, Brazier head Phillips recess alloy steel 10-32 . . 9 
NAS221-10 . . SCREW, Brazier head Phillips recess alloy steel 10-32 . . Y 
-47 BS51338 sf PLUG, Button (United-Carr) . NES ο 2 
205-31301-1 . BULKHEAD ASSY, Fus sta 76.5 lower LH a . < 8 x é ««: ὁ 9 5 1 
205-31301-2 . BULKHEAD ASSY, Fus sta 76.5 lower RH . . +. + + + + ee * * 1 
-h8 98292-1-.130 š STUD, United- Carr . . . ὑφ q e ος e ο: aa οἱ . & ¿$ T 
98292-2-.190 . . STUD, (United-Carr ο αὶ ο αν rel. AD cah ds he UR. URS ο T 
98292-2-.230 . . STUD, (United-Carr onere. dll nU. ARA we πο 1 
99836 . . PIN, (United-Carr) . MED 
-49 205-31301-21 . P DOOR, Fuselage sta 16. 5 lower `bulkhead LH ὁ ος ted te Me, URS W 1 
-50 205- ΕΙ ë DOOR, Fuselage sta 76.5 lower bulkhead RH . . . . + + + . 1 
-51 3F2-4 > PITTING, Bulkhead union. . SS fer fei Tie ο ο 2 


*1 Used on airplanes modified per T.O. 1F-86K- 547. 
USEABLE ON CODE: A 53-8273 thru 53- 8322 C 54-1301 thru 54-1350 D 56- 4116 and subs 
54-1231 thru 54-1300 55-4811 thru 55-4936 
nn  — — À° v S  Ə S —U 
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F-86K-4-30-2A 


FIGURE 87 - ELECTRIC INVERTER TRAY HOISTING MECHANISM ASSEMBLY 
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FIGURE & 
INDEX NUMBER 


87 


zx 
-2 
-3 


-4 
-5 
-6 
-7 
-8 
-9 
-10 
-11 


-12 
-13 
-14 


. -15 


-16 
-17 
-18 
-19 
-20 
-21 
-22 


133 


-24 
-25 
-26 
-27 
-28 
-29 
-30 
-31 
-32 
-33 
-34 
-35 
-36 


PART 
NUMBER 


205-54521-11 





T. O. 1F-86K-4 
FUSELAGE STRUCTURE (Cont) 


2 3 4 5-6 7 NOMENCLATURE 


MECHANISM ASSY, Electric inverter tray hoisting . . . . . . 


(see figure 86 for next assembly) 


ATTACHING. PARTS 


AN3-5A 
2W18-10 
AN365-1032 
ANU-52A 
4B21S4-428 
2W1-18-22-6^ 
AN365- 528 
2W2B25-22-64 | 
2W1LB25-22-62 
205-54518-3 
207-54500 
205-54547 
NAS427T14 
AN393-39 
2W18-10 
205-54527 
4B20B10-006 
4B20B6-012 
4B20B6-010 
4B20B6-006 
205-54522 
205-54522-10 
205-54522-11 
205-54537 
AN3-46A 
2W18-10 
AN365-1032 
2W2B13- 22-64 
4B21S3-403 
205-54519 
205-54539 
205-54523 
205-54524 
AN515-6R6 
2W18-6 
AN365-632 
205-54521-3 





BOLT . . MEC ACE 
"WASHER, Flat (North American). E TE 
NUT eta Ls los i OS O a ja ás Le 


BOLT .. gore ee e a τῷ 


BUSHING, Spacer (North American) 
WASHER, Plain (North American) 
NUT . . dhcp dele eus τὸ f πριν 
WASHER, Thrust “(North American) . S ub ον take tes 
WASHER, Plain (North American) Sieg ala Yeo ου, 
GEAR, inverter tray hoist actuating Soe ç νο ὃς 
DRUM ASSY, Elec inverter tray hoist actuating 3 

INSERT, Elec inverter drum μες actuating. cable 
PIN, Pulley guara Iw P E 
PIN 44 TER 
WASHER, Flat “(North American) . E Ἵν eee. ie 
HOUSING ASSY, Electric inverter hoist š EE ιο 

BUSHING, Press- fit flanged (North American 

BUSHING, Press-fit flanged (North American 

BUSHING, Press-fit flanged (North American 

BUSHING, Press-fit flanged (North American 
CABLE ASSY, Electric inverter hoisting LH . . 
CABLE ASSY, Electric inverter hoisting LH . . . . + + 
CABLE ASSY, Electric inverter hoisting LH . . . + + + + +. 
CABLE ASSY, Electric inverter hoisting RH . . . . + + + +. 
BOLT .. AS He tur ο ο Ύῳ..ῳ š 
WASHER, Flat “(North American) ο ο el or Dep e ος Ὁ 
NUT . . while: Versa (δι S. WY INL WS NC 
WASHER, Thrust "(North American) . A e dos 
BUSHING, Spacer (North American) . . . . . m ute 
WORM, Inverter tray hoist actuating . . . . . + + + 
SHAFT, Electric inverter hoisting . . ἕως wo M 
LATCH, Electric inverter tray actuating mech siepe 
SPRING, Electric inverter tray ια mech . . . ο 
SCREW . . "Rc Le we 
WASHER, Flat (North American) . SUR, he τον De eror sah 
NUT ο ο ο . 
RETAINER, Elec “inverter tray “hoisting mechanism . . . . + 
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Fer 
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Section :: . 
Group Assembly Parts List T. O. 1F-86K-4 


FUSELAGE STRUCTURE (Cont) 








FIGURE 88 - FUSELAGE STATION 101.5 TO STATION 135 LOWER FUSELAGE ASSEMBLY 
172 
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FIGURE & 
INDEX NUMBER 


88 


-10 


-13 
-14 
-15 


-16 
-17 


-18 
-19 
-20 
-21 
-22 
-23 
-24 
-25 
-26 
-27 
-28 


-29 
-30 


-31 
-32 
-33 
-34 
-35 


-36 
-37 


PART 
NUMBER 


207-31113 
207-31113-31 
207-31113-41 


205-31013-1 
205-31013-2 
205-31309-11 
205-61101 
98265-3-.290 
98265-2-.240 
98265-2-.200 
98265-1-.140 
98265-1-.150 
99836 


205-31311-11 
205-31311-12 
242-31016-21 
242-31016-22 
242-31016-1 
242-31016-2 
205-31369-3 
205-31369-4 
205-31343-3 
AN4-7A 
2W17-416 
205 -31369-7 
205-31369-8 
205-31343-7 
205-31343-8 
AN} -ΤΑ 
205-31244-1 
205-31244-2 
205 -54535 
205-54529 
205-54534 
205-54526 
205-54528 
165-31258-3 
905 -54530 
205 -54533 
165-31262 
AN393-25 
2W17-4L 
205-54531 
205-54532 
205-54545 
205-54536 
AN393-9 
2W18-10L 
205-54543 
AN219-2 

205 -54544 
AN219-2 
205-31306-71 
205-31306-91 
205 - 33703 


AN219-2 
205-33704 


AN219-4 
205-48728 


AN219-2 
205-48727 


AN219-4 
205-31306-69 
NAS221-9 
205-31303 
205-54542 
AN219-2 


* L 


*1 
*1 
κο 
*2 


1 





1F-86K-4 


FUSELAGE STRUCTURE (Cont) 


T. O. 


2 3 4 5 6 7 NOMENCL 


Section__11 _ 


Group Assembly Parts List 


ATURE 


FUSELAGE ASSY, Fuselage station 101.5 to 135 lower . 


(see figure 86 for next assembl 


y) 


FUSELAGE ASSY, Fuselage station 101.5 to 135 lower . . 


(see figure 86 for next assembl 


y) 


FUSELAGE ASSY, Fuselage station 101.5 to 135 lower . 


. 
. 
. 
. 


9. 09. 0 09 0 9 9 . 5 ο ο 


Not used on airplanes modified per T.O. 


(see figure 86 for next assembl 


y) 


° ° ο s . ° ο» 


BOLT ... 

WASHER, Corrosion resistant steel 
lock 
lock 
lock 
lock 


DOOR ASSY, Fus sta 101 to 111 expended ammunition LH .. 
DOOR ASSY, Fus sta 101 to 111 expended ammunition RH . . 
HINGE ASSY, Fuselage expended ammunition door . . . . 
LINER, Expended ammunition door sw ja vw wi X “€ 
STUD, (United-Carr € fer ee 8 é Ux "E 
STUD, (United-Carr ν qe Wu cy š S cup ui ue. ve «ae E 
STUD, United-Carr š πο» e ea "PE 
+. STUD, (United-Carr ER RI A ο GY Se ῴσλῳ 
. STUD, (United-Carr A A ντα e E VE -ῳ DR oet S 
PIN, (United-Carr) . ^s. da by MN ο. 
FAIRING ASSY, Fuselage to wing leading edge LH oi 
FAIRING ASSY, Fuselage to wing leading edge RH ag 
FAIRING, Fus to wing leading edge LH, assy of . "EET 
FAIRING, Fus to wing leading edge RH, assy of rut cen ut 
FAIRING, Fuselage to wing leading edge, assy of LH . .. 
FAIRING, Fuselage to wing leading edge, assy of RH . .. 
CATCH, Fuselage gun bay door lock pin LH ... ο, wy dee 
CATCH, Fuselage gun bay door lock pin RH . .. .. ... 
PLATE, Fuselage gun bay door lock pin serrated . . . . . 


(North American) . 
LH .. Š 

RH” vow ᾱ- ᾱ 
serrated ΤΗ 
serrated RH 


pin 
pin 
pin 
pin 


bay door 
bay door 
bay door 
bay door 


CATCH, Fuselage gun 
CATCH, Fuselage gun 
PLATE, Fuselage gun 
PLATE, Fuselage gun 
BOLT . .. Bx Ta ai, led en aed, palit [IARE προ . 
ΒΕΑΜ ASSY, Fuselage station 101.5 to 125.5 BL6 LH . 
ΒΕΑΜ ASSY, Fuselage station 101.5 to 125.5 BL6 RH . 
. SUPPORT ASSY, Elec inverter telescoping tube . M 
STOP, Electric inverter telescoping tube upper . . 
TUBE ASSY, Electric inverter telescoping complete n . 
. TUBE ASSY, Electric inverter telescoping outer sliding 
. TUBE, Electric inverter telescoping outer sliding. 
oe SLEEVE, Telescoping step inside upper... ee 
. TUBE ASSY, Elec inverter telescoping inner sliding 5 

. TUBE, Telescoping step inner sliding . . . . + à 


° * * 9 ο ο +e n on n 


. SLEEVE, ο ο ne step inside lower . . . . + 
PIN >. . 

WASHER, Corrosion “resistant. steel “(North American) 9 
FITTING ASSY, Elec inverter cable hoisting attachment 
STUD, Elec inverter telescoping tube snap slide fastene 


oe * ot n 


LINK, Electric inverter hoisting cable . . . e + + e è 
CABLE ASSY, Electric inverter ες spreader . . s 
PIN... a δα E ον 
WASHER, Flàt ` (North American) . $ s 


BRACKET ASSY, Aft elec inverter “hoist aft pulley “LH 
PULLEY . . . 
BRACKET ASSY, Aft elec “inverter hoist aft pulley: “RH 
PULLEY o2 Q e X ae wa e d. ἀμ. κα A 
FRAME ASSY, Fuselage station 125. 5 lower . . . 4.54. 
FRAME ASSY, Fuselage station 125.5 lower . . Wc. VEN Decus 
BRACKET ASSY, Alighting gear emergency release š ^e . 
fuselage station 126 1/8 cable outboard pulley 
« » PULLEY ... 
BRACKET ASSY, Alighting gear emergency control fus sta 
126 1/8 intermediate inboard cable pulley 
x- PULLEY + + + 
BRACKET ASSY, Fuel drop tànk emergency jettison `fuselag 
station 125 1⁄3 RH pulley 
. + PULLEY ... + 
BRACKET ASSY, Fuel drop. tank emergency jettison < 
fuselage station 125 1⁄2 LH pulley 
PULLEY .... . e.. e 5 
DOOR ASSY, Heat and vent access “lower "frame bns 
. SCREW, Brazier head Phillips recess alloy steel 10- 32 
FRAME ASSEMBLY, Fuselage station 101.5 lower . . 
BRACKET ASSY, Aft elec inverter σας forward pulley 
PULLEY . α à - +s + = eseo ο) cw cw ee dE 


1F-86K-534. 


*2 Used on all airplanes coded A & B whn modified per T.O. 1F-86K-534. 


USEABLE ON CODE: 


A 53-8273 thru 53-8322 
B 54-1231 thru 54-1350, 


55-4811 thru 55-4936 


C 56-4116 and subs. 


$9 9 9 . . 9 o o9 c3 c9 $» 9 » c£] o o. 


°. °. . 9 Ho... 


e 


. ` 9 o9 c9 9 $9 9 9 c9 s ὁ 9 9 s 9 9 + + + 9 5 


UNITS 


PER ASSY. 


Ref 
Ref 


Ref 


Be ED EH RS P ES. S. Q0 OO λα BPE EEN E IS ERP IS. EB ΕΞ ΕΠΣΕ» ο ο IH. I. IB. I ML IO. iB iB ο. = 


PR. Re 


p 
N 5 RSS 


USEABLE ON 


CODE 
A 


B 
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Section. ii 
Group Assembly Parts List T. O. 1F-86K-4 





FUSELAGE STRUCTURE (Cont) 





F-86K-4-31-10B 


FIGURE 89 - FUSELAGE STATION 40.625 TO STATION 70.250 DUCT ASSEMBLY 
171. Changed 26 May 1958 








I Section. 1: _ 
T. O. 1F-86K-4 - Group Assembly Parts List 
FUSELAGE STRUCTURE (Cont) 


FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 $ NOMENCLATURE PER ASSY. CODE 
89 207-31125 DUCT ASSEMBLY, Fuselage station 40.625 to station 70.250 . . . . Ref A 
(see figure 83 for next assembly) 
207-31125-71 DUCT ASSEMBLY, Fuselage station 30.625 to station 70.250 . . . . Ref B 
(see figure 83 for next assembly) 
207-31125-81 DUCT ASSEMBLY, Fuselage station 40.625 to station 70.250 . . . . Ref 
: (see figure 83 for next assembly) 

-1 AN365-428 . NT... ar ENS γος » ^. 4 

-2 2W18-116 . WASHER, Flat "(North American) vile Sau trs $e i δν da 4 

-3 ANA -10A v. “BOLTS -e wee so ue ur wile ἃς ee hse (Cu OO AAA ο κα 6 

-4 AN365-1032 . NUT.. A ls τα SOS S da 2 

-5 2418-10 . WASHER, Flat ` (North American) Low wwe ο..." ^ Ὁ φας ας 2 

-6 AN3-6A : ο A ο TS y/o D ος 3: x. 9" uw «όν ^o E 3 

-7 ANY2-5A . BOLT .. . SL 2 NE" AD 1 

-8 165-34532-11 . FITTING ASSEMBLY; Auxiliary alighting geàr uplock Support 9 1 

(see figure 291 for breakdown) 

-9 151-34522 . FITTING, Aux LG wheel door operating cyl bellcrank support . 1 

-10 AN365-1032 . NT . RR πάω 8 

-11 2W18-10 +. WASHER, Flat ` (North American) S dec ies cei. Venite. Neb Lg τῶν der we T 4 

-12 AN3-7A s BOLE aae «δ a a e € ee es C95 ὁ) -ῳ 09 O Se -ᾱ 2 

-13 AN3-10A . BOLE? €. 6. «MS 2 

-14 165-34511-11 . FITTING ASSEMBLY, Auxiliary alighting gear “actuating 'eyl e 1 

attaching (see figure 300 for breakdown) 

-15 2W18-10 . WASHER, Flat (North American) . . . e +s + + + + eee νο ο 2 
205-31239-1 . BULKHEAD ASSY, Fuselage sta 70.250 side LH . . . s +. + s e è 1 
205-31239-2 . BULKHEAD ASSY, Fuselage sta 70.250 side RH . . +. + + EC 1 A 
205-31239-42 . BULKHEAD ASSY, Fuselage sta 70.250 side RH . . +. +. + + + +. ο 1 B,C 

-16 165-31345-3 . . ANGLE, Fus sta 78.25 upper duct frame to web attaching . . 1 

` (on LH only) 
165-31345-7 . . ANGLE, Fuselage sta 78.25 upper duct frame to web . . .. 1 
attaching (on RH ή 

-17 165-31344-1 . . ANGLE, Fus sta 78.25 side frame attaching LH . . . . . +. + 1 
165-31344-2 + . ANGLE, Fus sta 78.25 side frame attaching RH....... 1 
165-31180-201 . FRAME ASSEMBLY, Fuselage station 78.25 upper duct . . . .. + 1 

-18 165-31330-1 . . ANGLE, Fus sta 78.25 upper duct frame to side frame LH. . 1 
165-31330-4 . . ANGLE, Pus sta 78.25 upper duct frame to side frame RH. . 1 

-19 165-31345-5 . . ANGLE, Fus sta 78.25 upper duct frame to web attach . . + 2 

-20 AN365-1032 s VNUT α,.-το ο o ο oe Sw ο ο ο ο SI ew So ο μ.ο 3 

-21 2W18-10 . WASHER, Flat (North Merian e é dot ο 3 

-22 AN3-21A a BOLT «. « wi. fel, ο tate da Iw 3 

-23 151-34523 . FITTING, Aux τα wheel door lock operating bellcrank sup... 1 

-24 AN365-428 . NUT ο Ne m UAE ia "de 

-25 2W18-416 ` WASHER; Flat “(North American) . ο Va ete ο Corts τῷ. ῳ Sea Mes tee UR «40 

-26 AN4-11A s BOUT an vede weis Ὁ Ὁ Gol tes a ta ecce. c A 199). τα, 5 

-27 AN4-7A O BOLD, "S ο oh e oh cas a ο A tag ο a, ο ο ο 6 

-28 AN4-15A ` e BOLD os š "OE. ο απ ας 1 

-29 165-34331 . LATCH ASSEMBLY; Auxiliary alighting gear wheel door rear . . 1 

complete (see figure 306 for breakdown) 

-30 165-34341 . IDLER ASSEMBLY, Auxiliary alighting gear wheel door . . . . + 1 

(see figure 306 for breakdown) 

-31 165-34311 . LATCH ASSEMBLY, Auxiliary alighting gear wheel door forward . 1 
, (see figure 306 for breakdown) 

165-31112-111 . BEAM ASSEMBLY, Fus sta 48. ος to 78.25 nose wheel well RH . . L 

-32 98292-1-.100 . . STUD, (United-Carr). τν ᾧ ο AL τ. 3 
99836 . . PIN, (United-Carr) . do reb aaa Se edt ο ον πο ος 3 
9994 7C- .130 + . RECEPTACLE, (United- carr) » oe oe 3 

-33 165-31112-29 + . COVER, Fus sta 48.625 to 78. 25 nose wheel well RH . . .. 1 

-34 165-34637 . SUPPORT, Aux LG door lock emer operating bellcrank. . eres 1 
207-31202 . BULKHEAD ASSEMBLY, Fuselage sta 40.625 lower right ..... 1 A 
207-31202-51 . BULKHEAD ASSEMBLY, Fuselage sta 40.625 lower right . .... 1 B,C 
207-31130 . BULKHEAD ASSEMBLY, Fuselage sta 40.625 lower left . . . . š 1 

-35 207-31205-3 + . FRAME, Fuselage station 40.625 side RH , , . + + + + + e a 

-36 207-3120! -3 + . FRAME, Fuselage station 40.625 side LH . . . . š DEN 1 

-37 NAS221-9 - . SCREW, Brazier head Phillips recess alloy steel '10- 32 "€ 14 

(on 207-31202-51 only) 
-38 165-58419-21 - . COVER ASSY, Hyd nose gear emergency valve access hole . . 1 
(on 207-31202-51 only) 
165-31172-150 . FRAME ASSEMBLY, Fuselage station 58.625 upper duct ..... 1 A,B 
165-31172-200 . FRAME ASSEMBLY, Fuselage station 58.625 upper duct . . . . + 1 C 

-39 165-51226 + . SUPPORT ASSY, Pilot's inst panel radar scope absorber .. 1 

-40 6952-1K + . . MOUNT, Unit Met-L-Flex (Robinson) . š 1 

-41 207-34745 . BRACKET ASSY, Aux alighting gear steering lower inbd “pulley x l 
AN219-1 - . PULLEY .. ο “κ ce 2 

-42 165-34306-11 . SUPPORT ASSY, Àux alighting gear “wheel door fwd hinge a $5 1 

-43 AN364-1032 P NUT + da. $ o€*, EN IL 1 

-44 2W18-10 . . WASHER, Flat (North American) E EE SS fas A ο τος 2 

-45 5B1-7 | i BOLT, Adjustment (North American) . . . . ; ο 20. 0 2. + 1 

-46 4B1985-011 BA: BUSHING, Spacer απ μας g side) . 3 ve ας š 1 
4B19S5-012 + . BUSHING, Spacer (North American far side) . .. .... .1 


USEABLE ON CODE: A 53-8273 thru 53-8322 
B 54-1231 thru 54-1325 
C 54-1236 and subs 
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F-86K-4-14-5 





FIGURE 90 - FUSELAGE STATION 40.625 TO CANTED STATION 124.318 LEFT AND RIGHT HAND PANEL ASSEMBLIES 
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Section ΙΙ Ἢ 


T. O. 1F-86K-4 Group Assembly Parts List 
FUSELAGE STRUCTURE (Cont) 





-24 AN3-5A . BOLT, (on RH side only) . s . + + + + + + * * * * * ° 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PASST, ODE = 
90 207-31107 PANEL ASSY, Fus sta 45.5 to canted sta 12 .318 LH side . . . . « 1 
(see figure 82 for next assembly) 
- 207-31118 PANEL ASSY, Fus sta 40.625 to 128.318 RH side +... « ...... 1 A 
(see figure 82 for next assembly) 
207-31118-81 PANEL ASSY, Fus sta 40.625 to 124.318 RH side . . . . . +, + + + Ref A 
š (see figure 82 for next assembly) 
207-31118-91 PANEL ASSY, Fus sta 40.625 to 124.318 RH side . . ....... Ref B 
š (see figure 82 for next assembly 
-1 165-31121-62 . LONGERON ASSY, Fus sta 49 31/32 to 122.688 upper RH. . "us 
165-31121-51 . LONGERON ASSY, Fus sta 49 31/32 to 122.688 upper LH . . . . + 
-2 AN365-428 2a NU ο ο OROSIUS SURE ος ο το ο aes 
23 AN960C4 16 A A ARAS A GM cee εν Γαμοσ cad wita de 
-4 AN4-7A se BOLE es We ee RE CP MEM 
-5 165-31277-2 . . CLIP, Fus sta 113.5 bulkhead to upper longeron RH . . +. + 
165-31277-1 . . CLIP, Fus sta 113.5 bulkhead to upper longeron LH . . +. + 
-6 165-31226-2 . . CLIP, Fus sta 113.5 bulkhead to upper longeron RH . . +. + 
165-31226-1 . . CLIP, Fus sta 113.5 bulkhead to upper longeron LH) «23x 
-7 165-31201-3 . . FITTING, Fus sta 123 upper longeron splice . . +. + s.e 
-8 165-31201-6 . . FITTING, Fus sta 123 upper longeron splice RH .....-. 
; 165-31201-5 . . FITTING, Fus sta 123 upper longeron splice LH . . +. + + + 
-9 165-31121-26 . . GUARD, Fus sta 49 31/32 to 122.688 upper longeron RH. . + 
165-31121-25 . . GUARD, Fus sta 49 31/32 to 122.688 upper longeron LH . . + 
-10 -AN365-524 ee NOTU Z u SSC ρα ας αλ ο a te ο ο, ος 
-11 AN960D516 . WASHER i . +... +... ee © ee ὁ . . . s . . . 5 9 ος» 
-12 AN5-7A . BOLT e ο ee Rw e ES es 
-13 165 -31325-2 . ANGLE, Fuselage sta 78.25 to upper longeron RH . s.n 
165-31325-1 . ANGLE, Fuselage sta 78.25 to upper longeron LH .. "D 
-14 AN365-428 NUTS να ο ge an a Ue Pe ae eats . e des ts 
-15 AN509-416R11 . SCREW . . . ο « © © © ὁ © ὁ 9 ὁ ὁ 4 ο c] c£] ο 9 6 2 9 ] £| I|; |. 
-16 165-318165 . PLATE, Cockpit enclosure canopy stop upper oie ών VAT 
-17 165-318166 . PLATE, Cockpit enclosure canopy stop lower . . + ahs Gem 
-18 AN365-1032 ¿ ΝΟ eae Q ἃ τς, μα: ο ORR Sie ee Ceo ie IA A s is 
-19 AN960D10 . WASHER . . « 6 © «© © © © © © ο om ee . . w n 9 ος o s ος 
-20 AN509-10R13 s SCREW X -ᾱ τῳ ue sy a m τον al τὰς ae ee e D, Lum im cmi la: C 
-21 165-318199 . PLATE, Cockpit enclosure canopy stop lower forward . . +. . 
-22 165-318198 . PLATE, Cockpit enclosure canopy stop upper forward . +. +. + 
-23 165-51235-20 . SUPPORT ASSY, Pilot's instrument panel upper absorber RH . 
165-51235-1 . SUPPORT ASSY, Pilot's instrument panel upper absorber LH . 
n 


eo 9 oc 9 9 ὁ 0 s à c s 9 0 s 9$ * +... 


κ 
FB νο I. 4E A PI A PO O TO. I FO. fO FO. IP PPP EE EP IS FO FO IO. IO FO JO JO. iD ος 


AN365-1032 . NUT, (on RH side only) . . s + + + + + ee e... x 

2w18-10 . WASHER, Flat (North American) (on RH side only)... : 
-25 165-34603 ` SUPPORT, Alighting gear emer lock release handle (RH only) 
-26 AN365-1032 v NUT ο νι eee e o8 ο e iq oe Φα -ᾱς ασ δι» φ) ὁ SES 
-27 2W18-10 . WASHER, Flat (North American) . . . + + + e+ sees 2 
-28 AN3-11A è ο ο μμ ο aa aa e a Uw Je ae, «δὶς e "m 
-29 165-318212 . STOP, Cockpit canopy locking mechanism up torque tube . .'. 

165-54337 . BRACKET ASSY, Electrical RH console panel mount inboard . . 

165-54338 . BRACKET ASSY, Electrical RH console panel mount , . . , + + 
-30 AN8008D4 . . INSULATOR . . . +... +. +... < ee € om ot . on m t] t] t] t] t n 
-31 190-3133! . .DUCT ASSY, Sta 119.687 to 132.318 RH heat exchanger cooling . 
-32 165-318211 . BRACKET ASSY, Cockpit canopy locking mech up torque tube . 
-33 AT7SDA . | . BEARING, Needle heavy duty self-aligning (Torrington) š 
-34 AN3-6A . BOLT, m RH side) ο ο εἱς) το ο ο 

AN3-5A . BOLT, (on LH side) . . . + +< + + + + + + s + + . t . ° . ° ng. 
-35 2W18-10 . WASHER, Flat (North American) . A S 
-36 AN365-1032 "ES DUDEN ce NX XE IE E © Jens 
-37 165-53204 . COVER ASSY, Pilot's map case (on LH side only) . siut. eS 
-38 AN3-5A o" BOPP: lor dan Brae oe Gor ek Pee a ine ο νο erede um E "ὦ 
- 39 ΑΝ3-6Α «s BOLI os woo E us cwn $e A ὧν, n eee 
-40 2w18-10 -© . WASHER, Flat (North American) . Ρ ees dS 
-41 AN365-1032 s NUDO a a s A E A 8 
-42 190-31826 . BRACKET, Cockpit encl canopy manual lock bellcrank support RH 
-43 205 -73338 . DOOR ASSY, Oxygen filler valve (on LH side Only) < e -ᾱ- ος Q 

98265-1-.140 . . STUD, (United-Carr) . . . + + + + + * * ' * ++ š V^ Cs 

99836 . . PIN, (United-Carr) . . . . + + + + sot + s s f ptt ° * ° 
-44 205-73325 ` SUPPORT ASSY, Oxygen filler valve (on LH side only) . . Sree 

99833P.130 . . RECEPTACLE, (United-Carr) . . . + + + + + + ee + * + ° n 
-45 106875 . VALVE ASSY, Manual operated ram air scoop (Whittaker) . . + 

(on LH side only) 
-46 165-53205-10 . PANEL ASSY, Pilot's map case (use 165-53205 untl exh)...’ 7 
(on LH side only) 
USEABLE ON CODE: A 53-8273 thru 53-8322 | 
B - 54-1231 thru 54-1325 
G 54-1326 and subs 
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F86K-4-31-11 


FIGURE 91 - FUSELAGE STATION 5.75 TO STATION 40.625 DUCT ASSEMBLY 
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Section. ΤΙ . 


T. O. 1F-86K-4 Group Assembly Parts List 
FUSELAGE STRUCTURE (Cont) 


A A A A A A A AAA A A A = ια εκτός 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER i 1 Ὁ $96 4. 5. 6- 7 NOMENCLATURE PER ASSY. CODE 
91. 207-3112! * ,DUCT ASSEMBLY, Fuselage station 5.75 to 10.625 (see figure . . . Ref A 
4 for next assembly) 
207-31124-111 DUCT ASSEMBLY, Fuselage station 5.75 to 40.625 (see figure . . . Ref B 
8h for next assembly) š 
207-31124-121 DUCT ASSEMBLY, Fuselage station 5.75 to 40.625 (see figure . . . Ref B 
8h for next assembly) 
207-31124-131 DUCT ASSEMBLY, Fuselage station 5.75 to 40.625 (see figure . . . Ref C 
8h for next assembly) 
207-31124-141 DUCT ASSEMBLY, Fuselage station 5.75 to 40.625 (see figure . . Ref D 
84 for next assembly) 
207-31128 . BULKHEAD ASSEMBLY, Fuselage station 12.75 lower . +. . . + » + 1 
-1 AN509-10R11 . . SCREW . « , + ο . © ὁ e ο s s s o s ο ° s 5 ο 1 | ° ° ° 2 
-2 AN365-1032 A NUT ais EU a sQ ch, m m A e δι W. p. a ie 2 
-3 165-34373-1 . . SUPPORT, Aux LG strut forward door hinge LH . . . + +. + + 1 
165-34373-2 . . SUPPORT, Aux LG strut forward door hinge RH . . +. +. + +. + 1 
-4 165-34731 . FITTING, Auxiliary alighting gear clutch support . . . + + +. 1 
-5 AN365-428 2 NUR CX. v € £3 RR A E IC EE CE T 
-6 2W18-416 . WASHER, Flat (North American) . . . . + + + + se ee ee ee 7 
-7 ANH -TA < BOLT aos om Nah feo A de ve Uude το νην 4 
-8 AN4-10A . JBOUT ; . £4 ey w 90909 399. de ος ὁ ο ο ο ὁ Ὁ ο e ὁ ὁ C Φ 5 2 
-9 AN509-416R15 . SCREW... erore . ee ee ee ee ww we o] t] |] | 0] 0| 1 9 Ta 1 
-10 AN365-428 . NUT ae cee ee eve c. un ete eiie 09 18 δ cm el lm. Qh τ ὁ a ies a ὃς a αν De 1 
-11 2W18-416L . WASHER, Flat (North American) . . . . + + + + ee ee * * * n 1 
-12 AN4-7A .- BOLT νο τς ὧν τῳ Ὁ ο. ο. δ; α. ος ὁ Ὁ -ᾱ- αν ὃν A 1 
-13 AN365-524 e "NUT. oc. ecu A ο o te CA oc e 3 
-14 2W18-516L . WASHER, Flat (North American) . . . . + + + + + + * * * eee 6 
-15 NAS223-16 . . SCREW . . . + e s < a e e e e e e e e o o s s ο e e c ° ° <“ ° 2 
-16 NAS223-19 23 SCREW vie o ο wt αι ο Su ο 09 19. a αμ w o 1 
-17 AN365-524 πι νην νι." Tel ο ο Sal Ses Be sae tetas ο 2 
-18 2W18-516 . WASHER, Flat (North American) . . . + + eum 2. sete at W e anis a 2 
-19 AN5-13A a BOLT 06x69 6 ο Re dm «6 τ cows rez σος q ir δ. Ὁ φίδι δ, e c 1 
-20 ANS5-14A e SBOLT ο ο ae ᾱ ο 6 ee Te. ος way δι ode, «δὶ “6 i cle, e. ος de τῳ 1 
-21 AN365-428 ge NUT es era S. p SS YS. w QL ο el be ο i c ο ο 2 
-22 2w18-416 . WASHER, Flat (North American) . . . + + + + + + eye ° * * * ° 2 
-23 AN4-13A 3 e BOLT ο e c oom $09 κ W mue, A 2 
-24 152-34186-20 . FITTING ASSEMBLY, Nose gear rotating mechanism anchor . . . . 1 
-25 ANQ44-101 E FITTING +... . < 4 © s e ὁ e e e e ο s < e 0 oo on ο. 1 
-26 165-34187 . . BUSHING, Nose gear rotating mechanism anchor fitting . . . 2 
-27 165-31109-101 . BEAM ASSEMBLY, Fuselage station 20.75 to station 48.625 . . . 1 
LH nose wheel well trunnion 
165-31110-50 . BEAM ASSEMBLY, Fuselage station 20.75 to station 48.625 . . . 1 
RH nose wheel well trunnion 
-28 AN365-428 vox NUR ¿202 2 Uta eee. mo SR Sa Ge, Be wt See Ge SI 
-29 2W18-416M ` | WASHER, Flat (North American). +... e s eo ee eee eee 1 
~30 AN4-7A zo. BOLT s ç š ¿O SO ο ke 7$ S399. EE 1 Ven ee er SE ae le P$ 11 
-31 AN365-524 ΝΠ. A E OP ee δα” 8 
-32 2W18-516M . . WASHER, Flat (North American). . . . . + + + + eese 8 
-33 NAS223-17 . . SCREW, Brazier head Phillips recess alloy steel 5/16-2h. . 5 
-34 NAS223-15 ` l1 SCREW, Brazier head Phillips recess alloy steel 5/16-24. . 1 
-35 AN509-516R18 a SCREW os e 008.3 o ἃ αφ ὁ Ὁ de 4 ὁ 192 1$ "ὁ Jm sm eee oe is 1 
-36 AN509-516R17 . v» SSOREW uos po cue a e ies o e oo pm a ἴθι, co 1 
-37 152-34121-17 . . FITTING ASSEMBLY, Auxiliary landing gear trunnion LH... 1 
-38 152-34121-19 . . FITTING ASSEMBLY, Auxiliary landing gear trunnion RH. . . 1 
-39 AN365-128 so NUT ¿ ΑΡ le Q ο A ee 4 
-40 AN509-416-19 e. 20 SCORE xa < 0799s m 9 0774 O mo Nh. R. Lud. m ou Sey e αν δ. ce 4 
-41 140-34123 . . . RING, Aux LG trunnion support bearing retainer . . . + 1 
-42 142-33139 ¥- 3 BEARING ASSEMBLY, Main landing gear side brace lower . 1 
-43 NAS221-9 . . SCREW, Brazier head Phillips recess alloy steel 10-32 e 12 
-44 AN960D10 . . WASHER, (on LH side only). . . + + + + ee + + s . + ot . + 12 
-45 165-31109-13 . . DOOR, Fuselage station 20.75 to station 48.625 LH . . +. + 1 
. nose wheel well trunnion 
165-31110-13 . . DOOR, Fuselage station 20.75 to station 48.625 RH +. . +. + 1 
nose wheel well trunnion 
-46 AN365-1032 . . NUT, (on LH side only)... + + + + + + + * * * * * ttr 4 
-47 AN960D10 . . WASHER, (on LH side Only)... - : + + + + eee * * +... 4 
-48 AN3-11A . . BOLT, e LH side d: docu: na να a ° αν ο... 2 
-49 AN3-6A . . BOLT, (on LH side only). . . s + + + + + + + + * * . ot n t 2 
-50 140-34524 . . BOLT, Auxiliary alighting gear extension cylinder pivot . 1 
(altered from AN7-20A) (on LH side only) 
-51 140-34522-10 . . FITTING ASSEMBLY, Auxiliary landing gear extension . . . + 1 
cylinder attaching (on LH side only) 
-52 4B2087-28 . . . BUSHING, Press fit flanged (North American) . . . ». » + 1 
-53 207-31241 . . PLATE, Fus sta 20.75 side duct frame splice. . . . + + » ° 2 


USEABLE ON CODE: A 53-8273 thru 53-8322 

š B 54-1231 thru 54-1275 
C 54-1276 thru 54-1325 
D 


51-1326 and subs 
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Section. 1: _ 
Group Assembly Parts List T. O. 1F-86K-4 


FUSELAGE STRUCTURE (Cont) 








F-86K-4-31-1 





FIGURE 92 - FUSELAGE STATION 78.25 TO 398 LH SIDE COVERS AND DOORS 


FIGURE 8 PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
92 No Number FUSELAGE STATION 78.25 TO 394 LH SIDE COVERS AND DOORS . . . . + NP 
(see figure 77 for next assembly) 

-1 165-31044-11 - DOOR ASSY, Fus sta 154.125 to 165.25 fuel probe access LH . . 1 
AN509-10R10 ὃν SSCREW Alo y ST SS e N ru BAY os ie mu ELI cre utis ru λος ut a 13 
AN509-10R11 £; SSCREW. y ost pede ZS. uote ο RU Mm. iei ο ο ty ve i - Ἂν Ya i9 q 39 
AN509-10R12 s ^ SCREW^ 2 XS οσο Ve SO ls Ἂς elg. eise ui evi UA ux. le ὦ 2 








FIGURE & 
INDEX NUMBER 


92-2 


-6 
-7 


-10 


-14 
-15 


-16 
-17 
-18 
-19 
-20 


-21 


-22 


-23 


-24 
-25 


-26 


-27 
-28 


PART 
NUMBER 


165-314142 
AN515-4R6 
AN365-440 
165-31041 
AN509-10R7 
165-31045 
99836 
98265-1-.110 
165-31039-1 
165-31039-11 
98265-2-.170 
98265-2- . 240 
98265-3- .340 
98265-3- .340 
98265-3- .280 
98265-3- .280 
99836 
165-314115 
165-31021-11 
98265-1-.140 
98265-2-.210 
98265-2-.170 
99836 
165-31069-11 
AN509-10R8 
AN507-440OR5 
2W18-10L 
AN365-440 
165-310124-51 
165-31027 


SP1561-1032-8 

SP1561-1032-10 

SP1561-1032-12 

AN509-10R20 

165-31023 

99834 -1-.150 
836 


9983 
165-317114-1 
98265-1-.130 
99836 
165-31020-1 
98265-1-. 140 
98265-2-.210 
99836 
165-314120 
165-31032-1 


10144 


98265-1-.090 
98265-2-.160 
99836 
165-31832 
NAS221-8 
165-318144 
165-318143 
165-48526 
98265-1-.100 


99836 
165-31065 


AN509-10R8 
165-31046-1 


165-31046-2 


AN509-10R8 
165-31029-7 
98265-1-.120 
98265-2-.220 
99836 
151-31273-1 
207-31042-3 
5Ρ1561-830-8 
165-31071-1 


AN509-10R8 
165-31027 


165-310101 


AN509-10R9 
USEABLE ON CODE: 


T. O. 1F-86K-4 
FUSELAGE STRUCTURE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


DOOR ASSY, Fus sta 204 13/16 eng fwd steady sup. bolt access 
SCREW ον νι ὦ. Rem ο Ὁ ο οι οἱ κ ο ὃν A 4.6 UNU -ᾱ) 9 Ὁ 
i MEME a E 
DOOR ASSY, Fus sta 210 1/2 to sta 214 3/4 eng controls access 
SCREW-. ew -ᾱ- cest «ο Ὁ oU. S uN D Ue Ὁ E «νι AAA 
DOOR ASSY, Fus sta 298.75 to 239.75 anti-icing lines access 
PIN, Airloc (United-Carr) . . ss + + + eer n n 


z STUD, Airloc (United-Carr) .... 
DOOR ASSY, Fus sta 239.75 to sta 
DOOR ASSY, Fus sta 239.75 to sta 250. 
. STUD, Airloc United-Carr del WA S Des Wer au eU e le. Yw 
STUD, Airloc (United-Carr ος 
* STUD, Airloc (United-Carr viis 
. STUD, Airloc (United-Carr E 
. STUD, Airloc (United-Carr) . . 
+ STUD, Airloc (United-Carr e os 
PIN, Airloc (United-Carr) . . š 
PLUG ASSY, Fus sta 279.25 lower longeron 
COVER ASSY, Fus sta 279.25 lower longn di 
. STUD, Airloc finited-Gars que tiie 


. © 9 © 5$ . ο ο 


wd barrel nut 
connect acces 
lu 


STUD, Airloc (United-Carr s ος ae 


MORE εδ ας 


WASHER, Flat (North `American) a Sem SÉ "m : 
NUT ὃν BS er C US s š 
DOOR ASSEMBLY; Fus sta 327 to "360 dorsal fin access. 
. ACCESS COVER ASSY, Fus sta 281 eng support trunnion 

adjusting and dorsal fin stabilizer sector 
SCREW ASSEMBLY, rset PPS ο ο ο ο ο 


+. STUD, Airloc (United-Carr ii . ΡΝ 
. PIN, Airloc (United-Carr) s ws 
DOOR ASSEMBLY, Fuselage sta 265. 1875. spark p ess 
SCREW. 4 4 we ὦ E A AAA I 
SCREW .. ear καν ὃν š 


ug acc 
. š 


SCREW ASSEMBLY, (Shakeproof 


SCREW ASSEMBLY, 
SCREW . .. . « 
COVER ASSY, Fus “sta 287° fuel vent line disconnect acces 
. STUD, Airloc (United-Carr). WC Sa ae, ere UL 
. PIN, Airloc (United-Carr) . . d 
COVER.ASSY, Fus sta 281 anti- -icing line disconnect acce 


Shakeproof " 
e 
c 
. STUD, Airloc (United-Carr). . . . + + + + + s s o 
e 
e 


. 
. ee 

re ° t 

. . 


. PIN, Airloc (United-Carr) . ERA 

COVER ASSY, Fus sta 279.25 u per longn disconnect acces 

. STUD, Airloc imis: carr] 

. STUD, Airloc (United-Carr "DP 

. PIN, Airloc (United- Carr). à š . » 

PLUG ASSY, Fus sta 279.25 upper "longn twa "barrel nut 

DOOR ASSY, Fus sta 261.75 to 270.75 upper deck surfac 
controls access LH 


. 9 ° © oeo o o 


250.75 probe access LH 
75 probe access LH 


8 


e e eee Nee Mes Me ο 5 . 


. DETAIL MARKING, Fluid line identification color chart 


(on inside surface sta 261-270) (North American) 


+ STUD, Airloc (United-Carr ο ο ο ο πα ο ο 
. STUD, Airloc (United-Carr e e ο e ο e 9 ὁ e e ο ο 
. PIN, Airloc (United-Carr) ; ο ἂν θα. δν e 


GLASS ASSY, Canopy fairing identification “Light . ᾱ 

SCREW, Brazier head Phillips recess alloy steel 10-32 

COVER ASSY, Cockpit enclosure canopy aft fairing . . . 

. SPRING, Cockpit enclosure canopy aft fairing . 

DOOR ASSY, Fuselage sta 255.813 single point refueling 

. STUD, Airloc (United-Carr) . . . .... 

. PIN, Airloc (United-Carr) . 

DOOR ASSY, Fuselage station 176. 375 to 187. 406 duet š 
canopy rigging access 

SCREW .. . 

DOOR ASSY, Fuselage `duct station 176. 375 to “187 406, 
oxygen and fuel lines access 

DOOR ASSY, Fuselage duct station 176.375 to 187.406 . 
oxygen and fuei lines access 

SCREW . .. 

COVER ASSY, Fuselage station 331 purging system. access 


+ STUD, Airloc iced: ο. ο tee με: 
. STUD, Airloc (United-Carr epp E à 
. PIN, Airloc (United-Carr) . s € 94. 3 
COVER ASSY, Fuselage station 193 wheel LH "TP 
DOOR, Fuselage station 20! to 212 fatring DH or e ων 
SCREW, (Shakeproof) . POS 
DOOR ASSY, Fus sta 270. 15 to 279. 25 upper “deck surface 
controls access LH 
SCREW .. a . 
ACCESS. COVER ASSY, Fuselage “station `281 engine support 


trunnion adjusting and dorsal fin stabilizer sector 


II 
m= 


. +... peo. 
= 


` * ° 9 ο ° ° 


COVER ASSY, Fuselage station 335 to 313.5 nozzle actuator. 


adjustment access 
SCREW'. S S qoe ρα es ος ο ο vm cm sm Vp Um des er s ay é 


53-8273 thru 53-8322 B 55-4881 and subs 
54-1231 thru 54-1350 
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Section. ΙΙ _ 


UNITS 


PER ASSY. 
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Group Assembly Parts List 


USEABLE ON 


Wp 


m= > tp > 


CODE 


181 





Section TL T. O. 1F-86K-4 
Group Assembly Parts List . FUSELAGE STRUCTURE (Cont) 








F-86K-4-31-2 
FIGURE 93 - FUSELAGE STATION 78.25 TO 391 RH SIDE COVERS AND DOORS . 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER’ ASSY. CODE 
93 No Number FUSELAGE STATION 78.25 TO RH SIDE COVERS AND DOORS, (see . : NP 
figure 77 for next assembly) 

-1 165-31043 - DOOR ASSY, Fus sta 154.125 to 162.438 fuel probe access RH . . 1 
AN509-10R9 e SCREW ---ν Loy εν ται 09h 3, Q F wj» a jute vel eu To. πα. 42 
AN509-10R10 a) (SCREW: < LOW) gx 0-9» ear ce Ss ὦ a Og rar ο ο sels 11 
AN509-10R11 s “SCREWS > 2). τς ὦ ιο Ge, Sw Botts ete ed eS š> “Q ae EN αλ. 9 


: AN509-10R6 s CSORBW i hone ἂν xb a VEI en en ὦ αλ ο. 2 
— ————A <  ——n——L F.A —-—— αμ ο A _ _ _ _ μμ. AULAS 
182 








FIGURE & 
INDEX NUMBER 


-11 


-12 
-13 
-13 


-15 


-16 
gm 


-18 ` 
-19 
-20 
-21 
-22 
-23 
-24 
-25 
-26 
-27 
-28 


-29 
-30 


-31 


-32 
-33 


-34 
-35 


PART 
NUMBER 
165-48305 
165-48405 


H5000-2- 064-179 


165-48410-13 
AN509-10R11 

AN509-10R10 

165-31039-2 

165-31039-12 
98265-2- e 
.240 
«310 
340 
.280 
.280 


165-31032-2 


98265-1-.090 
98265-2-.160 
99836 
165-31026 
AN509-10R10 
165-31020-2 
98265-1-.140 
98265-2-.210 
99836 
165-31021-12 
98265-1-.140 
98265-2-.210 
98265-2-.170 
99836 
165-31072 


AN737TW82 
165-42186 


AN509-10R9 
165-31029-8 
98265-1-.120 
98265-2-.220 
99836 
165-31027 


165-31040 
98265-2-.210 
98265-2-.200 
98265-2-.240 
98265-1-.140 
99836 
151-31273-2 
207-31042-4 
SP1561-832-8 
207-31034 
98265-2-.170 
99836 
165-31035-11 
165-31038 
165-31035-9 
AN509-10R8 
AN509-10R11 
207-3101 
207-31451 


.165-48513-3 


165-48514 
207-31040-11 
165-317114-2 
98265-1-.130 
99836 
165-31071-2 


AN509-10R8 
173-31043 
AN509-10R8 
190-31007-11 
98265-5-.520 
98265-5-.490 
98265-4-.360 
99836 
213-31002 
AN509-10R8 


USEABLE ON CODE: 


1 


`. + ο ». n n9 


A 


T. O. 1F-86K-4 
FUSELAGE STRUCTURE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 

DOOR ASSEMBLY, Fuel forward filler . . 9i ον ey 
DOOR ASSEMBLY, Fuel aft fuselage tank Piller ὁ qw a de 
. LATCH, (Hartwell) A ον ὃν 7 sas ce esee ci ies 
. HINGE ASSEMBLY, Fuel fuselage celi a SUE ο τς Sa 
SCREW, ο. door) OS GE Mek ο. 
SCREW, aft, Gobr) s. ts ua vate ee ο YS š Du NS 
DOOR ASSEMBLY, Fus sta 239.75 to sta 250.75 probe acces 
DOOR ASSEMBLY, Fus sta 239.75 to sta 250.75 probe acces 
. STUD, Airloc (United-Carr) . . + + + + + © ee * ια 
. STUD, Airloc (United-Carr) . . ee ee ee — Ew 
. STUD, Airloc (United-Carr) . . . +. . + & ^ ῳ oce 
. STUD, Airloc (United-Carr) . . . + + + + ee en we 
. STUD, Airloc (United-Carr) . . ον -ᾱ; de WORT ew. 
. STUD, Airloc (United-Carr) . . . + + + + < < v we eo 
. PIN, Airloc (United-Carr) .. dur e. Rd νη 
DOOR ASSY, Fuselage station 261. 75 to 270.75 upper dec 


surface controls access RH 
. STUD, Airloc (United-Carr) . . . + + « . +. + © ο +... 
. STUD, Airloc (United-Carr 


. DOOR SUB-ASSY, Fuselage station 275 fuel access 
SCREW . . . . 4 +s + + + + . + . . * . + - 
SCREW . . . . 

DOOR ASSY, Fuselage sta 221 15/16 to "239. 75 fuel “cell 


. PIN, Airloe (United-Carr) Se es fep Um 
COVER ASSY, Fus sta 299 RH afterburner "spark "plug access 
SCREW . . . . i SEA 
COVER ASSY, Fus “sta 279. 25 u per "longn 'aisconnect access R 
. STUD, Airloc depen e uq ee et τ UPPER 
. STUD, Airloc (United-Carr) . . + + + + + + + * ee * n 
. PIN, Airloc (United-Carr) ere 
COVER ASSY, Fus sta 279.25 lower "1óngn 'disconneet access 
STUD, Airloc United-Carr) . ... « . . . © + © © n ο n 
« STUD, Airloc (United-Carr) . . e + + + + = + e» ee» 
. STUD, Airloc (United-Carr) . . . + +< + AA αν Τὰ 
. PIN, Airloc (United-Carr) . . Zh en s 
COVER ASSY, Fus sta 338 nozzle actuator cooling air inlet 
duct access 
. CLAMP .. . 
DUCT ASSY, Eng afterburner nozzle “actuator cooling 2 
air inlet 
SCREW . . . . oc ec oe 
COVER ASSY, Fus sta 331 purging system access RH os ο 
. STUD, Airloc ID eds BSDADPDP)- ο ο Ey ea ο 
. STUD, Airloc (United-Carr) . . . . + + «© © e © ο ng 
. PIN, Airloc (United-Carr) . — 
ACCESS Es ASSY, Fus sta 281. 016 “eng "sup "trun adjusting 
dorsal fin stabilizer sector 
DOOR SA Fus sta 261.75 to 270.75 hyd service access . 
. STUD, Airloc (United-Carr) . . « + + + e + + e eeso 
. STUD, Airloc (United-Carr) . e + + + + ο . ae eae 
« STUD, Airloc (United-Carr) . ον ο E ο. 
. STUD, Airloc (United- Carr) ο ο “απ 
. PIN, Airloc (United-Carr) s SO. Xen, wha: ο 
COVER ASSY, Fuselage station 193 "wheel RH νο. oe ee 
DOOR, Fuselage station 204 to 212 fairing RE ο ο. 
SCREW, (Shakeproof) . BIS yeas ϱ 
DOOR ASSY, Fuselage station 225 31/32 fuel 'arain access . 
. STUD, Airloc (United-Carr) . . +. + + + + ee ee es 
. PIN, Airloc (United-Carr) ος τς οὶ SEIN 
DOOR ASSEMBLY, Fuselage station 215 fuel access . . e 
. DOOR ASSY, Fus sta 275 fuel pump drain access . +. ο 


access 


PAN ASSY, Fus sta 221.77 to fus sta 239.75 fuel cell access 


+. GASKET, ος aft fus cell access door drain š 
(use 165-18513 untl exh) 


. FITTING, Refueling aft fuselage cell access door drain m 
DOOR ASSY, Fus sta 214 7/16 to 221 7/8 external power supply. 


COVER ASSY, Vert. stab. antenna cable disconnect access 

. STUD, Airloc (United-Carr) . το A ας a 

. PIN, Airloc (United-Carr) 

DOOR ASSY, Fus sta 270.75 to 279. 25 upper deck "surface. 
controls access RH 


SCREW . . 
DOOR ASSY, "Fus "sta “165 to 176 left “accelerometer access 
SCREW . . . . "E 


DOOR ASSY, Fuselage sta 193. 187 generator lead access 


. STUD, Airloc (United-Carr) . . . . . + + + + ο s= s <“ 
. STUD, Airloc (United-Carr) . . . . . +s < < + s s woe 
+ STUD, Airloc (United-Carr) . . . . . . +< < v e e è ο 
. PIN, Airloc (United-Carr) ο. Ὁ E -φ- τροφῷ 
COVER, Fus sta 219 fuel density compénsator drain acces 


SCREW: Q 2.5 64 $3 $9 e xj. 


e 9 ù 9 o ο ο ο oso : o 


53-8273 thru 53-8322 B 55-4881 and subs 


54-1231 thru 54-1350 


5 


ΒΗ 
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Section. ΙΙ. 
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PER ASSY. 
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Group Assembly Parts List 


USEABLE ON 


σα» 


tJ > tJ > 


CODE 








183 





Section ΙΙ + 
Group Assembly Parts List T. 0. 1F-86K-} 


FUSELAGE STRUCTURE (Cont) 
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A 

2 { 
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2 





FIGURE 93A - FUSELAGE STATION 1.8 TO 53.5 UPPER EQUIPMENT ACCESS DOOR ASSEMBLY 
184 





F-86K-4-14-20 








FIGURE & 
INDEX NUMBER 


93A 


-1 
-2 
-3 
-4 
-5 


-6 
-7 
-8 
-9 
-10 


-11 


-12 


-13 
-14 
-15 


-16 
-17 
-18 
-19 


-20 
-21 
-22 
-23 
-24 
-25 
-26 
=27 
-28 
-29 
-30 
-31 
-32 
-33 
-34 
-35 


-36 
-37 
-38 


-39 
-ho 
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T. O. 1F-86K-4 


FUSELAGE STRUCTURE (Cont) 


Section. ΤΙ 
Group Assembly Parts List 





UNITS USEABLE ON 


NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
190-31004-201 DOOR ASSY, Fuselage station 1.8 to fuselage station 53.5 upper . Ref Α 
equip access (see fig. 77 for next assy) 
AN365 -521 NUT. s. ovde μμ. š 
2W1-20-16-64 WASHER, Plain “(North American) : IR 
140-31012-3 STUD, Door shear . . . . . 


190-31004-79 
190-31004-81 
190-31004-82 
190-3100 -87 
190-31004-113 
AN737TW48 
4D2-20-14 
207-53359 


207-53359-9 
190-53321-61 


ATTACHING PARTS 


AN3-5A 
2w18-10 
AN365-1032 


165-31319 
165-54112 
770-37R-AF 
165-31313-21 


165-31313-22 


AN960C10L 
AN960D10L 
AN960D516L 
4B18-5-51 

AN393-53 

AN393-13 . 
AN393-29 I 
AN393-21 ' E 
AN395-57 i 
AN365-1032 ç 
4B2085-010 ` 
NAS43DD3-97 
AN3-20A š 
AN4 86-4 š 
AN43-14A Ç 
165-31328 ç 


165-31297 
165-31313-13 
4B18-3-64 
99947P.130 
165-31313-23 
165-31313-24 
165-31326 
165-31326-7 
165-31326-5 
99836 
98265-2-.210 
165-31313-15 
165-31313-16 


USEABLE ON CODE: 


TUBE, Door drain... ey web ο.” 
TUBE WELD ASSY, Door drain LH "Tm 
TUBE WELD ASSY, Door drain RH . .. 
TUBE, Door drain RH .. P 
TUBE WELD ASSY, Door drain RH 

CLAMP ... 


DUCT CONNECTOR, “wire supported flexible ` (North American) : 
DUCT ASSY, Heat and vent system fuselage station 22.75 RH side 


cooling air take-off 


SPONGE, Heat and vent system cooling air take-off duct assy 


DUCT ASSY, Heat and vent system electronic 


BOLT . . 
WASHER, Flat (North American) 
NUT ... af ure Sex er. A . 
\ 
SEAL, Fuselage station 3.156 to 53.5 upper 
HOLDER ASSY, Electrical spare lens etu 
CLAMP, (Adel) .. ç 
LATCH ASSY, Fuselage station 3. 156 to 53.5 
equip access LH 
LATCH ASSY, Fuselage station 3.156 to 53.5 
equip. access RH 
WASHER. «9. ος ὁ os 
WASHER . . . . .... 
WASHER: ` £ oe ge. uS day QE o m hs 
BUSHING, Shoulder (North American) 
BIN" Sia! ον E. ue Gee Z pce A OR 


. ` ο + + n n 


. 
. 


` + e. s o 


PIN C. ον Wo 


. 
. 

. + * > o * e f 

` 


. 


š BUSHING, “press-fit flanged (North American) 


+ SPACER, Bolt ... ... + + m om ο 

i ¿BOLT τ ap ον. Tea dg τοις UE uw fm iar de ce οφ. Ἕν τῷ 

. CLEVIS . « ὁ «... ee we ww ὁ a lia 
EYE BOLT . .. 


; LINK, Fuselage station ow 156. to 53. B upper "equipment š : . 


access door 


LATCH, Fuselage station 3.156 to 53.5 upper equipment 


access door 


SUPPORT SUB-ASSY, fuselage station 3.156 to 53.5 upper 


equip latch 
BUSHING, Shoulder (North American) . 
RECEPTACLE, Airloc (United Carr) . . 
DRAIN WELD ASSY, Fuselage station 3.156 
upper equip latch LH 
DRAIN WELD ASSY, Fuselage station 3.156 
upper equip latch RH 


HANDLE ASSY, Fuselage station 7 to upper equipment 


access door 


PIN, Fuselage station 7 to upper equipment access 


door handle 


LINK, Fuselage station 7 to upper equipment access . 


door handle 
PIN, Airloc (United-Carr) ..... 
STUD, Airloc (United-Carr) . . 
SUPPORT, Fuselage station 3.156 to 53. 5 
access door LH 
SUPPORT, Fuselage station 3.156 to 53.5 
access door RH 


A 53-8273 thru 53-8322 


equip cooling air . 


access door 


upper ... 
upper . . ... + 


©.. o o n 


+ 5 * + 9 < n 
. 


..... « 


©. e a o s 


* t n ow t n9] 
esso ο °. ° ° °. n 


to53.5....., 
to 53.6... . 


upper equipment E : 


. 
H eee FP P H H HEN F BF HBppPBHHIHHHHBEIHIDUHIO F πρώτο DION PE Γή ΠΛ) 1” 9 ODO 
oo P > > P PPP m X> > > pipi i> i i i p p p> P D E s 


upper equipment 
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Group Assembly Parts List - πο... 
FUSELAGE STRUCTURE (Cont) 





F-86K-4-14-3A 


FIGURE 94 - FUSELAGE STATION 1.8 TO STATION 52.5 UPPER EQUIPMENT ACCESS DOOR ASSEMBLY 
Changed 11 May 1962 
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T.O. 1F-86K-4 


FUSELAGE STRUCTURE (Cont) 


*1 On airplanes modified per T.O, 1F-86K-549 and T.O. 1F-86K-551 reidentify door 


to 201-31004-251 


*2 Used on airplanes modified per T.O. 1F-86K-549 
*5 May be used on airplanes coded B when modified per T.O. 1F-86K-551 


USEABLE ON CODE: 


A 54-1231 and subs 


Section. ΙΙ _ 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
94 201-31004-161 *; DOOR ASSEMBLY, Fuselage station 1.8 to station 53.5 upper . . . . Ref A A. 
- equipment access (see figure 77 for next assembly) 
-1 165-31313-31 LATCH ASSEMBLY, Fus sta 3.156 to 53.5 upper equipment. δὰ ὄν το 1 Α 
access door LH ç : ` 
165-31313-22 LATCH ASSEMBLY, Fus sta 3.156 to 53.5 upper equipment. 1 A 
access door RH ; 
-2 AN960C10L WASHER + 4 9 pie εὐ ἃ A uu as Be I Πο. Rm ous vem oc C AU el ὁ 6 A 
-3 AN960D10L WASHER. . +. . . + š e 5 1 Α 
-4 AN960D516L WASHERG 2 Z S. ο» $ 2 CS Bs Mo τς Ίος) euim S, cate as ὃν ae aoe 1 Α 
-5 4B18-5-51 BUSHING, Shoulder (North American). . . . . . + + * . 2 A 
-6 AN393-53 PIN ΡΕ uy A iS σσ ο ds ο 1 Α 
-7 AN393-13 PIN ΜΑΜΑ sa Sie? pres BE: wat ete ο C EI 1 Α 
-8 AN393-29 PIN. A cde e arduo d ἃ ολα eie ο ο ο ο 1 Α 
-9 AN393-21 PIN Ste ra ος we wy et er ae š . 1 Α 
-10 AN395-57 PIN vr οὐ δι 5 1 Α 
-11 AN365-1032 NUT. wx e ca ceo m e MORE VR Lore E 1 A 
-12 4B2085-010 BUSHING, Press fit flanged (North American) i 2 A 
-13 NAS43DD3-97 SPACER; ¿BOTES 2 ciao ce $ a apd Las T e w: ολ A, S 1 A 
-14 AN3-20A BOLTS V sbe 4% a Sage U S ISU SID Ἂν 5. A A ϱ o Se o S 1 A 
-15 AN486-4 CLEVIS «e wedge deu e UE fae a ο es ca E DR. Se GS Bs 1 AC 
-16 AN43-14A FEYEBODD: z uj jens Ss we e NQ S 23 τοι E O9, ea e rien gee 1 A 
-17 165-31328 LINK, Fus sta 3.156 to 53.5 upper equipment access door . 1 A 
-18 165-31297 LATCH, Fus sta 3.156 to 53.5 upper equipment access door. 1 A 
-19 165-31313-13 SUPPORT SUB-ASSEMBLY, Fuselage station 3.156 to 53.5 upper. 1 A 
equipment latch 
-20 4B18-3-64 BUSHING, Shoulder (North American) ........ 2 A 
-21 99947P.130 RECEPTACLE, Airloe (United-Carr) . . . , s + + + + + e 1 A 
-22 165-31313-23 DRAIN WELD ASSEMBLY, Fuselage station 3.156 to 53.5 upper . 1 A 
equipment latch LH 
165-31313-24 DRAIN WELD ASSEMBLY, Fuselage station 3.156 to 53.5 upper . 1 A 
equipment latch RH 
-23 165-31326 HANDLE ASSEMBLY, Fuselage station 7 to upper equipment. . 1 A 
access door 
-24 165-31326-7 PIN, Fus sta 7 to upper equipment access door handle 1 A 
-25 165-31326-5 LINK, Fus sta 7 to upper equipment access door handle. 1 A 
-26 99836 . . PIN, Airloc (United-Carr). . . . . + + + + + * . ° s 1 A 
-27 98265-2-.210 STUD, Airloc (United-Carr) ο ο ο ο de σης 1 Α 
-28 165-31313-25 SUPPORT, Fus sta 3.156 to 53.5 upper equip. access door LH. 1 A 
165-31313-16 SUPPORT, Fus sta 3.156 to 53.5 upper equip. access door RH. 1 A 
-29 AN365-524 ΜΜ x cese ο 3 04 cer de W CQ uy Paz αἱ A is 6 A 
-30 2W1-20-16-64 WASHER, Plain (North American) . . . s . + + + + + * * . * * ° 6 A 
-31 140-31012-3 STUD, Door shear . . . . . + + + + + + + + + * * t * ° t t n ° 6 A 
-32 201-31004-79 TUBE, Door drain . . . . + + + + + * * ee * 2: ot ot * n M" 2 A 
-33 201-31004-81 TUBE WELD ASSEMBLY, Door drain in LH side ert . "m s Z 1 A 
201-31004-109 TUBE WELD ASSEMBLY, Door drain (on RH side only) . A a 1 A 
-34 201-31004-87 TUBE, Door drain (on RH side only) . . . - + + ; + t t t or n n 1 A 
-35 201-31004-169 TUBE WELD ASSEMBLY, Door drain (on RH side only) . ...... 1 A 
-36 4p2-24-14 DUCT, Wire supported flexible (North American) . . . . + + + 1 A 
AN737TW56 ΗΕ e ο pa sea UE. WU Rd esae Ces Der «ὲ 2 A 
-37 207-53304 DUCT ASSY, Heat and vent sys fus sta 11 3/4 LH side. . . . 1 A 
cooling air supply 
-38 207-53364-11 . PAD, Heat and vent sys LH side cooling air supply duct. 1 Α 
-39 207-53359 DUCT ASSY, Heat and vent sys fus sta 22.75 RH side cooling . BE A 
air take-off 
207-53359-9 PAD, Heat and vent sys RH side cooling air take-off duct. + A 
-40 4p2-20-14 DUCT, Wire-supported flexible (North American) . . . . + + + : 1 A 
AN737TW48 CLAMP. o OZ ace a la a e af arg) ve R τε "6 , 2 A 
-41 AN507-10R7 SCREW. . e se  ὁ ee Ὁ Ὁ. ee ᾱ- ᾱ ewe . . š 3 A 
AN3-1ÀA BOLT, (Attaches 207-53359 only). . . . . + , 1 2 A 
2w18-10 WASHER, Flat (North American)... . š 4 A 
AN365-1032 NÜT. 4 ara 5 e aa 9 ὁ- m ee ss a 4 A 
-42 207-53371 DUCT ASSY, Heat and vent sys fus sta 2.656 LH side cooling : 1 Α 
air supply š 
207-53371-9 . PAD, Heat and vent sys LH side cooling air supply duct. 1 A 
-43 4p2-28-14 DUCT ASSY, Wire-supported flexible (North American). a 1 A: 
AN737TW66 CLAMP. O caval S tay ona ne woe: RNR RE aes) Dép ο Cee as. sya 2 A 
-44 190-53321-61 DUCT ASSEMBLY, Heat and vent sys electronic equip. cooling air 1 A 
ATTACHING PARTS 
-45 AN3-5A FOLD: ο desc ου E ο. : 8 A 
2w18-10 WASHER, Flat (North American). . . . . + + + n 8 A 
AN365-1032 NUT. + . . e s e +s om a om < 4 e omo 0 + + t] 9. n » 8 A 
----ᾱ--- 
-46 165-31319 SEAL, Fuselage station 3.156 to 53.5 upper access door . 2 A 
-47 165-54112 HOLDER ASSEMBLY, Electrical spare lens ..... + à i 3 A 
-48 770-37R-AF CLAMP, (Adel). . . . . «4 e e s s s t sos tos t t t t t ttt 1 Α 
-49 242-710006  *2*5 MOUNT ASSY, Upper antenna nose sta 1.8 to fus sta 5 . . .. 1 
5585-06CNX. 2776 INSERT, (Heli-Coil) . . . . . . 4 4 S e . toa . +...» 6 
-50 CW125A/U κοκ” CAP and CHAIN, (Industrial Products) . 1 


B 54-1326. and subs 
Changed 11 May 1962 
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Group Assembly Parts List i T. ο. 1F-86K-4 
| FUSELAGE STRUCTURE (Cont) 
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88 FIGURE 95 - FUSELAGE STATION 70.25 TO CANTED STATION 124.318 GUN BAY ACCESS DOOR ASSEMBLY 
1 








Section. ΙΙ _ 


T. ο. 1F-86K-4 Group Assembly Parts List 
FUSELAGE STRUCTURE (Cont) 
AAA A A A A A MEM CMM A A AA o e ο ο ον ος Le e 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
95 205-31008-101 DOOR ASSY, Fuselage sta 70.25 to canted sta 125.318 gun bay . . . Ref 
access LH (see fig. 77 for next assy) 
` 205-31008-102 DOOR ASSY, Fuselage sta 70.25 to canted sta 125.318 gun bay . . . Ref 
: access RH (see fig. 77 for next assy) 
-1 187-312301-13 . HANDLE ASSY, Fuselage gun bay access door latch operating LH . 1 
187-312301-14 . HANDLE ASSY, Fuselage gun bay access door latch operating RH . 1 
-2 187-312301-5 . HANDLE ASSY, Fuselage gun bay access door latch operating LH . 1 
187-312301-6 . HANDLE ASSY, Fuselage gun bay access door latch operating RH . 1 
-3 187-312301-3 . HANDLE ASSY, Fuselage gun bay access door latch operating LH . 1 
187-312301-4 . HANDLE ASSY, Fuselage gun bay access door latch operating RH . 1 
-4 187-312301-1 . HANDLE ASSY, Fuselage gun bay access door latch operating LH . 1 
187-312301-2 . HANDLE ASSY, Fuselage gun bay access door latch operating RH . 1 
-5 187-31323 . . PIN, Fuselage gun bay access door . . . . - + + + ee * * * 2 
-6 NAS51-18 . . RINGS, External retainer. . . . . + + + + + + + + s s e ον 2 
-7 187-312319- 2 . LATCH ASSY, Fus gun bay access door latch handle securing LH . 1 *2 
187-312319-2 . LATCH ASSY, Fus gun bay access door latch handle securing RH . 1 *3 
-8 187-312319-21 . LATCH ASSY, Fus gun bay access door latch handle securing LH . 1 κα 
187-312319- 22 . LATCH ASSY, Fus gun bay access door latch handle securing RH . 1 κο 
-9 187-312319-23 . LATCH ASSY, Pus gun bay access door latch handle securing LH . 1 *6 
187-312319- 24 . LATCH ASSY, Fus gun bay access door latch handle securing RH . 1 *7 
-10 187-312319- 25 . LATCH ASSY, Pus gun bay access door latch handle securing LH . 1 *8 
187-312319- 26 . LATCH ASSY, Fus gun bay access door latch handle securing RH . 1 κο 
-11 AN392-35 eo ΕΝ ο: Sah oo ο 4 
-12 187-31022 . SPRING, Tension (use 187- 31322 until 'exh) | . 4 
-13 NAS221-23 . SCREW, Brazier head Phillips recess ο steel “10- 9-32. e 4 
-14 2418-10 . WASHER, Flat Guerra American). κ : προ 8 
-15. AN365-1032 . NUT... =. rake X ay ἐξ. Sa k. NE. 4 
-16 4B2153-028 . BUSHING, Spacer "(North American) . "EID ds 4 
-17 : 2w18-516 . WASHER, Flat (North American). . . . . . . ee + + * . t n n n. 8 
-18 170-31023 . PIN, Fuselage gun bay door latch . . EGRE 4 
-19 187-312304 . LINK, Fus gun bay access door latch Gver-centers . cos ον ας 8 
-20 187-312302 . LINK, Fus gun bay access door latch over-center. . . . . .. à 
-21 AN393-37 . PIN, (at fus sta 74.625, 88.75, 112.75 and 126 75) mutis dip ον τν 4 
-22 205-31337-3 . PIN, Fuselage gun bay access door latch . . aha d. Des. di ce 4 
-23 205-3133 š GUIDE, Fuselage gun bay access door latch pin s ND LET 4 
-24 NAS221-24 . SCREW, Brazier head Phillips recess aloy steel 10- 32 ολ. 8 
-25 2w18-10 . WASHER, mas (Nose American), eius UE e PME 8 
-26 AN365-1032 a NUT... o ο 8 
205-31335 . ROD ASSY, "Fus gun “bay ' door latch pin operating μα.” 1 
(fus sta 74.625) 
205-31335-9 . ROD SUB-ASSY, Fus gun bay door latch pin operating. e 1 
-27 1R11-8-49-428 . . . ROD END, Knurled threaded (North American) . . . ics 1 
-28 205-31383 . . . ROD END, Fus gun bay door latch pin... κο erc Ye 1 
-29 205-31335-7 . . . TUBE, Fus gun bay door latch pin operating . PESE e. 1 
-30 187-312310 . . ROD END, Fus gun bay access door upper hook operating x -ᾱ 1 
-31 AN393-13 es PEN 7e 43^ wv. ce -ᾱ- ὦ, ο 4:04, ots Mr deliver S 2 
-32 AN4-11 e BOLT s. τον ts MR Mau ¿ayat cox arsu c ο νο 1 
-33 2W1-25-20-64 . WASHER, Plain (North American) Ὁ ον ου : s 2 
-34 2w18-416 . WASHER, Flat (North American). AE o ο. 2 
-35 4B21S4-017 ` BUSHING, Spacers (North American). . . . . . . + + + * ° 1 
-36 AN310-4 . NUT. . .. Wels “8 1 
-37 205-31336 . BELLCRANK, Fus gun bay door latch "pin “operating. Ῥεῖ. Cote 1 
-38 205-31337 . PIN, Fuselage gun bay access door latch. . z ¿ 1 
-39 205-31327 . STEP, Fuselage sta 80 1/4 to 86 11/16 pilot!s upper "kick . 1 κα 
-ho 205-31389 . SUPPORT ASSY, Fuselage sta AS an kick c ç . 1 *1 
-41 HSBG5 . . BEARING, (Halfos) ED - M tere 21 *1 
-42 AN5-21A . BOLT... 24i "αὶ deo ar τας ue eu y ο Wr e 1 *1 
-43 2W1-17-2-64 . WASHER, Plain (North American) uud Qu cor Re re ee οφ 3 *1 
-44 AN365-524 NUT. . . . . 1 *1 
-45 205-31391 SPRING, Puselage sta 72 “pilot's” upper “step 2 š š 1 *1 
-46 205-31390 SUPPORT ASSY, Fuselage sta 79 pere. kick sten: : š 1 *1 
-47 HSBG5 BEARING, Πε avn Eee νιν S . : 1 *1 
-48 ANS-13A BOLT . . ira ve, τὲ φ ο š Ç 1 *1 
-49 2W1-17-2-64 WASHER, Plain. (North American) B J 3 *1 
-50 AN365-524 NUT. . 2 A 1 *1 
-51 187-312353 HOOK, Fuselage sta 85 5/8 pilot's “intermediate kick. . 5 1 *1 
step latch 
-52 AN509-10R12 SCREW. . . eoe $4 o ο . 2 *1 
-53 2418-10 WASHER, Fiat (North American). di is cd š 5 ys 2 *1 
-5h AN365-1032 NUT. . . . . 2 *1 
-55 205-31398 SHROUD ASSY, Fuselage “sta EZ pilot's upper step. . . 1 *1 


*1 Parts marked thus are used on 205-31008-101 only. 
187-312319-17 untl exh. 
187-312319-18 untl exh. 


*2 Use 
*3 Use 
κα Use 
*5 Use 
*6 Use 
*7 Use 
*8 Use 
*9 Use 


187-312319-1 
187-312319-2 
187-312319-3 
187-312319-4 
187-312319-5 
187-312319-6 


unti 
unti 
until 
untl 
unti 
untl 


exh. 
exh. 
exh. 
exh. 
exh. 
exh. 
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Section. Τι 





Group Assembly Parts List T. ο. 1F-86K-1N 


FUSELAGE STRUCTURE (Cont) 








F-86K-4-14-6A 
- FIGURE 96 - COMPLETE COCKPIT ENCLOSURE INSTALLATION 
FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER T 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
96 190-31801-3 ENCLOSURE INSTL, Cockpit complete (see fig. 78 for next assy) . . NP 
-1 No Number . COCKPIT CONTROLS FOR CANOPY LOCKING MECHANISM, . . . +. +. +. +. + NP 
see figure 100 for breakdown) ` 
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T. O. 1F-86K-4 
PUSELAGE STRUCTURE (Cont) 


Section. ΙΙ _ 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 73 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
96 -2 No Number . WINDSHIELD ASSEMBLY AND ATTACHING PARTS, (see . . . . . + + + NP 

figure 106 for breakdown) 
-3 No Number . CANOPY EXTERNAL EMERGENCY RELEASE SYSTEM AND LOCKING .... NP 
MECHANISM, (see figure 101 for breakdown) 
-h No Number . CANOPY REAR HOOK ACTUATING MECHANISM, (see figure 105... NP 
for breakdown) 
-5 No Number . COCKPIT ENCLOSURE CANOPY EMERGENCY UNLATCHING MECHANISM, . NP 
(see figure 98 for breakdown 
-6 No Number + COCKPIT ENCLOSURE CANOPY LOCKING MECHANISM, (see . . . . . . NP 
figure 97 for breakdown) 
-T No Number . COCKPIT ENCLOSURE CANOPY REMOVER ASSEMBLY, (see . . . . . . NP 
figure 102 for breakdown) 
-8 165-31802-600 CANOPY ASSY, Cockpit enclosure complete (see figure 109... 1 A 
for breakdown) 
165-31802-650 . CANOPY ASSY, Cockpit enclosure complete (see figure 109... 1 B 
for breakdown 
-9 165-31818-1 LATCH ASSY, Cockpit canopy enclosure locking LH (see 1 
fig. 10h for breakdown and attaching parts 
165-31818-2 LATCH ASSY, Cockpit canopy enclosure locking RH (see .. 1 
fig. 10h for breakdown and attaching parts 
-10 165-31818-3 LATCH ASSY, Cockpit canopy enclosure locking LH (see 1 
fig. 108 for breakdown and attaching parts 
165-31818-4 LATCH ASSY, Cockpit canopy enclosure locking RH (see 1 
: fig. 104 for breakdown and attaching parts 
-11 165-31818-13 LATCH ASSY, Cockpit canopy enclosure locking LH (see .. . 
fig. 104 for breakdown and attaching parts 
165-31818-14 LATCH ASSY, Cockpit canopy enclosure locking RH (see 1 
š fig. 108 for breakdown and ο μας parts 
-12 190-31819 SPRING, Tension . 1 
-13 190-31833 TUBE ASSY, Cockpit enclosure canopy lock mech upper torque. 1 
: (see fig. 103 for breakdown and attaching parts) 
-14 AN3168-2 . ACTUATOR. +. + φις SO ες AP WIE e UE. VW ave: la 1 
-15 BZTYT . SWITCH, (Micro Switch). A ο ο SD ae Mes, ον 1 
-16 AN316-R . NT... had ο προς ἂν 4 gta 4 
-17 NAS428K4-16 . BOLT, Adjusting crowned hexagon heads a el Ge ορ ιο uere 2 
-18 AN3168-2 . ACTUATOR. . . e. ας ο ο. ο ας 1 
-19 BZTYT . SWITCH, (Micro Switch). Sa UA ue W. Sal NC uS E. vem νον ὦ 1 
-20 190-31846 SPRING, Tension . . . . . + + +s + + + + eee es ὃς Ὁ. oe 1 
-21 AN3167-1 ACTUATOR. . . cya ce ο «ὦ. δι i. ος Φ' el ev le vU Ew. se Q 1 
-22 1HS1 SWITCH, (Micro. Switch). "E ES CNET E οθιν ὁ 1 
-23 165-54465 .. GUARD, Electrical canopy "limit switch . . qal Us ars iw e. ge Se S 1 
-24 165-318119-10 TUBE ASSY, Cockpit canopy latch mechanism push-pull . . . . . 2 
ATTACHING PARTS 
-25 AN365-428 NUT, (on LH side only). . . . . . + + e E ως š $. Ay ο -ῷ 1 
AN320-4 . NUT, (on RH side only). . ROSE Mec Ie estem @ πο ος μα. 1 
-26 2w18-416 . WASHER, Flat (North American) . ο... ο 2 
-27 NAS43-4-52 . SPACER, Screw and bolt (on LH side oni Y. 3s dole et US 1 
-28 ANY-17A . BOLT, (e LH side only)... "P Dd λος : 1 
AN24-15 BOLT; (on RH Side only) iia we e See os a Sd ο) Oeo N 5 1 
-29 AN320-3 NUT . . DET ὁ ᾱ 9 
-30 2418-10 WASHER, Flat “(North American) . eq da ο se eua. CORO ei da 2 
-31 AN23-17 BOLT. 14. 9 e Ὁ Ὁ Ὢ CX s a A E Sere 2 
---Ἐ.--. 
-32 HF4 .. . ROD END ASSY, Spherical (Heim) . bride ate ELE Bele A 1 
-33 AN316-4R i CNUT. ο “S ο : 1 
-34 165-318210 ROD END, Cockpit enel fus sta `87 canopy “lock mech latch. . 1 
-35 1R11-10-035-428 ROD END, Knurled threaded (North American) ..... αν ἃ 1 
-36 165-318119-5 TUBE, Cockpit canopy latch mechanism push- pull . ο . 1 
-3 165-318127 ROD END, Cockpit enclosure sta 87 canopy locking mech latch . 2 
-3 165-318120 . TUBE ASSY, Cockpit canopy lock mech fus sta 87 to 102 . . 2 
ATTACHING PARTS 
-39 AN320-3 NUT ec ο ο ο -ϕ---ᾱ- onm utor e X e οφ. GOS ο e hs ο ο 1 
-40 2w18-10 WASHER, Flat (North American) . . . . + + + + + + + * . . 2 à 
-41 AN23-13 BOLT. X ὦ ὁ ὦ 060 μι ^e e a e a 3 Ge τό : 4 
----.- = 
-42 1R11-8-35-428 . ROD END, Knurled threaded (North American) . : 1 
-43 165-318128-3 ROD END, Cockpit encl fus sta 102 canopy lock mech latch . 1 
-44 165-318120-3 TUBE, Cockpit canopy lock mechanism fus sta 87 to 102. . . 1 
-45 165-318121 TUBE ASSY, Cockpit canopy latch mech fus sta 102 to 117 . Q 2 
-h6 1R11-8-35-428 ROD END, Knurled threaded (North American) 2 1 
-47 165-318128-5 ROD END, Cockpit encl fus sta 102 canopy lock mech latch x 1 
-48 165-318121-3 TUBE, Cockpit canopy latch mechanism fus sta 102 to ΠΤ 2 1 
-49 165-31305-2 COVER ASSY, Fuselage upper longeron to deck longeron RH . . 1 
165-31305-1 COVER ASSY, Fuselage upper longeron to deck longeron LH . . 1 
-50 165-53032-7 PLACARD, Emer and miscellaneous instructions (on RH side only) 1 
165-53031-3 LIST, Pilot's check (on LH side only) 1 A 
-51 MS28741-4-0330 HOSE ASSY 2-546 lege A ων ees er ae ol BUS a heaters, ον ὦ 1 
-52 AN833-4 ELBOW . . ἂν (Jones qe ο ar vine al, dienen repo 1 
2wi8-716 WASHER, Flat "(North American) . d. iE uf oa dan ci PIS, ον NS I E CE ; 1 
2w1v29-22-62 WASHER, Plain (North American). . . . . . . t ++. ees A 1 
ΑΝΟΡΙ- 8 NUT . . m . . . M IT ο . PP 1 
-53 MS28741-4-0894 HOSE ASSY, Detachable end fitting medium pressure . PA EAR 1 
-54 MS28741-4-0754 ` HOSE ASSY, Detachable end fitting medium pressure . . . . .. 1 


USEABLE ON CODE: A 53-8273 thru 53-8322 


B 54-1231 and subs 
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Section ΙΙ — 
Group Assembly Parts List T. ο, 1F-86K-h 

















Section. II 


T. 0. 1P-86K-4 Group Assembly Parts List 
FUSELAGE STRUCTURE (Cont) 


FIGURE & PART : 
9T No Number COCKPIT ENCLOSURE CANOPY LOCKING MECHANISM, (see figure 96 NP 
for next assembly) 
-1 AN365-428 ο μμ μον aE tard ορ Š 2 
-2 218-416 . WASHER, Flat (North American) . . . - + + + + + + + + se 2 
-3 4B21M-84-012 . BUSHING, Spacer (North American). . . s . + + + * + eee 1 
-4 AN4-11A e SBOLT ος oh ο Sor Be I Se ow meum κοὐ ο). od S wU LC LIES (sq ier LS 1 
-5 AN24-21 BOLT ο enn Se Tee wt (9 ο ο ee ο ο φον a 1 
-6 190-31827 . BELLCRANK ASSY, Cockpit enclosure fuselage station 60 1 
canopy lock mechanism 
-7 ARA . . BEARING, (Torrington). . . . . + + + + eee 1 
-8 AN320-4 μμ gl μ.ο ο τῶ; 3 CE φ ον αν Ne oe WO να He ues Var Ba. au, Q 2 
-9 2w18-416 . WASHER, Flat (North American) 2 
-10 AN24-16 2 ο eee ο ο κ, a RI pd ecu o A ο. ο 2 
190-31828 . ROD ASSEMBLY, Cockpit enclosure fuselage station 63 το. . . 1 
65 canopy lock mechanism 
-11 ΗΡΑ . . ROD END, (Heim). . . +. +... ee eee νο. 2 
-12 AN316-4R zc ο A ος Su m A A Sak dme 1 
-13 190-31828-3 . . ROD, Cockpin enclosure fuselage station 63 to 65 1 
canopy lock mechanism : 
190-31829-10 . TUBE ASSY, Cockpit enclosure fuselage station 63 to 65. 1 
canopy manual locking handle 
-14 190-31832 . . ROD END ASSEMBLY, Cockpit enclosure canopy manual. 1 
-15 4B19B6-010 . . . BUSHING, Press-fit plain (North American) . . . +. . + 1 
-16 190-31829-5 . . TUBE, Cockpit enclosure fuselage station 63 to 65 canopy 1 
manual locking handle 
-17 52-032-156-0937 . . ROLL PIN, (Elastic). . ο oe mss tg ο πο ο. 1 
- -18 190-31830-3 . . HANDLE, Cockpit enclosure canopy manual lock rod . . . +. ., 1 
-19 190-3189 . GUIDE ASSEMBLY, Cockpit enclosure canopy manual . `T. 1 
1οοκ tube 
. ATTACHING PARTS 
-20 AN509-10R11 e SCREW 5 ox € 3 a AS 3 
-21 AN364-1032 ao vaa Ca n E ee RE ϱ Re Re ge ος ete 2 
-22 AN960D10 . -  WASHÉR. S 4 aw -ᾱ- ο δι ο 6€ yos ο ο --, WU ου... 2 
-23 AN3-12A νο ο ο D. Abe cond ο. 2 
-24 4B2153-28 . . BUSHING, Spacer (North American) . . . + . + + sees 2 
-25 190-31831 . .- ROLLER, Cockpit enclosure canopy manual lock . . +. +. + 1 
rod guide 
-26 4B19B5-26 . . BUSHING, Press-fit plain (North American)... . 1 
-27 190-31849-5 . . TUBE, Cockpit enclosure canopy manual lock tube. = 1 
-28 190-31849-3 . . . BRACKET, Cockpit enclosure canopy manual lock tube . . . 1 
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Section Tr 


Group Assembly Parts List 








FIGURE 98 - COCKPIT ENCLOSURE CANOPY EMERGENCY UNLATCHING MECHANISM 





T. O. 1F-86K-4 


FUSELAGE STRUCTURE (Cont) 





F-86K-4-M-8 


FIGURE & . PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
98 No Number COCKPIT ENCLOSURE CANOPY EMERGENCY UNLATCHING MECHANISM, ... NP 
(see figure 96 for next assembly) 
-1 AN365-1032 e NUT: κο. κ. ἀν ῳ UU Ae ως ὃς ας ὃς ὡς να A A RAR 1 
-2 2W18-10 + WASHER, Flat (North American) . . ο s es + + s + + + s eee 1 
-3 AN3-17A s BOLT A A A ο ο e. ον L 
-4 NAS43DD3-68 . SPACER, Screw and bolt . . , . <s < + e ὁ e e e ὁ a ὁ + s t e ο 1 
-5 190-31843 . LINK, Cockpit enclosure canopy emer unlatch actuator . . . . . 2 
-6 2W18-816 . WASHER, Flat (North American) . . .. + + + +s e + + ο ο t ο 4 
-T 173-58031 . CYLINDER ASSEMBLY, Pneumatic emergency canopy unlock . . . . . 1 
-8 AN365-1032 s clc 2 
-9 2W18-10 . WASHER, Flat (North American) . .. . + + + eee see eae 2 
-10 AN3-13A "EP -— cxx 2 
-11 190-31850 « SUPPORT, Cockpit enclosure canopy M3 initiator . . . . + +s . 1 
-12 AN365-428 4 NUL ο XO OE ta RI Se ee κ RAR E AE ARA 2 
-13 2W18-416 + WASHER, Flat (North American) . +... +... + + s s + + 0... 6 
-14 AN4-11A a BOLT 2 μ.ο 3735 4 ο) $16.09 -ᾱ € o8. E Y D Ba Su w. ate, ὁ ὃς ος 2 
-15 M3 . INITIATOR, (GFAE) (Frankford. Arsenal dwg BLX32-1) .... . . 1 
-16 AN320-3 a NUT a e s x» so 4 X €, 9 * 9 «oV * Wow o» A 2 
-17 2W18-10 . WASHER, Flat (North American) . . . . ees s s s s s seo 2 
-18 AN23-10 con dI E aL s ey eh aa a Le ce 2 
-19 190-31839 + LINK, Cockpit enclosure canopy emer unlatch , . « + + + + è è 2 
-20 AN320-3 a NUE ο ο ο le ο ο as, ο ο ο Ter ο ο ο Ya a aq 1 
-21 2W18-10 + WASHER, Flat (North American) . . .. ses < s + s s eeso 1 
-22 AN23-11 « BOLT α < 6 9 * 9 eo» . j € Je “e “e, 4 κα 4 4 4. € 4*4 4 ο 1 
-23 AN365-1032 en uM e ato ο e lal Φ. ο ο TUS 1 
-24 2W18-10 +. WASHER, Flat (North American) . . . . + + s + + + +< + s + ce. 1 
--25 ` AN3-14A « BOLT 2 2 2 « 4 » » e mo.ooccono. os 9 6 5 à . ο . 9 ὁ 5 « 4 ὁ » 1 
-26 4B21MS3-016 . BUSHING, Spacer (North American) . . . . . + s + + , + eevee uk 
-27 AN837-4 A A A 1 
-28 AN6289-4 s ENUT: ο ος te. Cie: Qn Mou SA Hee ο ο ἂν’, Ae aL cw ta, ast ου al 
-29 AN6291-4 ve RING 2... 4-4 4e oo TR “6; ee ο ο Wet Ss DR Ὅς ο Ὁ he ie. 1 
-30 AN6290-4 « “GASKET «e . 2 2 à xe 9 7» o * 9 κ 4 κ o0 09 ο κα ὁ i 
-———————— 2 2 II AE TT RCM d NO 














Section 7: _ 
T. O. 1F-86K-4 Group Assembly Parts List 


FUSELAGE STRUCTURE (Cont) 


FIGURE 99 - CANOPY REAR HOOK ACTUATING MECHANISM ROD ASSEMBLIES 





FIGURE 4 PART 


INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE 
99 CANOPY REAR HOOK ACTUATING MECHANISM ROD ASSEMBLIES 
165-318216 . ROD ASSEMBLY, Cockpit enclosure canopy cam actuator . . .. 
(see figure 105 for next assembly 
-1 HF5 . . ROD END ASSEMBLY, (Heim) ads 
-2 AN316-524 « ow NUP s 4 w WV. €. ο U s. 8 
-3 1R11-10-65-524 - . ROD END, Knurled threaded (North * American) "CE 
-4 165-318216-3 . . TUBE, Cockpit enclosure canopy cam actuator ο Diena Aes 
-5 165-318226 + . PIN, Cockpit enclosure canopy actuator mechanism . . +. . 
-6 AN960D10L š n WASHER 4 9 ow wl. ο το ο Ὁ . . ο oy ο e i. 
-7 165-318217 š SPRING, Cockpit enclosure canopy cam “actuator FED "US 
-8 165-318214 ὁ ROD END, Cockpit enclosure canopy actuator mechanism ES 
-9 165-318215 š FITTING ASSEMBLY, Cockpit enclosure canopy actuator mech 
-10 LSS5 š . BEARING, (Heim) sA A E s/n 


165-318136-5 


-11 1R11-10-49-524 
-12 M58-12 > 
-13 AN316-5 ñ 


ROD ASSEWBLY, Cockpit enclosure canopy cam actuator. : : še. ᾧ 
(see figure 105 for next assembly) 


ROD END ASSEMBLY, (eim) " 
TUBE, Cockpit enclosure canopy cam “actuator 


ROD END, Knurled threaded (North American) ... . . 
ROD END, (Heim) . « . +... + + + + < + rn κ w z . 
NUIT... dk ας ια) AA a ete v s. cs 


F-86K-4-14-19A 


UNITS USEABLE ON 
PER ASSY. CODE 


Ref 


μι] 
M 
m pp = As 


Pee = e 


HE e. ls .. š 
-15 152 -318136-9 NES ; e. ἃ ο è 
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Section 
Group Assembly Parts List T. O. 1F-86K-4 - 


FUSELAGE STRUCTURE (Cont) 





F-86K-4-1-9 


FIGURE 100 - COCKPIT CONTROLS FOR CANOPY LOCKING MECHANISM 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
100 No Number COCKPIT CONTROLS FOR CANOPY LOCKING MECHANISM, (see figure .... NP 

96 for next assembly) 

-1 AN365-624 s NUD ου wa ote, ee er Dh om es + . . e ° ο νο Becton: = 
-2 2W1-25-44-64 . WASHER, Plain (North American) . . . . . es +s + + s e e s ον 1 
s AN6-32A » BOLT... w ν ο c» ὁ-  ὁ 9 RE SUQ ὁ US 1 
- 2W1-25-44-88 . WASHER, Plain “(North American) i xao» € e a woh ας I 
-5 AN509-10R10 . SCREW .. ede ue Ue Seu VW. κ Ml 
-6 165-318101 . ARM, Cockpit canopy “loeking "mechanism emergency release ο ο ο ο 1 
-T 165-318105-7 P SHAFT ASSY, Cockpit canopy locking mech emer release arm . . . . 1 
-8 B108P . . BEARING, (Torrington) μα D ο αμ μμ a aa era EL 
-9 AN3-10A « BOLT... e... o... 9 ο ὁ ο ο ο 4 
-10 165-318103 . BLOCK ASSEMBLY, "Cockpit canopy locking mechanism . . ee +< + » o 1 
-11 4B16CF16-48 + . BEARING, Sintered 011 impregnated frorn ΤΕ e e e ο ο 1 

4B16CF16-12 S. s BEARING, Sintered oil impregnated (North American cris: eel ie 1 
-12 190-31838 . SHAFT, Cockpit enclosure canopy emer unlatch release arm.... 1 
-13 165-318105-9 . SHAFT,ASSY, Cockpit canopy locking mech emer release arm . +. .. 1 
-14 B108P é e BEARING, (Torrington) ens a e ο ὁ Pena sU Roch ie ne e ο AA 
-15 AN320-4 . NUT ... 4579) * c»; Bees 4 (ο Ta ο ο IN 
-16 ` 2W18-116 . WASHER, Flat (North American) a 26509 uiae ον a . SL 
-17 AN24-15 . BOLT... . € . € € $9» $ 6$ * . ὁ. ο Ὁ EDAM EET 1 

173-31827 . ROD ASSY, Cockpit enclosure eanopy emer remote actuator «ο . ο ο 1 
-18 HY ka “ROD END; (Heim) eos sis moe a e μα μα αμ ANE IO 
-19 AN316-4R oe NUT e. ace ο ο ae ο A Yw . si Chee tes, . P 
-20 173-31827-3 + . ROD, Cockpit enclosure canopy emergency remote "actuator eee 1 
-21 173-31826 + LINK, Cockpit enclosure canopy emergency remote actuator . . +. + 1. 
-22 AN320-3 . e = e e @ s « o 0 @ e ὁ e ὁ o9 » e ὁ 9 9 e e ὁ ὁ ο e ὁ e ο ° al: 
-23 2W18-10 . WASHER, Flat (North American) . . . eee s + s + s s s s s e + = 
-24 AN23-11 . « BOLT .. os 9 5 . ο 9, 9 ὁ ὁ ο € à ὁ «54 ὁ ο 1 
-25 190-51815-11 7 e. + 


STREAMER ASSY, Canop remover initiator ground safety pin 
(see fig. UYA 


-26 AN365-428 . NUT d Sy tae er fe DE uu iu: uns 2 
-27 218-416 . WASHER, Fiat (North American) oy i ος š 2 
-28 Μ2 š INITIATOR, (GFAE) (Frankford Arsenal dwg BLX32- 1) m 1 
-29 190-31817 . GUIDE, Canopy initiaton ground safety pin . . S" δη ἃ 1 
-30 190-31823 . SCREW, Cockpit enclosure canopy remote act t attaching PEE. 1 
-51 2W1AL20-16-16 6 WASHER, Plain (Noreh A American) . . . . SES Une. 6 1 
-32 AN364-428 . NUT ο sa) Goths, Soy hei gs ces ὅθι clea eh τῶν ο 1 
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Section. ΙΙ 
T. ο. 1F-86K-4 Group Assembly Parts List 


FUSELAGE STRUCTURE (Cont) 





F-86K-4-14-10 


FIGURE 101 - CANOPY EXTERNAL EMERGENCY RELEASE SYSTEM AND LOCKING MECHANISM 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
101 No Number CANOPY EXTERNAL EMERGENCY RELEASE SYSTEM AND LOCKING MECHANISM, . NP 

(see figure 96 for next assembiy) 
-1 205-31827 . CABLE ASSY, Cockpit encl canopy external emer release handle . i 
-2 165-318191 . . PLUG, Cockpit enclosure external emer release handle .. . 1 
-3 165-318187-11 . HANDLE, Cockpit enclosure canopy emer external release . . 1 
-4 205-31827-3 . . CABLE, Cockpit enclosure canopy external emer rel handle . 1 
-5 AN155-16S ¿ < BARREL . 4 4. 6 ὁ . ὁ ο e ὁ à e» ο * 4 $ 5 4 4 5 ὁ 4 € 2 5 4 1 
-6 205-31827-5 . . CABLE, Cockpit enclosure canopy external emer rel handle . 1 
-T 3810-7 . SEAL, 3/32 cable elastic press. (North American) . . . + + + +. 1 
-8 AN210-2B o PULLEY . . . . . +s s s s 9 . ο e 9 s s ο 9 m s ° 9 ° s 9 n 9 n i 
-9 AN210-3B . PULLEY . . +< s < © < a a e e s e on I iow ο 1 
-10 AN219-2 » PULLEY . . . « 4 4 4 ὁ oe ο ee om om . +. ot 9 o9 og t n t] n e . 2 
-11 AN3210-1 . SWITCH, (canopy actuating mech hook) . . .. "P . 1 
-12 AN3168-2 . ACTUATOR, Limit switch class C . . + + + + * + * * * + * * * ° 1 
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Section i: — 
Group Assembly Parts List . T. ο. 1F-86K-4 


FUSELAGE STRUCTURE (Cont) 











9 
11 
1 
F-86K-4-14-11 
FIGURE 102 - COCKPIT ENCLOSURE CANOPY REMOVER ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
102 No Number COCKPIT ENCLOSURE CANOPY REMOVER ASSEMBLY, (see figure 96... . NP 
for next assembly) 

-1 AN365-524 « NUT ç « «© < 9 ὁ ο ο ὁ Q ὁ ο ο 9 Be € v (19 7 ὁ, 9. 9; ow 4 1 

-2 2W18-516 . WASHER, Flat (North American) . . .. ss +2 + + eee eee 1 

-3 AN5-40A 2 BOLD. . 20924. a Se ROS TU ᾱ- SUQ 1 

-4 AN365-428 S NUT E e cig ne ra, as Rn -ᾱ- La ο 1 

-5 2W18-416 . WASHER, Flat (North American) . . .. + + + + + + + + + eee 1 

-6 AN4-12A e BOLT ¿ ο: < 5, eee A e ο 4. ιδ. 19. e va cà 7 9 8^ ο IST -ᾱ 1 

-T 165-31841 . FITTING, Cockpit enclosure canopy remove cdr asc ο. ie E 1 

-8 μι . EXACTOR, Canopy remover (GFAE) (Franford Arsenal dwg BLX7752). 1 

=9 165-31843-3 . CAP, Cockpit enclosure canopy remover , , , + + + ee ee ee 1 

-10 AN340-6 © NT . . +s s s © o © e 9 e 9 9 s ο e e ο e e s Q . s o ο 59 ο ο 1 

-11 AN515-6R7 + SCREW . . . . ο . e e » © 9 ow ὁ 9 o3 ὁ ο ὁ ὁ wt ὁ ο wt e a n 1 

-12 165-318230 + PLATE, Cockpit enclosure canopy exactor warning . . . . + + +. 1 

-13 M1A1 + CANOPY REMOVER ASSEMBLY, (GFAE) ο ο ο ο E 1 

-1} 2W18-516L . WASHER, Flat (North American) . . .. sso +< s + s + + + eee AR 


—— n. . n  . . — e _  ἹῬὀἊα'.'. 








T. O. 1F-86K-4 Section. ΙΙ. 
FUSELAGE STRUCTURE (Cont) Group Assembly Parts List 





F-86K-4-14-12 


FIGURE 103 - COCKPIT ENCLOSURE CANOPY LOCK MECHANISM UPPER TORQUE TUBE ASSEMBLY 





A A A U U U UZ uM MEME MEME ME — n 

FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER T. 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
103 190-31933 TUBE ASSY, Cockpit enclosure canopy lock mech upper torque . .. Ref 


(see figure 96 for next assembly) 
ATTACHING PARTS I 


-1 2W18-716 WASHER, Flat πα, νὰ AA ο MEL E E 4 
-2 2W18-716L WASHER, Flat (North American) . wo eue ο (m ie ο cete -ᾱ- ὦ 4 
ο μες 
-3 AN365-1032 ο NUE Qoo 40999. a DE o ik aide im e Sa ὃς € Te y e 1 
-4 2W18-10 . WASHER, Flat (North American) . . . + + + + eee + t * * t'e 8 
-5 AN3-21A oo BOLT AA ο ο ο pe 9, ο ο E O ee ev ὁ 4 
-6 190-31825-3 . BELLCRANK ASSY, Cockpit enci canopy torque tube emer operating 2 
-7 190-31820 . STOP, Cockpit encl canopy emer exit release cable bellcrank . 1 
-8 190-31845 . BELLCRANK ASSY, Cockpit encl canopy emer exit release cable . 1 
-9 MS15001-1 Ὁ FITTING, Lubrication (hydraulic) surface check 1/4-28 . . . i 
taper threads steel type I 
-10 AN320-3 ¿ NUT . .. ὁ ο ο ὁ 9 ο ο ὁ .. ο ο ο ο = É ° e e ο e oaos 1 
-11 2W18-10 . WASHER, Flat (North American) , . . . + + + eee + * * n * ° 1 
-12 NAS43DD3-10 . SPACER, Screw and bolt . e + + + + + * see + ^ * ew . . 2 
-13 ANh2-12 a. “BOLD 6 204 4 0 »o€ ee κ ὁ ο w. κ M. ον κ.α. KS ᾱ -ᾱ-ψ. Κα 1 
-14 190-31835 . BELLCRANK ASSY, Cockpit encl canopy torque tube emer operating 1 
-15 MS15001-1 . . FITTING, Lubrication (hydraulic) surface check 1/4-28 . . . 1 
taper threads steel type I 
-16 190-3183 . BELLCRANK, Cockpit encl canopy torque tube operating outboard. 1 
-iT 190-31833-3 +. TUBE, Cockpit encl canopy lock mech upper torque . e . + + + ° 1 


— . ο .....ἹὙἹ ο + —————— 
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Section. i1 
Group Assembly Parts List T. O. 1F-86K-4 
FUSELAGE STRUCTURE (Cont) 








F-86K-4-14-13 


FIGURE’104 - COCKPIT CANOPY ENCLOSURE LOCKING LATCH ASSEMBLIES 
200 











Section ΙΙ _ 


T. O. 1F-86K-4 Group Assembly Parts List 


FUSELAGE STRUCTURE (Cont) 


A A αμ κος ο 
FIGURE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
104 165-31818-1 LATCH ASSEMBLY, Cockpit canopy enclosure locking LH. . . . . + + Ref 
see figure 96 for next assembly) 
165-31818-2 LATCH ASSEMBLY, Cockpit canopy enclosure locking RH. +. . . + + + Ref 
(see figure 96 for next assembly) 
165-31818-3 - LATCH ASSEMBLY, Cockpit canopy enclosure locking LH. . . . + + + Ref 
(see figure 96 for next assembly) 
165-31818-4 LATCH ASSEMBLY, Cockpit canopy enclosure locking RH. . . . . - + Ref 
(see figure 96 for next assembly) 
165-31818-13 LATCH ASSEMBLY, Cockpit canopy enclosure locking LH. . . . . .. Ref 
(see figure 96 for next asseubly) 
165-31818-14 LATCH ASSEMBLY, Cockpit canopy enclosure locking RH. . . . + - + Ref 
(see figure 96 for next assembly) 
ATTACHING PARTS 
-1 AN4-5A Μο A Sau ee, Tee tee ο er oe de mc or II 10 
2418-116 WASHER, Flat (North American). . . s + + e eo t t 5 t t t t ng. 10 
2W1AL16-24-20 WASHER, Plain (North American) . . . 6 + + + * * * * * t ° ° AR 
QW1AL16-24-12 WASHER, Plain (North American) . . . s e eee eee ot trt ttt AR 
AN365- 528 NUT, (used with 165-31818-13 and 165-31818-14 only). ἕπτ αἱ) πα 2 
-2 AN509- 1058 SCREW. e soe 2 4 ο 9 ο να a ο 9 o ο hm G om oh 4 ue Q s "s 22 
--- PA 
-3 165-31818-5 I . LATCH SUB-ASSEMBLY, Cockpit canopy enclosure locking. . . + 1 
-4 AN315-3R vow CNÜTV Q ç. v ον τν. S ο ο Te eee ος ο ο 2 
-5 NAS428K3-13 . . BOLT, Adjusting crowned hexagon head . Tu ow de 1 
-6 165-31818-7 ` LATCH SUB-ASSEMBLY, Cockpit canopy enclosure locking. . . . + 1 
-7 165-31844 . . PIN, Cockpit enclosure canopy locking latch. . « + + + © © 2 
-8 165-31824-3 . . HOOK, Cockpit enclosure canopy locking . . +. + + + + ets 1 
-9 165-31826 ` 7 τανκ, Cockpit enclosure canopy locking latch... + +. + 2 
-10 165-31825-5 . . CAM ASSEMBLY, Cockpit enclosure canopy locking’. . +». + 1 
-11 165-31819 ` 1 . BUSHING, Cockpit enclosure canopy lockln latch . . 2 
-12 4B1987-012 Ὁ. BUSHING, Press fit plain (North ο ολα]. ο 1 
-13 165-31818-9 ` HOUSING SUB-ASSEMBLY, Cockpit canopy enclosure locking latch. 1 
(on 165-31818-1 and -2 only) 
165-31818-11 . HOUSING SUB-ASSEMBLY, Cockpit canopy enclosure locking latch. 1 
(on 165-31818-3 and -4 only) 
165-31818-15 . HOUSING SUB-ASSEMBLY, Cockpit canopy enclosure locking latch. 1 
(on 165-31818-13 and -14 only) 
-14 165-31845-1 . . PLATE, Cockpit enclosure canopy locking latch. . . + : + + 1 
forward fixed serrated LH : 
165-31845-2 . . PLATE, Cockpit enclosure canopy locking latch. . . . + + + 1 
forward fixed serrated RH 
-15 165-31846 . . PLATE, Cockpit enclosure canopy locking latch. . . . + + + 2 
aft fixed serrated 
-16 AN365-524 . NUT, (on 165-31818-1, -2, -13 and -1ὴ only)». .. ron n 1 
AN364-524 . NUT, (on 165-31818-3 and -4 only) . e s eee + + + t t ° ° ° 1 
-17 2w18-516 ` WASHER, Flat (North American) . . +--+ ese t t t t t ttn 1 
-18 2W1C20-24-51 l WASHER, Plain (North American). . . « « e e eet tent 2 
-19 4B2155-013 . BUSHING, Spacer (North American). . . e + + s e eee t n ng 2 
-20 AN175-16A ` BOLT, (on 165-31818-1, -2, -13 and -14 only). . . + + + + ee 1 
AN25-27A ` BOLT, (on 165-31818-3 and -4 only). . s so ee t t 00 0 * 1 
-21 AN365-524 ce SAUD S ν΄..." Ι.Ν. 1 
-22 2w18-516 ` WASHER, Flat (North American) . . ses + +++ ' t t ° J^ 1 
-23 2w1c20-24-51 . WASHER, Plain (North American). . . + + + + * * * * n A ue 2 
-24 AN175-16A . BOLT. . « e « ee ee eee o... I] £1! t: EMI PE 1 
-25 AN365-428 - NUT Z een NR TN a a mos dw uw . NES 1 
-26 2w18-116 . WASHER, Flat (North American) . . + + + + Z asa: (2 fe Ὁ xu 2 
-27 4B21S4-016 . BUSHING, Spacer (North American). . . +. +» apai et 1 
-28 AN4-16A Ὅν, A Rogue «o9. es ο ο... 1 
-29 165-31848 ` PLATE, Cockpit enclosure canopy lock latch aft. . . + + + ee 2 
adjustable serrated 
-30 165-31847-1 . PLATE, Cockpit enclosure canopy lock latch forward. . . . + + 1 
adjustable serrated LH 
165-31847-2 . PLATE, Cockpit enclosure canopy lock latch forward. . + 1 


adjustable serrated RH 


z ==; l. ————J—————— —— Á——— == A 
Changed 15 April 1960 
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Section. ii . 
Group Assembly Parts List T. O. 1F-86K-4 


FUSELAGE STRUCTURE (Cont) 




















F-86K-4-14-14 


FIGURE 105 - CANOPY REAR HOOK ACTUATING MECHANISM 





FIGURE & 


INDEX NUMBER 


105 


PART 
NUMBER 


No Number 


AN320-5 
2W18-516 
AN25-27 
AN365-521 
NAS143-5C 
NAS145-49 
165-318134-5 


165-318133-5 
RD208SH9 

RL38SB9 

165-318137 
165-318139 

1855 

ΑΝ316-5 

HF5 5 
AN5-20 ἥ 
AN25-36 š 
AN960D516 

AN310-5 

AN320-5 

165-318138 

AN25-15 

2w18-516 

AN320-5 

165-318216 


165-318136-5 


AN25-18 š 
AN25-46 2 
2w18-516 

AN320-5 

165-31812 
4B19S9-007 
AN365-624 

2w18-616: 

NAS143-6C . 
2w18-816 N 
4B21s6-118 I 
AN176-34A š 
165-318132-5 2 
4B16CP8-46 : 
AN25-26 
AN320-5 
2418-516 
RBC74164 
AN365-624 
2418-616 
NAS1!3-6C 
2W18-816L 
4B2186-312 
NAS146-74 
165-318131-5 
4B16CF8-24 
NAS428K5-10 
NAS428K5-10 
2W18-516 
AN316-5R 
AN393-9 
2w18-10L 
165-318224 
RA2500-2 
165-318223 
165-318221 
170-68731 
165-318219 
151-33619 
AN365-720 
218-716 
NAS143-7C 
!B2189-009 
4B2187-026 
NAS147-40 
165-31811-3 
165-318130 
RBC74164 


1 


PITTING ASSY, Cockpit encl canopy hinge (see f fig. 109) . š 
FITTING, Cockpit encl-canopy actuating mech su (see fig. 
ROLLER, Track (Roller Bearing) (see figure 109). . 





T. ο. 1F-86k-4 
FUSELAGE STRUCTURE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


CANOPY REAR HOOK ACTUATING MECHANISM, (see figure 96 . . . . 


for next assembly) 
NUT . iste) SA dal eo eui Cas in y 
WASHER, Flat ` (North American) . "D ME 
BOLT ei ΛΣ er S. φῶ AS δν NE Sa: Ya ον 
NUT - e 


BOLT, Internal wrenching steel 5/16- el. 

TRUNNION ASSY, Cockpit encl canopy actuating "mechanism, 
BEARING, (Torrington). . . 

SPACER, Flanged dual bearing (North American); "E 
NUT . S ος row ue de 
WASHER, Flat ` (North American) . 

HOOK ASSY, Cockpit enclosure canopy actuating r mechanism 
INSERT (Rosan) . . . . . , 
RING (Rosan) . . š 

ROD ASSY, Cockpit enclosure canopy "hook actuator. z 
ROD END ASSY, ri usc encl CANOPY: actuator mech hook 

BEARING (Heim). . Ἐν Ὁ 

NUD es oe νὰ ἠδ. ο joy ο git ia’ sed con, DRE W 
. ROD END ASSEMBLY, “(Heim) . EID 
BOLT, en) E A H. XN Q. sd CET de 


WASHER, X!130 or equiv 125,000 to 145,000 psi countersunk . 


BOLT; (lOoWeR) 4. U S sede ee a A ms 
WASHER. Q. ο. ᾱ- 28: 00 ἃν ᾱ- ο AK e αἱ Ὁ LIOS ED Wo mp CAD w eva Gs. cr Se & 
NUT, (upper ο ο κῶν. Ὅτι A ο αρα 
NUT, xe "E a 
IDLER, MN enclosure canopy actuating mechanism * ç 
BOLT. . . ο νο πο ο ο š 
WASHER, Flat ` (North American) . νην err ο ο 
NUT... V š x 
ROD ASSY, Cockpit enel canopy cam actuator "(see fig. 99 . 
for breakdown) 
ROD ASSY, Cockpit encl canopy cam actuator (see fig. 99 . 
for breakdown) 
BOLT acs: 4. coc ee kay ol a κα else ο ο put ματ. 
BOLT. . +... ος ο τμ CS a, 
WASHER, Flat ` (North American) bacteria, E: rait : 


NUT... ea 

FITTING, ASSY, Cockpit encl “Pus” sta "161. 50 canopy “actuatin 
BUSHING, Press fit plain (North American). 2 

NUT .. IM RNC EE EE" 

WASHER, Flat. (North Americàn) . > 

WASHER, X!130 or equiv 125,000 to 145, 000 o psi countersunk 


WASHER, Flat (North American) TRUE SUE s uere “ah Ie: τ 
BUSHING, Spacer (North American). Qu Bedi δν mr e de ταν tal ρε 


BOLT. . a i 
FITTING ASSY, Cockpit enel canopy actuator “support A 
BEARING, Sintered oil impregnated. (North American) 
BOLT: a ACA WAR Ae X. LT 
NUT . . rx 
WASHER, Flat "(North American) . bon τν ya We n 
ROLLER, Track (Roller Bearing), πρίν» 
NUT . . We αἱ οκ) CA κ >: 
WASHER, Flat "(North American) . 
WASHER, 
WASHER, Flat (North American) Sei us oe ος 
BUSHING, Spacer (North American). sexe Se a a s 
BOLT, Internal wrenching steel 5/8- οἡ 
CAM ASSY, Cockpit encl canopy actuating mechanism timing. 
BEARING, Sintered oil impregnated (North να, 
BOLT, Adjusting crowned hexagon head. . . IP 
BOLT, Adjusting crowned hexagon head. . . . NEUEN 
WASHER, Flat (North American) . . E 
NUT . 2 0 o... ο ο ὁ « . ο... 
PIN + x ο se es SR oc e Puk SQ 
WASHER, Flat ` (North American) . ΗΜΕΡΕΣ s 
CABLE ASSY, Cockpit enclosure emergency release external. 
FORK (American Chain and Cable). . . Are 
FAIRLEAD, Cockpit enclosure emergency release cable e ο ο 
SPRING, Tension... $. ue ην ww “€ 
SPRING, Emergency jettison `handle do τα š 
HANDLE ASSY, Cockpit enclosure be energeney release 
GUIDE, Cable. . . . € « + < < a ο ; 
NUT... AE EA AR κα; Drue 
WASHER, Plat “(worth American) i. Se š ρα nee 
WASHER, X11830 or equiv 125,000 to 145, 000 psi š > š 
BUSHING, Spacer teen decim wd s he ene Sei --- 
BUSHING, Spacer (North American à 


BOLT, Internal wrenching steel 7/16- 20. 


+ 8 6 * soso o 


Ka 


X4130 or equiv 125,000 to 145,0 000 psi ο countersunk z 


Section. ΙΙ κ 


UNITS 


PER ASSY. 


= 
FU 
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CODE 
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Section. 1: 
Group Assembly Parts List T. ο. 1F-86K-4 
FUSELAGE STRUCTURE (Cont) 











F-86K-4-14-15 


FIGURE 106 - WINDSHIELD ASSEMBLY AND ATTACHING PARTS 
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Section 1 _ 


T. 0. 1F-86K-4 Group Assembly Parts List 


FUSELAGE STRUCTURE (Cont) 


NN == == AAA 
FIGURE & PART : UNITS USEABLE ON - 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
106 No Number WINDSHIELD ASSY AND ATTACHING PARTS, (see figure 9 LE EAS NP 
for next assembly) 
-1 20171-31881 WINDSHIELD ASSY, Cockpit enclosure complete (see . ον owes 1 A 
. figure 107 for breakdown) 


207-31881-21 WINDSHIELD ASSY, Cockpit enclosure complete (see . . . ssu 1 B 
figure 107 for breakdown) 
WINDSHIELD ASSY, Cockpit enclosure complete (see 


figure 107 for breakdown) 


207-31881-31 


= 
Ss 


ATTACHING PARTS 


-2 AN3-7A BOLT. . SU CLE Ye ets 2 
-3 2w18-10 WASHER, Flat (North American): E ο ο ο... 2 
-4 AN3-6A BOLT... +. + "EM Mc Tc 4 
-5 2W18-10L WASHER, Flat (North American). ο πο. 0). 4 
-6 165-31831-11 FITTING ASSEMBLY, Cockpit enclosure fuselage station 79.312 . 1 
windshield to deck longeron LH 
165-31831-12 FITTING ASSEMBLY, Cockpit enclosure fuselage station 79.312 . 1 
windshield to deck Jonger RH 
-7 AN365-428 © . NUT. uod ας wee ME n š 4 
-8 2w18-416 | WASHER, Flat (worth American) - νι» 4 
-9 AN4-7A . BOLT ....e- ty eas SS. O N a : 4 
-10 AN365-524 . NUT. μα ο iue ο ο s y 
-11 2418-516 | WASHER, Flat (North american). νυν ΙΙ ΥΠΗΡ ; 8 
-12 AN5-10A BOUT . , e s e ae Cw dus ; "E : 4 
-13 AN365-516 NUT. to Bora Gs ο ο : ; ES z 4 
-14 AN5-10A BOUT! fc. utu ee Ws he om ae Je a A $ s . 4 
-15 AN3-4A BOLT . Ç x $2 5 23 
2w18-10 WASHER, "Plat (North American). ; š as : 23 
AN365-1032 NUT ο a š 7 "t ç 23 
-16 AN3-5A BOLT . . : : d S $5 3 
2418-10 WASHER, Flat (North American). š RS E" 6 
AN365-1032 NUT. 2... eee Εν . φον Ue a ni 3 
-17 AN3-6A BOLT . . £ EM EA ΕΡΤ, š 3 
2w18-10 WASHER, Flat (North ' american). P UM Lo Ὁ. ὃν UL Ve eM Cay ο ας 3 
2W1AL12-14-093 WASHER, Plain (North american) νην ο Va. HIIS den P f 1 
AN365-1032 S NUTT a ο ὁ ο ECC ti Re so Riad τ NE" 3 
-18 AN365-1032 s NUTS ον ον ας O OS Gr Male a 4 
-19 2418-10 | WASHER, Flat (North ' American) ον ο ο... 4 
-20 AN3-11A BOLT . . Me Betton: dudo Say NOU 3, a, cite, Bir ee 4 
-21 165-31333-3 STOP, Fuselage station 3. 156 to 53.5 upper equipment 1 
d access door LH 
165-31333-2 STOP, Fuselage station 3. 156 to 53.5 upper equipment . . + 1 
access door RH 
-22 AN3-10A BOLD ο SE CRUS E e pit woe eS nt 8 
AN960D10 U WASHER: I < x 00e Ν' moder ic eeu EGER sU UP Rm AGUA X 8 
AN365-1032 NUT ¿l isole e ο ο ἄντε UL Ap burn estis ο ee 8 
-23 AN3-5A BOLT νο ο xis. 0. es Vd eee a 6 
2418-10 WASHER, “Plat (north American). Sas cel SBS. rec ο 6 
AN365-1032 NUTS wl 2 ον ado € eg Sen "ares ce ο 6 
-24 AN3-5A BOLT . . S dw etn eth ὡς οὶ χο αρ qr -G DRE e s 2 
2w18-10 WASHER, Flat (North τμ οπή, DR. d Reus US, ο - 2 


53-8273 thru 53- -8322 
54-1231 thru 54-1250 
C 54-1251 and subs 


USEABLE ON CODE: 


t> 


— _ A q A —— vn v — —. 


Changed 26 May 1958 205 
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Group Assembly Parts List T. ο. 1F-86K-4 
FUSELAGE STRUCTURE (Cont) 








F-86K-4-14-16 


FIGURE 107 - COCKPIT ENCLOSURE COMPLETE WINDSHIELD ASSEMBLY 
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T. O. 1F-86K-4 
FUSELAGE STRUCTURE (Cont) 





Section. 11. 


Group Assembly Parts List 


UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 a 5 6 7 NOMENCLATURE PER ASSY. CODE 
107 207-31881 WINDSHIELD ASSEMBLY, Cockpit enclosure complete . . . . . . + + . Ref A 
(see figure 106 for next assembly) 
207-31881-21 WINDSHIELD ASSEMBLY, Cockpit enclosure complete . . . . . + + + + Ref B 
(see figure 106 for next assembly) 
207-31881-31 WINDSHIELD ASSEMBLY, Cockpit enclosure complete . πως e... Ref σ 
(see figure 106 for next assembly) 
-1 AN363C1032 . NUT .. ” E E ta ὃς ιν ην ο Sa 69 
-2 2W18-10 . WASHER, Flat (North " American). dea Sao 8b e a as + GO 
-3 TS16CN10-13 . SCREW, 100? flush head corrosion resistant steel . . . . . + + 58 A,B 
(North American) 
7816CN10-13 SCREW, 100? flush head corrosion resistant steel . . . . . š 57 σ 
(North American) 
-4 7S16CN10-14 . SCREW, 100° flush head corrosion resistant steel . . . . A 4 
(North American) 
-5 207-31881-3 . RETAINER, Cockpit enclosure lower LH . . . . + + + + + + eee 1 
-6 207-31881-1 . RETAINER, Cockpit enclosure lower RH . . . + + + + + * eee 1 
-τ AN363C832 e ONU U ο δ. ta ο ο Ὁ ο E - qu Ὅς; αν.) 20 A,B 
AN363C832 v ΝΠ; 252.06. d dry cas xe dé Vence 26 RR 779 deo Dei. ο ος 18 C 
-8 2Ν18-8 è WASHER 56.244, 2 iSo w κος WS καν Os . ο ο rS eR ἃν DeL 20 A,B 
2W18-8 . WASHER . . . + . sue roy ex ο Uie > TW ὁ 18 C 
-9 7516CN8-14 . SCREW, 100? flush head corrosion resistant steel ο ο πο 22 
(North American) 
-10 '1S16CN10-10 . SCREW, 100? flush head corrosion resistant steel . . . . viv 6 
(North American) 
-11 7S16CN10-11 SCREW, 100? flush head. corrosion resistant steel .... T 2 
North American) 
-12 7816CN10-9 . SCREW, 100? flush head corrosion resistant steel . . . . . +. + 2 
North American) : 
-13 207-31881-5 . RETAINER, Cockpit enclosure upper LH . — ar 1 
-14 207-31881-6 . RETAINER, Cockpit enclosure upper RH... . + + ........ 1 
-15 165-31854-1 + GLASS, Windshield side panel LH . . « + + + + + © es we ww n 1 
-16 165-31854-2 . GLASS, Windshield side panel RH .. ο αμ 1 
-17 7S16CN10-16 . SCREW, 100° flush head corrosion resistant steel . . . . us 3 
(North American) 
7S16CN10-27 . SCREW, 100? flush head corrosion resistant steel "n 1 C 
-18 165-31877 " FITTING, Cockpit enclosure windshield armor glass “retainiag š 1 
-19 165-318227-13 . PLATE, Cockpit enclosure windshield armor glass retainer... 1 
-20 165-31881-11 + SEAL, Cockpit enclosure side . s s . scs < eee e ee e ος 2 
-21 165-31881-9 . SEAL, Cockpit enclosure forward . . . s . + + + + + + + + + e 1 
-22 165-31881-7 `. SEAL, Cockpit enclosure aft . . . + + + + + + + s + + s + ος 1 
-23 165-31876 . GLASS, Windshield armor . . . . . + + ter a δι) ει le 1 
-24 207-31882 .: FRAME ASSEMBLY, Cockpit enclosure windshield s wies ia a VS 1 A 
(see figure 108 for breakdown) 
207-31882-51 . FRAME ASSEMBLY, Cockpit enclosure windshield . . . . . . + + > 1 B 
see figure 108 for breakdown 
207-31882-61. . FRAME ASSEMBLY, Cockpit enclosure windshield . . . . . . + . + 1 C 
(see figure 108 for breakdown) 
-25 207-53403-21 . MANIFOLD ASSY, Heat and vent system windshield defrost LH .. 1 σ 
-26 207-53402-11 + MANIFOLD ASSY, Heat and vent system windshield defrost RH .. 1 C 
-27 213-53407-3 » LINE, Heat and vent system station 57 to station 63 RH . . . + 1 ς 
windshield defrost supply 
-28 4D2-16-14 + DUCT CONNECTOR, Air non-wire supported (North. ο ο. "ETE 2 ο 
ΑΝΤ3Τ- a CLAMPS £40 0$ 40€ ο. νο ME POPE ΗΝ — 4 C 


USEABLE ON CODE: 


A 
B 
ς 


53-8273 thru 53-8322 
54-1231 thru 54-1250 
54-1251 and subs 
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T. ο, 1F-86K-4 
FUSELAGE STRUCTURE (Cont) 





FIGURE 108 - COCKPIT ENCLOSURE WINDSHIELD FRAME ASSEMBLY 
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F-86K-4-14-17B 


Changed 2 December 1960 

















Section. ΤΙ _ 


T. O. 1F-86K-4 Group Assembly Parts List 


FUSELAGE STRUCTURE (Cont) 


IDEM A IN να μμ Y n 
FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
108 207-31882 FRAME ASSEMBLY, Cockpit enclosure windshield . . . . +. + + + + + Ref Α 
(see figure. 107 for next assembly) : 
207-31882-51 FRAME ASSEMBLY, Cockpit enclosure windshield . . ........ Ref B 
(see figure 107 for next assembly) 
207-31882-61 FRAME ASSEMBLY, Cockpit enclosure windshield . . .. + + + + +< < Ref ο 
(see figure 107 for next assembly) ` 
-1 165-31859 . BOW, Cockpit enclosure windshield . . , « + s + + ee ee ee 1 
-2 165- 31875 š SEAL, Cockpit enclosure windshield armor glass . . Ὃν serie xe ace 1 
207 -31888-1 ` LONGERON ASSY, Cockpit enclosure fuselage station 45. Ες δις ας 1 
to station 72.5 windshield L 

207-31888-11 . LONGERON ASSY, Cockpit enclosure P δείσες station 45.5 . . +. + 1 B,C 
to station 72.5 windshield LH 

207-31888-2 . LONGERON ASSY, Cockpit enclosure fuselage station 45.5 . . .. 1 
to station 12.5 windshield RH 

-3 99947P.130 + + RECEPTACLE, (United- goa on 207-31888-2) MEETS 2 
99947P.130 . . RECEPTACLE, (United-Carr) (on 207-31888- li): δα 3 
165-51227-1 + + SUPPORT ASSY, Instrument panel upper absorber LH a 1 
165-51227-2 + . SUPPORT ASSY, Instrument panel upper absorber RH . . . . + 1 

-4 K114 - + + MOUNT, Met-L-Flex unit (Robinson) ... s soes + + = x 1 

-5 AN509-8R14 e GORBEW X ὁ ee S: IA A ye a D UO ὃς 4 

-6 AN509-8R15 . SCREW .... » ο ο "P 3 

-7 201-53313-11 . INSERT, Heat and vent "system windshield 'anti- ice and. v oS s 1 B,C 

rain removal 

-8 201-53315-11 . INSERT, Heat and vent system windshield anti-ice and . . . +. . 1 B,C 

rain removal 

-9 201-5306 . OUTLET ASSY, Heat and vent system windshield anti-ice .... 1 B,C 

and rain removal 
190-53406 . OUTLET ASSY, Heat and vent system windshield anti-ice .... 1 A 
-10 201-53316-121 + OUTLET ASSY, Heat and vent system side windshield .. dte 1 B,C 
; anti-ice and rain removal (use 201-53316-101 untl `exh) 

-11 165-51037-1 . SUPPORT, Pilot's stand-by compass and accelerometer LH . . .. 1 
165-51037-2 *2 . SUPPORT, Pilot's stand-by compass and accelerometer ἽΝ ο -ᾧ τῳ; Ts 1 
213-51037 *2 . SUPPORT, Pilots standby compass RH. . v Ve nj ays 1 B,C 

-12 207-53332 . MANIFOLD ASSY, Heat and vent sys windshield “gefrost ee 1 A,B 
205-69003 . SUPPORT ASSY, A} sight head mounting +. +. +. + + ess * * * * . 1 A 
205-69003-11 . SUPPORT ASSY, A-4 sight head mounting . +. +. + + + + + * * * « 1 B,C 

-13 213-69004 - . BRACKET ASSY, A-4 sight head mounting +. . +. +... + + sesa 1 B,C 
205-6900 + . BRACKET ASSY, A4} sight head mounting . . . + + ea seso 1 A 

-14 RL56SB11 . + . RING, (Rosan) ο a Qr 062 ya E ο. Turned 1 
RD210SB11L . » . INSERT, (Rosan) . 5. ὁ. νι e a 66 1 

-15 2W1AL25-28-64 + + WASHER, Plain (North American) s. iw. αγιώ 6, molem τώ. 91 9.79. oe 1 

-16 AN310-6 oce. NT.. Era a a A 1 

-17 2W1AL50-38-64 . . WASHER, Plain (North American) | qeu ο ο ο p ο” 1 

-18 180-69007-5 + . DOG, A- 24 sieht head adapter retainer . . . + + + + + * * ° 1. 

-19 AN395-39 ar » PIN... ον a a A ERE 1 

-20 218-516 + . WASHER, Plat ` (North American). NL IE S 1 

-21 180-69005-11 . . SHAFT, A-! sight head adapter locking "πον feo ανα 1 

-22 172-61662 lu SPRING, A-4 gunsight bracket unlocking +... . + + + eeso 1 

-23 AN507-832R7 + ' SCREW « . ^ ο < < < e ο e e a ..< * e s s e s * * * ο * ο ο 10 A 
AN507-832R7 . + SCREW... . . ο ο A ο w Glow. ο RU ο wf ia oe 6 B,C 

-24 205-69006 . . COVER, A-4 sight neàd support assy RH pressure RE δὲν ce 1 

-25 AN515-8R7 . . SCREW... a cM à B,C. 

-26 213-69007 + . COVER, A-4 sight “head support assy “LH pressure SE ιών τς, eve te Za 1 B,C 
205-69007 . . COVER, A! sight head support assy LH μὴν š, πὰ ο, s. E 1 A 

-27 205-69005 . SCREW, A-4 sight head adapter locking . . + +< e ο ο ο 1 

-28 207-31886 a RETAINER ASSY, Cockpit enclosure windshield armor "glass ολα. 1 

-29 207 -31887 + . HANDLE ASSY, Cockpit enclosure pilot's assist . . . . + + + 1 

-30 205-31831-31 + SHROUD ASSY, Cockpit enclosure windshield anti-glare . . . . à 1 A 
205-31831-41 . SHROUD ASSY, Cockpit enclosure windshield anti-glare . . +. . 1 Β 
205-31831-51 . SHROUD ASSY, Cockpit enclosure windshield anti-glare . . . +. » 1 c 

-31 wW98292-2- .160 | STUD, (United-Carr) . . . s s s + + s s sos e s e s . mnn 1 
99836 . . PIN, (United-Carr) . .. + + + + + + + + nh + s + ot on n. 1 

-32 W98292-2-.190 E Da STUD, (United-Carr) . Wn ο ο oU Ee M Eo 1 
99836 . . PIN, (United-Carr) ..... ράσα το eO E ep .1 

-33 213-51022 *l. . BRACKET ASSY, Elec landing gear warning light . . . . + + . 1 B 

-34 AN3157-2 *1 | | LIGHT ASSY, (landing gear warning) πώ μωρο 1 Β 

-35 AN3436-2-3 *1. . TERMINAL BLOCK ASSY . . . . e 9 9 3 9 o9 ο 9 ο ὁ ο n 1 B 

-36 165-318205-5 . ROD, Cockpit enclosure windshield ‘fiak plate tie ¿ . . . ὁ š ο 1 

-37 190-73042 : SUPPORT ASSY, drag chute control handle is i WX ar ws 1 


*1 Parts marked thus are also used on airplanes coded A that have been 
modified per T. O. 1F-86K-501. 
*2 213-51037 supersedes 165-51037-2 for future procurement on airplanes coded B,C oniy. 
USEABLE ON CODE: A 53-8273 thru 53-8322 
B 54-1231 thru 53-1250 
C 54-1251 and subs. 


: Š - AAA AAA AAA A εάν 
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FIGURE 109 - COCKPIT ENCLOSURE COMPLETE CANOPY ASSEMBLY 
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T. O. 1F-86K-1 
FUSELAGE STRUCTURE (Cont) 


Section. ΙΙ _ 


Group Assembly Parts List 





















CURE e PART UNITS USEABLE ON 
INDEX NUMBER NUMBER l 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
- - pit enc p See Tig. next assy 

109 165-31802-650 CANOPY ASSY, Cockpit encl complete (see fig. 6 £ fon next ERY Ref B 
-1 165-31813-50 SEAL ASSY, Cockpit encl inflatable . . & 1 
-2 AN364-1032 NUT. doa deg κ “ὦ et A £ d ed Vote diee 100 
-3 AN960C10L WASHER, ^4 o9 c us s 5 100 
-4 AN509-10R14 SCREWs: Q δ «ew. ool wl. ee Ta Te 26 
-5 AN509-10R16 SCREW ZU ove ο ο ee Aou E ANA, ο A E R a «ο Ὸὰ 1 
-6 AN365-832 NUD Lv zou τὸν ο ο Sn ο Επ ο... 2 
-7 AN960C8 WASHER . . « o... . . s ei, “Sie IE eC e ETE XD era ο ο T a c 2 
-8 AN509-8R16 SCREW. . . . ; z ο 8 
-9 165-53033-5 BRACKET, Cockpit enclosure canopy “rear vision. mirror A NO 1 
-10 165-31807 BOW, Cockpit enclosure fuselage station 80 canopy: E 1 
-11 AN509-10R13 SCREW. . « + nu Vus. MED ο χρέος 5 
AN509-10R14 SCREW, (bottom holes). bo Wes cp" LL RD 2 
-12 AN509-10R15 . SCREW. IS DEN ο 8 
AN509-10R16 Ta SCREW; oua] fof cw. fae Ve sw Ga? 5 LIS. ο 2 
-13 ANS5O9-10R11 SCREW. 3 2 sone Pero a ο ο Ma Gate δι» ο ο ο 46 
AN509-10R13 SCREW. . Se ah od. Be sake. athe Le ee OF 10 
-14 165-31804-200 GLASS ASSEMBLY, “cockpit enclosure canopy . "e 1 
-15 165-71047-50 š WIRE ASSEMBLY, AN/ARN6 radio compass sense "antenna. 1 

-16 165-31803-301 . FRAME ASSEMBLY, Cockpit enclosure canopy +. . . .. + + + x . 1 A 

165-31803-401 . FRAME ASSEMBLY, Cockpit enclosure canopy +. . . sers 1 Β 
-17 165-31810-1 + . FITTING ASSEMBLY, Cockpit encl fus sta 80 1⁄2 canopy “LH $i 1 
165-31810-2 ὃ FITTING ASSEMBLY, Cockpit encl fus sta 80 1/2 canopy RH . . 1 
-18 165-31815-1 + . FITTING ASSEMBLY, Cockpit encl fus sta 102 1/8 canopy LH . 1 
165-31815-2 + . FITTING ASSEMBLY, Cockpit encl fus sta 102 1/8 canopy RH . 1 
-19 165-31816-1 . . FITTING ASSEMBLY, Cockpit encl fus sta 117 1/4 canopy LH . 1 
165-31816-2 . . FITTING ASSEMBLY, Cockpit encl fus sta 117 1/! canopy RH . 1 
-20 165-31829 - + . PIN, Cockpit enclosure canopy lock . « . . + + + + . ον T 
-21 165-31830 Επ’ ROLLER, Cockpit enclosure canopy lock .......... 1 
-22 2W1AL16-12-16 E s WASHER, Plain (North American) . . m 2 
-23 165-318171 - . DOOR ASSY, Cockpit encl fus sta 89. 329" to 93. “610. canopy LS 2 
-24 AN253-3-344 O y SR PE 1 
-25 165-318171-5 - + +. HINGE, Cockpit encl “Pus "sta "89. 329 to 93. 610 canopy “door 2 

i (altered from AN257HC3-356) 
-26 165-318142-1 + + + SPRING, Ckpt encl canopy aft fairing cover retaining LH. 1 
-27 165-318142-2 + + + SPRING, Ckpt encl ¿sano aft fairing cover retaining RH. 1 
-28 AN365-624 «ve NU Ds uw OES 5 πο ο μυ ο”... 2 
-29 AN960D616 WASHER. +. . + Bi Se, Su SAW ce; pla SI αἱ 2 
-30 4B2156-011 . BUSHING, Spacer (North " American). ο... ή 2 
-31 165-318167 . STUD, Cockpit enclosure canopy beam . . ο... 2 
-32 165-71065 - + SUPPORT ASSEMBLY, Radio AN/ARN6 loop antenna. T : 1 
-33 165-53592 . + FLANGE, Heat and vent system pressure regulator mo unting. . 1 
-34 165-31806 . BEAM ASSEMBLY, Cockpit enclosure canopy front . . .. E 1 
-35 165-318194 2 SOCKET, Cockpit enclosure canopy remover . . . . . + + x 1 
-36 ANH-'TA BOLT.4 Roc Ὁ S 9 36578 ο vo» ume s 19 
-37 ΑΝΟΘΟΡΗ16 WASHER So OE ο A (φῇ Jo! ον aaa ο. ος 12 
-38 AN364-624 NUT eee: ο ο αι ee ο ο a ου.” 4 
-39 AN960D616 WASHER . . . + ES 4 
-40 165-31822 PIN, Cockpit enclosure canopy "track “roller š few 4 
-41 DP8A3 TRACK ROLLER (Fafnir). . $4 4 
-42 165-31821-1 FITTING, Cockpit enclosure canopy "track “rollers LH 1 
165-31821-2 FITTING, Cockpit enclosure canopy track rollers RH 1 
165-31805 BEAM ASSEMBLY, Cockpit enclosure canopy rear. 1 
-43 AN509-416R12 SCREW, (bottom hole) . . s 1 
NAS222-13 SCREW, Brazier head Phillips recess “alloy "steel. 3 
1/4-28 (top holes) 

-44 AN960D! 16 WASHER, (top holes). . . «ἃ 3 
-45 165-318135. BRACKET, Cockpit encl canopy fus sta 155 roller sup. 1 
-46 ANY-7A BOLT, (top)... . . Pei. m 
ANY-6A BOLT, (bottom) . . . 4 
-47 AN960CH16 WASHER)» £ «reum ime t ua im 8 
-48 AN5-6A BOLT sagot Ses aw te cae es 4 
-49 AN960C516 WASHER... - 2... sn 4 
-50 AN320-5 NU: $349 9m ies 1 
-51 AN960C516 WASHER. :. 0. €» ceo Gq w w ἡ 5-5. 1 
-52 AN25-28 BOLT... ave 1 
-53 RBC74164 ROLLER, Track "(Roller “Bearing) 1 
-54 165-31811-3 FITTING ASSEMBLY, Cockpit enclosure canopy hinge 2 
-55 AN36'1- 1032 NUT, (on LH side only). . A 1 
-56 AN960D10 WASHER, (on LH side only) 1 
-5T NAS43DD3-71 SPACER, Screw ard bolt (on LH side only). s 1 
-58 165-5446) BOLT, Elec canopy limit sw actuating. (on, LH side ny). 1 
-59 AN365-624 NUT ΟΡ ορ. 249.73 i te 2 
-60 AN960D616 WASHER. . . . αρ Belin aao καν ue ee 27 2 
-61 4B21S6-013 BUSHING, Spacer (North American). š nS an 2 
-62 165-318197-3 STUD, Cockpit enclosure canopy side beam "forward. 2 


USEABLE ON CODE: 





A 53-8273 thru 53-8322 
B 54-1231 and subs 
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FIGURE 110 - STATION 119.237 TO STATION 279.25 INTERMEDIATE FUSELAGE EQUIPMENT INSTALLATION 














Section. ΙΙ. 
T. ο. 1F-86K-4 Group Assembly Parts List 


FUSELAGE STRUCTURE (Cont) 
== ων σα. Cms MMC" v μα = ο ο ο οσα 


FIGURE & PART UNITS’ USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
110 207-31603 INTERMEDIATE FUSELAGE EQUIPMENT INSTALLATION, Station 119.237 . NP 

to 279.25 (see figure 79 for next assembly) : 
165-48248-100 . LINER INSTALLATION, Fuselage fuel tank (see figure 326 . . . NP 
for breakdown) 
207-58025 . HYDRAULIC EQUIPMENT INSTALLATION, Main wheel well . . . . . . NP 
(see figure 181 for breakdown) 
207-58023 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage sta 217 to 270 . . NP 
(see figure 203 for breakdown) 
2907-5802} . . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage sta 179 to 217 . . NP 
(see figure 186 for breakdown) 
207-53308 . HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Fuselage . . . . NP 


station 135 to 279 1/4 surface anti-icing (see 
figure 265 for breakdown) 


165-33033-105 . DOOR INSTALLATION, Main alighting gear wheel LH . . . . . . + NP 
(see figure 278 for breakdown) 
165-33033-106 . DOOR INSTALLATION, Main alighting gear wheel RH . . . . . .. NP 
: (see figure 278 for breakdown) 
165-33036 . LOCK RELEASE INSTALLATION, Main alighting gear emergency . . NP 
(see figure 281 for Breakin] 
165-47001-111 . OIL SYSTEM INSTALLATION, Complete (see figure 341 Γον... . . NP 
breakdown) 
207-51006 . INSTRUMENT EQUIPMENT INSTALLATION, Fus sta 154.1 to . . . . + NP 
239.7 upper (see figure 145 for breakdown) 
173-51007 . INSTRUMENT EQUIPMENT INSTALLATION, Fus sta 154.125 to 279.25. NP 
: LH side (see fig. 138, 141 and 145 for breakdown) 
173-51008 . INSTRUMENT EQUIPMENT INSTALLATION, Fus sta 132.3 canted to . NP 
279.125 complete (see figure 141 for breakdown) 
207-51019 . INSTRUMENT EQUIPMENT INSTALLATION, Fus sta 135 to 217.355 . . NP 
RH side (see figure 142 for breakdown) 
207-54131 . ELECTRICAL EQUIPMENT INSTALLATION, Intermediate fuselage LH . NP 
(see figure 235 for breakdown) 
207-54132 . ELECTRICAL EQUIPMENT. INSTALLATION, Intermediate fuselage RH . NP 
see figure 231 for breakdown) 
207-73302 . OXYGEN SYSTEM EQUIPMENT INSTALLATION, Intermediate fuselage . NP 
. (see figure 263 for breakdown) 
-1 207-31h01 . STRUCTURE ASSEMBLY, Fuselage sta 119.237 to 279.25 complete . 1 Α 
(see figure 111 for breakdown) 
207-31501-61 . STRUCTURE ASSEMBLY, Fuselage sta 119.237 to 279.25 complete . 1 B 
: (see figure 111 for breakdown) ’ 
207-31401-71 . STRUCTURE ASSEMBLY, Fuselage sta 119.237 to 279.25 complete . 1 σ 
(see figure 111 for breakdown) 
207-31401-81 . STRUCTURE ASSEMBLY, Fuselage sta 119.237 to 279.25 complete . 1 D 
(see figure 111 for breakdown) S 
207-31401-91 . STRUCTURE ASSEMBLY, Fuselage sta 119.237 to 279.25 complete . 1 E 
(see figure 111 for breakdown) 
207-31401-101 . STRUCTURE ASSEMBLY, Fuselage sta 119.237 to 279.25 complete . 1 F 
see figure 111 for breakdown) 
165-42075-11 . DUCT INSTALLATION, Engine compartment cooling air aft .... NP 
section RH side 
-2 190-42124 . . DUCT ASSEMBLY, Engine compartment cooling air aft .... 1 
section RH side 
165-42080 . DUCT INSTALLATION, Engine compression compartment . . . . .. NP 
cooling air LH 
-3 165-42079 + . DUCT ASSEMBLY, Engine compression compartment . . . ... 1 
coolimg air LH 
207-54133 . ELECTRICAL EQUIPMENT INSTALLATION, Top deck intermediate .. NP 


fuselage (see figure 237 for breakdown) 
USEABLE ON CODE: 53-8273 thru 53-8322 
54-1231 thru 54-1250 
54-1251 thru 54-1275 
54-1276 thru 54-1325 
54-1326 thru 54-1350 
55-4811 and subs 


"πΏ” 


o e o 
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FUSELAGE STRUCTURE (Cont) 








F-86K -4-30-4A 


FIGURE 111 - FUSELAGE STATION 119.2 TO STATION 279.25 COMPLETE STRUCTURE ASSEMBLY š 











FIGURE A PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
111 207-31401 STRUCTURE ASSEMBLY, Fuselage station 119.237 to 279.25 . . . . + Ref A 
complete (see figure 110 for next assembly) 
207-31401-61 ` STRUCTURE ASSEMBLY, Fuselage station 119.237 to 279.25 . . . . . Ref B 
complete (see figure 110 for next assembly) 
207-31401-71 STRUCTURE ASSEMBLY, Fuselage station 119.237 to 279.25 . . . +. + Ref C 
complete (see figure 110 for next assembly) 
207-31401-81 STRUCTURE ASSEMBLY, Fuselage station 127.237 to 279.25 . . . . . Ref D 
complete (see figure 110 for next assembly) d 
207-31401-91 . STRUCTURE ASSEMBLY, Fuselage station 127.237 to 279.25 . . . . . Ref E 
complete (see figure 110 for next assembly) 
207-31401-101 STRUCTURE ASSEMBLY, Fuselage station 119.237 to 279.25 . . ... . Ref F 
complete (see figure 110 for next assembly) 
-1 No Number + FUSELAGE ENGINE ACCESS DOOR AND LATCH ASSEMBLIES AND .. T x NP 


: ATTACHING PARTS, (see figure 112 for breakdown ) 
C—————————————— M A Ne ΓΤ ως AA — > 
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T. O. 1F-86K-4 
FUSELAGE STRUCTURE (Cont) 
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Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
111-2 207-31402 PANEL ASSEMBLY, Fuselage sta 127.237 to 279.25 LH side . .. 1 Α 

(see figure 11! for breakdown) 
207-31402-100 PANEL ASSEMBLY, Fuselage sta 127.237 to 279.25 LH side . .. 1 B,C,D,E 
f (see figure 114 for breakdown) 
207-31402-111 PANEL ASSEMBLY, Fuselage sta 127.237 to 279.25 LH side . . . x F 
(see figure 114 for breakdown) 
-3 208-3103 PANEL ASSEMBLY, Fuselage sta,127.237 to 279.25 RH side ... 1 A 
(see figure 115 for breakdown) 
207-31403-101 PANEL ASSEMBLY, Fuselage sta 127.237 to 279.25 RH side . . . 1 B,C,D,E 
see figure 115 for breakdown) 
207-31503-121 PANEL ASSEMBLY, Fuselage sta 127.237 to 279.25 RH side ... 1 F 
(see figure 115 for ο) 
207-31 101 DECK ASSEMBLY, Fuselage station 127.237 to 279.250 upper . 1 A 
see figure 116 for breakdown) 
-4 207-31404-61 DECK ASSEMBLY, Fuselage station 127.237 to 279.250 upper . . 1 B,C,D 
(see figure 116 for breakdown) 
207-31404-71 DECK ASSEMBLY, Fuselage station 127.237 to 279.250 upper .. 1 E 
(see figure 116 for breakdown) 
-5 165-31476 STUD, Fus sta 279.25 Agnésron fitting upper and lower fwd . . 4 
-6 AN509-416R14 SCREW, (lower) . ae ie eem 4 
-7 165-31558 KEEPER, Fuselage station, 279. 25 lower longeron “stud at esa ο 2 
-8 165-31530-1 NUT, Füs sta 279.25 lower longeron fwd barrel LH . . + + + ο 1 
165-31530-2 NUT, Fus sta 219.25 lower is Sdn fwd barrel RH: . . . + < ο 1 
-9 AN509-116R13 SCREW, (upper) . + s ἃ ok Mer ον AU 4 
-10 165-31557 KEEPER, Fuselage sta “279. 25 upper longeron “stud i I Leid v. o. 2 
-11 165-31527-1 NUT, Füselage sta 279.25 upper longeron forward barrel LH d iq 1 
165-31527-2 NUT, Fuselage sta 279.25 upper longeron forward barrel RH. . 1 
-12 20717-31573 WELL ASSEMBLY, Fuselage sta 187.406 to 217.354 wheel . . . . 1 A 
(see figure 117 for breakdown) 
207-31473-11 WELL ASSEMBLY, Fuselage sta 187.406 to 217. 354 wheel . ... 1 B,C 
(see figure 117 for breakdown) 
207-31473-21 WELL ASSEMBLY, Fuselage sta 187.406 to 217.354 wheel . . . . 1 D,E,F 
(see figure 117 for breakdown) 
-13 165-33642 STOP, Main alighting gear wheel door emergency lock release . 2 
actuating bellcrank 
-14 165-31460-111 DOOR ASSEMBLY, Fuselage station 279.25 fuel tank . . . ... 1 A 
165-31460-201 DOOR ASSEMBLY, Fuselage station 279.25 fuel tank ...... 1 B 
165-31460-221 DOOR ASSEMBLY, Fuselage station 279.25 fuel tank . +. . .. e 1 C,D,E,F 
-15 165 -48247 LINER ASSEMBLY, Fus sta 270.25 fuel bay tank door . š 1 
-16 165-54273 CONDUIT, Fuel transfer pump electrical wire . . š; 1 
-1 165-42148 RING ASSEMBLY, Eng afterburner shroud fuel collector fwd 1 
-1 165-31922-3 SUPPORT ASSEMBLY, Engine main trunnion fuselage attachment LH 1 
-19 165-31922-4 SUPPORT ASSEMBLY, Engine main trunnion όρκος attachment RH 1 ` 
-20 AN396-27 PIN «a wi σον ος δι ος 1 
-21 165-31924 NUT ASSEMBLY, "Engine trunnion support ‘locking: fo ας ws ος. WE 1 
-22 134-31916 . . RING, Drop chain attaching . . D ed ra 1 
-23 165-31926 sr. s CABLE ASSEMBLY, Engine support looking nut' drop x d n 1 
-24 134-31908 . . NUT, Lower eng mt socket to upper socket aney attaching 1 
-25 6810-064 RETAINER, Bolt (Nutt-Shel) . a 1 
-26 165-31925 BOLT, Engine main trunnion attachment "support “assembly ο 1 
-27 165-31921-7 HINGE, Engine main trunnion fuselage attachment flttlng 1 EL 
-28 165-31920-3 FITTING, Engine main trunnion fuselage attachment LH . 1 *1 
165-31920-4 FITTING, Engine main trunnion Stes attachment RH T *1 
-29 205-31415-1 FILLET ASSY, Fus to TE wing LH : 1 
205-31415-2 FILLET ASSY, Fus to TE wing RH ; eats 1 
-30 165-42126-1 DUCT ASSEMBLY, Engine main burner compartment upper LH 1 
165-42126-2 DUCT ASSEMBLY, Engine main burner compartment upper RH 1 
-31 165-42127-1 DUCT ASSEMBLY, Engine main burner compartment lower LH 1 
165-42127-2 DUCT ASSEMBLY, Engine main burner compartment lower RH 1 
-32 190-31408-101 DUCT ASSEMBLY, Fuselage sta x di to od 406 air intake 1 
-33 3H2L6-20 HOSE, (North ingriean). ve vë 2 
AN737TW26 CLAMP . . . - 4 
-34 165-31531 SHROUD ASSY, ‘Fus sta “250. 75 to 279. 25 upper (on LH side E 1 ` 
-35 165-311123 SHROUD ASSY, Fus sta 250.75 to 279.25 upper (on RH side only 1 
-36 165-314144 . TUBE ASSEMBLY, Fus sta 278 1/4 cable shroud drain 1 
-37 165-315101 DOOR ASSY, Fus sta 256.375 LH cable shroud access 1 
à 165-315101-7 . SEAL, Cork rubber .. 1 
-38 165-31049 DOOR ASSY, Fus sta 250 to 261 controls `shroud access 1 
(on RH side only) 
165-31019-11 SEAL, Cork rubber . . 1 
165-31458-111 BULKHEAD ASSEMBLY, Fuselage station 279. 25. S 1 
-39 152-31519-5 . PIN, Fuselage station 235.894 canted station . š 18 
-40 165-42124-3 RING, Engine inlet air duct seal fuselage station 187. ο . 1 
. retaining (upper half) ` 
-41 165-42124-5 RING, Engine inlet air duct seal fuselage station 187.406 . 1 
retaining (lower half) 
207-31406 STRUCTURE ASSEMBLY, Fus sta 209. 354 to sta 279.25 lower . 1 
-42 177-48605 SCUPPER, Aft fuselage fuel bay purge gas exhause 2 
-43 165-48081 FITTING, Fuel vent breakaway . . i 1 
-44 165-43077 BRACKET, Engine control teleflex slide "unit > 1 
-45 165-31467 FITTING ASSY, Fus sta 279 upper longn fwd (see fig. “114 and" 1115) Ref 
-46 165-31468 FITTING ASSY, Fus sta 279 lower longn (see fig. 114 and 115) . Ref 
κι Matched components do not Stock separately. 
USEABLE ON CODE: A 53-8273 thru 53-8322 D 51-1276 thru 5h- 1325 
B 54-1231 thru 54-1250 E 54-1326 thru 54-1350 
C 54-1251 thru 54-1275 F 55-4811 and subs 
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Section. 1: . f 
Group Assembly Parts List T. O. 1F-86K-4 
ὖ ` FUSELAGE STRUCTURE (Cont) 






F-86K-4-30-5 
FIGURE 112 - FUSELAGE ENGINE ACCESS DOOR AND LATCH ASSEMBLIES AND ATTACHING PARTS 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
112 No Number FUSELAGE ENGINE ACCESS DOOR AND LATCH ASSEMBLIES AND ATTACHING . NP 
PARTS, (see figure 111 for next assembly) 
-1 177-31033-61 . DOOR ASSY, Fus engine access ΠΗ... . SA 1g? spar Yan S 
177-31033-62 + DOOR ASSY, Fus engine access RH. . . « . , + + + + ο <+ 
ATTACHING PARTS 

-2 AN509-10R11 . SCREW . . ο LM elc ven ο oA ο 

-3 2418-10 . WASHER, Flat (North American) oo DIGGI iil 

-4 AN365-1032 ΜΑΣ Lux UEM 


=> AN253-2-1539 
-6 177-31033-7 
177-31033-8 
-T 177-31033-9 
177-31033-10 
-8 29522-2-.210 
-9 - 29522-2-.190 


-10 177-31033-43 

-11 177-31502-1 
[—7ATT-31502-2 

i ATTACHING PARTS y 

-12 AN3-5A . BOLT .. Tr eee toe A E 


ΟΕ ο Ἔν αν et ο. 
HINGE, Half (altered from AN257HP4-1576 
HINGE, Half (altered from AN257HP4-1576 
HINGE, Half (altered from AN257HP4-1576 
HINGE, Half (altered from AN257HP4-1576 
STUD, πο, V ce Aia ήν ὃν 
STUD, (United-Carr S e te: ος, ton, Wr ey t Za 
PIN, (United-Carr) . . . . . . . . . . 

SEAL, Fus engine access door LH . .. ...... 
LATCH ASSEMBLY, Fuselage engine access door support LH 
LATCH ASSEMBLY, Fuselage engine access door support RH 





Wi ΝΟ οι ΦΥ II dni 


S -13 2W18-10 . WASHER, Flat “(North American) ο ο ρω ών ας 

να AN365-1032 . NT.. ο ο e YE Iw be d. YE e ο ο LRL y ο” 
< À MR o Eee ` 

V^ 2-15 AN394-79 vb ΡΙΝ;» a. ο 050m X^ ο Q ie eie he wae Se Ye f. ue 

-16 AN960DÀ16 - + WASHER . . P ied. ον aa uA “ ow . 

-17 AN365-1032 . + NT O... 2 πι wa oc ο Wow . ens A 

-18 AN960D10 - . WASHER. . E ο cgo e Ser seri e Ne. οπως 3 

-19 AN3-26A . + BOLT . . . .. 5 25 Ὁ ὃν ον όν, UE e de A] en s 

-20 NAS! 3DD5- 40 - + SPACER, Screw and "bolt baie o Sp a Ὁ . . . 

-21 NAS4 3DD5-94 $7 SPACER, Seren and bolt i 4 0.2.9 a wl S, Be 

-22 NAS43DD3-144 + . SPACER, Screw and bolt ...... Ma ce aede [δ ον τ 

--23 177-31503 . . LEVER, Fuselage engine access door support a EET ο 

-24 177-31501-2 e š SPRING, Fuselage engine access door support latch RH E 

177-31501-1 .. SPRING, Fuselage engine access door support latch LH. . . 

-25 177-31502-3 PE BRACKET, Fuselage engine access door support latch assy LH 

177-31502-4 - + BRACKET, Fuselage engine access door support latch assy RH 
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FIGURE & 


INDEX NUMBER 


113 


-1 
-2 
-3 
+ 
-5 
-6 
-τ 
-8 
-9 


-10 


PART 
NUMBER 


165-53573-10 


AN507-10R5 
165-53506 
AN520-10R4 
165-53507 
165-53567 
165-53503 
165-53373 
165-53566 
165-53565 


4B20B8-007 
1B20B8-017 
165-53739-1 
165-53739-2 
165-53738 
2W17-816L 


T. O. 1F-86K-4 


FUSELAGE STRUCTURE (Cont) 


FIGURE 113 - HEAT AND VENT SYSTEM COOLING AIR DOOR ASSEMBLY 


1 


2 3 4 5 6 7 NOMENCLATURE 


DOOR ASSEMBLY, Heat and vent system cooling air (see figure . 


115 for next assembly) 
SCREW . .. eru `w. Ver re . . co... 4 5 4. ὁ ὁ t * n 
SHIELD, Heat and vent system cooling air door cover . . . + 
SCREW ... PET 
CLIP, Heat and vent system cooling air door shaft '"retàining 
SHAFT, Heat and vent system cooling air door +. +. . . . 
RETAINER, Heat and vent system cooling air outlet seal ΠΩ 
SEAL, Heat and vent system cooling air door .. « + + è è 
DOOR, Heat and vent system refrigeration unit cooling e e 
OUTLET ASSEMBLY, Heat and vent system refrigeration unit . 

cooling 
. BUSHING, Press fit flanged Ub etn ο. ὧν y 

BUSHING, Press fit flanged (North American) . . + š 
CLAMP, Heat and vent cooling air door seal retainer LH . 
CLAMP, Heat and vent cooling air door seal retainer RH. 
RETAINER ASSY, Heat and vent system cooling air door seal . 
WASHER, Corrosion resistant steel (North American) . . . 
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FIGURE 114 - FUSELAGE STATION 119.237 TO STATION 279.25 LH SIDE PANEL ASSEMBLY 
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FIGURE & 
INDEX NUMBER 


114 


PART 2 
NUMBER 1 


207-31402 
207-31402-100 
207-31402-111 
165-314108-1 , 
221-31430-1 
165-314109-1 


221-31429-1 s 
165-31599-1 š 
165-42082-1 
165-42083 
165-31461-301 
165-52412-1 

NAS377-4 

207-31409-1 
165-31467-5 


165-31532-5 
165-31201-7 
165-31201-9 
165-31413-201 
165-31465-3 


165-31468-5 


165-31468-3 
165-31532-7 
165-31513-3 


165-314131-1 
165-314132-1 A 
165-314111-151 . 
165-314168 š 
165-314143-1 


251 3 
165-31428-261 + 
AN365-624 a 
AN960D616 3 
AN6-23A š 
165-31466-1 Ç 


AN365-428 
2418-416 
AN4-12A 
AN4-13A 
AN4-21A 
165-31595 


165-73319 
165-73321 
165-73317-3 
165-73317-5 
NAS24-4K 
NAS26-4K | 


165-73317-13 i 
207-31036-1 . 
165-31036-23 . 
USEABLE ON CODE: 


T. ο. .1F-86K-4 
FUSELAGE STRUCTURE (Cont) 


2 3.4 5 6 7 NOMENCLATURE ας 


PANEL ASSY, Fuselage station 119.237 to 279.25 LH side . . . 


(see figure 111 for next assembly 


PANEL ASSY, Fuselage station 119.237 to 279.25 LH side . . .. 


See figure 111 for next assembly) 


PANEL ASSY, Fuselage station 119.237 to 279.25 LH side . . . . 


(see figure 111 for next assembly) 
DUCT, Fus sta 228.75 to 250.75 burner compartment cooling . 
: air ΤΗ 
DUCT, Fuselage sta 228.75 to sta 250.75 burner compartment 
cooling air LH, assy of 
FAIRING ASSY, Fus sta 244.5 to 250.75 burner compartment . 
cooling air duct LH 
FAIRING, Fuselage sta 228.75 to sta 261.75 burner . . . . . 
DUCT ASSY, Fus sta 267 compressor midframe discharge LH . . 
DUCT ASSY, Engine compressor leakage air 2nd section LH 
CLAMP, Engine compressor leakage air duct . . 2 
WEB ASSEMBLY, Fuselage sta 132.318 to 187.406 THe 244 
BRACKET ASSY, Rudder control fus sta 159. 063 LH. 
+ . PULLEY, Flight control. . . s. ow 
LONGERON ASSY, Fus sta 123.297 to 279. ΕΤ upper LH > 
FITTING ASSEMBLY, Fuselage station 273.25 upper. 
longeron forward LH 
BUSHING, Fuselage station 279.125 longeron fitting. 
FITTING, Puselage sta 123 upper longeron splice LH . 
FITTING, Fuselage sta 123 upper longeron splice LH . . . 
LONGERON ASSY, Fuselage station 141 to 279.25 lower LH. . . 
FITTING, Fuselage station 141.625 fuselage to wing . 7 
attaching LH 
FITTING ASSEMBLY, Fuselage station 279.25 lower. . . . 
longeron forward LH 


. + FITTING, Fus sta 279.25 lower longeron forward LH. . 
BUSHING, Fuselage sta 279.125 longeron fitting. . . « 
FITTING, Fuselage station 154.125 frame to wing. . . + 


attaching LH 

FITTING, Fus sta 165.625 frame to wing attaching LH. . 
. FITTING, Fus sta 176.375 lower longeron support LH . . 
FRAME ASSY, Fus sta 250.75 intermediate upper LH. . . + + 
VANE, Burner compt cooling air duct vortex generator. . . 
TUBE ASSY, Fus sta 277 11/32 cable shroud overboard drain . 
JACK ASSY, Fuel nozzle grounding (North American) . Swen Fe 
FRAME ASSY, Fuselage sta ΠΡ 19 intermediate LH. . . + 


eee 


s NUR. .-l—re*-9 ox e ms $e lee puse pes ies 
¿U WASHER’ νι mur cost Um PROP sC 3e FO, Sa 
. BOLT. ... Draw 


FITTING, Fuselage “station “187. "406" fuselage to “wing ne. 
ιών LH 


ντ... £ Aw τω τὰ 2 
WASHER, Flat “(North American) . Β " eh on n : 
BOLTA oean uw. a ντ "DLL E 
BOLT..4 4e δι ο 09 cw us aa E ον spo Ca. ον A 

BOLT. . . . 


DUCT ASSY, Fuselage sta 217. 354 to “239. 750. compression. a 
compartment cooling air LH 
SUPPORT ASSY, Oxygen cyl fus sta 162.25 to 176.375 LH . 
SUPPORT ASSY, Oxygen cyl fus sta 176.375 to 197.1 406 LH. 
STRAP ASSEMBLY, Oxygen cylinder ΠΠ See ae š 
STRAP ASSEMBLY, Oxygen cylinder (lower). . . . + . . +. 
TERMINAL, Tank strap forked . » ae 
TRUNNION, Tank strap unthreaded . . . 
BOLT, Tank strap adjustment (altered from NAS28- 1) ` 
(upper strap only) 
FAIRING ASSEMBLY, Fuselage station 150.406 to 209.358 . . . 
wing to fuselage LH 
SEAL, (altered from North American 5W1-9- 32) . ES 


. . 


A 53-8273 thru 53-8322 
B 54-1231 thru 54-1350 


C 55-1811 and subs 
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9 ROTATED 90° 


FIGURE 115 


- FUSELAGE STATION 119.237 TO STATION 279.25 RH SIDE PANEL ASSEMBLY 


220 ` 








T. O. 1F-86K-4 
FUSELAGE STRUCTURE (Cont) 


Section ΙΙ Ἢ 


Group Assembly Parts List 





FIGURE & 


INDEX NUMBER 


115 


-10 
-11 


-12 
-13 
-14 


-15 
-16 
-17 
-18 
-19 
-20 


-21 
-22 


-23 
-24 
-25 
-26 


-27 
-28 
-29 
-30 


-31 
-32 


-33 
-34 
-35 
-36 
-37 
-38 
-39 
-ho 
-41 


-42 


-43 
μη 


-45 
-46 
-47 
-48 
-49 


-50 
-51 
-52 


PART 
NUMBER 


207-31403 
207-31403-101 
207-31403-121 


165-314108-2 
221-31430-2 


165-314109-2 © 
221-31429-2 


165-31529 
165-42076 
165-31599-2 
165-42082-2 
165-42083 
165-47067 
165-47068 
165-53370 
251 
165-31429-371 
165-31429-361 
165-31466-2 
165-314168 
165-47056 
165-31576 
165-31576-31 
165-47045 
AN365-428 
218-416 
AN4-21A 
AN4-12A 
AN4-13A 
165-31461-302 
165-52412-2 
NAS377-4 
207-31409-2 
165-31467-6 
165-31532-5 
165-31201-8 
165-31201-10 
165-31413-202 
165-314131-2 
165-314132-2 
165-31465-4 
165-31468-6 
165-31468-4 
165-31532-7 
165-31513-4 
165-31432-92 
165-31432-82 
130-53455-3 
130-53446-3 
130-53448-3 
AN960-3 
151-53636 
130-53456 
3F2-1 : 
207-31036-2 
165-31036-23 
165-314111-100 
165-53573-10 


165-58382 
165-58402 
165-73320 
165-73322 
165-73317-3 
165-73317-5 
NAS24-4K 
NAS26-4K 
165-73317-13 


165-31474-100 
165-58383 
165-58420 
165-314143-2 


USEABLE ON CODE: 


1 


2 3. 4 5 6 7 - NOMENCLATURE 


PANEL ASSY, Fuselage station 119.237 to 279.25 RH side . .. 


(see figure 111 for next assembly) 


PANEL ASSY, Fuselage station 119.237 to 279.25 RH side . ... 


(see figure 111 for next assembly) 


PANEL ASSY, Fuselage station 119.237 to 279.25 RH side . ... 





(see figure 111 for next assembly 
DUCT, Fus sta 228.75 to 250.75 burner compt cooling air RH . 
DUCT, Fus sta 228.75 to 250.75 burner compt cooling air RH, 
assy of 
FAIRING ASSY, Fuselage station 244.5 to station 250.75 . . . 
burner compartment cooling air duct RH 
FAIRING, Fus sta 228.75 to sta 261.75 burner compt cooling . 
air duct RH, assy of 
DUCT ASSY, Fus sta 151 to 170 compressor compt cooling... 
DUCT ASSY, Eng compt cooling air intermediate section RH side 
DUCT ASSY, Fus sta 267 compressor midframe discharge RH .. 
DUCT ASSY, Eng compressor leakage air 2nd section RH . . . . 
CLAMP, Engine compressor leakage air duct eke wn Ge. ien δι Ὁ 
TUBE ASSY, Oil tank to atmosphere vent... ἜΧΕ 7 
BLOCK, Engine oil tank to atmosphere vent air “deflector s 
DRAIN ASSY, Heat and vent sys refrigeration unit discharge 
JACK ASSY, Fuel nozzle grounding (North American) . . ... 
FRAME ASSY, Pus sta 187.406 intermediate upper RH . . a e. 
FRAME ASSY, Fus sta 187.406 intermediate upper RH .. A. Za 
FITTING, Fuselage sta 187.406 fus to wing attaching RH. 
VANE, Burner compartment cooling air duct vortex generator . 
BRACKET ASSY, Oil tank cradle fuselage sta 228.75 upper . 
FRAME ASSY, Pus sta 228.75 intermediate upper ΠΗ... . 


FRAME ASSY, Fus sta 228.75 intermediate upper RH . . . . , , 

SUPPORT ASSY, Oil tank fuselage sta 220.75 lower. A e 
NUT. . . i X was ο 
WASHER, Flat (North American). Le dove ase) Sen m e ὃς, EUMD Le 
BOLT Uu x gue cxx oko € AS A ο RR E τῳ 
BOLT ¿e ο ο me wo te D Soft Sia ο ο ο e, e 
BOLT . . . DEPT 


WEB ASSY, Fuselage station 132. 318 to 187. SÓÓ RH. le 
BRACKET ASSY, Rudder control fus sta 159. 96 RH. . . + + 
. . PULLEY, Flight control . . s ae 
LONGERON ASSY, Fuselage sta 115. 297 to 279. 25 upper "RH er 
FITTING ASSY, Fus sta 279.25 upper longeron forward RH. 
. BUSHING, Fuselage station 279.125 longeron fitting . 
FITTING, Fuselage station 123 upper longeron splice RH. . 
. FITTING, Fuselage station 123 upper longeron splice RH. . 
LONGERON ASSY, Fuselage station 141 to 279.25 lower RH . . . 
. FITTING, Fus sta 165.625 frame to wing attaching RH 
. FITTING, Fus sta 176.375 lower longeron support RH. 
. FITTING, Fus sta 141.625 fus to wing attaching RH . . 
FITTING ASSY, Fuselage sta 279.25 lower longeron fwd RH š 
FITTING, Fuselage sta 279.25 lower longeron fwd RH . . 
BUSHING, Fuselage sta 279.125 longeron fitting . 
. PITTING, Fus sta 154.125 frame to wing attaching RH . 
FRAME ASSY, Fuselage station 199 side RH . . .. + + + + .. 
FRAME ASSY, Fuselage station 199 side RH... αι), ὃς ehe τ 
CAP ASSY, Cabin pressure system test fitting. Lr pe 
CAP, Cabin pressure system test fitting. 
SEAL, Cabin pressure system test fitting. 
WASHER. . . + 
CAP ASSEMBLY, Canopy “seal ground. pressure fitting RH. 
PLUG ASSY, Cabin pressure system test fitting RH. E 
FITTING, Bulkhead union (North American)... 
FAIRING ASSY, Fus sta 180.406 to 209.354 wing to fus RH. 
SEAL, (altered from North American 5W1-9-32). . . . + 
FRAME ASSY, Fuselage sta 250.75 intermediate upper RH. . 
DOOR ASSY, Heat and vent system cooling air... n 
(see fig. 113 for breakdown) 

BRACKET ASSY, Hyd power control compensator support (RH) 
SECTOR, Hyd power control compensator support bracket 
SUPPORT ASSY, Oxygen cylinder fus sta 165.24 to 176.375 RH . 
SUPPORT ASSY, Oxygen cylinder fus sta 176. 375 to na 406 RH. 

STRAP ASSY, Oxygen cylinder fees} Ms š 
STRAP ASSY, Oxygen cylinder (lower 
TERMINAL, Tank strap forked. . . . . 
TRUNNION, Tank strap unthreaded. a «cur fot ed Ea μας 
BOLT, Tank strap adjustment (altered from NAS28-4) . . 
(upper strap only) 
WEB ASSY, Fus sta 217.354 to 279.25 shroud RH NC" 
BRACKET ASSY, Hyd power control compensator lower support 
. . SECTOR, Hyd power cont compensator sup. bracket lower. 
TUBE ASSY, Fus sta 277 11/32 cable shroud overboard drain . 


. 


53-8273 thru 53-8322 
54-1231 thru 54-1350 
55-4811 and subs 


UNITS 


PER ASSY. 


Ref 


= 


ο ο κ ο. ο 


Pee PEP PPE 
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USEABLE ON 
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FIGURE 116 - FUSELAGE STATION 119.237 TO 279.25 UPPER DECK ASSEMBLY 
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Section ΙΙ _ 


T. 0. 1F-86K-4 Group Assembly Parts List 
FUSELAGE STRUCTURE (Cont) 


FIGURE: & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
116 207-31404 DECK ASSEMBLY, Fuselage station 119.237 to 279.25 upper . . . . . Ref A 
(see figure 111 for breakdown) 
207-31404-61 DECK ASSEMBLY, Fuselage station 119.237 to 279.25 upper... . . Ref B 
(see figure 111 for breakdown) 
207-31404-71 DECK ASSEMBLY, Fuselage station 119.237 to 279.25 upper . . . . . Ref 
(see figure 111 for breakdown) 
-1 165-31502 . RAIL, Fuselage engine support ................ 
ATTACHING PARTS 

-2 AN365-428 E ea D rie S: a de AY nest Eas 6 

23 MS20002-4 . WASHER... s 6 

-4 NAS143-4C . WASHER, xài3o or equiv 125,000 to es 000 psi “countersunk | ; 6 

-5 NAS144-14 . BOLT, Internal wrenching steel 1/4-28 . ο. au, το AZ 6 

we Kea qa: 

-6 165-31506-50 SUPPORT ASSY, Fuselage sta 199 to 217.354 engine steady 1 

ATTACHING PARTS 
-1 AN394-89 a SPIN GL ο eee eee 
-8 165-31948 . BRACKET, Engine “forward | steady support ine: ον oe EN 
SK ως 

-9 165-31935-7 . . FITTING ASSY, Engine forward steady support . . . . e . + à 

-10 165-3193 w BUSHING, Engine forward steady support . ν . . . . e e 

-11 165-31935 bs BUSHING, Engine forward steady support ......... 

-12 8c3-4-050 . COVER, Bolt access (North American) . Vo ης ο) 

-13 2W17-10 x WASHER, Corrosion resistant steel (North American) . ETE hs 

-14 AN365-1032 . NUT PEE S ^s ο LE Sw LOU 

-15 AN960D10 š WASHER ο "p. tae ος SU CS νά. ον Kop A oet ὃς ue i ο OSB 

-16 AN960C10 s WASHER. y y r A ορ a Gesta r SU meo μι ek τς f e OE καν. dere Y 

-17 AN3-5A s. BOLT 3.33 Wi OR c. bee rw So usi d C dT (δ. εν. ὅν. an οὔ 

-18 165-42026-21 . DOOR ASSY, Engine firewall seal “LH ays τὰ) ἄντε ον ὀρ Wer obs, ak engrave 
165-42026-22 . DOOR ASSY? Engine firewall seal RH . . . ^. , , . + + + + + + 2 

-19 165-42026-13 . . HINGE, Engine firewall seal door . . . . .. s + + + s e 

-20 AN253-3-212 ic Ὁ PIN ος M e ME NE 

-21 165-42028 . . SPRING, Engine “firewall door sealing i TN ο ο 

-22 7813-428-11A . SCREW, 100° flush head corrosion resistant (worth American) . 

-23 165-31031-5 . DOOR, Fuselage upper deck hydraulic tank . . TE NE 
165-52410-1 À BRACKET ASSY, Rudder control fuselage sta 184. 312 “LH Du vM 
165-52410-2 . BRACKET ASSY, Rudder control fuselage sta 184.312 RH . . . .. 

-24 AN210-5A . . PULLEY .. 2 

-25 165-53550 . OUTLET ASSY, Heat `“ vent sys refrigeration unit “ran discharge. 
165-5220h-1 . BRACKET ASSY, Hor stab. control fus sta 169.687 pulley LH .. 
165-52204-2 . BRACKET ASSY, Hor stab. control fus sta 169.687 pultey RH .. 

-26 NAS376-4 + . PULLEY, Secondary control... LU. š 5 Ds 

-27 165-31835 . FAIRING ASSY, Cockpit enclosure canopy aft complete ανν Gs 

-28 165-31835-5 . . HINGE, Canopy fairing cover . . . . . . . ... . . 2 . 2. 4 

-29 165-31835-7 2 “Q HINGE, Canopy bns cover . . . . . PETERE ERES ds ¿à 

-30 AN253-2-387 oh Ἐκ. PIN OR. ¿UE ιά nk E χὰ δν, an oe Sheed ar Ba? E O 

-31 165-310152-1 . . SPRING, Cockpit enel canopy aft falring cover retaining LH. 
165-318152-2 . . SPRING, Cockpit encl canopy aft fairing cover retaining RH. 
165-31414-100 + LONGERON ASSY, Fuselage station 129.281 to 178 deck . ET 
190-31566-1 Ç . SUPPORT ASSY, Fus sta 154.125 to 165.25 canopy hinge LH š 
190-31566-2 . . SUPPORT ASSY, Fus sta 154.125 to 165. 25 canopy hinge RH. . 

-32 AN365-428 š . se ΝΟΕ 2 $$ $i c) ὁ; ' οὐ oe ác 

-33 2418-416 + + + WASHER, Plain “(North American) < ο ae σι οι EE 

-34 4B21S4-102 EET ος BUSHING, Spacer (North American) 2 ον eT 

-35 173-31569 + + + ROLLER, Fuselage station 154.125 to 165. 25 canopy, Š σἂν κ 

hinge support o 

-36 AN4-21A . š το σι νο ορ Vac re ue ο a S] Gato. As -ϕ». -ῳ-ρᾷ 

-3T AN364-1032 . - te NT .... ο ο ο ο 

-38 2W18-10 - + . WASHER, Plain ` (North American) . αν οἷ dr Sa E cerner ὅταν ὃς 

-39 1B2183-026 c 4 e BUSHING, Spacer (North American) de ο) Sar ο. ος. AE ei. es Peace 

-40 AN23-22A : BOLT. ... 2A us 
165-52294-1 . BRACKET ASSY, Hor stab. “control “rus “sta “261. 750 “pulley tH . 
165-52294-2 . BRACKET ASSY? Hor stab. control fus sta 261.750 ΡΕ RH 

-41 AN210-1B . . PULLEY ... το δα 
165-52020-1 . BRACKET ASSY, Surf. “controls fus sta 261. 750 pulley THe.) 1-1 i 
165-52020-2 . BRACKET ASSY, Surf. controis fus sta eon. TUS ἘΚ RH .. . 

-42 AN210-1B 3 . PULLEY ... or stay ae sd ο πρ ϕ «xe 

-43 NAS377-1 ç PULLEY, Flight control .. να κα. 
165-31424-100 . FRAME ASSY, Fuselage station 176. 375 upper —— e A,B 
165-31424-111 . FRAME ASSY, Fuselage station 176.375 upper... š C 


-44 165-318130 FITTING, Cockpit encl canopy actuating mechanism support 


RRA E ES EPP 1-4 E ED E IE PEE E ELE E E ILE E. BPP IP EDI B. PRE A pp “1 ee eee ep pjs 


165-31070 . DOOR ASSY, Cockpit encl emer release external . . . . š 
-45 H5000-2-072-081  . . LATCH ASSEMBLY, (Hartwell) . . . . . . . .. Do . . 00. 
-46 AN253-2-262 a < PLN Z bs ο A . 4. 5e ei W $ 
-47 165-318225 . . SPRING, Cockpit enelosure canopy emergency “door a) celo ὃν λος 
-48 165-318220 . WELL ASSY? Cockpit enclosure emergency release external ... 
-49 165-318218 i rs RECEPTACLE, Cockpit encl canopy emer release ext handle. . 
-50 3H2L4-51 . HOSE, (North American) . WE 
-51 165-318222 DRAIN ASSY, Cockpit enci external. emergency “release well . . . 
-52 165-31950 PIN ASSY, Eng fwd steady support (see figure 317) . . . . . . . . Re 


USEABLE ON CODE: A 53-8273 thru 53-8322 
B 54-1231 thru 54-1325 
C 51-1326 and subs 
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FIGURE 117 - FUSELAGE STATION 179.406 TO 217.354 WHEEL WELL ASSEMBLY 
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Section. ΙΙ . 
T. O. 1F-B6K-h Group Assembly Parts List 
FUSELAGE STRUCTURE (Cont) 


A AA ο == PP 


FIGURE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
117 207-31473 WELL ASSY, Fuselage sta 179.406 to 217.354 wheel . . . . . + + + Ref A 

(see figure 111 for next assembly) 
207 -31473-11 WELL ASSY, Fuselage sta 179.406 to 217.354 wheel . . . . . . . . Ref B 
] (see figure 111 for next assembly) 
207-31473-21 WELL ASSY, Fuselage sta 179.406 to 217.354 wheel . . . . . . . + Ref 


(see figure 111 for next assembly 


-1 207-31430-101 . FRAME ASSEMBLY, Fuselage sta 205.260 canted lower ...... 1 
-2 207-31430-97 . . DOOR ASSY, Fus sta 205.260 canted lower frame . . +. . «ο 1 
-3 207-31430-49 . . COVER, Fus sta 205.260 canted lower frame . +. + ο.” 2 
-4 207-31430-45 » COVER, Fus sta 205.260 canted lower frame . s . . + + * * 1 
-5 165-31351-50 4 . TUBE ASSY, Fuselage sta 213 15/16 wheel well arain. ἐν ῳ, es A 1 
-6 165-33331-1 . FITTING ASSY, Main alighting gear wheel door aft lock LH. 1 
165-33331-2 : . FITTING ASSY, Main alighting gear wheel door aft lock RH. 1 
-T AN365-624 A NUD: o να a a, we ο E ee TS, ὃς 1 
-8 AN960D616 s. ox» ρου - 1 
-9 NAS143-6C . . WASHER, X4130 or equiv 125,000 to 145,000 psi countersunk. 1 
-10 NAS146-39 . . BOLT, Internal wrenching steel 3/8-24. . . a . . . + + * +. 1 
-11 157-33334-3 . . HOOK ASSY, Main alighting gear wheel door aft. 1 
-12 ATÓ . . . BEARING, ML ο. cr. 1 
-13 LS3 . . . BEARING, (Heim) . . . . + + + + + + + o. + + . o. . . on ° 1 
-14 165-33332-1 . . SUPPORT ASSY, Main alighting gear wheel door aft lock ΤΗ . 1 
: 165-33332-2 . . SUPPORT ASSY, Main alighting gear wheel door aft lock RH . 1 
-15 4B2086-012 ο ο . BUSHING, Press fit flanged (North American) . S <a oes fa 2 
-16 165-33311-1 . FITTING ASSY, Main alighting gear wheel door fwd lock LH. 1 
165-33311-2 . FITTING ASSY, Main alighting gear wheel door fwd lock RH. 1 
-17 AN320-4 e us NUT 5. e et ώς βοῶ ee τς Bs es : pat ets 1 
-18 2W1LB33-24-32 . . WASHER, Plain (North m 1 
-19 2W1-17-24-32 . . WASHER, Plain (North American š 1 
-20 AN960C416 e x WASHER: € Q si le eRe Ces A Berd ig .ᾱ Ὁ owe s 1 
-21 165-33315-3 . . HOOK, Main alighting gear wheel door forward LH. ` 1 
165-33314-4 . . HOOK, Main alighting gear wheel door forward RH. . . . + 1 
-22 165-33315 . . BELLCRANK, Main alighting gear wheel door forward lock . . 1 
-23 140-34538 . . PIN, Nose wheel door lock toggle operating . . . . + + +. - 2 
-24 AN960C416L ὃς WASHER % 2 o αν a a a UY c 1 
-25 AN960C116 pe o. WASHER. αι “ap Dh ces nus Té veo DR (sa UE n ces rt ey à 1 
-26 165-34318-5 ` . LINK ASSEMBLY, Aux alighting gear wheel door lock toggle . 1 
-27 1 Bl6RPÀ-13 Do. . BEARING, Sintered oil impregnated (North American). . 1 
-28 AN365-624 mo aig CNUs a MD EA Zale E at CW NL oe 1 
-29 NAS143-6C . . WASHER, X!130 or equiv 125,000 to 145,000 psi countersunk. 1 
-30 NAS146-31 ` . BOLT, Internal wrenching steel 3/8-24. . . . . s . . « « : 1 
-31 165-33318-5 `  JBELLCRANK ASSEMBLY, Main alighting gear wheel door forward 1 
lock LH 
165-33318-6 . . BELLCRANK ASSEMBLY, Main alighting gear wheel door forward 1 
lock RH 
-32 AT6 . . . BEARING, (Torrington)... . + + t ee t * * t t ° t n 1 
.-33 LS3 . . . BEARING, (Hein) (intreh wth Kahr KLS3). . . . . . ee ° 1 
-34 1 B16RP!-13 . . . BEARING, Sintered oil impregnated (North American). 1 
-35 1N7-5A . . NUT, Check (North American). . . « soso e t ee + ot t ° ° ° 2 
-36 2W1-20-24-63 ` . WASHER, Plain (North American) . . . . 4 4 ο * * * * t n 2 
-37 NAS428H5-11 . . BOLT, Adjusting crowned hex head . . . . s + + rororo ss 2 
-38 165-33312-1 . .- SUPPORT ASSY, Main alighting gear wheel door fwd lock LH . 1 
165-33312-2 . . SUPPORT ASSY, Main alighting gear wheel door fwd lock RH . X 
-39 15717-33313 . . . BUSHING, Main alighting gear wheel door lock. . . + + 2 
toggle stop 
- NO 4B2084-020 . . . BUSHING, Press fit flanged. (North American) . . . +. + 1 
-41 4B2086-016 . . . BUSHING, Press fit flanged (North Merican ο. 1 
-42 4B2059-010 . . . BUSHING, Press fit flanged (North American . 2 
-43 NAS2-101 |o. . FITTING, Lubrication. . . . e s oe + + 0 2. . t 2 t or . 1 
-44 207-31470-1 ! WEB ASSEMBLY, Fuselage station 179.406 to 209.354 wheel well. 1 
ΤΗ 
207-31470-2 . WEB ASSEMBLY, Fuselage station 179.406 to 209.354 wheel well. 1 
RH : z 
207-3152! . BEAM ASSY, Pus sta 187.406 to 217.354 wheel well. . . . + + + 1 A 
207-31524-21 . BEAM ASSY, Fus sta 187.406 to 217.354 wheel well. . . - + + + 1 B 
207-31524-31 . BEAM ASSY, Fus sta 187.506 to 217.354 wheel well. . +. e'e + . 7 1 σ 
-45 173-33855 . . BRACKET ASSEMBLY, Main alighting gear wheel door . e.. 1 


open sequence mechanism 
USEABLE ON CODE: A 53-8273 thru 53-8322 


B 54-1231 thru 54-1275 
C 54-1276 and subs 
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F-86K-4-31-14 





FIGURE 118 - COMPLETE SPARE AFT FUSELAGE ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 















207-31942 FUSELAGE ASSEMBLY, AFT SPARE COMPLETE . . . 1 Α 
-1 207-31942-21 FUSELAGE ASSEMBLY, AFT SPARE COMPLETE . . 1 Β 
207-319h2-11 FUSELAGE ASSEMBLY, AFT SPARE COMPLETE . 1 ο 
207-31912-31 FUSELAGE ASSEMBLY, AFT SPARE COMPLETE 1 D 
207-31942-41 FUSELAGE ASSEMBLY, AFT SPARE COMPLETE . 1 E 
TO INCLUDE THE FOLLOWING: 
165-31020-1 + COVER ASSEMBLY, FUSELAGE STATION 279.25 UPPER LONGERON . . . . 1 


DISCONNECT (SEE FIGURE 92) 
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T. O. 1F-86K-4 


FUSELAGE STRUCTURE (Cont) 


Section. ΙΙ _ 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
118 165-31021-11 COVER ASSEMBLY, FUSELAGE STATION 279.25 LOWER LONGERON 1 

DISCONNECT ACCESS LH (SEE FIGURE 92) 
165-31021-12 COVER ASSEMBLY, FUSELAGE STATION 279.25 LOWER LONGERON 1 
DISCONNECT ACCESS RH (SEE FIGURE 93) 
165-31023 COVER ASSEMBLY, FUSELAGE STATION 287 FUEL VENT LINE 1 
DISCONNECT ACCESS (SEE FIGURE 92) 
165-310124-51 COVER ASSEMBLY, FUSELAGE STATION 335 TO 360 DORSAL 1 
ACCESS (SEE FIGURE 92) : 
165-31026 COVER ASSEMBLY, FUSELAGE STATION 299 RH AFTERBURNER 1 
SPARE PLUG ACCESS (SEE FIGURE 93) j 
165-31027 COVER ASSEMBLY, FUSELAGE STATION 281.016 ENGINE SUPPORT / e 
TRUNNION ADJUSTING ACCESS (SEE FIGURE 93) 5 
165-31029-7 COVER ASSEMBLY, FUSELAGE STATION 331 PURGING SYSTEM . 1 
ACCESS LH (SEE FIGURE 92) 
165-31029-8 COVER ASSEMBLY, FUSELAGE STATION 331 PURGING SYSTEM . 1 
ACCESS RH (SEE FIGURE 93) 
165-31072' COVER ASSEMBLY, FUSELAGE STATION 338 NOZZLE ACTUATOR 1 
COOLING AIR INLET DUCT ACCESS .(SEE FIGURE 93) 
165-317114-1 COVER ASSEMBLY, FUSELAGE STATION 284 9/16 ANTI-ICING LINE 1 
DISCONNECT ACCESS LH (SEE FIGURE 92) 
165-317114-2 COVER ASSEMBLY, FUSELAGE STA 281 1/16 ANTI-ICING LINE i 
DISCONNECT ACCESS LH (SEE FIGURE 93) 
165-314120 PLUG ASSEMBLY, FUSELAGE STATION 279.25 UPPER LONGERON 2 
FORWARD BARREL NUT (SEE FIGURE 92) 
SP1561-1032-8 SCREW ASSEMBLY, (SHAKEPROOF) v E che ts 78 
SP1561-1032-10 . SCREW ASSEMBLY, (SHAKEPROOF) . . . . . + arci age "6 ç 6 
AN509-10R20 ο SCREW ο ὁ GP ee ces ο 3 TREO eA wer SD TE ος C SA Q ss n . 2 
AN509-10R10 . SCREW . ος os 5 a al ὠς περ ee S EN ΠΗ š 33 A,B 
AN509-10R10 . SCREW . πο ο μα MORE αν S: ος το ys 19 C,D,E 
AN509- 1059 x ASCREW wes igh le dd axe Ede ο a Tale μας. : 20 
165-310101 . COVER ASSEMBLY, FUSELAGE STATION 335 TO 353.5 NOZZLE .. ; 1 
ACTUATOR ADJUSTMENT ACCESS (SEE FIGURE 92) 
165-71007-31 - CABLE ASSY, AN/ARC27 RADIO DISCONNECT TO DISCONNECT CO-AXIAL. 1 A 
213-71004-7 . CABLE ASSY, AN/ARC3! RADIO DISCONNECT TO DISCONNECT CO-AXIAL. 1 P 
| (SEE FIGURE 211) (WHN EXH USE UNIVOX 71213-77) 
71213-77 . CABLE ASSY, (UNIVOX) (USE 213-71004-7 UNTL EXH) . . . . . . 1 
165-48806-59 . LINE ASSY, FUEL VENT BREAKAWAY FITTING TO OVERBOARD VENT . . 1 
(SEE FIGURE 339) 
165-31609-100 . FIXED SHROUD AND ASPIRATOR INSTL, FUSELAGE (SEE PIG. 125) . . 1 
165-317159-10 + SHROUD INSTL, FUS STA 2791/4 TO STATION 335 (SEE FIG. 131) 1 
165-53310 + HEAT AND VENT SYS EQUIPMENT INSTL, FUS STA 279 1/4 TO TAIL . 1 
SURFACE ANTI-ICING (SEE FIG. 267) 
201-52032-101 . SURFACE CONTROL INSTL, FUS AFT (SEE FIG. 157) . . . . . . . . 1 
190-42006-100 . DRAIN SYSTEM INSTALLATION, ENGINE (SEE FIG. 343) ...... 1 
207-54231 + ELECTRICAL SYS EQUIPMENT INSTL, AFT FUS AND EMPENNAGE . . . . 1 
(SEE FIG. 238) 
207-58015 . HYDRAULIC EQUIP. INSTL, AFT FUSELAGE (SEE FIGURE 207) . . . . 1 
207-73010-3 . CONTROL INSTL, DRAG CHUTE RELEASE & JETTISON MECHANISM ... 1 
(SEE FIG. 128) 
165-31701-200 . FUSELAGE ASSY, FUS STA 279.25 TO 377.718 (SEE FIG. 122) . . . 1 Α 
165-31701-205 + FUSELAGE ASSY, FUS STA 279.25 TO 377.718 (SEE FIG. 122) . . . 1 B 
165-31701-301 . FUSELAGE ASSY, FUS STA 279.25 TO 377.718 (SEE FIG. 122) . . . 1 C 
165-31701-211 . FUSELAGE ASSY, FUS STA 279.25 TO 377.718 (SEE FIG. 122) . . . 1 D 
165-31701-221 + FUSELAGE ASSY, FUS STA 279.25 TO 377.718 (SEE FIG. 122) . . . 1 E 
295202-12B . GROMMET, (MONADNOCK MILLS) ................. 1 
295202-11B . GROMMET, (MONADNOCK MILLS) ..... λα E DE 2 
295202-16B + GROMMET, (MONADNOCK MILLS) . , . . + + + + + s s ç eevee 1 
295202-20B . GROMMET, (MONADNOCK MILLS) . ................ 4 
213-540-400A + WIRE HARNESS ASSY, (NORTH AMERICAN pap 1 
213-540-HO1A . WIRE HARNESS ASSY, (NORTH ΑΜΈΗΙΟΑΝ)............. 1 
213-540-4024 . WIRE HARNESS ASSY, (NORTH AMERICAN) ............. 1 
- 213-540-403A + WIRE HARNESS ASSY, (NORTH AMERICAN) .............. 1 
213-540-YOHA . WIRE HARNESS ASSY, (NORTH AMERICAN) . . « +... s ee wees 1 
213-540-405a . WIRE HARNESS ASSY, (NORTH AMERICAN) , ............ 1 
THE FOLLOWING ITEMS ARE TO BE PACKAGED SEPARATELY WITHIN THE MAIN CONTAINER: 
AN6249-6 +. VALVE ASSEMBLY, (SEE FIGURE 207) . ............. 2 
165-58644-1 + CYLINDER ASSY, HYD DIVE BRAKE ACTUATOR LH (SEE FIG. 208) . . 1 
165-58644-2 . CYLINDER ASSY, HYD DIVE BRAKE ACTUATOR RH (SEE FIG. 208) .. 1 
165-58694-1 . FILTER ASSY, HYD FLIGHT CONTROL LH (SEE FIGURE 207) . . . . . 1 
165-58691-2 + FILTER ASSY, HYD FLIGHT CONTROL RH (SEE FIGURE 207) . . . . . 1 
165-587130-15 . ACTUATOR ASSY, HYD:HOR STAB, POWER (SEE FIGURE 162) . . . . . 1 t 
15585-8D . DISCONNECT, COUPLING HALF HYD (ARE SEE FIG. 204) . . . 2 
15585-6D . DISCONNECT, COUPLING HALF HYD (AEROQUIP) (SEE FIG. 203)... 2 
6500D6 +. SOCKET, DISCONNECT COUPLING ae (eee FIG. 208) . : . . 2 B,C 
6520D6 . SOCKET, DISCONNECT COUPLING (WIGGINS) (SEE FIG. 208) . . . `. 2 D,E 
6506E6 . NIPPLE, COUPLING SI E FIG. 903) 05 see ο a a o9 2 
6006-6-25 . FLANGE, COUPLING (WIGGINS) (SEE FIG. 203 SWR is 2 
213-540-406A WIRE HARNESS ASSY, (NORTH AMERICAN) . . RR PEE 1 
207-20001 . EMPENNAGE INSTALLATION, COMPLETE (SEE FIGURE 73) .... n 1 
THE ABOVE EMPENNAGE INSTALLATION TO BE ASSEMBLED AS COMPLETELY AS 
PRACTICABLE AND PACKAGED SEPARATELY WITHIN THE MAIN CONTAINER. 
USEABLE QN CODE: A -8273 thru 53-8322 D 54-1276 thru 54-1325 
B 28 1251 thru 54-1250 E 54-1326 and subs 
C 55-1251 thru 54-1275 F 54-1231 and subs 
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PART 
NUMBER 


207-31604 
207-20001 
165-31609-100 


190-42006-100 
201-52032-101 


165-53310 
207-54231 


207-58015 
207-73010-3 


165-317159-10 
165-31701-200 
165-31701-205 
165-31701-301 
165-31701-211 
165-31701-221, 


USEABLE ON CODE: 


FUSELAGE STRUCTURE (Cont) 


FIGURE 119 - COMPLETE AFT FUSELAGE ASSEMBLY 


1 2 3 4 5 6 γῶν NOMENCLATURE 


FUSELAGE ASSY, Complete aft (see fig. 77 for next assembly mm 
. EMPENNAGE INSTL, Complete (see fig. 73 for next assembly) s 
FIXED SHROUD AND ASPIRATOR INSTL, Fuselage (see fig. 195 
for breakdown) 
DRAIN SYS INSTL, Engine (see fig. 353 for breakdown) . 
SURFACE CONTROLS INSTALLATION, Fus aft (see fig. 157) . 
for breakdown) 

HEAT AND VENT SYS EQUIP INSTL, Fuselage sta 279 1/4 to tall , 
surface anti-icing (see figure 267 for breakdown) 
ELECTRICAL EQUIPMENT INSTALLATION, Aft fuselage and . . +. +. . 

empennage system (see fig. 238 and 239 for breakdown) 
HYD EQUIP INSTL, Fus aft (see figure 207 for breakdown) 
CONTROL INSTALLATION, Drag chute release and jettison . 
mechanism (see figure 128 for ο ποσο) 
SHROUD INSTL, Fuselage sta 279 1/4 to sta 335 cable 
(see fig. 131 for breakdown) 
FRAME ASSEMBLY, Fuselage sta 279.25 to 377.718 (see fig. 
for breakdown) : 
FRAME ASSEMBLY, Fuselage sta 279.25 to 377.718 (see fig. 122. 
for breakdown) i 
FRAME ASSEMBLY, Fuselage sta 279.25 to 377.718 (see fig. 122. 
for breakdown) 
FRAME ASSY, Fus sta 279.25 to 377.718 (see fig. 122 . . . . + 
for breakdown) 
FRAME ASSY, Fus sta 279.95 to 377.718 (see fig. 122 . 
for breakdown) 


122. 


A 53-8273 thru 53-8322 


C 54-1251 thru 54-12 
B 54-1231 thru 54-1250 2 de 


D 54-1276 thru 55-1325 
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UNITS 
PER ASSY. 


e 
NP 
NP 


NP 
NP 


NP 
NP 


NP 
NP 


NP 


1 


1 
1 
1 
1 


E 51-1326 and subs 
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` FUSELAGE STRUCTURE (Cont) 


F86K-4-31-7 








FIGURE 120 - STATION 363.344 TO -718 AFT FUSELAGE ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
120 No Number STATION 363.344 TO 377.718 AFT FUSELAGE ASSEMBLY, +. +. +. +. + + + NP 
(see figure 121 for next assembly) 
-1 165-18199-121 . TUBE ASSY, Fuel vent streamlined (use 165-18199 and 1 
165-48199-100 untl exh) 
165-316167 . FRAME ASSY, Fus sta 377.718 horizontal support ....... 1 
-2 AN363-524 an cen A erst soos a MM Bee ce νη 2 
-3 AN960D516 2 WASHER. Io. (Ql το. ον cR ο ο ο ας 4 
-4 AN5-10A soc BOLT ο ο ew ce e; wol D. uer wo wt ca οφ ν.δ. Tur ος “δι οκ Nase. 2 
-5 7 165-316146-3 . . FITTING, Fuselage station 376 mooring . . +. +. + + + + . . 1 
-6 AN363-428 ὧν (y v dy oce [et a IR ὦ ὁ ἃ š quam ARS 32 
-τ ΑΝΟΘΟΡΗ161, % « WASHER «. « - + oo... e ο 4 9 9 4 ὁ * ο ὁ * ὁ à € . 0 38 
-8 AN! -10A . . BOLT 4.1... 5.79. a ο τς we. τς ὃς Roc mcer y NE e ο ὁ se 4 
-9 AN4-7A κ. «€ BOLD ο αἱ 2. 54 9 Ὁ ὁ) 9... k cm αὶ 6. c ev ο a eos 28 
-10 165-316124-5 + . FITTING ASSY, Fus sta 377.718 hor stab. attaching LH . . 1 
165-316124-6 . . FITTING ASSY, Fus sta 377.718 hor stab. attaching RH 1 
-11 AN509-10R7 > e €» ¿SCREW ο ο ο e LEE ED ἃν 4 
-12 165-316163 . + . PLATE, Fus hor stab. sup. fitting bearing retainer . . 1 
-13 : HSBG10SA . . . BEARING, Spherical self aligning (Halfco "E y 
-14 AN944-301 e woo. ΕΙΤΤΙΝΩ͂ ici e$ Ὁ € 5 ὦ s Cede. lie ο des Lus arg e 1 
-15 165-52046 . BRACKET ASSY, Surface control fus sta 368 1/32 pulley . . + 1 
and follow-up unit (on LH side only) 

-16 165-52494 . BRACKET ASSY, Rud control fus sta 367 pulley (RH side only). 1 
-17 MAB 1o. PULLEY, (Atco Pulley) e ..........«..«.. on 1 
-18 165-42096 ` OUTLET ASSEMBLY, Engine Drain .... . eee ee ae : 1 


ASAS, IE ESA E HIM P or i iN 
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F86K-4-31-8 


FIGURE 121 - STATION 335 TO 377.718 AFT FUSELAGE FRAME ASSEMBLY 





Section. ΙΙ _ 


attaching RH 

-20 165-53321-1 DUCT ASSY, Anti-icing system fuselage sta 335 to 348 LH. . 
165-53321-2 DUCT ASSY, Anti-icing system fuselage sta 335 to 348 RH . . 
165-316170-100 

-21 165-316159-5 . FITTING, Fus sta 361.219 vertical stabilizer attaching . 


. FRAME ASSY, Fuselage sta 361.219 vertical stabilizer support 
165-316126-1 l FAIRING ASSY, Fuselage station 219 to 259 dorsal LH... 


PPP 


165-316126-2 FAIRING ASSY, Fuselage station 219 to 259 dorsal RH 


T. O. 1F-86K-4 Group Assembly Parts List 
FUSELAGE STRUCTURE (Cont) 
FIGURE E PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
121 190-31611-171 FRAME ASSY, Fuselage station 335 to 377. T18 aft fuselage . . . . Ref 
(see figure 122 for next assembly) 
165-316112-171 . DECK ASSY, Fuselage station 335 to 363.344 upper . . ἃ; τῷ 1 
-1 165-316117-9 s FITTING ASSY, Fus sta 335 hor stab. actuator attaching > 1 
ATTACHING PARTS 
-2 AN365-428 να dees Ἦν ue LE INE Shale eo eters |, S 
d ANQ60D416 So te. WASHER aon is sees Ge ο Og UR Sos ee E I ON 
7 AN174-7A O A A O tee ear a Ji 
στα απο ` 
-5 165-316117-7 . . . FITTING, Fus sta 335 hor stab. actuator attaching . . 1 
-6 3ΒΙΟΜ- 512-016 . . . BUSHING, Press-fit plain (North American) . . ce 2 
-T 165-316119-5 . . FITTING, Fus sta 335 upper longeron connecting aft LH. i 1 
165-316119-6 . . FITTING, Fus sta 335 upper longeron connecting aft RH .. 1 
-8 201-522131 + . BRACKET ASSY, Horizontal stabilizer control fus sta . .. uL 
335 1/8 auto-pilot pulley 
M219A2-1 . + . PULLEY, (Aero-Marine) . . ó "a 1 
-9 201-522126 . . BRACKET ASSY, Horizontal stab `auto- -pilot control fus a Ac i 
sta 361 21/32 pulley 
M219A2-1 . . . PULLEY, (Aero-Marine) . . gn 1 
165-316110-201 . LONGERON ASSY, Fuselage station 335 to "380. 1468 lower “LH A 1 
165-316110-202 . LONGERON ASSY, Fus sta 335 to 380.486 lower RH . . . + $ 1 
-10 165-316144-5 . . FITTING, Fuselage sta 335 to lower longeron attaching "tH : 1 
165-316144-6 ἃ FITTING, Fuselage sta 335 to lower longeron attaching RH.. 1 
-11 AN363-524 . NT.. ἐν ος ο ge 8 
-12 NAS143-5 l WASHER, X4130 or equivalent 125,000 to 145,000 plain . ... 8 
-13 NAS143-5C . WASHER, X4130 or equivalent 125,000 to 145,000 countersunk . 8 
-14 NAS145-21 . BOLT, Internal wrenching steel 5/16- ayo... N 8 
-15 165-316171-3 . FITTING, Fuselage sta 361.219 intermediate lóngeron Spacer, » 2 
165-316148-151 . SHELF ASSY, Fuselage sta 359.969 to 380.156 horizontal LH . . 1 
165-316118-152 . SHELF ASSY, Fus sta 359.969 to 380.156 hor RH . . . - FEE 1 
-16 165-42157-2 . . SEAL, Engine afterburner shroud to deck fuselage sta . . . 1 
360.093 to fuselage sta 381.281 (LH) 
165-42157-1 + ^. SEAL, soetas afterburner shroud to deck fuselage sta... 1 
0.093 to fuselage sta 381.281 (RH) 
-17 165-316169-3 e e E Fuselage sta 361.219 intermediate longeron . . . 1 
attaching LH 
165-316169-4 . . FITTING, Fuselage sta 361.219 intermediate longeron ... 1 
attaching RH 
-18 165-42158 . SEAL ASSY, Engine afterburner shroud to deck fuselage . . . . 1 
station 378.718 canted 
165-316123-101 . LONGERON ASSY, Fus sta 335 to 360 intermediate LH. . . +. + + 1 
165-316123-102 . LONGERON ASSY, Fus sta 335 to 360 intermediate RH . . . +. . 1 
-19 165-316169-5 . . FITTING, Fuselage station 361.219 intermediate longerón a 1 
attaching LH 
165-316169-6 . . FITTING, Fuselage station 361.219 intermediate longeron . 1 
1 
1 
1 
2 
1 
woe 1 
-22 165-316126-9 . COVER, Dorsal fairing assembly LH . , , , + eses 1 
165-316126-10 . COVER, Dorsal fairing assembly RH . . Μο ο. 1 
-23 No Number STATION 363. 344 TO 377.718 AFT FUSELAGE ASSY, ο ο ΝΕ 
(see figure 120 for breakdown) 
-24 165-42200-50 . ASPIRATOR ASSY, Engine aft frame breather . . . . + + + eee 1 
-25 AN902-6 a © GASKET . ο < = «© © © © © © e © © © © o... e ὁ ὁ « ο £]; f1 1 
-26 AN815-6 e - UNION. ο. « a e ο ο ο ο e ο * ο ο ο 1 
-27 173-42006 +. ASPIRATOR ASSY, Engine “afterburner “tailpipe drain ανν οι fer tay Cal τώ 1 
-28 177-42153 . OUTLET ASSY, Engine afterburner fuel drain . . . + +, + + . +. 1 
-29 165-42244 . SCUPPER ASSY, Engine afterburner shroud fuel collector aft . 1 
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FIGURE 122 - FUSELAGE STATION 279.25 TO 377.718 FRAME ASSEMBLY 
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T. O. 1F-86K-4 Group Assembly Parts List 
PUSELAGE STRUCTURE (Cont) 
FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE 
122 165-31701-200 FRAME ASSEMBLY, Fuselage station 279.25 to 377.118 . — v-9RA 
(see figure 119 for next assembly) 
165-31701-205 FRAME ASSEMBLY, Fuselage station 279.25 to 377.718 . . . . +. . 
(see figure 119 for next assembly) 
165-31701-301 FRAME ASSEMBLY, Fuselage station 279.25 to 3TT4118. ^: A 
(see figure 119 for next assembly) 
165-31701-211 FRAME ASSEMBLY, Fuselage station 279.25 to 377.718 ...... 
(see figure 119 for next assembly) 
165-31701-221 FRAME ASSEMBLY, Fuselage station 279.25 to 377.718 ...... 
(see figure 119 for next assembly) 
-1 165-39001-10 . SPEED BRAKE INSTL, Fus (see figure 126 for breakdown) . . . 
-2 165-317150-360 . FRAME ASSY, Fuselage station 279.25 to station 335 . . . +. . 
(see figure 123 for breakdown) 
165-317150-375 . FRAME ASSY, Fuselage station 279.25 to station 335 . . . + + 
(see figure 123 for breakdown) 
165-317150-401 . FRAME ASSY, Fuselage station 279.25 to station 335 ..... 
see figure 123 for breakdown 
165-317150-421 . FRAME ASSY, Fuselage station 279 1/4 to 335 +. . . +. +. + 
s See figure 123 for breakdown 
165-317150-431 . FRAME ASSY, Fuselage station 279 1/4 to 335 +. +. « + + +. . + 
see figure 123 for breakdown 
-3 190-31611-171 . FRAME ASSY, Fuselage station 335 to 377.718 aft fuselage . . 


(see figure 121 for breakdown 
ATTACHING PARTS 


-4 AN365-624 A NU Le ο ts. mu G Mi eae eh aie e ob ; 
-5 NAS143-6 . WASHER, X4130 or equiv. 125,000 to 145,000 psi plain... . 
-6 NAS143-6¢ . WASHER, X4130 or equiv. 125,000 to 145,000 psi countersunk . 
-7 NAS146-22 . BOLT, Internal wrenching steel 3/8-2% . . .. .. FLEKS a 
-8 AN365-624 we NUD eh gta Sod μα it, Me ante PY game go . 
-9 NAS143-6 . WASHER, X4130 or equiv. 125,000 to 145,000 psi plain... . 
-10 NAS143-6¢ . WASHER, X4130 or equiv. 125,000 to 145,000 psi countersunk . 
-11 NAS146-24 . BOLT, Internal wrenching steel 3/8-24 . . .. . + + + + ee 
me ως 
-12 AN365-1032 : "Menu MEME EE RO 
-13 AN960D10 ;COWASHER co os X. cas GSS. ὃ» Ee ὃν DEI eoo e DR τῷ ταν ὃν TWO a ee ci Iw 
-14 AN3-7A » «BOLT. a A O ο SS ο ἠᾷ Sak ο. 
-15 165-31795 . ANGLE, Fuselage station 335 lower shoulder cap splice . . . 
-16 AN253-2-1075 aa ο PIN. e noa a a ο ο E e A κ 
-17 165-317182-1 . DOOR ASSEMBLY, Dive brake upper hinge arm fairing LH . . . , 
165-317182-2 . DOOR ASSEMBLY, Dive brake upper hinge arm fairing RH . . +. + 
-18 165-317181-1 . DOOR ASSEMBLY, Speed brake lower hinge arm fairing LH . . . 
165-317181-2 . DOOR ASSEMBLY, Speed brake lower hinge arm fairing RH . . . 
165-52282-1 . BRACKET ASSY, Hor stab. control fus sta 336 27/32 pulley LH 
165-52282-2 . BRACKET ASSY, Hor stab. control fus sta 336 27/32 pulley RH . 
-19 M2B + . PULLEY, (Atco Pulley) ο GS, Nay μας 
165-52277-1 . BRACKET ASSY, Hor stab. control fus sta 334 pulley LH . . 
165-52277-2 . BRACKET ASSY, Hor stab. control fus sta 33! pulley RH , 
-20 M2B . . PULLEY, (Atco Pulley)... € . .. . . +... +. «Neo... .. 
-21 165-317125-1 . FAIRING ASSY, Fus sta 319 to 335 hor stab. stub fwd LH. . 
165-317125-2 . FAIRING ASSY, Fus sta 319 to 335 hor stab. stub fwd RH 
-22 165-317119-1 . . FILLER, Fus sta 327 hor stab. stud fwd fairing LH . 
165-317119-2 . . FILLER, Fus sta 327 hor stab. stub fwd fairing RH 
-23 201-522117 . SUPPORT, Horizontal stab. control trim actuator . . . + 
-24 165-316119 FITTING, Fus sta 335 upper longn connecting aft (fig. 121) . . 
-25 165-317183 FITTING, Fus sta 335 upper longn connecting fwd (see fig. 124) 
-26 165-316144 FITTING, Fuselage station 335 to lower longeron attaching . 


(see figure 121 and 124) 


USEABLE ON CODE: A 53-8273 thru 53-8322 
B 54-1231 thru 54-1250 
C 54-1251 thru 54-1275 
p 55-1276 thru 54-1325 
E 54-1326 and subs 


Changed 26 May 1958 
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FIGURE 123 - FUSELAGE STATION 279.25 TO STATION 335 FRAME ASSEMBLY 
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Section. II Ἢ 
T. O. 1F-86K-4 Group Assembly Parts List 


FUSELAGE STRUCTURE (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
123 165-317150-360 FRAME ASSY, Fuselage sta 279.25 to sta 335 (see figure 122 . . . Ref A 

for next assembly 
165-317150-375 FRAME ASSY, Fuselage sta 279.25 to sta 335 (see figure 122 . . . Ref B 
for next assembly) 
165-317150-401 FRAME ASSY, Fuselage sta 279.25 to sta 335 (see figure 122 Ref C 
for next assembly) : 
165-317150-421 FRAME ASSY, Fuselage sta 279. 25 to sta 335 (see figure 122 Ref D 
for next assembly) 
165-317150-431 FRAME ASSY, Fuselage sta 279.25 to sta 335 (see figure 122 Ref E 
for next assembly) 
165-31703-501 PANEL ASSY, Fus sta 279.25 to sta 335 side LH 1 A,B 
(see fig. 124 for breakdown) 
165-31703-402 PANEL ASSY, Fus sta 279.25 to sta 335 side RH l AB 
(see fig. 124 for breakdown) 
165-31703-701 PANEL ASSY, Fus sta 279.25 to sta 335 side LH 1 C,D 
- (see fig. 124 for breakdown) 
165-31703-702 PANEL ASSY, Fús sta 279.25 to sta 335 side RH 1 C,D 
(see fig. 124 for breakdown 
165-31703-712 PANEL ASSY, Fus sta 279.25 to sta 335 side RH al E 
(see fig. 124 for breakdown) 

-1 165-31732 . KEEPER, Fuselage sta 282.19 longeron connecting stud . . Met 4 

-2 165-31493 . STUD, Pus sta 279.25 longeron fitting upper and lower aft .. 4 

-3 s1452-126 . NUT, Stop (Elastic) . ..... πα ο 4 

-h 165-31539 š NUT, Fuselage break sta 279.25 disconnect ^ 4 

-5 165-31751 . DOOR ASSY, Fus sta 286 1/2 fire fighting access “and suek-in + 

-6 165-316162 HINGE, Fus sta 282.19 and 291.5 fire extinguisher door 1 
AN253-2-182 PIN... PS NY fe bos sta 9.97, πα. 2 

-7 KM680 +. LATCH FASTENER, (Camloc) : 2 

-8 165-31751-33 . . HINGE, run sta 286 1/2 ground cooling suek-in open “door 1 

upper 

-9 165-31751-35 + . HINGE, Fus sta 286 1/2 ground cooling suck-in open door. . 1 

lower 
AN253-2-359 a oU. ΡΝ κ 1004 - * $ 

-10 165-317154 R SPRING, Aft fuselage ground cooling suck open door 2 2 

-11 165-317115-1 š COVER ASSY, Fus sta 326 anti-ice line shroud cutout ΙΗ... . 1 

-12 165-317115-2 . COVER ASSY, Fus sta 326 anti-ice line shroud cutout RH. . .. 1 

-13 165-317115-5 . . SEAL, Fus sta 326 anti-ice line shroud cutout . . . . . .. 1 

-14 165-31057-21 . DOOR ASSY, Fus sta 279.25 to sta 291.50 battery access LH ; 1 

-15 165-31057-22 . DOOR ASSY, Fus sta 279.25 to sta 291.50 battery access RH £ 1 

-16 165-31057-9 4 HINGE, Fus sta 279.25.to sta 291.50 battery access . ç 1 

door (outboard) 

165-31057-17 . . HINGE, Fus sta 279.25 to sta 291.50 battery access . . .. 1 
door (inboard) 

AN253-2-10 35 . PEN: as x ο Pag b^ Euer ie? be cae Jae Ὅλη Gee 1 

-17 98265-2-.170 š STUD, Fastener “(Uni ted- Carr) à A ce Cah ah va 11 
98265-2-.250 q STUD, Fastener (United-Carr) . . . ... $i e : n 

-18 99836 š PIN, Fastener (United-Carr) . . UK 12 
165-31704-401 . FRAME ASSY, Fus sta 279.25 to sta 335. upper "AE 1 A 
165-31704-651 . FRAME ASSY, Fus sta 279.25 to sta 335 upper ....... l B,C,D 
165-31704-661 . FRAME ASSY, Fus sta 279.25 to sta 335 upper . ... š 1 E 

-19 165-317111-110 . FIN ASSY, Fus sta 281 to sta 327 dorsal a 1 

-20 165-317186-3 T" FITTING, Fus sta 303 3/4 hoisting . . .. .... 1 
165-317105-200 FRAME ASSY, Fus sta 279 1/4 to 335 lower (whn exh use . . .. 1 A,B,C 

165- 317105- 251 on airplanes noted) 
165-317105-251 . FRAME ASSY, Fus sta 279 1/4 to 335 lower (use 165-317105-200 1 A,B,C 
unth exh on airplanes noted) 
165-317105-261 FRAME ASSY, Fus sta 279 1/4 το 335 lower . . ο . . . ^ oe  ὁ ο 1, D 
213-31753 . FRAME, Fus sta 279 1/4 to 335 lower sid Of qoe ο ὁ τος) 4 S 1 E 

-21 AN3-5A N BOLT . . . ο en Sapa, SL SE asst, ya 10 A,B,C 

-22 2W18-10 š WASHER, Flat North Anertcan) . x s š Q 19 A,B,C 

-23 2W18-10M . . WASHER, Flat (North American) . 10 A,B,C 

-24 165-317148 . . DUCT ASSY, Fuselage battery cooling (whn exh use 201- “31710. 1 A,B,C 

A on airplanes noted) 

-25 201-31710 COVER, Aft fuselage battery cooling (use 165-317148 untl . 1 A,B,C 

exh on airplanes noted) 

-26 165-317110 . . SEAL, Aft fus battery cooling duct . T 

-27 165-317145-50 . . DUCT ASSY, Fuselage battery cooling flush inlet S ^o χὰ 1 A,B,C 

(on' 165-317105-200 only) 

-28 165-31725-3 FITTING, Aft fuselage fwd jack . uU mda τοσο l A,B,C 
165-317106-100 FRAME ASSY, Fus sta 291.5 lower . . DA E οἱ, σα -1 A,B,C 
165-317106-121 FRAME ASSEMBLY, Fuselage station 291. κ lower. A ο 1 D,E 

-29 165-31725-3 . FITTING, Aft fuselage fwd jack . . 1 D,E 

-30 165-42183-50 OUTLET ASSY, Engine shroud aft fuselage and "turbine 1 

housing drain 

-31 165-317136-1 PANEL, Fus sta 279.25 to 291.5 cable compartment closeout LH , 


1 
PANEL, Fus sta 279.25 to 291.5 cable compartment closeout RH . 1 
53-8273 thru 53-8322 D 54-1276 thru 54-1325 
54-1231 thru 54-1250 E 54-1326 and subs 
54-1251 thru 54-1275 


165-317136-2 
USEABLE ON CODE: 


awr.. 
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Section IIl. 
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Group Assembly Parts List: NR 


FUSELAGE STRUCTURE (Cont) 














F-86K-4-31-16 


FIGURE 124 - FUSELAGE STATION 279.25 TO STATION 335 LH AND RH SIDE PANEL ASSEMBLIES 
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Section. ΙΙ _ 
m. O. 1F-86K-4 Group Assembly Parts List 
FUSELAGE STRUCTURE (Cont) 


A AAA A A AAA A A A μα μυς ο ως ο ο 


FIGURE 4 PART 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER AES cone 
124 165-31703-501 PANEL ASSY, Fus sta 279.25 to sta 335 side LH . . . . - +s < oa o Ref A 
(see fig. 123 for next assy) 
165-31703-402 PANEL ASSY, Fus sta 279.25 to sta 335 side RH . . . . + + * * «+. Ref A 
(see fig. 123 for next assy) 
165-31703-701 PANEL ASSY, Fus sta 279.25 to sta 335 side LH 4406 9o 20€ e Ref B 
(see fig. 123 for next assy 
165-31703-702 PANEL ASSY, Fus sta 279.25 to sta 335 side RH . . . + + += * ww +. Ref B 
(see fig. 123 for next assy 
165-31703-712 PANEL ASSY, Fus sta 279.25 to sta 335 side RH . , . + + + « «ο. Ref σ 
: (see fig. 123 for next assy) 
165-31720-151 LONGERON ASSY, Fuselage sta 279.25 to sta 335 upper LH . . . + 1 A,B 
165-31720-152 . LONGERON ASSY, Fuselage sta 279.25 to sta 335 upper RH.... 1 A,B 
165-31720-162 . ΤΟΝΩΕΒΟΝ ASSY, Fuselage sta 279.25 to sta 335 upper RH.... 1 ς 
-1 165-317183-5 . FITTING, Fus sta 335 upper longeron connecting fwd LH R 1 
165-317183-6 PITTING, Fus sta 335 upper longeron connecting fwd RH y 1 
-2 165-31718-5 FITTING ASSY, Fus sta 279.25 upper longeron aft LH. . 1 
165-31718-6 FITTING ASSY, Fus sta 279.25 upper longeron aft RH. š 1 
-3 165-31532-3 BUSHING, Fuselage sta 279.125 longeron fitting . wow 36 1 
-4 165-53713 COVER ASSY, Anti-ice system fuel purge duct (on LH side only) 1 
-5 165-53714-3 SEAL, Anti-icing system cable shroud duct. CRM 5 1 
-6 A342683012 . WASHER, (Tinnerman). . . . + + + + + sot s t t t n . t ng 4 
-7 165-53712 COVER ASSY, Anti-ice sys fuel vent strut duct . . . 6 © « 1 
(on LH side only) 
165-53714 SEAL, Anti-icing sys cable shroud duct . . . s. 1 
A34268S012 WASHER, (Tinnerman). . . . s + + + ees 4 
165-31710-21 LONGERON ASSY, Fus sta 282.19 to 335 lower LH. 1 
165-31710-22 LONGERON ASSY, Fus sta 282.19 to 335 lower RH. . +. e + * * * ° 1 
-8 165-316144-3 FITTING, Fus sta 335 to lower longeron attaching LH... + 1 
165-316144-4 FITTING, Fus sta 335 to lower longeron attaching RH . + + 1 
-9 165-31719-5 FITTING ASSY, Fus sta 282.19 lower longeron aft LH. . . + 1 
165-31719-6 FITTING ASSY, Fus sta 282.19 lower longeron aft RH. . +. + + 1 
-10 165-31532-3 Er e BUSHING, Fuselage sta 279.125 longeron fitting . . . . + 1 
165-31715-202 . WELL ASSEMBLY, Fuselage speed brake RH . à TUE ND UE 1 
165-31715-251 WELL ASSEMBLY, Fuselage speed brake LH . . + + + + * * * * * ° 1 
-11 165-39021-1 . . LATCH ASSEMBLY, Fuselage speed brake LH . . + +... * * + + 1 
165-39021-2 ` . LATCH ASSEMBLY, Fuselage speed brake RH . . . + +++ es ° 1 
-12 165-39006 . . . STOP, Fuselage speed brake latch lever . . . + + + * * + 1 
-13 165-39015 . . SPRING, Tension. . . s + + ee ee * s * t t t t t t tg] ° 1 
-14 AN310-4 eco ὦ INUPL τω 3:9 uwa D Sw Re ὅτῳ gee sig A V se, ο 1 
-15 AN960-416L . WASHER +. +... +s s +s eh © © © ° © . t ο TERES 2 
-16 AN24-28 ROUT A mim S Boa, OS 1 
-17 165-39008 . HOOK ASSEMBLY, Fuselage speed brake latch. +. . . + . +. : 1 
-18 4B20B4-006 ERE" BUSHING, Press fit flanged (North American) . . . + . 2 
-19 AN365-524 ν. “ee ce Μα € κ voya ah A RA RS ο δν NS ἀν “6 1 
-20 AN960-516L ^. Ὁ WASHER ‘ct coi onl lS IDE. ioa Dens Sor ue de sr Es ο. 2 
-21 4B2087-006 ` PUSHING, Press fit flanged (North American). s Ἂν ο ὅν ὦ 2 
-22 4B2185-113 ` BUSHING, Spacer (North American) . . ο. 1 
-23 AN5-17A BOLT Ρο ο D e Λες a Sere A ee A 1 
-24 165-39005-1 LEVER ASSEMBLY, Fuselage speed brake latch LH. et y 1 
165-39005-2 LEVER ASSEMBLY, Fuselage speed brake latch RH. T ws > 1 
-25 AN320-3 s NUT x»ox4 o ox cms AA ERA dh c α“ . . 1 
-26 2W1C13-15-50 WASHER, Plain (North American). 5 : 2 
-27 4B2153-018 BUSHING, Spacer (North American). uuo 1 
-28 165-39024 ROLLER ASSY, Fus dive brake door. . . e v s + + s r: 1 
4B16RP5-16 E BEARING, Sintered oil impregnated (North American) 1 
-29 AN3-13 . BOLT. 4 4*4 G^ € « ὃν ον OU) ᾱ- ὦ 6 e e m e UN 1 
-30 NAS428-4-10 ‘ BOLT, Adjusting crowned hexagon head. R 1 
-31 AN316-4 š NUT iue be a Gue q s e ea ca sao Tee nds oes ud š 1 
165-39005-13 . ARM ASSY, Fuselage speed brake latch lever LH . . 1 
165-39005-14 3 ARM ASSY, Fuselage speed brake latch lever RH 2 1 
-32 165-39009 > FITTING, Fuselage speed brake latch lever. 1 l 
adjusting bolt mount 
-33 ART . . . . BEARING, Type DC (Torrington). . . +: + " 1 
-34 165- 48082 FITTING, Fuel vent breakaway aft (on LH side only) . . . + + ° 1 A,B 
-35 165-317109 DOOR ASSY, Fus sta 315 ground cooling suck in (on LH side only) 1 A,B 
-36 165-317154 SPRING, Aft fuselage ground cooling suck open door. . . : . 2 A,B 
-3T 165-317109-15 HINGE, Fuselage sta 315 ground cooling suck in door upper . 1 A,B 
165-317109-9 HINGE, Fuselage sta 315 ground cooling suck in door lower . 1 A,B 
AN253-2-359 νο." νην, dors uio a Sa, Ga a e Det ia UE ΡΕ . 1 A,B 
-38 165-31060-1 DOOR ASSY, Fus sta 284.531 emer battery access LH. : š 1 
165-31060-2 DOOR ASSY, Fus sta 285.531 emer battery access RH. e E 0.96 1 
165-31055 HINGE ASSY, Fus sta 285.531 emer battery access door. . . . H 
H5000-2-072-072 LATCH, (Hartwell) MP 44.9 αὶ Ter ¿W ë 


53-8273 thru 53-8322 
54-1231 thru 54-1250 
B 54-1251 thru 54-1325 
C 54-1326 and subs 


USEABLE ON CODE: A 
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AGE 19 20 2 9 


FIGURE 125 - FUSELAGE FIXED SHROUD AND ASPIRATOR INSTALLATION 
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Section. ΙΙ _ 
T. O. 1F-86K-4 Group Assembly Parts List 
FUSELAGE STRUCTURE (Cont) 





FIGURE S PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
125 165-31609-100 FIXED SHROUD AND ASPIRATOR INSTALLATION, Fuselage. . . . . +. . + NP 

(see figure 119 for next assembly) 
-l X 5B17C3A . BOLT, 10-32 corrosion resistant (North American). . . . . . . 13 
-2 ` 2W1C13-20-32 . WASHER, Plain ΠΕ RUE . D 3 
2W1C13-20-32 - WASHER, Plain (North American (lower attaching `points). . Η 10 
-3 165-42205 . SHROUD pte Engine afterburner fixed fuselage station 350 i 1 A 
to 359.95 
165-42205-111 . SHROUD ASSY, Engine afterburner fixed fuselage station 350 . 1 B 
to 389.25 
ATTACHING PARTS 
~4 AN363C1032 3 NU ss 2 πο e 4 
-5 2W1C12-20-50 . WASHER, Plain (North ` American). " 4 
-6 7814-1032-30A . SCREW, Round head corrosion resistant (North American). 4 
-7 165-42152 . SPACER, Engine afterburner fixed fuselage shroud. " 4 
ΕΕ, εναν 
-8 165-42133-150 . . FLANGE ASSY, Engine afterburner fixed fuselage shroud. 1 
expansion 
-9 165-42131-100 . . FLANGE ASSY, Engine afterburner fixed fuselage shroud. ; 1 
-10 190-42152 . . ` . RETAINER ASSY, Eng afterburner shroud expansion ΠΕ T 
-11 165-4213 . . SPRING, Compression. τ . š 7? 
-12 165-42151 + . SPRING, Engine afterburner fixed fuselage `shroud DS Js 
station 389.375 
190-31644-151 . ASPIRATOR ASSY, Fuselage afterburner cooling air. 1 
ATTACHING -PARTS 
-13 AN509-10R8 «> “SCREW cos od ο S AL S eae ee oe SSS eee Ὦ 29 
-14 SP1561-1032-10 . SCREW ASSY, σοι ae a Re Biot Bi Be dep e 2 
-15 SP1561-1032-8 . SCREW ASSY, (Shakeproof a 10 
— —À 
-16 190-31622-1 . . VANE, Fuselage aft vortex generators LH (on LH side) . . 2 
190-31622-2 š . VANE, Fuselage aft vortex generators RH (on RH side) . . 2 
-17 190-31622-2 . . VANE, Fuselage aft vortex generators RH (on LH side). . ES 
190-31622-1 . . VANE, Fuselage aft vortex generators LH (on RH side) . . 3 
-18 190-31622-1 . . VANE, Fuselage aft vortex generators LH (on LH side). . 3 
190-31622-2 . . VANE, Fuselage aft vortex generators RH (on RH side). . 3 
-19 190-31644-117 . . COVER, Cooling air aspirator . . . . . . . a . a ee QU ον 1 
190-31644-33 . . SEAL, Cooling air aspirator. . . . . . «ια. 1 
AN520-10R8 +. SCREW... DIE A A Φος οἱ € 8 
-20 190-31644-21 . . COVER, Cooling air aspirator use ο μου 1 
190-31644-35 + . SEAL, Cooling air aspirator. . s e . . . w ee ee Me SL ... 1 
AN520-10R8 . . SCREW... ο ου a wao Ye al s 8 
-21 190-31644-119 . . COVER, Cooling air aspirator Bh haps. Ce: ait ο αμ μον 2 
190-31644-33 . . SEAL, Cooling, air ο SUA ui 2628: sate, ρου 2 
AN520-10R8 ++ SCREW. . . + a Dated Sag bids a e a ar Ze ELA 16 


USEABLE ON CODE: 53-8273 thru 53-8292 
53 


A 
B -8293 and subs 
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F-86K-4-31-18 


FIGURE 126 - FUSELAGE SPEED BRAKE INSTALLATION 
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Section. ΙΙ _ 


T. ο. 1F-86K-4 Group Assembly Parts List 
FUSELAGE STRUCTURE (Cont) 


-1 165-39020 SPRING, Tension + e . ç . < . ee ee W . . 0 ος 2 
-2 165-317152 SPRING, Tension . . . . . . . n : 2 
-3 165-317153 SPRING, Tension . . A W ka a va 2 
-4 190-39002-1 DOOR ASSEMBLY, Fuselage speed brake honeycomb LH a 1 

190-39002-2 DOOR ASSEMBLY, Fuselage speed brake honeycomb RH . . 1 

ATTACHING PARTS 
-5 AN4-31 BOLTS a BS ce ere ο. ο ae wd ete es ee Ge A re ϱ πὲ 2 
-6 AN310-4 NUT . . . . S teilt 4i ο A ο el -ῳ 2 
-7 4B21M-s4-204 BUSHING, Spacer (North " American). NA ο I . 2 
-8 2418-416 WASHER, Flat (North Amenican) goose d Eo. s; : 2 
-9 AN6-32 BOLT . ν + + < < 2 
-10 AN310-6 NUT . . 2 
-11 4B21M-S6-204 BUSHING, “spacer (North " American). μμ... 9 
-12 2w18-616 -> WASHER, Flat (North American) . . . . , + + + + ees 2 
m -- hwe 
-13 AN365-428 NUT .. S us sere is d 3 
-14 2w18-416L WASHER, Flat (north American) s 6 
-15 AN4-13A BOLT . : 3 
-16 165-39017-3 PLATE, Fuselage “speed “brake latch lever serrated . 1 
-17 165-39017-5 PLATE, Fuselage speed brake latch lever serrated... 1 
-18 165-39007 ARM, Fuselage speed brake latch .. e way s 1 
-19 190-39003-5 FITTING ASSEMBLY, Fuselage speed brake actuating š e 1 
cylinder attaching LH 
190-39003-6 FITTING ASSEMBLY, Fuselage speed brake actuating . 1 
cylinder attaching RH 

-20 4B1958-006 . BUSHING, Press-fit plain (North American) . . 2 

190-39005-1 BEAM ASSEMBLY, Fuselage speed brake upper inbd hinge ΠΝ 1 

190-39005-2 BEAM ASSEMBLY, Fuselage speed brake upper inbd hinge RH 1 
-21 190-39009-3 š ` Š FITTING, Fuselage speed brake upper hinge LH 3 1 

190-39009-4 . . , FITTING, Fuselage speed brake upper hinge RH ... 1 

190-39007-1 BEAM ASSEMBLY, Fuselage speed brake lower inbd LH 1 

190-39007-2 BEAM ASSEMBLY, Fuselage speed brake lower inbd RH . . 1 
-22 190-39010-3 . . FITTING, Fuselage speed brake'lower hinge . . + š 1 
-23 165-39023-11 . BEARING, Fuselage speed brake hinge arm pivot. . 2 
-24 190-39021 . BEARING, Fuselage high speed brake upper hinge arm pivot 2 
-25 190-39002-31 . COVER, Fuselage speed brake door . . . . + + + * * ees 1 
-26 AN509-8R8 2... SCREW ο X < ou ο κ ὁ un εφ ee ae ce uqata as a Ὁ tal Ὁ 4 


next assembly) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
126 165-39001-10 SPEED BRAKE INSTALLATION, Fuselage (see figure 122 for... NP 
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FIGURE 127 - DRAG CHUTE INSTALLATION  - 








T. O. 1F-86K-4 


FUSELAGE STRUCTURE (Cont) 


Section II _ 


Group Assembly Parts List 


ee + FF F 
UNITS USEABLE ON 


FIGURE & 
INDEX NUMBER 
127 

-1 
-2 
-3 
A 
-5 


-6 
-T 
-8 
-9 
-10 
-11 


-12 
-13 
EU 
-15 
-16 
-17 


-18 


-19 


-20 


PART 
NUMBER 


190-73051 
190-73071 
NAS51-50 
2W1-32-22-32 
190-7302 -1 
190-73024-2 
190-73023 
190-73023-3 
52-028-125-0375 
AN320-6 
NAS464-6-19 
4B2186-026 
190-73073-3 
52-028-125-0750 
190-73066 
2W1AL33-32-16 
190-73072 
2W1AL41-32-16 
538-4 


538-3 
538-6-1 


538-6-2 
538-5 


538-2 


9 * + t ο 9 t 


2 3 4 5 6 7 NOMENCLATURE 

DRAG CHUTE INSTALLATION . . . . + + + + © + + + + + + s ° nm t n 
LINK ASSEMBLY, Drag chute +. . +. +. + + + * ee Ek) DOR Vs vh V 
. RING, External retainer . . . + + + + * + + + + * ° * * ° 
. WASHER, Plain (North American) . . . « + + + + + + + eee 
. BEARING, Drag chute jettison trunnion LH . ο, νο ος Rol OA γεν 
. BEARING, Drag chute jettison trunnion ΒΗ. . . . + + + . 
. TRUNNION ASSEMBLY, Drag chute jettison chute attaching . . 
. . TRUNNION, Drag chute jettison chute attaching . . . +» + 
š ROLL PIN, (Elastic) . . . . + - + + + + + + + * . * ° ° 
a NUT 104 4o 3 Q A «κ SO ας ἀκ -ᾱ ὁ κ ANO 
. BOLT, Shear close tolerance . +. . + +++ * * M fier cee oe 
. BUSHING, Spacer (North American) . . E as 


LINK, Drag chute tow line to trunnion (use 190-73073 
untl exh) 

. ROLL PIN, (Elastic) . ....-.-. 

. WASHER, Drag chute riser . . +. + - 

WASHER, Plain (North American) . . 


. 
. . . . 


. PIN, Drag chute tow line... + . . 
. WASHER, Plain (North American) . ο ο ο. ο. 
. RISER ASSY, Aircraft deceleration (Phoenix Parachute). . 
intrch wth Steinthal D2106 or Switlik S485) 
CANOPY, 16 foot dia ring slot drag chute (Phoenix Parachute). 
intrch wth Steinthal E2119 or Switlik $482) 
North American Spec 190-973055) 
BRIDLE ASSY, Drag chute deployment bag (Phoenix Parachute). . 
intrch wth Steinthal B2135-1 or Switlik S484-1) 
North American Spec 190-973056) 
BRIDLE, Tie (Phoenix Parachute) (intrch wth Steinthal . . +. + 
B2135-2 or Switlik S484-2) 
DEPLOYMENT BAG, Drag chute (Phoenix Parachute) , . 
ο wth Steinthal D2107 or Switlik S486) 
North American Spec 190-973052) 
PILOT CHUTE, Drag chute 30 inch dia (Phoenix Parachute)... 
Dre wth Steinthal E2130 or Switlik S487) 
North American Spec 190-973059) 


eee ο o! n 


PER ASSY. 
NP 


ppp > 


> 5 
e mmm 


= 


CODE 


EET nn ee er A RA FV 


Changed 26 Way 1958 
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Section. 1i 
Group Assembly Parts List T. O. 1F-86K-4 
FUSELAGE STRUCTURE (Cont) 








F-86K=4-31-20 


FIGURE 128 - DRAG CHUTE RELEASE AND JETTISON MECHANISM CONTROL INSTALLATION 
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Section 1 _ 


T. 0. 1F-BÓk-h Group Assembly Parts List 
FUSELAGE STRUCTURE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
128 207-73010-3 CONTROL INSTL, Drag chute release and jettison mechanism... . NP 

see figure 119 for next assembly) 
No Number . DRAG CHUTE LINK ASSY AND DOOR RELEASE OPERATING MECHANISM . . NP 
(see Heute 130 for Esa down) 

-1 AN320-4 . NT.. ou ο ο ο HRS 6 
-2 2W18-416 . WASHER, Flat “(North American) . το 6 
-3 190-73016 . BELLCRANK, Drag chute control release door "operating TEN S, 1 
-4 AN364-1032 ν NUT x» go dw daa en ο Heo Je. veo ο. 3 
-5 2W18-10L . WASHER, Flat ` (North American) . πο ο ου 3 
-6 AN509-10R23 . SCREM . . . Mr $ AS) a Sete ον, ον ον ώς AR RR νο θὲς 3 
-T c8070 ` GEARBOX, (Teleflex) . . . x Doa ow lQ 1 
-8 190-7301! . SHAFT, Drag chute control release and jettison operating. PM 1 
-9 2W1A124-26-64 . WASHER, Plain (North American). . . QU μα πο 1 
-10 190-73019 . SPRING, Drag chute control jettison RH SU Y e a “Sr IR 1 A 
-11 4B21B6-103 . BUSHING, Spacer (North American). . ete ος ον 1 
-12 190-73013-5 . CAM ASSY, Drag chute control Jettison hook “operating ὧν ων. kar ch 1 Α 
-13 AN320-3 « ce ΝΤ . . ο ο a αὶ ag 1 
-14 4B21S3-013 . . BUSHING, Spacer. (North American) . E ya Tel in eee Üs . 1 
-15 AN23-14 v .« BOLT... X d ova ὃν Hee `y 1 
-16 190-73015-3 . ARM, Drag chute control jettison cam “operating. -Ó grate 1 A 
-17 190-73018 . SPRING, Drag chute control jettison LH . . « + +s osses 1 A 
-18 2W1AL16-24 -64 . WASHER, Plain (North American). . . +. . + + + + + + + + + * * 1 
-19 AN394-79 . PIN... wt te Dios vere. "ether οἷν τε, y cet, kak S sa —— Sele, foe eS 1 
-20 NAS464 -4-38 . BOLT, Shear close tolerance . . . Š Vt ο ος: 1 
-21 190-73022 . SPRING, Drag chute controi jettison idler EUIS σας 1 Α 

190-73048 +. SPRING, Drag chute control dethison taler torsion ab Alt ος eg NUES 1 B 
-22 NAS404-4-10 . BOLT, Shear close tolerance . . όρο qur ο 1 
-23 UNBF614YJ . BEARING, (Torrington) . . jie ce 1 
-24 190-73012-5 . IDLER ASSY, Drag chute control ' jettison hook “operating. EY 1 
-25 4B19B6-022 . . BUSHING, Press-fit flanged (Neren American) 2 
-26 MS15001-4 . . FITTING. . +. + S 14 ux eos 1 
-27 4B21S4-126 . BUSHING, sp sss (North American). δι ο. 1 
-28 AN320-7 a NUT... . Ww s cur ο o ο 1 
-29 2w18-716 | WASHER, Flat “(North American) ç fey ου ln Se fest ην. aE SS: τὸ 1 
-30 NAS464-7-38 . BOLT, Shear close tolerance . . "νιν ο ae fa 1 
-31 4B21B7-126 . BUSHING, Spacer (North American). s M ορ a an a Vee. ke τῳ 1 
-32 190-73011-5 . HOOK ASSY, Drag chute control jettison. Sa ra ta. Be Soe Waq err 1 
-33 MS15001-3 . + FITTING. . +. + + à s So spy aie ου 1 
-34 NAas464-4-14 . BOLT, Shear close tolerance oo ts E Me EID NE (ae PES 1 
-35 4B21s4-015 . BUSHING, Spacer (North American). vo. x J 5 + 2 1 
-36 6NBF817YJ . BEARING, (Torrington) . z Rate sois. ου : 1 
-37 190-73037-133 . CONDUIT ASSY, Drag chute “cable. AO EE NC rd š 1 
-38 AN924-5D . NUT.. E-W. ὥς. eo ο ὃς ο ο Ὁ O p Cte 1 
-39 2w18-816 . WASHER, Flat ` (North American) . νον BE UE, ο ΝΡ 1 
-40 B6602 . BULKHEAD FITTING, (Teleflex). . . . . + + + * + t t * . n ° 1 
-41 190-73037-119 . CONDUIT ASSY; Drag chute cable. . . .. + + + + + + * ° or n n 1 
-42 AN365-1032 . NUT SA ο pe al τῳ - 2 
-43 2418-10 š WASHER, Flat ` (North Anerican) P fel ο πα ο ο ος 2 
-44 AN3-10A . BOLT. . me idk dw OR Ὁ ντ ον Nes SS νο e 16. 2 
-45 C7505 > αἳ CONNECTOR, "(Teleflex) . ; Smeg ch te ee. oy E E ο Qa, ya 2 
-46 190-73037-143 . CONDUIT ASSY, Drag chute cable. Sr cec tel ἀλλὰ vo s A 1 
-47 2W1AL41-32-64 . WASHER, Plain (North American) . "e" P 1 
-48 AN316-10R 5 NUT ame . jak . es φὲ ; 1 
-49 C7918-1650-3000 š DISCONNECT, (Teleflex) €; ce; c9 m w οὐ αν le Se ee Si τισ, ὁ 1 
-50 NAS464P3A13 . BOLT, Shear close tolerance MEE ; BNC. (ai Tal ca 1 B 
-51 2W18-416 . WASHER, Flat (North American) . . . . + + + + + * ee * * * ° 1 A 
-52 AN173-27A . BOLT ... o» De cR "νο ο ας Φὶ | os om Ss m 1 B 
-53 4B2183-209 . BUSHING, Spacer (North American). 2 y E τον ο gs AA v et ce d S 1 B 
-54 2W18-10 . WASHER, Flat (North American) . . . . . + + + + + * * * * * ° 2 B 
-55 AN364-1032 . NUT axo Ue c ofa De sal We ο ο ο OCN Del ο... . 2 Β 
-56 AN509-10R21 + ‘SCREW... TE E DE PE e 1 B 
-57 2w18-10 . WASHER, Flat "(North American) a O mer RAN NTE 1 B 
-58 AN365-1032 . NUT. wj Ero D. ted Se 9 e . . 1 Β 
-59 2W18-516M š WASHER, Flat ` (North American). oe gl er cok te κ ... AR B 
-60 190-73045-3 . IDLER, Drag chute control jettison cam `safe arm. . * 1 Β 
-6ι NAS464P3A10 . BOLT, Shear close tolerance . . . , + + + * * * * ° E τὰ 1 Β 
-62 ^B2183-006 . BUSHING, Spacer (North American) . . . + + + * * * +. +. NE 2 B 
-63 2w18-10 . WASHER, Flat (North American) . . . . + + . * * * ee * ° š 1 B 
-64 AN36h -1032 :. NUT S 4 . . . 9 ο 1 B 
-65 190-73014-3 . ARM, Drag chute Control jettison cam `operating safe Saved ως n 1 Β 
-66 2w18-516M . WASHER, Flat (North American) . . Be pap, tetra ὑφ κα νο. 2 B 
-67 4B2183-007 . BUSHING, Spacer hata American) . vie τόνο. Q ‘ $$ 3 2 B 
-68 4B2183-003 . BUSHING, Spacer (North American) «s . . + + + ee * * * * . 2 B 
-69 2W1B12-18-20 . WASHER, Plain (North American) E 'α -— v" 4 B 
-70 190-73046 . LINK, Drag chute control jettison cam bs da qe eq E Ὁ i B 
-71 190-73047 . LINK, Drag chute control jettison cam slotted * "x qe. 1 B 
-T2 190-73043-3 . CAM, Drag chute control hook operating safe arm . . . . + + ° 1 Β 
-73 190-73050 SPRING, Drag chute control cam . . εν. aa 1 B 
-78 190-23424 FITTING ASSY, Vertical stabilizer rear beam to fuselage . Ref 


(see figure 76) 


USEABLE ON CODE: A 53-8273 thru 53- 8322 
54-1231 thru 54-1275 
B 54-1276 and subs 
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Section. τ: Ἢ 
Group Assembly Parts List 





FIGURE & 
INDEX NUMBER 


129 
-1 


-2 
-3 
Y 
-5 
-6 
-7 
-8 
-9 
-10 
-11 
-12 
-13 
-14 
-15 
-16 
-17 
-18 
g -19 
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FIGURE 129 - 


PART 
NUMBER 


207-73010-1 


c8261 

C9567 
205-"73037-129 
2W1L34-36-62 
OWLAL34-36-64 
ANQ24-5D 
B6602 
190-73037-127 
190-73037-111 
2W18-816 
AN924-5D 
B6602 
190-73037-131 
A6329 
190-73037-117 
A6329 
190-73037-141 


2W18-1016 
AN316-10R 


C7918-1650-3000 
USEABLE ON CODE: 


T. ο. 1F-86K-4 


FUSELAGE STRUCTURE (Cont) 








DRAG CHUTE RELEASE AND JETTISON MECHANISM CONTROL INSTALLATION 


1 


2 3 4 5 6 7 


NOMENCLATURE 


CONTROL INSTALLATION, Drag chute release and jettison mechanism ο + NP 
(see figure 78 for next assembly) 


e 9 $9 s s 9 9 ° s + ο ο ° 3 ὁ 


A 53-8273 thru 53-8322, 


HANDLE ASSEMBLY, Drag chute push pull 
HANDLE ASSEMBLY, Drag chute push pull 


CONDUIT ASSEMBLY, Drag chute cable 
WASHER, Plain (Norta American) . . 
WASHER, Plain (North American) . . 
NUT ον ο ws s 
BULKHEAD FITTING, “(Teleflex) | 

CONDUIT ASSEMBLY, Drag chute cable 
CONDUIT ASSEMBLY, Drag chute cable 
WASHER, Flat (North Arer ies ¿ τ 


NUT. as eure «. 
BULKHEAD FITTING, "(Teleflex) ` : 
CONDUIT ASSEMBLY, Drag chute cable 
LINE CONNECTOR, (Te1efiex) . Hd 


CONDUIT ASSEMBLY, Drag chute cable 
LINE CONNECTOR, (Teleflex) . Ε 

CONDUIT ASSEMBLY, Drag chute cable 
WASHER, Flat (North American) .. 
NUT ον ο, tete 
DISCONNECT, "(Teleflex) . + - . .. 


. 


. 
. 


54-1231 thru 54- 1275 


λος 
Teleflex 


9 * ° 9 9 9 e e e 5 :. 


F-86K-4-31-21 
UNITS USEABLE ON 
PER ASSY. CODE 
cee A 
B 


e ` 9 39 c9 ο 9 ο 9 ο 9 i5 
"o * * 0 e + » ° ο 


e... e ο 9 9 ο 5 


HHH RS 51 RS EEE B3 ID TO IO fO DO. PE P3 = 


°. + c >< 9 0 9 £9 ὁ 9 c£; ° 9 + 


B 54- 1276 and subs 


Changed 26 May 1958 











Section 11 


T. O. 1F-86K-4 
Group Assembly Parts List 


FUSELAGE STRUCTURE (Cont) 


F-86K-4-31-22 





FIGURE 130 - DRAG CHUTE LINK ASSEMBLY AND DOOR RELEASE OPERATING MECHANISM 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER Y -2.. 3. 45.5. 6 7 NOMENCLATURE PER ASSY. CODE 
130 No Number DRAG CHUTE LINK ASSY AND DOOR RELEASE OPERATING MECHANISM, +. .. NP 

(see figure 128 for next assembly) ; 

-1 AN3H3A + BOT... e ο AT EP Mx cot ve Y 
-2 4B2183-005 . BUSHING, Spacer (North American) . Wi, ra^. re GaP tes toy o λος 1 
-3 2W18-10L . WASHER, Flat (North American) .. PEE T 

190-73025 . LINK ASSY, Drag chute control release “door operating MP PS T 
-h 190-73025-3 . . SUB ASSY, Link drag chute control release . . , + + + eee 1 
-5 190-73039 e . + ROD END, Drag chute control release link assy upper .. 1 
-6 190-73030 . « » PLUG, Drag chute control release link assembly . . e +. + i 
-7 190-73026 E TUBE, Drag chute control release link assembly . . . +. . 1 
-8 190-73031 . . SPRING, Compression... gra see Lena 6 s QU ο 1 
-9 190-73029 a? x, BIN, Drag chute control release link assembly e . . +, « + + 1 
-10 190-73028 < τ Lock, Drag chute control release link assembly . . . E 1 
-11 190-73027 . . ROD, Drag chute control release link assembly . . . + + +. ° 1 
-12 AN315-3 "ER NUT. EP . QUE Gre ολο ae τὰ 1 
-13 190-73038 * ROD END, Drag chute control release link assembly . . . « + 1 
-14 AN363-1032 š NUT A eae Lux 3 
-15 2W18-10 . WASHER, "Flat (worth American)” i Mie, e AR Sy ος δν FEN 1 
-16 AN23-9A . BOLT .... PEE ES + ^ ο ee 1 
-17 2W17-10 . WASHER, Corrosion “resistant “steel "(North American) A a 3 
-18 AN173-16A . BOLT... Vo Wo EI e IS coe we 1 
-19 1B21S3-108 . BUSHING, Spàcer "(North American) . MERECE: 1 
-20 190-73033-3 . CAM, Drag chute control release door latch operating . . . + > 1 A 

190-73091-3 . CAM, Drag chute control release door latch πος ον, αφ Cu! ue 1 Β 
-21 2w18-8 a WASHER, Flat (North American) .. aioa ar 302 ay οφ. -ᾱ es SQ 1 
-22 190-7304] . ROD, Drag chute control door lock indicator. "P E ES O -ᾱ 1 
-23 AN363-1032 . NUT .... uie uo ο. A δ; ας "HET . ... 1 
-24 NAS464-3A8 . BOLT, Shear close tolerance . are ae » V Erg 1 
-25 4B21S3-010 š BUSHING, Spacer (North American) . 7 . - ο 1 
-26 190-73035 : . ROLLER, Drag chute control release door latch “operating. Ss Janene 1 
-eT 190-73034-3 . LATCH, Drag chute control release door operating . +. +. + + +. + 1 
-28 NAS464-3A22 > . BOLT, Shear close tolerance . . . . . + + * + + ee ee * on ° 1 
-29 NAS43-5-42 š SPACER, Screw and bolt . . . + ^w C A RRA κ T A 1 
-30 190-73036 . SPRING, Drag chute control release door latch . . . s + + + ο i 
-31 4B2183-108 ç BUSHING, Spacer (North American) Sc mete ον a, του. 1 
-32 AN365-428 fp NUT Q oo rs oe e * e * ο . . . ὦ . . 2 
-33 2W18-416 . WASHER, Flat (North American) E ders P S πο Ρ ERE 2 
-34 AN4 -6A v BOB Ds a A A . κ τᾱ, sy ww 2 
-35 AN363-1032 . NT. ο ο ο š ab ὦ 1 
-36 2W18-10 . WASHER, “Flat (North `American) Lx . ee E oe) wes 1 
-31 AN3-7A z BOLT . 0. 4. 2 2 0» x» G3 «Ὁ ἃ AAA AAA f Qs, S κ S 9 . i 
-38 AN201KP3A . BEARING . ... s * A ç. OL Gi κά. «Ὁ >ë aK fe 1 
-39 190-73040 . FITTING, Drag chute control “release door latch — AR 1 
-40 ος -7 3037-123 . CONDUIT ASSEMBLY, Drag chute cable . . +. +. +. + + es +< * * * * 1 
-41 c8070 GEARBOX, (Teleflex) (see figure 128) ..- .. e+ see ee es Ref 

Š - -8 14-1231 thru 54-12 B_54-1276 and subs 
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Section. - _ 


Group Assembly Parts List T. 0. 1F-86K-4 
FUSELAGE STRUCTURE (Cont) 











F-86K-4-31-23 
FIGURE 131 - FUSELAGE STATION 2 1/4 TO STATION SHROUD INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
131 165-317159-10 SHROUD INSTALLATION, Fuseiage station 279 1 to station 335 . . NP 
(see figure 119 for next assembly 
-1 AN520-10R8 + SCREW . . . + + + + + + * s + s s t 5 + s t t om t n t 9! n! ng ng 6 
AN970-3 + WASHER . « < « s < < ο Ga ο ELE t 6 
-2 AN520-10R10 . SCREW . . . oo ooo © © on on 6 
ΑΝΟΤΟ-3 . WASHER . e o . 6 
-3 AN520-10R8 . SCREW . . . ο « © © © ὁ © ὁ « © ο ww ὁ ὁ ὁ ὁ à c£; £. ο 6 
165-317113 . WASHER, Fus sta 279 1/4 to sta 335 shroud attaching . 6 
AN365-1032 s NUTS ο ὦ -. 5 e ove c e SES Vm Qe ο ο Um UP uses τώ. wl [ὁ 6 
-4 AN520-10R8 š “SCREW MIX id UO S C Fa 23 
165-317113 . WASHER, Fus sta 279 1/4 to sta 335 shroud attaching . 90 
165-317160-50 . SHROUD ASSY, Fus sta 279 1/4 to sta 335 cable . .. 1 A 
165-317160-200 + SHROUD ASSY, Fus sta 279 1/4 to sta 335 cable . "E 1 B 
165-317160-250 . SHROUD ASSY, Fus sta 279 1/4 to sta 335 cable . . . + + 1 ο 
-5 AN520-10R7 . . SCREW . . 6 « e ὁ W ὁ 0... ὁ ὁ w ὁ ὁ ὁ ὁ ο ο * ὁ ο ο 6 
ΑΝΟΤΟ-3 . « WASHER & 4 4 2 e 9 ὁ 4 9 9 ὁ ὁ 6$ 9 9 4 ὁ ο ο "wc; 6 
-6 165-317160-3 + . SHROUD, Fus sta 279 1/4 to sta 335 cable (forward) . 1 
-τ AN520-10R8 Co we “BOREN ο wem e 037 BESS CX 1.9 9 wow si 79 9. RS Ὁ, GS GN 2 
AN520-10R7 E z« ΒΟΒΕΝ. ο < .ᾱ- a we iw Ὁ vate a a LO e a ies Ὁ οφ Dye eo 8 
-8 165-317160-15 . . SHROUD, Fus sta 279 1/4 to sta 335 cable (center 1 Β 
165-317160-29 . . SHROUD, Fus sta 279 1/4 to sta 335 cable (center 1 C 
-9 165-317160-17 + . SHROUD, Fus sta 279 1/4 to sta 335 cable (aft) 1 
USEABLE ON CODE: A 53-8273 thru 53-8322 C 51-1326 and subs 


B 54-1231 thru 54-1325 





FIGURE & 





PART 


T. O. 1F-86K-4 


FUSELAGE INSTRUMENTS 


FIGURE 132 - FUSELAGE INSTRUMENT PANEL EQUIPMENT 


Section ΙΙ: _ 


Group Assembly Parts List 





Ἐ-86Κ-4-51-1Α 


UNITS USEABLE ON 








INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
132 No Number FUSELAGE INSTRUMENT PANEL EQUIPMENT, (see figure 133 for NP 
next assembly 
-1 190-51004-20 SUPPORT ASSEMBLY, Pilot's instrument panel complete 1 
-2 AN3-3A BOLT . . 2. e 12 
-3 165-51234-1 SUPPORT ASSEMBLY, "instrument panel lower absorber “LH ἢ 1 
-4 190-51034 SUPPORT ASSEMBLY, Instrument panel lower absorber £ 
-5 7002M MOUNT, Met-L- Flex unit (Robinson) A 1 
-6 SK179B1032-9 SCREW, (American Screw) : : 2 
-1 ANTh2D22 CLAMP ... 2 
-8 C10FA5h8-2 VIBRATOR, Instrument panel (Globe ' industries) “(use GLOFA548 1 
untl exh) nene wth Safe ci ΕΙΣ 

-9 AN365B632 NUT ο wow a we . . 4 
-10 AN515B6R6 SCREW... . . y 
-11 5B16 RETAINER, Bolt “(North American) . . ` - 2 
-19 5B27D29-9 BOLT, Instrument pane! mounting (North: American) . E 2 
-13 AN341-416 NUT . . . . . — 2 
165-51262 RESISTOR ASSEMBLY, ἜΣ auto- “pilot. Rees «ος ase 1 

-14 RC21BE10lK RESISTOR, 100, 000 ohms 1/2 watt “(Spec JAN- “R11) . N 1 
-15 207-51005 PANEL ASSEMBLY, Pilot's instrument complete (see figure 135 1 

for breakdown) 
213-51005 PANEL ASSEMBLY, Pilot's instrument complete (see figure 135 . 1 B 
for breakdown) 
-16 173-510h2-30 PANEL ASSEMBLY, Pilot's lower instrument complete (see V prre 1 
- figure 137 for breakdown) 

-1T 165-51250 PLATE, Pilot's instrument panel radar scope ΠΣ š 1 
-18 K114 MET-L-FLEX UNIT, (Robinson) (see figure 108) . . . .. Ref 


USEABLE ON CODE: A 53-8273 thru 53-8322 
54-1231 thru 54-1325 
B 54-1326 and subs 
_— AAA A AAA q J CCCC—— U 





Group Assembly Parts List 


Section 11 




















T. O, 1F-86K-4 





Section. 1: 


` Group Assembly Parts List 


FUSELAGE INSTRUMENTS (Cont) 


nn: Tore 
UNITS USEABLE ON 


FIGURE & 
INDEX NUMBER 


133 


-10 
-11 


-1} 


-16 
-17 


-174A 
-17B 


-16 


-19 


-20 
-21 


-22 


-23 


-24 


PART 


(International Resistor Co) 


:*] Used on airplanes modified per T.Q. 1F-86K-545. 


*2 Relocated when modified per T.O. 1F-86K-547, (see fig. 134) 
*3 Used on airplanes modified per T.O. 1F -86K-547. 
*4 See fig. 243B for new location on airplanes 

modified per T.O. 1F-86K-548. 


USEABLE ON CODE: A 54-1326 and subs 


Changed 26 May 1961 


NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
207-51031 INSTRUMENT EQUIPMENT INSTL, Fus complete (see fig. 78 for next NP 
assy and figures 134, 138, 139, 140, 141, 142, 143 and 
145 for additional breakdown) 
No Number . FUSELAGE INSTRUMENT PANEL EQUIP., (see fig. 132 for breakdown) NP 
No Number *4 | AMPLIFIER, Single channel integral slaved gyro magnetic 1 
compass type A2 (Spec MIL-A6589) (AERNO 60-1702) 
Sperry) (GFAE) i 
AN3199-2 . STUD, (furnished with mis dede κ. δια, l9 2 
4846162 . STUD, (furnished with amplifier) (GFAE) . . . . +... 2 
AN5766T3 . COMPASS, Magnetic pilot's stand-by (Kollsman) (GFAE) 1 
SK179BP6-16 . SCREW, (American Screw) . . . . + + + + + t . + ° on n 4 
A8943-632 . NUT, (Tinnerman) . . . . + + + + > + + + t t n m n n ° 1 
SK179BP6-16 . SCREW, (American Screw) . . . + + + + * + + o * . on n 1 
AN507B632R14 . SCREW... SOLE E anal wih! δ) oA Ete δν ο Se usps ve δα se 1 
A8943-632 . NUT, (Tinnerman) . .. + + + + + eae : 2 
B4880-6 . FIXTURE, Instrument lighting (Grimes) .... + + + * ... . + 1 
No Number . ACCELEROMETER, Aircraft pilot's warning (Eclipse-Pioneer) . . 1 
(Spec MIL-A5885) (AERNO 60-0206) (type B6) (GFAE) 
190-51043-12 . POTENTIOMETER ASSY, F5 auto-pilot load . +. . +. + +. * + 1 
ATTACHING PARTS 
AN515-6R5 . SCREW . Be S ο uetus ÉS 1 
AN515-10R8 > ASCREW V Wow 4^6 ᾱ, WU SQ νο) e te os 1 
ος mte 
ΑΝ365-632 νο. NUT ὁ να 1 
AN515-6R5 vow SSQBEW. < ο ο ο Re oe ca ee Ee ee es 1 
196P47 452813 . . CAPACITOR, (Sprague)(intrch wth Micamold 3554900 style 2). 1 
49M9-1000 . . RESISTOR, (Clarostat) (use Clarostat 49W9-1000 untl exh) . 2 
49M9-500 . . RESISTOR, (Clarostat) (use Clarostat !9W9-500 untl exh). . 1 
CM16837 . . RESISTOR, (Clarostat) (use Clarostat 49W9-250/250 untl exh) 1 
190-54042 . . BRACKET, Auto-pilot potentiometer support . . s + + . +. +. 1 
190-51029 . . INSULATOR, F5 auto-pilot potentiometer . . . . v +... 1 
1065-3 *o . CONTROL, Servo type 05 (Seaboard) (Spec MIL-C5368) (AERNO 1 
60-2133) (GFAE) 
ATTACHING PARTS 
AN507-1032-8 .CUSCREW,G le a we e A A Te V Coste osse Ss 8 
2W17-106 . WASHER, (North American) s . . + + + + + + + + ° +. . . . n 8 
AN365-1032 s μμ ΗΕ ο ixl does rte ο oe MUN 8 
RO-43/APH *3 . RECORDER, Magnetic tape (GFAE). . . . ......: eo š ws 1 
K173-2 *3 . MOUNT, (Robinson) (intrch wth Barry 12435-1). . S dn "MD us. fe 1 
AN520-10R8 *3 .. SCREW ç ¿ € eges ος 9 a ιδ e 4 
2W18-10 *3 . WASHER, (North American). . , . ecs + + + + + s + t + or m t n] 4 
1600E . CONVERTER, Power (vertical gyro indicator) (Lear) .... 1 
(use Lear 1600B untl exh 
1600F . CONVERTER, Power (yaw damper) (Lear) (use Lear 1600C untl exh) .1 
ATTACHING PARTS ; 
AN515-8R8 :. SCREW ore aue ὦ. ο e sU s ος, φ, ae e A 8 
που ἘΠ 
Νο Number *1 + AMPLIFIER, Electronic control 2 channel type MBI (Spec 1 
WCL595) (AERNO 60-2151) (GFAE) 
ATTACHING PARTS I 
AN507-10R14 . SCREW 406 wie da δν k τς οι ος mom ed se el ae 4 
ud ue 
No Number κ . AMPLIFIER, Type B7A (Spec 21074D) (GFAE) . . . + + + + + «+. 1 
. 187873 . BOLT, Tide with m ο. τον ουσ η 2 
251370 . STUD, (furnished with amplifier GFAE . . . . 9 ο 2 
AN365D1032 . NUT, (furnished with amplifier) (GFAE) . .. + ......-. 2 
201-51050 . RESISTOR ASSY, Type J2 compass system E Ἡρι-νῳ 2 
308A -. . RESISTOR, 2200 ohm (Spec MIL-R93A) 1 
(International Resistor Co) 
201-51050-3. . RESISTOR ASSY, Type J2 compass system . +. . +. + + © © * * * * 2 
308A . . RESISTOR, 8200 ohm (Spec MIL-R93A) +. . . +. + + + +. +... + 1 
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FIGURE & 
INDEX NUMBER 


134 


-1 


-2 
-3 


-4 
-5 


-6 
-7 
-8 
-9 
-10 
-11 
-12 


313 


-14 


-15 


-16 
-17 


-18 


-19 


-20 
-21 
-22 
-23 
-24 
-25 


-26 
-27 


PART 
NUMBER 


207-51031 


673712-1 
ATTACHING 
AN520-10R8 


---ᾱἘ..- 


207-51025 

207-51025-10 
ATTACHING 

AN515-8R24 


AN833-4D 
11CRSC2 


AN6289-4 
AN6291-4 
AN6290-4 
AN515-6R6 
MS28005-5 
187-51137 
EA727K1 
ATTACHING 
AN507-832R7 
AN515-8R7 
AN365-832 


1600D 


ATTACHING 
AN507-832R7 
AN365-832 


No Number 


ATTACHING 
AN526-1032R14 
AN970-3 


No Number 


---*-- 


ATTACHING 
AN500A6 


165-51237 
No Number 


ATTACHING 
AN4-6A 
AN960- 4116 


=... 


No Number 


ATTACHING 
AN520-10R8 


---ᾱ-- 


AN520-10R10  *1 
2418-8 *1 
AN520-10R8 *1 
2W18-10M *1 
NAS679A3 #1 
1065-3 *1 


242-740012 #1 
242-740013 *1 





FUSELAGE INSTRUMENTS (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 


INSTRUMENT EQUIPMENT INSTL, Fuselage complete (see figure 78 . 
for next assembly and figures 133, 138, 139, 140, 
141, 142, 143, and 145 for additional breakdown) 
: CONVERTER, Power (32 ad: (Sperry) . .... Sed aah, ts 
PARTS 
SCORE Wat e mole ο Wu aw, RS uie. Tal iR e το. ο ο ος 
. SUPPORT ASSY, Alternate hyd press. transmitter complete . . 
. SUPPORT ASSY, Utility hyd press. transmitter complete . . . 
PARTS 
. SCREW, (4 each used on 207-51025 and 207-51025-10) ... 
ELBOW, (used on 207-51025 assembly only) . woe fee 
SNUBBER, (Operating & Maintenance Specialties) . ois us: 
(used on 207-51025-10 assembly only) 
NUT, (used on 207-51025 assembly only) . Vue y ον ons 
RING, (used on 207-51025 assembly only) που 
GASKET CREE a a E or at ος a a tele 
SCREW . . . 


] TRANSMITTER, Synchro style 320° "movement (nya. press. ` )(GPAE) 


SUPPORT ASSEMBLY, Fuel pressure tradsmitter E NE 
3 AMPLIFIER, Fuel quantity (Liguidometer) . . . κ. ἐφ ἃ δῷ. ede 
PARTS 


SCREW δν δι Guo a Velum moy DD αρ w EO SEE US s Ἕν 
SCREW μαμα s ee. οὐ su uu, ND u oig αν YS νο» 
ιν. ο te Aae ο ο "-—-—-—————————— da 
CONVERTER, Power (auto-pilot) (Lear) (use Lear 1600A . . . 
untl exh) 
PARTS 
SCORE a, Serene MATA Rs eie UR φώτα; NY AE RU ρον 
NUT MD "PL mE 


. CONTROL, „Auto-pilot gyro and amplifier type ΜΑΙ (Spec... 
WCE2 85A) (AERNO 60-2107) (intrch wth 


Spec WCE285 type ΜΑΙ) (GFAE) 
PARTS 
SCREW. τμ wes Doe. See: ο ο Se BES ὁ ya GR eas et “Q 
- WASHER .......-... A ar a ον s 


. COMPUTER, Calibration auto-pilot type S1 (Lear model 1046E) 
(Spec WCE119) (AERNO 60- = (intrch wth 
type Sl Lear model 10460 Spec WCE119) (GFAE) 

PARTS . 
a SCREW. 0.06 ο ο Q ον Ὁ ἃ. Se ORE Tele m a a V. fs 
SUPPORT ASSEMBLY, Airspeed calibration compensator . . 

CONTROL, Elec driven gyro directional slaved non- indicating 
type S3A (Spec MIL-C6231) ee 60-1480) 
(intrch wth type S3) (GFAE 
PARTS ` 

* BOLT +... « w «© © © ο © ο ο ὁ ὁ ὁ 5 5 9 o... ο n 

+ WASHER . « ο 4 «© © © © © © © © © ο ὁ 9 ὁ ο o n nm n9 «ο 

« CONTROL, Vertical gyro remote flight indicator type K4 
(Spec MIL-C6585A) t 60: 8549) (Lear) (intrch 
wth type K4 Spec 21334) ( ne 


PARTS 
SCREW s ο ve us QE T ee Be e es ente lie wm. nes 
s SCREW Z sl ο ce ο ο s 09108 OS a o SL ο 
. WASHER, (North American). . . s . . + +s + «.-«« 
. SCREW .. A ce vo ἐφ ο Jut, fal Pe st o 
. WASHER, (North ' American). sh rain ἃν ο ο E A 
. NUT š : : νην ser er a 
A CONTROL, Servo. type 0-5 (Seaboard) (Spec MIL. 105368) . . . . 


(AERNO 60-2133) (GFAE) 
BRACKET, 0-5 Servo control support, assy of . . . . + + + +. 
PLATE, Base 0-5 Servo control . . , + . +s + s +s o.s è e s o 


*1 Used on airplanes modified per T.O. 1F-86K-547, (for airplanes not 
modified see fig. 133) 


Changed 2 December 1960 
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FUSELAGE INSTRUMENTS (Cont) 











F-86K-4-51-4B 


FIGURE 155 - PILOTS INSTRUMENT COMPLETE PANEL ASSEMBLY 


254 Changed 15 April 1960 











Section. 1: _ 


To Os κος Group Assembly Parts List 


FUSELAGE INSTRUMENTS (Cont) 


FIGURE & PART UNITS USEABLE ON 





INDEX NUMBER NUMBER τ 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
135 207 -51005 PANEL ASSEMBLY, Pilot's instrument complete (see fig. 132 . . . . Ref A 
: Ρ ` for next " assembly) 
213-51005 PANEL ASSEMBLY, Pilot's instrument dómpiets (see fig. 132 . . . . Ref B 
for next assembly) 
No Number . PILOT'S INSTRUMENT PANEL LIGHTING FIXTURES AND MISCELLANEOUS . NP 
EQUIPMENT, (see fig. 136 for breakdown) 
207-51003 . PANEL ASSEMBLY, Pilot's instrument . . . . . e + + . . s 3. C 
207-51003-11 . PANEL ASSEMBLY, Pilot's instrument . . . . . + s + e ο s^ 1 D 
207-51003-13 .. PANEL ASSEMBLY, Pilot's instrument . . . +... s + + +s +s + s a n 1 E 
. 213-51003 '. PANEL ASSEMBLY, Pilot's instrument . +. . . , + s + s < + s s o 1 B 
-1 173-51028-3 ee «ὁ SPAREN UM bank indicator instrument panel . . ... 1 
front 
173-51028-5 n s AME eck) and bank indicator instrument panel ..... 1 
back 
-2 98293-2-.220 . . STUD, arc udi E E ο. ¿ade TO 
-3 98293-2-.250 š . STUD, Airloc (United-Carr s ve . a Sg. oe eee n 2 
99785-2 š PIN, Airloc (United-Carr) . . . , , + + + < + + s s . .. 4 12 
-4 25101B16A1A1 P INDICATOR, Rate of flow type A20 (Eclipse-Pioneer) ee ae “ay RN A T C 
(Spec MIL-17203) 
No Number *2 . INDICATOR, Rate of flow type A20 (Spec MIL-17203) (AERNO . . . 1 B,D,E 
š 61- 2418) (intrch wth Spec MIL-17203A) 
-5 EA737BB1A . INDICATOR, Fuel level (Spec AN-G31A) (Liquidometer) . . ... 1 
-6 Νο Number κο... INDICATOR, ιών type E34 (Spec MIL-I6470A) (AERNO . .. 1 
1-0223 
-7 No Number *2 . INDICATOR, Temperature thermocouple engine exhaust type ΚΒ .. 1 
(Spec ο (AERNO 61-8856) (intrch wth 
3 i Spec MIL-I5892A 
-8 AN5825T7 . INDICATOR, Rate of climb... E TS a e s 1 C 
AN5825-7 *2 , INDICATOR, Rate of climb (Spec MIL- 17721) 9: * "E 1 B,D,E 
-9 8DJ50GAB1 . INDICATOR, Variable jet nozzle position (General Electric) ο 1 
-10 No Number "2 . INDICATOR, Vertical gyro type ΒΙΑ (Spec MIL-I6501A) ..... 1 
(AERNO 60-5601) (whn exh use type MM1 Spec MIL-I25022) 
-11 No Number *2 . INDICATOR, Directional gyro magnetic compass type V7A .... ak 
(Spec MIL-I5126A) ἵετο 60-1522) 
-12 178854801 ` . INDICATOR, Trim (Westinghouse) (intrch wth International . . . 1 
Instruments Inc. A- SP363) 
-13 AN5743L2 . CLOCK, Type A11A i ua Watch) . ο ie ee 1 C 
No Number *2 . CLOCK, Type A13A (Spec MIL-C6499) (AERNO 60- 1201) (GFAE) . . . 1 B,D,E 
-14 ID48/ARN *3*5 . INDICATOR, Instrument approach (GFAE) . .. VUE. verc ig ca 1 Α 
207-51023 *3*5 , PLATE, Instrument mounting hole cover (to be removed Ἐ« ος 1 A 
: : upon installation of ID48/ARN) y 
-14A ID249A/ARN πο , INDICATOR, Course pointer (Spec ΝΠ, C628h) (GPAE). . . 1 B 
(intreh wth ID249/ARN, ID249B/ARN, ID351/ARN, 
ID351A/ARN and 1D387/ARN) 
207-51023 ` *3*5 . PLATE, Instrument mounting hole cover (to be removed . . . . . 1 B 
upon installation of ID249/ARN) 
SK179BP6R18 . SCREW, (Amer. Screw) (used wth 207-51023 plate). . . . . . . . 1 
NAS43DD1-16 £ SPACER, Screw and bolt (used with 207-51023 plate) rg $c. 1 
-15 No Number Edi a INDICATOR, Airspeed pitot static type L7A (Spec MIL- 15356) ος -Ἔ 1 Α 
š (AERNO 6ο- 4937) (intreh wth type L7 Spec MIL-I5356) 
-15A ID148-21 . PACKAGE, Detail marking instrument identification and panes . 1 
-15B No Number rro, INDICATOR, Airspeed and Mach number type ME} (Spec . . . ore T B 
MIL-I25137) (use type ME2, Spec MIL-T8269 untl exh). 
-16 No Number *2*3 . MACHMETER, Pitot static operated type A2B (Spec MIL M5388) . . 1 A 
(AERNO 60-0211) 
-16A ID250A /ARN *h . INDICATOR, Course (GFAE) (intrch wth ID250/ARN). . . . . . . . 1 B 
20771-51025 *5 . PLATE, Instrument mounting hole cover (to be removed upon . . 1 B 
: installation of ID250/ARN) - 
-17 AN5760T4B *1 . ALTIMETER, Pressure (AERNO 60-1522) (Spec MIL-A6863) (GFAE) . 1 
-18 ID91B/ARN6 *5 , INDICATOR, Radio compass (GFAE) (intrch wth IDQ1A/ARN6) . . . 1 
-18A ID510/ARN *4 . INDICATOR, Range (GFAE) (replaces ID91B/ARN6 when . . . . .. 1 B 
AN/ARN21 radio equipment is installed) 
-19 MS28024-1 *2 . INDICATOR, Turn and slip (Spec MIL-17805) .......... 1 
-19A 1D145-3 . DECAL, Detail marking, power source . . ,. , e , +s + + + + x+ <+ + 


*1 Refer to T.O. 1F-86-524. 

*2 Parts marked thus are GFAE on airplanes 54-1231 thru 54-1350 PS ΄ 
*5 Removed from airplanes modified per T.O. 1F-86K-549. 

*4 Used on airplanes coded "A" when modified per T.O. 1F-86K- 549. 

*5 Refer to T.O. 1F-86K-545. 

USEABLE ON CODE: A 53-8273 thru 53-8322, 

i 54-1231 thru 54-1325 

54-1326 and subs p 
53-8273 thru 53-8322 

54-1231 thru 54-1275 

54-1276 thru 54-1325 


tz) C O tJ 


Changed 26 May 1961 y 255 
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F-86K-4-51-3C 


FIGURE 136 - PILOT'S INSTRUMENT PANEL LIGHTING FIXTURES AND MISCELLANEOUS EQUIPMENT 


256 Changed 15 April 1960 
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T. O. 1F-86K-4 


Group Assembly Parts List 
FUSELAGE INSTRUMENTS (Cont) 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
156 No Number PILOT'S INSTRUMENT PANEL LIGHTING FIXTURES AND MISCELLANEOUS . NP 

EQUIPMENT, (see fig. 155 for next assy) 
-1 AN3157-4 LIGHT ASSY, (sensitometer warning) " . Š ns B 1 
AN3121-313 LAMP. ο MP μμ A 30 ος š ος " 1 
-2 AN3027-6 SWITCH, (fire warning) 5 2 caps 7 νο. ; 1 
AN3223-1 BOOT ο A z a " < » 5 š 1 
-5 AN3157-8 LIGHT ASSY ....... š x E . 5 η 1 
AN3121-313 LAMB: a Φως . A è . $ SS 1 
-4 AN3157-6 LIGHT ASSY .. ET $ . > š š ë icis 1 
AN3121-313 LAMP .. š Ac AN NEP NE . . $9 1 
-5 C3100DB3 SWITCH, Compass fast slave (Hetherington) . . . M 5 ENS 1 
-6 B4755 *1 FIXTURE, Instrument lighting (Grimes A " E "e 1 
B6610 *2 FIXTURE, Instrument lighting (Grimes Ἐν Ὁ, αὰ s 7 P l A 
-6A B4755 FIXTURE, Instrument lighting (Grimes E. ἃ A E^ 2 
-T 138604 . SWITCH ASSY, Fuel quantity indicator test (Ucinite) . . . . . 1 
AN936A716BS +. WASHER . e a ο ο μονο 1 
-8 B4850 . FIXTURE, Instrument lighting (Grimes) PADRE ES PDC DE 1 
-9 AN507UB632R20 +, VSCRIEW g u io ος Ver ese ἑῷ WU OKU 4; δι δν Sa Ca, ο. δα, a Ὡς Sd Φα 2 
-10 AN507B632R20 «s «SCREW, zw ¿é Se wee. Yw - BES, Se WU NW = ου ΡΝ e 2 
A6939-632 . NUT, (Tinnerman) . ..... -— σὲ ῳ E Gu ais 4 
-11 SK179B6-16 . SCREW, (Amer. Screw) . αὶ “Ὁ δόλῳ €. Si ὑφ. "oom ee Se^ wie 2 
A6939-632 . NUT, (Tinnerman) . . 3 nis "Er 2 
-12 B4756 *1 . FIXTURE, Instrument lighting (Grimes) "ET δι Sud όν E NUI, τς 1 A 
B6611 *2 . FIXTURE, Instrument lighting (Grimes) . . DUET 1 B 
-13 AN507UB632R20 pa 010 MEME" s ws νῷ «ἀεὶ ve σοι.” 1 Α 
AN507UB632R18 ax SCREW ) 60 <a: eras e eta E US, ᾱ SG Re ee et de ai ας νο So ἐν προς 1 Β 
-14 AN507B632R20 v. ΡΟΒΡΝ I a ο δν xv sw ve w à M oig δν τα res Dado. KO Se. dor! oce, 1 A 
AN507UB632R18 s ISOREW^.— 0203 ie M ER ο νο ο 1 B 
-15 AN515B6R20 . “SCREW X πο. Ὁ ο) Wee ee * 0€ e ce ope W ος ὁ . ES ο” 1 A 
AN515B6R18 a “ASOCREW sa a SW. €. . ὃν Ya Se Soviet. Get τους ὃν hes se eo 1 2 B 
A6939-632 . NUT, men παπα. s πα. MPO ον ον ροών ο 3 A 
A6939-632 . NUT, (Tinnerman E š ES Sa A 16 4 B 
-16 B4872- #2 . FIXTURE, Instrument lig hting (Grimes DA re 1 
-17 AN515UB6R18 uz. SCREW V wo ο ow ο ο ο CM vw ο bia vist ieee at a 1 A 
AN515UB6R20 . SCREW... O RT Tu o. m ο Who δν el ie e esu 1 B 
A6939-632 . NUT, (Tinnerman) Lx actui Sew UR αν a 1 Β 
-18 B4789 . FIXTURE, Instrument lighting (Grimes) ο a S Q: e. SQ Q U S YQ 2 | 
-19 7S14CN1032~22A +. SCREW, Round head corrosion resistant (North American) . . . 2 
NAS43DD3-10 . SPACER, Screw and bolt . . + + + + + e © © © © © © . ooa 2 
-20 7S14CN1032-12A . SCREW, Round head corrosion resistant ao American) . . . 2 
-21 TS14CN1032-24A . SCREW, Round head corrosion resistant (North American) . . . 2 
NAS43DD3-10 + SPACER, Screw and bolt . . . + + + + + s © + © © * ee * * ° 2 
-22 μάς . SCREW, Round head corrosion resistant (North American) . . . 2 
-23 B4855 *] . FIXTURE, Instrument lighting ims aS ο ley Si vee cav tel ὥρων Forbes 1 
B6610 *2 . FIXTURE, Instrument lighting (Grimes IE. ο μασ 1 Α 
-24 AN515UB6R20 NES Udo V es tec ο Exc ENP SE oe, ο δι δι. λε ca τὸ E 1 
AN515B6R20 . SCREW... την Zon Gala . ο ο ο a Year us 1 
A6939-632 . NUT, (Tinnerman)' ç Wo e DES a W ο ο S ere 2 
-25 A5610-24 A FIXTURE, Instrument iighting ` (Grimes) ον ος το PES 2 
-26 AN515BÓR20 + SCREW . . + . ο ο ο ο ο ο Ds ο Li, e 2 
A6939-632 . NUT, (TAnnerman) -— HAT eg: ee ae rue 2 
-27 B6602 . FIXTURE, Instrument li zhting " (Grimes) (use Grimes ...... 1 
B4889-6 untl exh 
-28 SK179B6-24 . SCREW... ορ. S lat ness tel ο ο te OP ο ae ee δρ 2 
A8939-632 . NUT, (Tinnerman) ο a E P TA A ο ο ο. 2 
-29 AN515UB6R28 + SCREW . « + + + < ° ο ° EE wide. Uer σι "RA Tod Us 1 
AN515B6R28 < "SCREW Ὁ. ὁ ᾱ- 4 wae Se aw e. ... . . * ο ο ο 1 
A8939-632 e (NUT qu) a qa ο ο ο son tes id at v ὅν τρ ha οὔτ] ἕω 2 
-30 SK179B6-16 . SCREW, (Amer. Screw) . . + + + + + σας BOUE RE fs, 5 
A6939-632 . NUT, (Tinnerman) . . . . š E R μα. 5 
-31 A5605-24 . FIXTURE, Instrument lighting (Grimes) (use Grimes «yu ie. ven de No 6 
A5299-24 untl exh) 
-32 T1270 *] . LIGHT ASSEMBLY, Oxygen warning (Maister Specialties) . . . . + 1 D,E 
AN3021-3 *2 . SWITCH, Course pointer .. ο, Wu 8 1 B 
-33 397-7 . COVER, Electrical terminal block ` (Henry Engineering) i E EF 1 
-34 AN3436-2-7 . TERMINAL BLOCK ASSEMBLY . . +. +. - +s < © © © © © © © © e e o n 1 
-35 AN3433-2-7 < UBUS. fone a A E a e -ᾱ- -ᾱ- ὁ e 1 
-36 AN816-4D . NIPPLE, Buc machmeter and airspeed indicators) . . . 5 A 
AN816-4D *2 . NIPPLE, (altimeter and airspeed indicators) . . . . . . . < < 3 B 
-37 AN823-4D ¿ ELBOW, (rate of climb) ios... are e... ο ὁ ὁ s 1 
-38 AN515B6R20 e SCREW . ο «© a «© © »  « e ο e * SUMO ὁ ο a a * 9-6 * ὁ ο . 3 
-39 AN515UB6R20 + SCREW. .... e. + * ° < = < * ο + t! t5 n) n 1 
-40 45605-24 FIXTURE, Instrument lighting (Grimes) (use Grimes . . . . . . 2 B,C 
A5299-24 untl exh) 
-41 AN507UB632R20 « SCREW . . s s © © © © e we ὁ * e ο G 06 e c q 9 “«“«»«.».'«. 1 D 
-42 AN507B632R20 . SCREW . . 4: ον ο j “ee E 9 ox 1 D 
-43 B4755 . FIXTURE, Instrument lighting ' (Grimes) y a O O S 1 D 
-44 SK179B6-16 Ç SOREN, (Amer. Screw) l1 το 4 we erm ὁ ἡ ὦ S USU ο. ee 2 D 
A6939-632 , (Tinnerman) -T————— PO S 2 D 
*1 Removed from 2 ται ον modified per T.O. 1F-86K-549. 
*2 Used on airplanes coded "A" when modified per T.O. 1F-86K-549. 
USEABLE ON CODE: A 53-8273 thru 53-8322, C 54-1231 thru 54-1325 
e 54-1231 thru 54-1325 D 53-8273 thru 53-8322 
B 54-1326 and subs E 54-1221 thru 54-1275 
Changed 15 April 1960 257 
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F-86K-4-51-5 
FIGURE 137 - PILOT'S LOWER INSTRUMENT PANEL ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
137 173-51042-30 PANEL ASSY, Pilot's lower instrument complete (see figure 132 . . Ref 
for next assembly 
-1 AN3157-6 . LIGHT ASSEMBLY, (generator) ............. s 2 
AN3121-313 νο AS vlc ue ο nau ey ο ἐν tas ve otras tat W ο ο. 2 
-2 AN3157-4 + LIGHT ASSEMBLY, (alternate flight control) .....0....., 2 
AN3121-313 a DAMP e ld Ut eo. f 9 o9 ο ὁ ο ο ο 5 ^ ο ο 2 
-3 AN3502-2 or EIGHT ASSEMBLY? n ai e ja. ο ie) “ees Beles os cal Vo ra το 2 
-4 173-51043-5 + REFRACTOR, Pilot's lower instrument panel .. She? o AEN ice 1 
-5 AN515B6R8 s SCREW: peas a tote. τν ο οἴῳ a dam e Ὢ e * * » ὁ * € ὁ e ο ο 2 
-6 NAS43DD1 -4 + SPACER, Screw . . < v s +w +s . s qia si s ο... 2 
-7 97000-1 + SWITCH, i (hydraulic power system press. indicator... 1 
Selector 
AN515-4R3 e SCREW, (replaces screws supplied with 97000-1 switch) .... 6 
ANO36B! + WASHER, reis washers supplied with 97000-1 deed RU. 24 
2W1B8-8-32 + WASHER, (replaces washers supplied with 97000-1 switch eds 6 
-8 A5299-24 + FIXTURE, Inst lighting (Grimes)(whn exh use Grimes A560524) . 4 
-9 MS28010-5 + INDICATOR ASSY, Hydraulic pressure Synchro single 2 inch... 1 
Size O-4000 psi (Spec MIL-I7084) (GFAE) 
AN5808-1 v- CLAMP: (¿uo a a aye: met deo ο ας Tan Ge o Q YL UR E / 19 TA a ῴ”.φ i 
-10 MS28010-2 + INDICATOR ASSY, Oil pressure synchro Single sytle 2 inch... 1 
Size O-100 psi 320? scale (Spec MIL-17086) (GFAE) 
AN5808-1 μα κα. ο erc E ο a ole a Ble, San ως νο a 1 
-11 AN3436-2-2 . TERMINAL BLOCK ASSEMBLY ........ ο Jur Ow ο I|) et es DAS Ge 1. 
AN3433-2-2 BUS ae e ο ecu ο Ce μμ ας ο UR 1 
AN3434-1 ARA hs So wal can ντ ον ο πῶς AD σον sb 2 
-12 397-2-2 . COVER, Electrical terminal block (Henry Engineering) . . . . . 1 
-13 173-5104 - GUARD ASSY, Pilot's lower instrument panel . . . . . . . . . . 1 
-14 173-51041-30 + PANEL ASSY, Pilot's lower instrument . . . . . . . . . "EC ο 1 
 — Á———— σι A € «SCREENS ACRES e ..- 
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F-86K-4-51-11 


5 —» 26 


FIGURE 138 - FUSELAGE FUEL AND OIL INDICATING SYSTEM EQUIPMENT 


HR A. ο A EON 
FIGURE & PART š UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
138 : N 
3 207-51031 . INSTRUMENT EQUIPMENT INSTALLATION, Fuselage complete (see , . NP 


figure 78 for next assembly and figures 133, 135, 139, 
140, 141, 142, 143 and 145 for additional break- 


down) 
-1 AN515-8R8 . a SCREW. . konaca ai . a ὁ ὁ . . ο: ος νο tm on t gm ng. 8 
-2 165-51081-10 . . RING, Forward fuselage cell liquidometer attaching . +. » + 1 
-3 165-51082-10 . . GASKET, Forward fuselage cell liquidometer attaching . + . 1 
-4 ANTÀ-6: a uw BOLT, ` + ος τν Q sU cl € w le ai τς Wo 4. a ce. ᾱ- «ο 8 
-5 ANQ60C416L . . WASHER . . 4. . + + +s + s + + s oa . s 9 e s gesti t] ° ng 8 
-6 EA501AP1330 ` i TANK UNIT ASSEMBLY, Fuel float (Liquidometer) . . . . + + + 1 
-7 165-51160-3 .. . GASKET, Forward fuselage fuel tank float type transfer . . 1 
switch 
-8 ΑΝ3ΗΛΑ + ο BOLT . 2 ç e e 9 e ee s e a 9 5 6 ο ü ° ° * ° ° ° ° ° ° 1 1 
-9 205AC1/4 ` | WASHER, Lock "O" seal (Wolfe, Franklin) . . . + + + + * * ° 2 
-10 ANQ60D416 1.2. WASHER 4 < ος ον ὁ o Lese s mmo. ο. ὁ e eroe e e e Romo, ᾱ 1 
173-51007 . INSTRUMENT EQUIPMENT INSTALLATION, Fuselage station 154.125 . NP 
to 279.25 LH side (see figure 110 for next assembly) 

190-51025 . . SUPPORT ASSEMBLY, Oil pressure transmitter , . . + + + +. +. 1 

-11 AN924-4D a + . NUT O... s s s s s ο s. 9 s 0 e se q s e s ο. ὁ ο ° Š 1 
-12 AN833-4D 2o. . . ELBOW ss 1 
-13  . AN6290-4 . . « GASKET. . 4 ὁ - s ew s + ο ο m 0 s 0 0 | t] ] < | 9 nt 1 
-14- AN515-6R6 e a . SCREW . . .. + . s s + s sa e ο e + 9 s t s . tf t! 9 tg] 4 
-15 MS28005-2 . . . TRANSMITTER, O11 pressure synchro style Ὁ to 100 . . . +. 1 

psi 320° movement (intrch wth Spec MIL-T5796 
- : type F2 or type F2A) (GFAE) f ' 
-16 187-51137 Exe SUPPORT ASSY, Fuel pressure transmitter (use. . so ο 1 
: 187-51045 unit exh) 

-17 8o9-2 . + . « MOUNT, (Robinson) . . .. + + + IE a 1 
-18 ANI -12A . . BOLT . .. . . e. eS om sm . . ns ov . th n t m . n ng n 3 
-19 2W1AL20-20-64 ` ` WASHER, Plain (North American) . . . . . + + + + ee * * ° 3 
-20 AN3-3A zo. BOLT o o9 Te c9 le. 9 r9 A c9 Cas ο es 2 
-21 AN520-10R8 . . SCREW. 6 6 ee ee * * os 9 9. d t c t f Sa: m . ew t t! | 2 
-22 ANQ24-16D νυν, on 9 ΗΡΙ, 2 
-23 AN833-16D . . ELBOW... ee eee ο ο ο παν 2 
-2h M29512-6 . . GASKET . . . + í + s + + s + + rk t s 9 9 nmt 2 t! t t| ng 2 
-25 9115-16D1 . . TRANSMITTER ASSY, Fuel flow type J6A (Eclipse-Pioneer) 1 


(Spec MIL-T6598C) (intrch wth Eclipse-Ploneer 
9115-16B1A or 9115-16C1A) 
-26 190-51040 . . SUPPORT ASSEMBLY, Fuel flowmeter transmitter . . . . . . . 1 


Changed 20 February 1959 259 
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F-86K-4-51-8B 


FIGURE 139 - FUSELAGE AIRSPEED PRESSURE SYSTEM ' 
260 I Changed 15 April 1960 








FIGURE & 





PART 


T. O. 1F-86K-4 
FUSELAGE INSTRUMENTS (Cont) 
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UNITS USEABLE ON 


PER ASSY. CODE 


INDEX NUMBER NUMBER 1 3 4 5 ό 7 NOMENCLATURE 
129 FUSELAGE AIRSPEED PRESSURE SYSTEM 
207-51031 . INSTRUMENT EQUIPMENT INSTL, Fuselage complete (see . . . NP 
fig. 78 for next assy and figs. 133, 134, 138, 140, 
141, 142, 143 and 145 for additional breakdown) 

-1 165-51214 BLOCK ASSY, Airspeed pressure disconnect . . . . . . " 1 A 

-2 AN6270-4-18 so HHOSEOASSY X. o en ο sS A l ; 1 A 
10C2B8-16 CONDUIT, (North American) . . . . . . . . . + à 1 A 

-5. AN6270-4-16 κι HOSE: ASSY 5... ρε) ο w o9» es Soares ol ὦ `Q 1 A 

-3A AN929-4 *2 ο. τν E Tots ο a Ον ας 1 I A 

-h AN6270-4-14 HOSE -ASSEMBLY . s s νο ιν ee Ὁ odes ar we da 1 A 

-5 AN816- ID > NIPPLE r: τῷ Moat, A io a de feta 1 A 

-6 AN822-4D . ELBOW diarrea μιας a NS 2 A 

-7 AN917-1D y 5. SEER cer ο ο RR Es, een ete ο. k rte 1 Α 
213-51214 BLOCK ASSEMBLY, Airspeed pressure disconnect . . . . . , 1 B 

-8 AN6270-4-18 s | HOSE: ASSEMBLY! ντ vir vo Q a ox xy we UY ug " 1 B 
10C2B8-16 CONDUIT, (North American) . . . . . . . . . , .. . 1 B 

-9 AN6270-4-16 HOSE ASSEMBLY . s 4 . ὁ ἡ. a a ὦ Ὁ . 1 B 
10C2B8-16 : . CONDUIT, (North American) . . . . . . . . . . . . : 1 B 

-10 AN910-1D e SCOUPLING* o 3. dei Se 9 Ge ue p SU ο ΟΛ... 1 Β 

-11 AN822-4D ο . ELBOW DN GOMA NEEDLE 2 B 
207-51018 INSTRUMENT EQUIPMENT INSTL, Fus sta 45.5 to 125.5 lower . . NP 

(see fig. 80 for next assy and figs 150 and 145 for 
additional breakdown) 

-12 AN833-4D ELBOWS 4.5 š. ο WW es cae Boies a δι, de di 1 
AN924-4D NUT ο toe d el A e" te e a o da 1 
2W1V29-18-62 WASHER, Plain (North American) . istud s a ISTE 1 
2W18-716 WASHER, Flat (North American) . . . . ....... š 1 

-13 205-51801-67 LINE ASSEMBLY, Airspeed pressure sta 70.25 union to : i 

fuselage reference line bulkhead elbow 

-14 AN833-4D ELBOW. 4 ον ο 5-5 ο A ο e e as ae ee a. w 2 
AN924- 4D μ΄ Εν eut ose wi SQ NO a ada A 2 
2W18-716 WASHER, Flat (North American) . . . . ........ 2 

-15 205-51801-65 LINE ASSEMBLY, Airspeed press. -30 web-bulkhead elbow 1 

to station 70.25 bulkhead union 

-16 205-51801-63 Ç LINE ASSEMBLY, Airspeed press. press. transmitter tee . 1 

to -30 web bulkhead elbow 

-17 AN779D4 . TBE: νη ΙΙΙ ο ae ae TELE eh RTL Tw ENS . 1 

-18 AN774-4 s Θα ο ο qe cep ola el f Ww s 1 

-19 2WlSR28-26-62 Ç WASHER, Plain (North American) . . . . . . . . VUE Ts 1 

-20 AN9O1-4A . AAA ο ο ου ο. ἅμα ie «αρ Αι es 1 

-21 1047E š TRANSMITTER ASSEMBLY, Airspeed press. type Kl (Lear) . . 1 

(AERNO 60-2147) (Spec WCE120) (GFAE) 

-22 205-51801-73 . LINE ASSEMBLY, Airspeed press. press. transmitter tee . 1 

to sump 

-23 AN822- 17 . ELBOW. . a cs WOES aru Re a 1 

-24 AN932-2D . PLUG $i ces Sine ο ο Ee eu du dO a ο ᾱ ; 1 

-25 3F2-4 FITTING, Bulkhead union (North American). . . . . . .. 1 

-26 205-51801-59 LINE ASSEMBLY, Airspeed press. station 70.25 union... 1 

to press. transmitter tee 

-27 205-51801-57 LINE ASSEMBLY, Airspeed press. station 101.5 bulkhead 1 

union to station 70.25 union 

-28 AN815-4D UNION" 0. wu e Sco dare le Sd T E. ud . 1 

-29 AN832- 4D UNION" ο... an ee eret o ο eene] We, lama ah ve Ia T 24 DD CRY os . 2 
2W18-716 WASHER, Flat (North American) .........4.4. . 2 
ANQ24-4D NUT ik sen Pear se ο to... κα, ta eae S εἴτ, ca πο μου. . ο 2 

-30 205-51801-55 LINE ASSEMBLY, Airspeed press. station 124.5 bulkhead . 1 

elbow to station 101.5 bulkhead union 

-31 205-51801-53 LINE ASSEMBLY, Airspeed press. inboard drain to station 124.5 Ref 


bulkhead elbow (see figure 34) 


*1 Removed from airplanes modified per T.O. 1F-86K-549. 
*2 Used on airplanes modified per T.O. 1F-86K-549. 


USEABLE ON CODE: A 53-8273 thru 53-8322, 








54-1231 thru 54-1325 
B 54-1326 and subs 


Pe A A O O O O ἊἎὧἷ ο. 
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FIGURE 140 - FUSELAGE AIRSPEED STATIC SYSTEM 
262 Changed 15 April 1960 
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MEL I. a Doa ss O a Re oe SQUE w SS x A ly | Pea 5 7 d ue m kI ls m 


IM νι AM TH A cfl n o ΗΝ 


-— ο — 9 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER { ο ο 4. 5.65 7 NOMENCLATURE PER ASSY. CODE 
140 FUSELAGE AIRSPEED STATIC SYSTEM 

:207-51031 INSTRUMENT EQUIPMENT INSTL, Fuselage complete (see fig. . NP 
78 for next assy and figs. 133, 134, 138, 139 141, 
142, 143 and 145 for additional L breakdown) 

-1 AN6270-4-24 HOSE ASSY Se oe GS “s . ΓΝ 1 

-2 AN924 -4D *1 Ντ... vy 1 

-5 2W18-716 *1 WASHER, Flat (North `American) U δρα να Ca δν Uses 1 

-4 AN833-4D * o. . ELBOW ... s^ να, ὃς s 1 

-5 190-51028 . . BLOCK ASSY, Airspeed Static “disconnect vox AS REGS, Ee 1 A 

-6 AN6270-4-18 vec ἐξ . HOSE ASSY . . $536 ο ο Pe ED V USE us l A 
10C2B8-16 ` CONDUIT, (North American) . E s uae er tp Woe 1 Α 

-T AN6270-4-15 *2 . HOSE ASSY Sy catu yg š á 1 A 

-7A ANg29-4 *5 se SCAR Bux LEE EC 1 A 

-8 AN6270-5-20 . > >» HOSE ASSEMBLY EDS ç wes We isi US € sx ets + A 

-9 AN6270-4-11 . . HOSE ASSEMBLY . . . -— TEE rn vis 1 A 

-10 AN6270-4-17 . + + HOSE ASSEMBLY . . . +. + δὲ το es s ο eas. Ὃς ΠῚ + A 

-11 AN816-4D š$: Xš . NIPPLE .. ολ w^ eite do τῷ μας ο δν ον n š ee ws 1 A 

-12 AN911-1D š NIPPLE .. PS í "HE τ ο φάτ. ο 1 Α 

-13 AN917-1D TEE . 6 e € 990 s . Z a ὄν ar AA E E -ᾱ 1 A 

-14 AN822-4D s e ELBOW ¿+ @ © £9 ES . wow Pes ww q.s 4 A 

-15 AN918-1D 7 CROSS... 9 -ς. -ᾱ- ος > . g. o VI Ve μις E T Ὢ + A 
213-51028 % BLOCK ASSY, Airspeed static disconnect a Ὁ qus 1 B 

-16 AN6270-4-11 . . HOSE ASSEMBLY . . . +... « © © +. < . : "E < wo. ow 1 B 

-17 AN6270-4-20 + . HOSE ASSEMBLY . . . . < 4 «© © se © n ο. fe el des OMIM e 1 B 

-18 AN6270-4-15 š HOSE ASSEMBLY . . . . + +. "LI ο . « edo ee 1 B 

-19 AN6270-4-18 w^ “τ . HOSE ASSEMBLY . . +. +. + + II ο. οκ ο) eae 1S 1 B 
10C2B8-16 . . . CONDUIT, (North American) PAS τῷ. κ ee ντα tea 1 B 

-20 AN822-4D ο. y e ELBOW J ç G ὁ ο e sow ves irs d s s 3 B 

-21 AN917-1D ΤΕΒΕ. ο ο ο a ë q ο ds pea κ 2 B 

-22 AN911-1D ita cw ΝΙΡΡΙΈΕ, use oce a a i.c tes 8 Ὁ "m 1 B 

-23 AN816-4D . NIPPLE .. TS 5 . š ste 1 B 
207-51018 . INSTRUMENT EQUIP. INSTL, "Fus sta 45.5 to 125. 5 Iwr "(see fig. NP 

80 for next assy & figs. 139 & 145 for additional bkdn) 

-24 AN837-4D s te ELBOW (ow Q QQ da εκ ὁ 3" Ql de a ὃς 4 Ta l-e ὃν -ᾱ, 4 1 
AN924-4D e « NUT ... 95 uq exe ats d ZW eh ος 1 
2W1V29-18-62 . . WASHER, Plain (North American) de repe e. ο oai ον. ο αμ 1 
2w18-716 "EET WASHER, Flat (North American) .. ib ht o's 1 

-25 205-51801-21 . . LINE ASSEMBLY, Airspeed static station 70. 25 bulkhead 35 1 

union to fus ref line web bulkhead elbow 

-26 AN833-4D « ow) ELBOW ... 2 4 0. 6 4 4 e ο 4 ο ο uw G. Wu ο ὁ P s moe e s 2 
ANQ24-4D . ο NUT .. s aeree teas ἕνα: Ve cane “ᾱ 2 
2W18-716 . . WASHER, Flat (North American) -— nm 2 

-27 205-51801-19 . . LINE ASSEMBLY, Airspeed static -30 web bulkhead elbow T 1 

to station 70.25 bulkhead union 

-28 205-51801-17 . . LINE ASSEMBLY, Airspeed static pressure transmitter . . . 1 

tee to -30 web bulkhead elbow 

-29 AN80h -4D s TEE μα 9 € o£ 4€ eo 9 0 m oue A 1 
AN924-4D . NT .. ede. sla M. ais I. A asia 1 
2w18-716 . . WASHER, Flat (North american) ; MONETE ATEM 1 

-30 205-51801-27 . . LINE ASSEMBLY, Airspeed static station 70. 125 bulkhead . 1 

tee to baroresistor station 57.5 

-31 205-51801-13 . . LINE ASSEMBLY, Airspeed static station 70.25 bulkhead . J 

tee to press. transmitter tee 

-32 AN779D4 > o TEE Wo ο ο ο ο Ὁ € ο ὁ ο 2 AA A A 1 

-33 ΑΝΤΤΗ- -> . . BOLT... cats Beh, ERE 1 

-34 2WlSR28-26-62 . . WASHER, Plain (North American) . ον ane a aE ὦ w: ὃν DN 1 

-35 ANQO1-4A + + GASKET . . . . . . Ss 1 

-36 1047E . . TRANSMITTER ASSEMBLY, “airspeed press. "type Κι (Lear) . š 1 

(AERNO 60- 2147) (Spec WCE120) (GPAE) 

-37 205-51801-31 . . LINE ASSEMBLY, Airspeed static, press. transmitter to sump 1 

-38 AN816-4D © 4 ELBOW ο 4. δ. wm a ὁ ὮΦ  ἃ ο: το Se lw ss ovis 1 

-39 AN932-2D e » PLUG... ss 6 9 ο 0 ο ο £ Z e 1 

-40 3F2-4 . + FITTING, Bulkhead union (North American) . . . . ee š 1 

-41 205-51801-11 . LINE ASSEMBLY, Airspeed static station 70.25 union to P 1 

station 70.25 bulkhead tee 

-42 205-51801-9 . . LINE ASSEMBLY, Airspeed static station 101.5 bulkhead 1 

union to station 70.25 union 

-43 AN815-4D + . UNION .. « . 4 4 ο © © ο © w 0 ο s n Q ot o... t£ 9 n š 1 

-44 AN832-4D e . UNION . .. < . 4 4 4 4 e ee +... te m om om m ο. 2 
AN924-4D 5 NUT ... ac Res se a αν. w. Sa" 9 . 2 
2w18-716 : WASHER, Flat (North American) A αν ος š 2 

-45 205-51801-7 * LINE ASSEMBLY, Airspeed static station lel. 5 bulkhead . 1 

elbow to station 101.5 bulkhead union 

-46 205-51801-5 LINE ASSEMBLY, Airspeed static inboard drain to station 193.5 . Ref 

bulkhead elbow (see figure 3l) 
-47 11780-501 BARORESISTOR ASSEMBLY, (see figure 246) . . .. .. + + + + + + Ref 


*1 Not used on airplanes modified per T.O. 


1P-86K-5H6, see fig. 209A for 


modified equipment. 


*2 Removed from airplanes modified per T.O. 
*5 Used on airplanes modified per T.O. 


USEABLE ON CODE: 


ZJhanged 15 April 1960 


1F-86K-549. 
1F-86K-549. 


A 53-8273 thru 53-8322, 


54-1231 thru 54-1325 


B 54-1236 and subs 


ποπ ee ee . 
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. FIGURE 181 - FUSELAGE FUEL INDICATING SYSTEM EQUIPMENT 
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FIGURE & 
INDEX NUMBER 


141 


-28 


-29 


PART 
NUMBER 


207-51031 


AN960CH16L 
AN7A-5 
AN960C416L 
AN7} -4 
159-48026-3 


173-51009-3 
173-51009-5 
RL28SB8 
RD206SB6.5L 
EA730D812A 
165-51075-3 
173-51008 


AN936A8 
AN503-8R8 
165-51094 
AN960C416L 
AN502-416-10 
165-51093 
165-51093-10 
MT418-051-100 
AN931-6810 
ANQ60D416L 
AN74-4 
165-51117 
159-48026-3 


EAT30D811A 
201-51054-27 


201-51054-29 


201-51058-11 


205-51054-31 


EA5205R 
EA5205S 
201-51058-7 


201-51058-9 


201-51058-3 


201-51058-5 


201-51060 
173-51007 


EA5203R 
EA5203S 
205-51054-15 


205-51054-17 


USEABLE ON CODE: 





T. O, 1F-86K-4 
FUSELAGE INSTRUMENTS (Cont) 


l 2 3 4 5 6 7 NOMENCLATURE 
FUSELAGE FUEL INDICATING SYSTEM 


. INSTRUMENT EQUIPMENT INSTL, Fus complete (see figure 78 . . 
140 


for next assembly and figures 133, 13h, 138, 139 
142, 143 and 145 for additional breakdown) 
- WASHER... ο, οι ο . 


a x. BOLT gc. e  ᾳ Ue Νε ρα. να Se eS Te 
at τ WASHER a $0 τρ eet Uq w το, ος, ος ον ο ες οι ei Soe SL we 
s; “BOLT oux 5s DECIES s 
. . GASKET, Wing center section “fuel tank quantity ο 


transmitter 
. . ADAPTER ASSY, Fuel indicator system tank unit m 
. ADAPTER ASSY, Fuel indicator system tank unit (R 


. . . RING, (Rosan) . Ὁ νων ἪΝ 

. . +. INSERT, (Rosan) | 

- . TANK UNIT ASSEMBLY, Fuel indicator " (1àquidometer) 
n PLATE, Fuel quantity gage system capacitance valve 


. INSTRUMENT EQUIPMENT INSTALLATION, Fuselage station 132. 


canted to 279.125 complete (see figure 110 
for next assembly 


. WASHER? 0 10 φις ος 28. ὃν Q ο eie δν νο YW ας S SIN 
š SCREW . .. . 
COVER, Rear fúselage fuel "probe "heat shield” η 
WASHER vie. tel ο ο ος το) OLD. ο Vi δεν. ees τ 
SCREW .... š ; ; 


BOX ASSY, Rear fuselage "fuel probe heat shield 
BOX ASSY, Rear fuselage fuel probe heat shield 
BOX ASSEMBLY, Junction (Moorlee) EA 2 s 


` o... ο ὁ ο n9 


5 ee ο ο 


* . ο + νο ο  »» 


m 


vw COROMMET (v 0$ 39999 ο. νι ee ας ο eo ee ew 
ay. tey SWASHEN GT ote wo ce Nat ee ste A oi SI la Bee cal Uv Ae. -ᾱ 
BOLT. ... 


+ . ADAPTER, Fuel indicator. system tank probe' š é 

- . GASKET, Wing center section fuel tank quantity ë 
transmitter 

- . TANK UNIT ASSEMBLY, Fuel indicator (Liquidometer) 
(use EA730D811 unt1.exh) 


+ + CABLE ASSY, Forward fuselage cell tank unit EA730D812 


, 


RH side to tee connector at station 154.125 LH 


side (use 173-51054-27 untl exh) 


+ . CABLE ASSY, Forward fuselage cell tank unit EA730D812 


RH side to tee connector at station 154.125 LH 


side (use 173-51054-29 untl exh) 
+ + CABLE ASSY, Fuel quantity indicating system station 


250.750 firewall bulkhead connector to aft fus 


fuel tank unit LH side 


. . CABLE ASSY, Fuel quantity indicating system bulkhead 


connection at firewall sta 250.75 LH side to 
bulkhead connection sta 114 LH side 
. CONNECTOR, Bulkhead (Liquidometer) . . +. +... +. + ο 
CONNECTOR, Bulkhead (Liquidometer) . . 


| CABLE ASSY, Fuel quantity indicating system aft "fuel tank 
door at station 267 to firewall bulkhead connector 


at station 250.750 LH side 


CABLE ASSY, Fuel quantity indicating system aft fuel tank 


door at station 267 to firewall bulkhead 
connector at station 250.750 LH side 


«ο νο 


Wo»... . 


ee ewe 


+ + CABLE ASSY, Fuel quantity indicating system aft fuselage 


fuel tank ref condenser casting to door at 
station 267 LH side 


. + CABLE ASSY, Fuel quantity indicating system aft fuselage 


fuel tank ref condenser casting to door at 
station 267 LH side 


. . DOOR ASSY, Inst system aft fuselage tank access LH side 


- INSTRUMENT EQUIPMENT INSTALLATION, Fuselage station . 
154.125 to 279.25 LH side (see figure 110 
for next assembly) 
- + TEE ADAPTER ASSEMBLY, ΞΕ $... 4 9 ο 
+ . TEE ADAPTER ASSEMBLY, (Liquidometer) . 


. CABLE ASSEMBLY, Tee connector at station 128 LH side to 


tee connector at station 146.125 LH side 


+ + CABLE ASSEMBLY, Tee connector at station 128 LH side to 


tee connector at station 146.125 LH side 


A 5h-1231 thru 54-1350 
55-4811 thru 55-4936 
56-4116 and subs 


oe + 9 9 ο 


. 
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Section I. 
Group Assembly Parts List T. O. 1F-86K-4 
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F-86K-4-51-10 


FIGURE 142 - ENGINE THERMOCOUPLE LEAD ASSEMBLIES 
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T. O. 1F-86K-4 


FUSELAGE INSTRUMENTS (Cont) 


Section Ir _ 
Group Assembly Perts List 


_—£TH1 _ E MM 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
142 ENGINE THERMOCOUPLE LEAD ASSEMBLIES 
20171-51031 INSTRUMENT EQUIPMENT INSTL, Fuselage complete (see figure... NP 
78 for next assembly and figures 133, 134, 138, 139, 
140, 141, 143 and 145 for additional breakdown) 
-1 165-51020 LEAD ASSEMBLY, Pressure bulkhead to instrument i 
exhaust temperature thermocouple 
-2 ΘΕ PLUG, (Amer. Phenolic) η 1 
101 
AN3057-8 . ADAPTER... 4 
-3 205-51019-5 LEAD ASSEMBLY, Éngine '" aisconnect to pressure bulkhead 1 
exhaust temperature thermocouple 
-4 97-3100C16-412P RECEPTACLE, (Amer. Phenolic) (Spec MIL- C5015) . 1 
AN3057-8 ADAPTER . 1 
-5 205-51058-10 LEAD ASSY, Variable “exit nozzle “temperature “thermocouple 1 
-6 97- 3106B16- 848s PLUG, (Amer. Phenolic) ate ç ; did 1 
(6-39-04) 
AN3057-8 ADAPTER . τ š P ; 1 
-T 165-51170 BLOCK ASSEMBLY, Thermocouple terminal s i 1 
AN341-10 Ντ... an Ten ἘΝ » e š 2 
AN936A10B WASHER . « +. « ..-. . d 2 
AN961-10 WASHER š Š š 2 
2W1P13-14-31 WASHER, Plain (North ` American) š 1 
165-51171 STUD, bes terminal post š 1 
AN341-6 NUT ..... ei Ὁ 2 š 2 
AN936A6B WASHER ....... ; 2 
AN961-6 WASHER . . A ; 1 
165-5418. SCREW, Electric terminal ‘post . : 1 A 
-8 AN3437-1-3 INSULATING STRIP . iru ae ος n 1 
-9 AN3435-2-2 TERMINAL BLOCK . . wj xv. š 1 
-10 165-51172 "QU BLOCK ASSEMBLY; Thermocouple terminal ee τοι ο ὧν dim tar «να. Gr 1 
AN341-6 zo NUT eos Ιω dus s S cR φ. κα. ve LEG: tus 2 
AN936A6B T WASHER ze ce exo odes t US aeu ue a a αἱ λιν HR Ro Ὅς 2 
AN961-6 Ὃν 43 WASHER . +. + NEP ER E 1 
165-54184 SCREW, Electrical terminal μμ μα.” 1 A 
-11 AN3437-1-2 5 INSULATING STRIP . +. + Ι.Ν Sti. te as 1 
-12 AN3435-2-1 . TERMINAL BLOCK . . . + 4 + +s +< s + +. . . +. s < s on tm n n 1 
-13 AN5534-1 es RESISTOR "νῦν tede ο 4p DU. ο WS Usan SS Ze 1 
AN365-832 . + NUT. Sota m ο ο ο ο E Re Glial E 2 
NAS43DD3-14 + + SPACER, "Screw and bolt. o ego e ανω, m ma Ὁ, δὲ με ee A 9 
AN515-8R14 E SCREW . . s E cs 2 
207-51019 INSTRUMENT EQUIPMENT INSTALLATION, "Pus sta ab to 217. 354 RH . NP 
side (see figure 110 for next assem bly) 
-14 205291958 LEAD ASSY, Variable exit nozzle termperature thermocouple 1 
-15 7-8677 . ; (Amer. Phenolic) (intrch wth Amer. Phenolic . 1 
z. : 97-3106816-8488 (6-39-04) 
AN3057-8 . . . ADAPTER.. EE 1 
-16 205-51019 . . LEAD ASSEMBLY, Engine "disconnect to pressure bulkhead | d fae i 
exhaust temperature thermocouple 
-17 7-8677 PLUG, (Amer. Phenolic) (intrch wth Amer. Phenolic... 1 
97-3106B16-848S (6-39-04) 
AN3057 -8 ADAPTER . . da ts de, O QS ret τό 1 
-18 No Number ENGINE JUNCTION BOX, (supplied with engine) we qoos ee € ἃ ο ow REL 
-19 No Number EXHAUST TEMPERATURE INDICATOR, (see figure 135) . . + +. +. + + . . Ref 


USEABLE ON CODE: A 5ἱ-1231 thru 54-1350 
53-8273 thru 53-8322 
55-4811 thru 55-4880 


55-4881 thru 55-4936 


Ann A ERE μμ απ u F 


Changed 16 October 1959 - 267 
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FIGURE 4 
INDEX NUMBER 


143 


268. 


PART 
NUMBER 


207-51031 


201-51074 


99963 


. DC198 


ANG532-2 
52B3687-2 
165- S1802- 6 
165-51112-10 
165- 51111 
AN818-10D 
AN819-10Z 
AN822 -40 
207-51016 


3H2-10-14 
AN924-10D 
AN960D1416 
2W1V56-48- 62 
3H2-10-22 
AN4-6A 
AN6538-1 
3H2-10-26 
205-51802-5 
AN833-10D 
AN839-10D 
AN924-10D 
AN960D1416 
2W1V56-48-62 
205-51802-3 
207 -53338 


165-53407-77 
165-48802-63 








FUSELAGE INSTRUMENTS (Cont) 


FIGURE 143 - FUSELAGE ANTI-G INSTRUMENT EQUIPMENT 


1 2 3 4 5 ó 7 NOMENCLATURE 
FUSELAGE ANTI-G INSTRUMENT EQUIP 


INSTRUMENT EQUIP INSTL, Fus complete (see fig. 78 for. . 
140, 


next assembly and figures 133, 134, 138, 139, 
141, 142 and 145 for additional breakdown) 
DISCONNECT’ ASSY, Pilot's pneumatic anti-G suit. . 


HOSE, (Clark, David) (Spec MIL-H5581A) . 


HOSE, Pneumatic anti-G suit (Clark-David) .... 
LINE ASSY, G suit web BP14 LH to flex hose ... 
LINE ASSY, Anti-g suit .. IE AD Se ek tes 
. FITTING, Canopy seal press & fuel press adapte 
NU e -ᾱ. τῷ ec ah ος a a e 
s GSBEEVE Q0. a at a model ae se 
. ELBOW 


Ha ee Se. 


e... 9 t n9 n n 


(see fig. 80 for next assembly) 
HOSE, (North American) . 
Μο ο. 
WASHER: socia xo ió e. 


DEL 


PPP 


HOSE, (North American) 
BOLT. . . 


. . 


HOSE ... .. 


LINE ASSY, Anti- G suit vàlve to hor web fus ref 

ELBOW ο ὃς e cs lw GS Se 

ELBOW 4 y ca ο ο ο Qar cel wo dep ese e os hme EL oe 
x NUT eos, ο πο ο μμ τ ae ees Gy μα. 
p WASHER .. . . "E 


ES ο 9 ο 9 n 
Oy [m Φ S. SU ο ο ὦ ὁ 


WASHER, Plàin (North American). š 
LINE ASSY, Hor web fus ref plane to vert web Βριή 
DUCT ASSY, Heat & vent sys canopy defrost . . . . . . . 
(see figure 272) 

LINE ASSY, Canopy seal check valve (see fig.269) , , 
LINE ASSY, Fuel drop tank air press. to heat and vent 
connection (see figure 334) 


. CIAMP, (United- Carr)... a ον te 


NSTRUMENT EQUIP INSTL, Fus sta 70.25 to 105.5 LH side 


VALVE ASSY, Regulating jet type aircraft anti- 6 5 
p 


. DISCONNECT, (Spec MIL- C7942) (use AN6532-1A untl exh 


r 


A e’ 


o e o e e ὁ * 


* * 0 9 c] s 9 9 9 3. 9 . 








| 
F86K-4-51-6 | 
| 


UNITS USEABLE ON 
PER ASSY. CODE j 


NP 


(D 
>... . Pp 
z 
-. τω. 


Changed 26 May 1961 
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F-86K-4-15-1A 





FIGURE 144 - RH CONSOLE PANEL INSTRUMENT EQUIPMENT INSTALLATION 





FIGURE & PART ` UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
144 207- Y T EQUIP INST ATION, RH console panel (see . . . +. NP 
figure 80 for next assembly) 
-1 No Number . CONTROLLER, Flight kmob actuated automatic pilot t A-10 .. 1 
series D (Spec MIL-C5206A) (AERNO 60-2101) te RAN (GFARE) 

-2 AN515-8R7 « SCREW « . + - « © ο © © © ao om s o oo 95 n9 n9 oe ο ο oe 2 
-3 AN515-8R12 e “SCREW 4 e. 4^6 2 €9 £9 ὁ ys ο ee a A ns ο 9 9 
-4 AN935-8 . WASHER. . . + see e e e e e e à e o à ὁ ο * à ο à e ce 9 ο « 2 
-5 AN960-8 . WASHER . eee oe ο ο V ter res --ᾳ AR 
-6 NAS221-13 š . SCREW, Brazier head Phillips recess “alloy steel 1/4- “28 s. sg ds 3 
-7 NAS221-16 2 SCREW, Brazier head Phillips recess alloy steel 1/4#-28 . . . + 5 
-8 NAS221-16 . SCREW, Brazier head Phillips recess alloy steel 1/4-28 . . . . 1 
-9 AN960D10 . WASHER 4? el < ie -ᾱ. v. m 6 J$ ὁ C o «ὁ Φ WI E SU E E CE 1 
-10 : AN365-1032 . NUT MODE 1 

-11 No Number κκ o, SwITCH Assy; Engaging “and auto approach "and "altitude type N3 . 1 E 

: (Spec MCREXE 11-201) (AERNO 60-2135) (GEAR y 

-12 205-5102 *1*3 . PLATE ASSY, N3 switch cut-out cover . . . $^ > á 1 | 
-13 PF3 1/2-38 : STUD, (Dzus) A ὧν ο sea : 2 š 4 
PS3 1/2 3 SY SPRING, (Dzu8) το ος a e 2 ἄγον eee να 4 
PC3 1/2 Do. CUP, (Dzus) . Lick rs a à 
-14 2182-6 A «f RECEPTACLE, (cannon) YV are Ὁ w: 1 
AN515-4R8 a cue (SCREW I ca te ο ἃ š οφ. 1 
AN365-440 NUT . . oe ee 4 
-15 NAS221-12 3 SCREW, Brázier head "Phillips recess “alloy "steel 1/4- μαμα 1 
-16 165-51296-10 . PANEL ASSY, Yaw damper and approach coupler switch. . . . .. 1 
-17 AN3027-2 . . SWITCH, (Yaw damper) . 1 
-18 A5299-24 Tas FIXTURE, Inst l1ighting(Grimes)(whn exh use Grimes A5605- 24) 1 
31882 ο, % TERMINAL, (Marine Products) . ar. 1 
-19 397-1 *? . . COVER, Terminal biock (Henry Engineering) . Sock Re a 1 
-20 AN3436-2-1 MO Lo TERMINAL BLOCK ASSEMBLY . . . JE" 1 


*1 Type N3 switch assy 1s Government furnished, contractor installed. Remove 
205-5102! panel to install type N3 switch. 
*2 Not used on airplanes modified per T.O. 1F-86K-546, see fig. 209A for 
., modified equipment. 
*3 Removed from airplanes modified per T. O. 1F-86K-545, | 


* Used on airplanes modified per T. O. 1F-86K-545. 
Changed 2 December 1960 269 
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F-86K-4-51-16 


FIGURE 145 - FUSELAGE FUEL INDICATING SYSTEM (Cont) 
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FIGURE & 


INDEX NUMBER 


145 


-ι 


-15 


PART 
NUMBER 


173-51007 
201-51054-23 


201-51054-25 


207-51006 
205-51054-19 
205-51054-21 
205-51054-23 
205-51054-25 
207-51018 
205-51054-3 
205-51054-5 


.205-51054-27 


EA5203R 
EA52038 
205-51054-11 
205-51054-13 
EA52058 
EA5205R 
201-51054-7 
201-51054-9 
205-51054-7 
205-51054-9 
201-51054-11 
201-51054-13 


201-51054-43 
201-51054-45 


201-51054-39 
201-51054-41 


EA727K1 


1 2 





T. O. 1F-86K-4 


FUSELAGE INSTRUMENTS (Cont) 


3 4 5 ὁ 


7 


NOMENCLATURE 


FUSELAGE FUEL INDICATING SYSTEM 
. INSTRUMENT EQUIP. INSTL, Fus sta 154 to 279 LH side . 
(see figure 110 for next assembly) 

CABLE ASSY, Forward fus cell tank unit EA730D812A LH 
side to tee connector at station 146.125 LH side 
(use 173-51054-23 untl exh) 

CABLE ASSY, Forward fus cell tank unit EA730D812A LH . 
side to tee connector at station 146.125 LH side 
(use 173-51051-25 untl exh) 

INST EQUIP. INSTALLATION, Fus sta 154.1.to 239.7 upper (see 

figure 110 for next assembly) 


CABLE 
CABLE 


ASSY, Aft fus cell tank unit EA730D811A LH side . . 
to forward fuselage cell tank unit EA730D812A LH side 
ASSY, Aft fus cell tank unit EA730D811A LH side 


to fwd fuselage cell tank unit EA730D812A LH side 


CABLE 


fwd fus cell tank unit EA730D812A RH side 


CABLE 


fwd fus cell tank unit EA730D812A RH side 

INST EQUIP. INSTL, Fus sta O to 132.3 canted complete (see 

figure 80 for next assembly) 

Amplifier at station 109 to tee connector at . 

station 11! LH side 

Amplifier at station 109 to tee connector at. 
station 114 LH side 

CABLE ASSY, Center wing cell bulkhead connector to . 
amplifier at station 109 

TEE ADAPTER ASSEMBLY, ο πα.» 


CABLE ASSY, 


CABLE ASSY, 


TEE ADAPTER ASSEMBLY, 


Liquidometer 


CABLE ASSY, Angle connector at station 114 to “angle. 
connector at canted web station 132 

CABLE ASSY, Angle connector at station 114 to angle 
connector at canted web station 138 

ADAPTER, Bulkhead at scree ere Qv Meter ed 


ADAPTER, Bulkhead 


CABLE 


Liquidometer 
ASSY, Line assy wing root disconnect fuselage "center 


. 


section tee connector at front spar RH side 


CABLE 


section tee connector at front spar RH side 


CABLE ASSY, 


Tee connector at 


station 114 to fuselage LH 


tee connector at front spa 


CABLE 


ASSY, Tee connector at 
tee connector at front 
ASSEMBLY, Line assembly wing 


par 
station 114 to fuselage LH 
spar 


tee connector at front spar (see figure 34) 
ASSEMBLY, Line assembly wing root disconnect to fus LH . 
tee connector at front. spar (see figure 34) 
; ASSEMBLY, Line assembly 


at front spar to center 
(see figure 34) 


ASSEMBLY, Line assembly 


at front spar to center 


(see figure 34) 
ASSEMBLY, Outboard wing 


line assembly wing root 
ASSEMBLY, Outboard wing 
line assembly wing root 


cell fitting at front spar to 
disconnect 
cell fitting at front spar to 
disconnect (see figure 35 


(see figure 35) 


UNIT ASSEMBLY, Fuel indicator system (see figure 134) 


root disconnect to fus LH . 


. 


ASSY, Aft fus cell tank urit EA730D811A RH side to. 


ASSY, Aft fus cell tank unit EA730D811A RH side to. 


ASSY, Line assy wing root disconnect fuselage center 


fus center section tee connector . 
wing cell bulkhead connector 


fus center section tee connector . 
wing cell bulkhead connector 
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F-86K-4-52-22 


FIGURE 146 - FUSELAGE FORWARD SURFACE CONTROLS 
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T. O. 1F-86K-4 
FUSELAGE SURFACE CONTROLS 


Section. 1 _ 


Group Assembly Parts List 





-33 165-522229-7 


ROD SUB-ASSY. . 


. 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
146 207-52031 SURFACE CONTROL INSTL, Fus fwd (see fig. 78 for next assy). . ud NP 
-1 No Number . HORIZONTAL STABILIZER CONTROL UNITS ... Sos NP 
AND RELATED EQUIPMENT, (see fig. 147 for breakdown) 
-2 No Number . SURF CONTROL EMER OVERRIDE EQUIP, (see fig.153 for breakdown) NP 
-3 165-52121-101 . STICK INSTL, Control (see fig. 154 for breakdown) . NP 
-4 165-52434-101 . PEDAL INSTL, Rud control complete (see fig.151 for breakdown) NP 
-5 165-52015-101 . SURFACE CONTROLS INSTL, Aft.cockpit area (see figure . . . +. + NP 
147 for breakdown) 
-6 165-52405 CABLE ASSEMBLY, Rudder control bus LH. . . PP ; 
-T 165-520 CABLE ASSEMBLY, Rudder control bus RH. s 
-8 165-52404 CABLE ASSEMBLY, Rudder control cockpit . ἃ š 
-9 207-52401 CABLE ASSEMBLY, Rudder control fuselage forward. να τῶν A 
-10 205-52202 CABLE ASSY, Hor stab. control fuselage forward stab. αρ. . . 
-11 207-52201 CABLE ASSY, Hor stab. control fuselage forward stab. down. . 
-12 AN24-14 BOLT? S S x 4: SOS. do οὖ ἠὲ τος sui . -— š S orl 
-13 AN24-16 BOLT. . V. τῷ 
4B21S4-007 BUSHING, Spacer “(North american) (used with Anai- 34). mS 
2418-416 WASHER, Flat (North American). £ i. ο ορ vis 
AN320-4 NUT av Lee sev ox us ; Ve uw. ful s TE 
-14 AN23-13 BOLT... ee ee an “μα dies 
2w18-416 WASHER, Flat (North American). z το tout d 
AN320-3 NUT; Ja e fe, ο ο w cw (q 8 e v πᾷ š 
-15 AN155-328 BARREL: . 4 9 «Ὁ 5 0$ $6 - i ὡς 
-16 AN161-32LS FORK: yx u^ oaa sls Ger ος ο. « «L8 Ὁ 
-17 AN161-32RS PORK e ve. J Sw ο Ga DE pean alis a ου e Ὁ Ἂν ce 
-18 165-522180-5 GUARD, Hor stab. control cable fus sta 228.75 to 239.75 . .. 
| (use 165-522180-3 untl exh) 
-19 165-52211 . ROD ASSY, Hor stab. control fuselage intermediate. . . . . . . 
-20 165-52303 . ROD ASSY, Aileron control cockpit. ον ο, i. 5 T MEE 
-21 REAFS . . ROD END, (Fafnir) ος Ee . n a cos 
-22 AN316-5R . NUT... p. ών μὲ ee Ῥ "E D Rte 
-23 165-52211-5 ç ROD SUB- ASSY, ο. 165-52211 only) . . . + + + mon ° 
165-52303-5 . ROD SUB-ASSY, (on 165-52303 only) . . Ç: S e Sa 
-24 159-52220-11 š . TUBE END, Elevator control threaded. e ea .. FEE 
-25 REYF5 f ROD END, (Fafnir). v owes . DEN ο... 
-26 AN316-5R s s. NUTS we Mes qe Dems tae As 
-27 165-522229 . ROD ASSY, Hor stab. “control 'fus "fud. bl pa a ον ο. 
-28 165-522229-5 . . ROD SUB-ASSY. +. +... + ο πμ e xou σος 
-29 165-52060 "PE TUBE END, Horizontal stab. control threaded. . . . s s . 
-30 159-52220-11 .- . . TUBE END, Elevator control threaded. . . . . . + + v5 
-31 RE4E5 $ 447 ROD END, να, $E ete! το, να Ἵν rane ; is 
-32 AN316-5R NUT. x -ᾱ- 0€ v ο μα. Ç δν . ç 
ea 


-34 165-52064 


-35 REAFS 
-36 AN316-5R 
-37 AN316-5R 


-38 NAS464-4-16 
-39 NAS464-4-15 


-40 NASH64-4-14 
` ew18-416L 

2W18-416 
AN320-4 

-41 NAS464-4A16 

-42 NAS464-4A15 
2w18-416 
AN364-428 

-43 AN174-14A 

-44 AN174-24A 
2418-116 
AN365-428 

-45 165-547160 


-46 165-547156 
-47 165-547155 
-48 165-547157 
-49 165-547159 
-50 165-547158 


-51 AN3-6A 
AN3-5A 
-52 ewi8-416L 


-53 2918-16 
-54 AN364-1032 
-55 165-522241-7 


ΤΟΠ TUBE END, Horizontal stabilizer control thr 


. . ROD END, (Fafnir)...... 
NUT. Q en x xw. a we choros 


Nt m 


. . . > - * * * on "PP: 


BOLT, Shear close tolerance. 
BOLT, Shear close tolerance. 
BOLT, Shear close tolerance. 


WASHER, Flat (North American)(used with NAS#64-1-16) 
North American)(used with NASH6N- 4-14 and. 


WASHER, Flat 
NAS464-4-15) 

NUT. < . . « EAS ος 

BOLT, Shear close tolerance. 

BOLT, Shear close tolerance. 

WASHER, Flat (North αν 

NUT. . .. « © «:«:-:: 

BOLT . « < © + © © «© © © . 

BOLT . . 

WASHER, Flat (North American). 

NUT. . . 

COUPLING ASSY, Electrical "flex shaf 
NUT, Electrical flex shaft coupli 


t . 
ing . 


PLATE, Electrical flex shaft coupling mounting. 


SPACER, Electrical flex shaft co 

SHAFT, Electrical flex shaft cou 

HOUSING, Electrical flex shaft c 
BOLT, (forward bolts). . a Ὅς 
BOLT, (aft bolts). a 
WASHER, Flat Dues American). š 
WASHER, Flat (North American 
NUT ox 
BUNGEE ASSY, Hor stab. control bobw 

for breakdown) 


ATTACHING PARTS 


AN3-11A 
AN3-15A 
2w18-10 
2W18-10L 
4B2185-004 
4B21S3-109 
170-522285 
AN365-1032 


Changed 26 May 1958 


BOLT . , + « < s < a © «ο. ο 
BOLT . . Sis ο EE 
WASHER, Flat [North American) ° 
WASHER, Flat (North American . 
BUSHING, Spacer (North eee ο 
BUSHING, Spacer (North American 
TRUNNION,. Horizontal stab. control 
NUT εν € 0 αφ. € WU ᾱ 





upling. 
pling . 
AU ME y 


eight 


bobweight 


(see T.O. 


qa Os e + e ο. 
A £ 

fa] 

09 


ed 


ee ee + Qe + n 
ee 5 ο o9 on n 


16¢1-1-114 ᾽ 


PEE ENON ΙΓ PRP RE BREE Ότο 1ο F2 [O0 FP PRP PRP RPP I RPP i ERE I TO I I IP Γ y» FO FE FEF CO 47 “ΕΞ ££ TO IO FO TO. P2. 
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FUSELAGE SURFACE CONTROLS (Cont) 











F-86K-4-52-9 


FIGURE 147 - AFT COCKPIT AREA SURFACE CONTROL INSTALLATION AND HORIZONTAL 
STABILIZER CONTROL UNITS 
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T. O. 1F-86K-4 
FUSELAGE SURFACE CONTROLS (Cont) 


Section. II 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
147 AFT COCKPIT AREA SURFACE CONTROL INSTALLATION AND HORIZONTAL 

STABILIZER CONTROL UNITS ; 
165-52015-101 . SURFACE CONTROLS INSTALIATION, Aft cockpit area (see eus ο. (Q NP 
figure 146 for next assembly) 

-1 NAS464-4A15 + . BOLT, Shear close tolerance . . es + + + + * « pone 75 2 
AN960D416 af) WASHER 2.4.05 Q aaa W ο St ο ο ο. cR ASAP Ce 2 
AN364-428 s ere NUT ον ος ord ὁ τῳ A ο νο IAS Re ISI ο MD 2 

-2 165-52305 . . ROD ASSEMBLY, Aileron control fuselage forward . +. +. +. +. + 1 

-3 RE!F5 «+ +. ROD END, (Fafnir) . ο . o. o... . ew we ew we we ee 2 

-4 AN316-5R e ea ο ΝΟ. ο οτος a wr er S e. ο ὃς ὃς ο IUE S NE W U lk 2 

-5 165-52305-5 . «+ ROD SUB-ASSEMBLY, Aileron control fuselage forward .. 1 

-6 159-52220-11 . e +. . TUBE END, Elevator control threaded . . . . . + o. 2 

-T AN! -10A sc a ο ο νο ο ο -— ow ses ὃν 1 

-8 AN4-7A a BOLE worn ad e ο ο μα ο ο ο Pat ca es 3 

-9 AN960D416 rel WASHER) ç e e ce Row a U w Ea Tee ϱ 4 

-10 AN365-428 QA NU ta dia da O cp cui Sara. S. Te Se S te y Sh Se 4 

-11 165-52061 . . SPACER, Ail control fus sta 132.318 bellcrank support . . 1 

-12 165-52331 . . BELLCRANK ASSY, Aileron control fus sta 126 1/2 complete . 1 

-13 AN365-428 - νης. μμ πι μμ Με ο 1 

-14 AN960D416 2 3e ver WASHER. 6 ee c9 ο 09 e mcm ow ee Se ὁ, 4. ὁ A 2 

-15 AN174-25A ο. le POLT ο ο ο ne t uw ο ο ο tto»: cec ο ον ο. 1 

-16 165-52309 .. . . SUPPORT, Aileron control bellcrank fus sta 126 1/2 .. 1 
165-52302-5 . . . BELLCRANK ASSY, Aileron control fus sta 126 1/8 . . . . 1 

-1 165-52302-3 ` . . . BELLCRANK, Aileron control fuselage station 126 1/8. i 

-1 AN201K4A » e ον . BEARING . . οϱ ο «© © «© © © e © © © « © 8 ο c. t ο ο ο 2 

-19 487-4-.938 a, “er αὐ SPACER, Flanged dual bearing (North American). . . . 1 

-20 165-52310 . . SEAL ASSEMBLY, Aileron control cockpit pressure (see . . . 1 

figure 150 for breakdown) 
ATTACHING PARTS 

-21 AN! -6A « o. ΡΟΗ τς 4379s ο δι. ὁ EU -ᾱ 6 ee ^e. 79. A 2 

-22. ANY-7A s ὦ BOLT ç oe a WOO Ge Wer AC Be IR ee re 6 
ΑΝΟΘΟΡΗ161, . . WASHER. . 4 « « « e e ee ο e om ee ο ο ο 9 n] n9 5 16 
AN365-428 2 o. ANUS C αρ E ου ο ο ime κ 8 

-23 165-52329 + . GASKET, Aileron control cockpit pressure seal . . . + + * 1 

-247 165-52004-1 . . BELLCRANK ASSY, Hor stab and rudder control LH (see fig. . 1 

149 for breakdown) 
165-52004-2 . . BELLCRANK ASSEMBLY, Horizontal stabilizer and rudder... 1 
control RH (see fig. 139 for breakdown) 
ATTACHING PARTS 

-25 AN365-1032 zoe NUT. eru ο EE x S WU Ter ces Ὁ ο ο ο DER; ο Sees 28 
"AN960D10L 2X WASHER. x ὁ mov. w ασια, ο τὰς mele mx δν Ue ος Ue 08e CS 56 
AN3-6A νον ia ο a ee A ex ese 14 
ΑΝ3-ΤΑ Si see ο o£ e ο ο ο We See ee Ow Vee el Ls 14 

-26 165-52005 + . GASKET, Surface control cockpit pressure seal . . . + + + 2 

-27 165-52425 . . LOCK ASSY, Rudder control gust (see fig. 148 for breakdown) 1 

ATTACHING PARTS 

-28 AN4-7A ο BOLD e 4 αν sey vw e ο ο ss ο ο ος 3 
AN960D!16 ow WASHER . e ec » νο Ὁ oco ο ο y a e e - s 3 
AN365-428 a ὦ ΝΟ o4 € 69 aa A ο ὦ, Ὁ ὦ a ea ο, ἃ e ο ο ο 8 

D 
-29 Νο. Number . HORIZONTAL STABILIZER CONTROL UNITS AND RELATED EQUIPMENT . . NP 
(see fig. 146 for next assy) 
-30 165-522166-5 . . BELLCRANK ASSY, Hor stab control fus sta 143 3/16 LH... 1 
-31 165-522166-6 . .  BELLCRANK ASSY, Hor stab control fus sta 143 3/16 RH... 1 
ATTACHING PARTS 

-32 AN4-24A > e BOLT... ο eee ec e ο ὁ eo * 0... 0. 0... ο ο. ο ο. 2 
AN960D416 e . WASHER . . , . «© ο + © © © e © e © s> s ο s 9 s ‘lo ο | |: 2 
AN365-428 n NUT . . . < < e ὁ e ὁ « 9 4 ὁ ὁ ο 49 ὁ: ° e ὁ 5 8 

---κ... 

-33 AN200KP3A g . +. BEARING . ¿ « . ο © © © © © © © © ο «ο n ὁ 5 ο. 2 

-34 AN200KP4A ë . BEARING . . . . + «4 © © © © e s e s o 0..... ° ο ο t: 2 

-35 4s7-5-.750 . . . SPACER, Flanged dual bearing (North American) . . . +. + 1 

-36 165-52002 . . LINK, Surface control cable connecting . . . +. + + + * * ° 4 

-37 AN23-13A £ . BOLT . ὁ « ὁ ο ὁ ὁ ee eo » ee » e e ο: ese ee ος”. 3 

-38 AN960D10 . o. WASHER &- e 479 v9 Dol Ye ος ec e cm ο) ee AS os 3 

-39 AN364-1032 Pra NUDO ETT EE ο M 88 3 

-40 165-522197 . . ROD ASSY, Stabilizer auto-pilot control follow-up unit . . 1 

-41 165-522197-3 . . . ROD, Stab auto-pilot control follow-up unit . . . . + . 1 

-42 REYF5 . + + ROD END, η 4 os a τα τῷ a a 1 

-43 REB3N2 . . . ROD END, (Fafnir) . . . . + + + + s + + + + + + s + es 1 

44 AN316-5 s mco μμ K kaana RRE OA KE I A ο. 1 

-45 ANH -10 . . BOLT . . ο . 2 ο 2 à» ὁ Q ὁ € ὁ ο c£ ο ὁ κ Ὁ ὁ ο ο ο ἰ » * 1 

-46 AN23-21 s e BOL e ai fet a Sr ce e a E ο 1 

-47 AN960D10 . < WASHER . , see < + s = ο. eee a S Sa Ni Hons 2 

-18 AN320-3 PC ο CM συ Ve, GS, I 1 

-49 165-522261 . . SHIM, Horizontal stabilizer auto-pilot fus sta 145 follow-up 1 

-50 No Number l . CONTROL, Follow-up displacement and rate type MB3 (Lear) . 1 

(Spec WCL659) (AERNO 60-2153) (GFAE) 
ATTACHING PARTS 

-51 AN515-8R12 ¿ . SCREW . . . « © © ο ο 9 t ο ew ο . . om on of os ot n, t 1 9 t n9 2 

-52 AN509-8R12 v we SCREW A ο eee eres de ELR ENE a ὁ G ae Bee S 5 1 

-53 AN960D8 ο WASHER ο e ta a el es is ο ο S S αὶ iS 3 

-54 AN365-832 i 5 NUE eng woe ow 8$ Ses ee Mela ο ο ο ου. 3 
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` té -Ε-86Κ-4-52-8. 
FIGURE 148 - RUDDER CONTROL GUST LOCK ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 ` NOMENCLATURE PER ASSY. CODE 
148 165-52425 LOCK ASSY, Rudder control l gust (see figure ART for next assy) . . Ref 
-1 AN364-1032 NUT . - ο - oe ο ο sw oe oe 1 
-2 AN960D10 . WASHER . E E E E MERECE ο) (o es é < 1 
-3 2W1-21-20-32 . WASHER, Plain “(North American) | PNE . 1 
-4 NAS43C03-12 è SPACER, Screw and bolt . . rri. Red hel iu ο AS SS Vas Ὁ 1 
-5 2W1-13-16-32 š WASHER, Plain (North American) . Gi tee iv κ o, a te. 08^ tel a Niel, oy 1 
-6 AN23-21A . BOLT... . oe ο ο + < ° 4' ° * -ὁ . . 1 
-7 165-52441 PAWL, Rudder control: gust. lock ye uha or é è 1 
ATTACHING PARTS 
-8 AN364-524 NUT. . . . e o oe . . oo T 
-9 165-524117 + WASHER, Rudder control gust lock pawl "serrated τν ns 1 
-10 4B2085-005 . BUSHING, Press fit flanged (North American) . ...... 1 
-11 4B2085-006 > BUSHING, Press fit flanged (North American š rae na 1 
-12 2W13-5 . WASHER, Serrated (North American) . ... + + + + + + + + + s 1 
-13 NAS464— SALE . BOLT, Shear close tolerance « .  « s s + s + ο ο ὁ ο ο ο E 1 
-14 AN365-832 . NUT ,.. al ww wat ce Ἰῷ car a es Ge. Qe «. 1 
-15 2W1-12-16-32 . WASHER, Plain (North American) 1 . 2... E MENS 1 
-16 NAS220-10 + SCREW, "Brazier head Phillips recess rend steel EE -32 e.e . J 
-17 165-52444 A . SPRING, Tension . . Ae d S t. s «5 «. 1 
-18 165-52445 . ROD, Rudder control gust πο ὦ 12» Sad A αν 1 
-19 165-52447 š NUT, Rudder control gust lock ....... s Q ACE s 1 
-20 165-52443 š SPRING, Compression . . . τς las ADS: s e eis A 1 
-21 165-52429 i SUPPORT, Rudder control gust lock . Wb X e a E 1 
-22 165-52137 . HANDLE, Rudder control gust lock , , . . , + + + + + + s + + ο 1 
-23 2W1-20-20-32 . WASHER, Plain (North Ἢ Wie Wess. iube. ee UNE E Ui. Me sus 2 
-24 NAS42C5-42 . SPACER, Rivet .. ... $ 9 4 Φ Ὁ v. Ὁ ο ο. 4 1 
-25 165-52446 š CLEVIS, Rudder control gust ο κών Ge made ONS ee 1 
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F-86K-4-52-10A 


FIGURE 149 - HORIZONTAL STABILIZER AND RUDDER CONTROL BELLCRANK ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 





INDEX NUMBER NUMBER ] 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
149 165-52004-1 BELLCRANK ASSY, Horizontal stabilizer-and rudder control LH (see . Ref 
figure 147 for next assembly) 
165-52004-2 BELLCRANK ASSY, Horizontal stabilizer and rudder control HH (see . Ref 
figure 147 for next assembly) 

-1 165-52011-5 + NUT, Surface control cockpit pressure bellcrank retaining . . . 

-2 2W1AL50-47-64 . WASHER, Plain (North American) . . . .............. 

-3 AN320-1 s NUD 4 wwe ος qoo 9 c a A N WSA Ὁ ο eh re S 

-4 AN960 -416L ue WASHER: e co ο ος (δι Ie. dec € Del ves Ue ὃς, ἡ; νῷ’ ον e . δι 4, asia 

-5 AN24-13 ΟΡ & ex ορ αν. τὰς X 0x Nee Q a A A Ware < 9 ὁ ο ὁ ο ο 9 ο 

-6 157-52005 . LINK, Surface control cable . .. So CRP a Ae ὅν οὖν. ai 

-τ AN365-428 ειν μέν BO ox Fox a e š ia as : DEDERE 

-8 AN960D16 |: “MASHER Wd ΑΝ. S ρα a "αμ elc ue a . ο eo ὁ ο o ο ο 

-9 ANHH10A . BOLT, S LH side p ο ES š πο oie ithe a 
AN4HI7A . BOLT, (on RH side only) ...... —— ο Pa (ara sQ 

-10 AN4-17A a ADD ae 2 cw Be au αμ ᾱ ey A ών a τὰ ce 

-11 165-52442-5 +. BELLCRANK ASSY, Rudder control sta 110.75 (on LH side only) .. 
165-52435-9 . ARM ASSY, Rudder control cockpit inboard (on RH side only) a κος s 

-12 . AN2O1KPhA e BEARING X v0. a AAA A A Ὁ Gà `. + + +° ° + ° n9 

-13 NAS50-200 « RING, Internal retainer . . « ο» + + + <+ . "PP 

-14 2W1-64-40-32 . WASHER, (North American) . . . .. A O 

-15 AN201KP16A . BEARING .. . . . . 


SHAFT, Rudder control idler ee 
SPRING, Compression ..... 
PACKING .... 


-16 165-52436 
-17 165-52006 
-18 AN6227-17 


ressure 


SEAL, Surface controls cockpit p 


. 
. . 
. . 
. . 
. . . 
. . 
. . 
. . 


PORRA RRA A YP EPR EP PEP AA AA A AAAMOOO 


-19 165-52007 a 
-20 AN364-428 NUT Y a ee ee E ee ο. . A 
-21 AN960D416 WASHER è 4 κ metus Way oe m Ros) a a . . . . 
-22 NASH64-4A21 BOLT, Shear close tolerance . . . . . , + + + x "IE ; . 
-23 165-52202-1 . BELLCRANK, Horizontal stabilizer control cockpit outboard LH š 
165-52202-2 . BELLCRANK, Horizontal stabilizer control cockpit outboard RH . . 
-24 AN201KP12A ús BEARINGS. ο ο ο Ia an e as Den Ta a a 
-25 NAS50- 162 . RING, Internal retainer . . ses s s es esos "PUER 
-26 165-52435-7 . ARM ASSEMBLY, Rudder control cockpit outboard ......... 
-27 AN201KP+A Pow GBEARLNG 4 074 € AE AAN A A ARA AAA 
-28 2W1-24-32-63 . WASHER, Plain (North American) . . . . . . + + + e s s wee ae 
-29 AN320-6 ENUT ας OR τς SU Be cR κ OD. eee ae WU e Cas τν 
-30 165-52003-1 SUPPORT ASSEMBLY, Control bellcrank cockpit outboard LH. .... 


-31 AN201KP!A s BEARING whao wx x ee ad m lm IN WR, Del E ak elg 
-32 4B22-4A . BUSHING, Insert (North American) . . +. ......... 


A ———————— —— — ο = = =s A s 
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165-52003-2 + SUPPORT ASSEMBLY, Control bellcrank cockpit outboard RH 
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F-86K-4-52-11 i 
FIGURE 150 - AILERON CONTROL COCKPIT PRESSURE SEAL ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
150 165-52310 SEAL ASSEMBLY, Aileron control cockpit pressure (see figure... Ref 
` 147 for next assembly 
-1 AN365-428 INT 205 ce 282 S δε δν. -ᾱ- asi ᾱ . A o ὁ ο 6 ο ο ὁ ὁ ὁ 9 ὁ 2 ὁ 2 
-2 AN960D416 @ TWASHER s ui: CQ ox RR Ὁ εφ ὦ Ὁ WO de a Ww oe ee 2 
-3 AN4-15A y BOLT i. E OE a Se od "Lm e ὁ we ϐ . 9 ο c; 1 
-4 AN4-16A . BOLT... aa ae er es ee ie Ze a «uu cat ο eS 1 
-5 AN320-6 « NUT , . a” aa e 4 ο 4 4 * € 4 4 4 ὁ ὁ 1 
-6 2w1-28-36-63 . WASHER, Plain ` (North American) | At μμ. L 
-7 165-52327-5 * BELLCRANK ASSEMBLY, Aileron control fus sta '98 7/8 outboard . 1 
-8 1P7 . . PLUG, Control stop (North American) . e pou. CE rdg e. a w 2 
-9 NAS50-162 . RING, Internal retalin8rP. «459740» 40.092344) ο Die De vw ὁ 1 
-10 AN201KP12A A BEARING € «ὁ. “ὁ c 1 
-11 NAS428-4-10 . BOLT, Adjusting crowned hexagon head ο ο ο ο ο ο οκ. 2 
-12 AN316-4 a NUT o... « : . "m Dor a 2 
-13 165-52318 . SUPPORT ASSY, “aileron “control `cockpit pressure seal po 1 
-14 RL28SB8 . . RING, (Rosan) ο Xo ο oa WD ole ὦ S Bigs Aelia a td: sl eiue hus 2 
-15 RD2068H6.5L a INSERT, (Rosan) . κεν ο δολ; sted te μου 2 
-16 165-52007 . SEAL, Surface controls cockpit pressure . EET δ 1 
-17 AN6227 -17 . PACKING oe ee αἱ Φ'. «ο EP £ ys ὧν τὰ 1 
-18 165-52006 . SPRING, Compression z ts ο πα E 1 
-19 165-52317 . SHAFT, Aileron control cockpit pressure “seal o... e omo ο n 1 
-20 AN201KP16A 5 BEARING . .. ο. ws deu κα». WU S. dA fe WW. WU SUQ. E wor vo a) er te 1 
-21 NAS50-200 . RING, Internal retalner E + ` + s ο ο n9 1 
-22 165-52301-3 : BELLCRANK, Aileron control fus stà 98 1/8 inboard EE ME 1 
-23 165-52011-5 . NUT, Surface control cockpit pressure bellcrank retaining .. 1 
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. F-86K-4-52-12 


FIGURE 151 - COMPLETE RUDDER CONTROL PEDAL INSTALLATION 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
151 165-52434-101 PEDAL INSTALLATION, Rudder control complete (see figure 146... . NP 

for next assembly) 
-1 165-52401-5 . PEDAL ASSEMBLY, Rudder control complete LH (see figure . . . . . 1 
152 for breakdown) 
165-52401-6 . PEDAL ASSEMBLY, Rudder control complete RH (see figure . . . . . 1 


152 for breakdown) 
ATTACHING PARTS 


-2 ANA4-6A BOLT o 2 . ee 465 a eh, e. EIE e o " v ow s i 10 
AN960D!16 + WASHER,. . . . «ο . e. ee Be . +. 10 
AN365-428 oy NUTTY Au Slag: νε od ccs uus Ger tee ed δα ie, ον πι: ¡10 

-3 ΑΝ3-3Α ο σα νο ο ο sl Me ταν ἃς ο eo fe d g: wG 

-h 165-52428 - GASKET, Rudder control pedals support. . 5 NS ; 2 

πω πο 

-5 AN320-4 A Bch Grae Getty auus ih A e at err. D 

-6 ANQ60D416 . WASHER .... ο Αμ πο προς ο. . s e o 2 

-7 ΑΝ 13 ο S (50.27 vere b ντ... ο ewe νι ο.” 

-8 AN210-4A a © PUES Y; š> ez. ώμο ὅς. ο Bim ta ἃ, ο Gah. Savors: νο 2 

-9 ` 157-521S1 . BRACKET, Rudder control bus cable swivel . "LEES 2 

-10 117-52458 . BUSHING, Rudder balance cable pulley bracket support . . . . .. 2 

-11 AN3G5-428 cap NUT SP ets “eek agit ae ae DU ES KO neath MM 

-12 ANQGOD416 s. WASHER ος, oglas ce SE dm ος 9 vel λεν, ERE S AAA Boe τὰν 0 Á vs 2 

-13 ANH-15A wo ALT a oe A RR ver en dicU δα ο e an 2 


——— A τι A A A =. 
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FIGURE 152 - LH AND RH RUDDER CONTROL COMPLETE PEDAL ASSEMBLIES 





F-86K-4-52-13 





FIGURE & 
INDEX NUMBER 


152 


-1 
-2 
-3 
-h 
-5 
-6 
-T 
-8 
-9 
-10 
-11 
-12 
-13 
-14 
-15 
-16 
-17 
-18 
-19 
-20 
-21 
-22 
-23 
-24 
-25 


-26 
-27 
-28 
-29 
-30 
-31 
-32 
-33 


-34 
-35 
-36 
-37 
-38 
-39 
-ho 
-41 
-42 


-43 
-44 


-45 
-46 
-47 


-48 
-49 
-50 
-51 


PART 
NUMBER 


165-52401-5 
165-52401-6 


AN365-428 
AN960DÀ16 
ANY-13A 
AN4-12A 
165-52419-11 
REYES 
AN316-5R 
165-52419-7 
159-52219-5 
159-52220-19 
165-52432 
AN365-428 
AN960D!16 
ΑΝΊ-6Α 
165-524118 
AN365-1032 
AN3-17A 
165-52426 
AN365-1032 
2W1-13-32-63 
AN365-428 
AN960D!16 
4B21S4-025 
AN4-25A 
165-52408-1 
165-52408-2 
165-52415 
165-52420 
165-52423 
165-52418-5 
AN200KS4 
4B19B12-010 
165-52402 
4B20B12-030 
MS15001-3 
AN365-428 
ANQ60D416 
4s6-4-1.656 
AN4-37A 
165-524113 
AN200KP4 
AN364-624 
AN960D616 
165-52433-3 
165-52433-4 
165-52448-3 
165-52448-4 
165-52417-1 
165-52417-2 
AN201KP10A 
AN2O1KP6A 
RD205SH5 .5L 
RL24SB7 

1P7 

A7566 
165-52411 
165-524116 
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2 3 4 5 6 7 NOMENCLATURE 


PEDAL ASSEMBLY, Rudder control complete LH (see figure 151. 


for next assembly) 


PEDAL ASSEMBLY, Rudder control complete RH (see figure 151. 


for next assembly) 
NUT. κ ως τς OVES e de ὃν τμ ναι νο ἃ, τς, I GE TN a) verde], o 
WASHER. V us o9 79.9 e gy A 
BOLT 2 09639 κο, e δ AS Sn : 
BOT... a e a a 0 
TUBE ASSEMBLY, Pilot's brake control " 
ROD END, (Fafnir)... rere Se 
NUT. . DM OT Gr SE ee, 
TUBE SUB- ASSEMBLY, “pilot's brake control. 
CLEVIS, Elevator control tube. QNS 
. TUBE END, Elevator control threaded. "E 
SHAFT, Rudder control pedal pivot. S de vss δν 
NUT. x 3 a σι Ὁ, «ᾱ SE τα Ὁ mom m 
WASHER: .. αι; ο So νο a Φον οἱ c9 Ta ce ve od Ses me 9 
BOLT . . Z δι 439, Sar" ae μες. Sip ο ig 
SPRING, Rud control “pedal “return AO a 
NUT. . . ΝΥ m os UNS NS Qu CE IS Xo ο RT TIR a 
BOLT . . š ç 
GUIDE, Rudder control “pedal “adjusting link ; a8 ar Ce 
NUT. . . το ο ME 
WASHER, "Plain ` (North American) A ων. 
NUT. xs» a a de A scie e Iss ὦ 
WASHER . . 
BUSHING, Spacer “(worth American) 
BOLT . . - 
ARM, Rudder control “pedal “adjusting LH z 
ARM, Rudder control pedal adjusting RH . 
PLATE, Rudder control pedal adjusting inboard. 
SPRING, Rudder control pedal engaging. . +. . + + * +. + 
PIN, Rudder control pedal engaging . . PE 
BELLCRANK ASSEMBLY, Pilot's brake control. upper. ὃν τν, 5 
BEARING . . ur 
BUSHING, Press fit "plain "(North American) 
PEDAL ASSEMBLY, Rudder control . a ei 
BUSHING, Press fit flanged (North American) saan S 
FITTING, ας ο ο A ea he, ETS 


NUT. x < x e. e gis as W. κο S ES Ren «Ὁ δια ας del tae e Ae 
WASHER . . S; φον κας a 
SPACER, Plain oval bearing (north American). ο ο. 
BOLT . . veru. (ds οκ. 
ARM ASSEMBLY, “Rudder control pedal hanger. EE “ο 3 
e BEARING . . +. +... 4 «::::: Ud fad Tee ο 
NUT u.s Ro S e ῳ E o eoe ϱ κατ GEL ος os 
WASHER +. + + + ο πο. 


SHAFT, Pilot's brake control torque LH É w 

SHAFT, Pilot's brake control torque RH... 

BELLCRANK, Pilot's brake control lower LH. . ο 

BELLCRANK, Pilot's brake control lower RH... + + 

SUPPORT ASSEMBLY, Rudder control pedal LH. ο Garzaka ον 

SUPPORT ASSEMBLY, Rudder control pa RH. < X 4 . «ο 
BEARING . + +. + PRESSES . Tee o οκ, m. DAI ος 
BEARING . . + ο ο ο Yep ΟΦ Cat ec (Bh fete 
INSERT, (Rosan) . um qur yt artes, DUNS Tae. ο 
RING, (Rosan) . wide domu το ay ο 
PLUG, Control stop ` (North American) e 
SEAL, "Sealol" 5/8 diameter (Sealol). . . ολων. 

PLATE, Rudder control pedal adjusting outboard "e 

LINK ASSEMBLY, Rudder control pedal adjusting. . . + 
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Changed 15 April 1960 
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FIGURE & 


INDEX NUMBER 


-10 
-12 
-14 


-18 
-19 
-20 
-21 


-24 


-36 


-40 


-41 
-42 
-43 
-44 
-45 


-46 
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Section i: _ 


Group Assembly Parts List 








PART UNITS USEABLE O 
NUMBER Y; 2; ο Aa NOMENCLATURE PER ASSY. CODE à 
No Number SURFACE CONTROL EMER OVERRIDE EQUIP. (see fig. 146 for next assy) NP 
D7034-1 . PUSH PULL ASSY, Aircraft positive position number 2. . . +. , + 1 
(Teleflex 
47-2 PUSH PULL ASSY, Aircraft (Teleflex). . . . B 


D95 
165-52052-125 
B6602 
2W1AL34-36-62 
2W1AL3!-32-65 
AN924-5D 
205-52052-121 
A6329 
205-52052-123 
205-52052-125 
205-52052-111 
0633190 
AN316-4R 
165-52056 


AN4-17A 
2w18-416 
AN365-428 
AN4-16A 
AN3-10A 
2W1AL12-24-40 
2w18-10 
AN365-1032 
165-547128 
LS3 

AN3-10A 
NAS43C3-28 
2w18-10L 
AN365-1032 
AN515-8R8 
172-54712-19 
165-547129 
AN316-4R 
S23-3B1A 
165-52053 
c6331-8 
205-52051-3 
205-52052-127 
205-52051-5 
205-52052-129 
AN520-10R8 
2w18-10 

s241 
205-52035 
205-52049 


205-52034 
205-52048 
205-52033 
205-52047 
205-52003 


205-52024 


205-52007 
205-52025 


205-52029 
205-52027 


ANY-10A 


USEABLE ON CODE: 


Changed 15 April 1960 


A 


CONDUIT ASSY, Surface control valve emer override cable. 
CONNECTOR ASSY, Bulkhead 20° flared type (Teleflex). 


WASHER, Plain ha Ἐν ο ede αὖ ¿s . 
WASHER, Plain (North American 5 

NUD X^ ο ο ο αν ος ο Wh EP: πω ας 
CONDUIT ASSY, Surface control emer override cable. . 
CONNECTOR, 20? flared type (Teleflex). 


control emer override cable. . . . 

control valve emer override cable. 

CONDUIT ASSY, surface control valve emer override cable. . . 

TELESCOPIC UNIT ASSY, Flared type 1/5-28 thd end (Teleflex). 

NUTT qo. ls |a a a Se a Ce. oe 

ROD END, Surface control valve emer override (altered from . 
Heim F44-14) (use Heim F44-14 untl exh) 


CONDUIT ASSY, 
CONDUIT ASSY, Surface 


Surface 


BOLT. -ᾱ ne cee en Be Gel ᾱ- τοὶ τᾱ uv. deum. τα E š 

WASHER, Flat (North American). . . . . . + + +. 

NUTS e a a W Ell δν, 8 

BOLT 4-u4-0e da e ο oue LE WI e Lai ο e w φον, οφ. Dar ο, den S 

BOLT 4 O OZ ο Xx*0x09 xx eu ES : 

WASHER, Plain (North American) ir Ute WU edet Le e 

WASHER, Flat (North American). . . . . . + + * + 

NUT uuu ο lk $ s. TA ο e u A A πώ 

LINK ASSY, Surface control valve emer override switch. 
BEARING, (Heim) . . . - + + a ο ος Ce I 

BOM s ue p a sp W iw ec uix. ee A ο OK] A 

SPACER, Screw and bolt . . . + + + + + + + * * * * * n * ° 

WASHER, Flat (North American). . . . . . + + + ee * * * +. 

ΠΌΤ; uo xe wu. ο we ος. E S SU Muls e A 

SCREW. . » + ex I 


SWITCH ASSY, Elec power control manual override. . . . » . 
FORK, Surface control valve emergency override switch 
NUT y- y o9 o9 ον ο ο mm Lo; de 

. SWITCH, Toggle emer override (Cam-Stat) . . +. +. . + + + 

BELLCRANK ASSY, Surface control valve emer override switch 

TELESCOPIC UNIT ASSY, Flared type 1/4-28 thd end (Teleflex) 

CONDUIT ASSY, Surface control valve emer override cable. . 

CABLE, Surface control valve emer override ...... š 

CONDUIT ASSY, Surface control valve emer override cabl 

CABLE, Surface control valve emer override . . . . . . 

SCREW: 4 « +. 3 4€ 5 5. W r mss g Gt = ar νὰ n 

WASHER, Flat (North American). . . . . + + + * * * ee 

PLUG (Accurate Sales). . . . i 

COVER, Surface cont. LH fume 


e.. e.. . 


seal shroud fwd . . 


GASKET, Surface cont. LH fume seal shroud fwd. . . : I è 
cover 
COVER, Surface cont. LH fume seal shroud interm cover. . . . 


GASKET, Surface cont. LH fume seal shroud iterm cover 
COVER, Surface cont. LH fume seal shroud interm aft. 
GASKET, Surface cont. LH fume seal Shroud aft cover. 5, ὑφ 
COVER, Surface cont. RH fume seal shroud hor stab. . . . « <+ 
bellcrank box 
GASKET, Surface cont RH fume seal shroud hor stab. 
bellcrank box cover 
COVER, Surface cont RH fume seal shroud hor stab rod . 
GASKET, Surface cont RH fume seal shroud hor stab. . . + 
rod cover 


COVER, Surface cont RH fume seal shroud rudder bellcrank box . 


GASKET, Surface cont RH fume seal shroud rudder bellcrank. . 
box cover 
BOLT a aue (uw Saf ο a uid. ele os ο”. 


53-8273 thru 53-8322 
54-1231 thru 54-1275 


B 54-1276 and subs 


PRR PII HEHEHE EPH PHP ο HE QPPP Pp p = 


we 
BH 
NN 


B HH PR P HHEBHH HPO 
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Section. I1 — 
Group Assembly Parts List T. O. 1F-86K-4 
FUSELAGE SURFACE CONTROLS (Cont) 


ROTATED 180* 





ROTATED 180” 
F-86K-4-52-23 





FIGURE 154 - CONTROL STICK INSTALLATION 
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Section. 1 _ 


T. ο. 1F-86K-h Group Assembly Parts List 


FUSELAGE SURFACE CONTROLS (Cont) 


FIGURE & PART 7 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE RAD οι 
154 165-52121-101 STICK INSTALLATION, Control (see fig. 146 for next assembly). . . NP 
-1 AN365-428 NUT ο uiis τς Se ge DR. ees (m ce ee ee N e" oe OP as 1 
-2 AN960D416 . “WASHERS Z a a pd Ao A A a o ο αν ος e 1 
-3 ΑΝΗ-90Α . BOLT . .. « « « «© © © © © © -. eo . $ z 1 
-4 AN310-8 2 NUTA Russa e cq Ste IECUR Des e EL δι ONE USU mI n te ei a 1 
-5 2W1-33-58-32 . WASHER, Plain (North American) . . . . + + + + + + + + t eee 1 
-6 AN3-6A 2. BOLT & a cit e 6 
AN960D10 2 WASHER g τρ Ὁ te E Αντε Wu ee Sce ἕῳ comics De κ NE 6 
AN365-1032 HAS IUD μμ ο ο ο ο x RE ο ο 6 
-7 165-52119 . GASKET, Pilot's control stick support LH . +. +. +. + +. +. 1 
-8 165-52120 . SEAL ASSEMBLY, Pilot's control stick LH (see figure. . 1 
155 for breakdown) 
-9 AN365-428 ONU ue ES e ος ANS τὸν ο Bee εν; -Ὁ š 1 
-10 AN960D416 e WASHER: ¿ wouwooc Wee ος ον a w. -- ϱ ὃς ος AAA : 2 
-11 AN174-13A . BOLT... è A ιο A A CA w E 1 
-12 AN320-4 gy NUES a A Bla u ES A m s ç 1 
-13 NAS464-4-18 . BOLT, Shear close tolerance. . . . . + + + +s + + + ° o ee 1 
-14 165-52306 . ROD ASSEMBLY, Aileron control cockpit swivel (see. . . +. . + . 1 
figure 155 for breakdown) 
-15 AN365-428 A σα sete: as eO Q ei Parties Yeu Qu “ae SUYU WE “exci: (κ 9 1 
-16 AN960D416 2; WASHER μυ a S SL S οσο. . 1 
-17 NAS334A22 . SCREW, 100? close tolerance high strength 1/4-28 . . . . . : 1 
-18 165-52307-5 . BELLCRANK ASSY, Aileron control fuselage sta 81 9/16 . . . š 1 
-19 AN200K4 = « “BEARING =e S660) es) ee iw W WU AAU s. ccm a a a. XY ` 2 
-20 4s6-4-407 . . SPACER, Plain dual bearing (North American) . . . +. . + +. + 1 
-21 ANY-7A . BOLT . . 2 6 € € νο -ᾳ ὦ Ta. iw. Se ο Ὁ 4 
-22 AN960D416 <. PWASHER ος we sd Ὁ cee Me ia de m Em a BD aa es % 6 
-23 AN365-428 z UNUM SUI ade ate si let gi Dak uem nce Te Mk Be ee uec, is ce ae a Pe ; à 
-24 165-52010 . SUPPORT, Horizontal stabilizer control bungee actuator . 1 
and brake cylinder 
-25 AN3-12A . BOLT .. .. ELA ορ Henge E dese ας Es 1 
-26 AN3-14A . BOLT a cate p cas dixe capter ο ο ο WA W ons σα. 1 
-27 AN3-15A . VBODT ceo el τον ὁ Gece ὁ ἵν 5 ᾱ -ᾱἱ..6 + V ος xu ο ἀφ «ὅν. ὃν Ced 12 2 
-28 ΑΝ3-16Α . BOLT .... ON 6 woe te ον JA. ce πίον τῷ, κο 1 
AN960D10 . WASHER . +. +. +... +. 6 © © « « ee m m tm ng q USD τος Ὁ “ey τ Ορ a ¿w 5 
AN365-1032 e ΝΕΠ We d 79st Roch QI Eee Ὃς. c ΟΚ Φα Ὅν ο δν δι. ος νι oral ce στὰ 5 
-29 AN3-7A E BOLE sire moo» ον ἡ ᾱ Se le εἰ, ρε Say ο Te ὑννὲ | LUE ον EET De 6 
AN960D10 . WASHER... < +. +. n eee — QE 6 
AN365-1032 x NUT. us Ὁ ces Ud eese aet. A ο. 6 
-30 AN509-116R20 . SCREW. ses ee ee was xis Qux ο ο. as š 1 
AN960D16 . WASHER . + + | ο AR a Ic Ic š 1 
AN365- 528 e NUT. . « « 6 © e © . © © ὁ ὁ ο ο n8 w 9 n9 E a g. a ee UW 1 
-31 AN4-12A ; BOLT sog ak eect ὦ ο w «ο σα κ. xx ὃν ὃς ϱ 3 
AN960D416 < WASHER 4$ 049 9 m w po a E κ... ὁ Ptas iat fe: 22 3 
AN365-428 ee NUD. ees Ge She ee FR ee at αν -υ---υὐλ NN an it EI 3 
-32 165-52249-31 . SUPPORT ASSY, Horizontal stabilizer control bobweight. . . . . 1 
-33 165-52250 . BOBWEIGHT, Horizontal stabilizer control O E 1 
-34 AN310-6 w. NU οἱ ες ll le, A a eo a -ᾱς χά, AO e A 2 
-35 AN960D616 ¿ WASHER s-s ἃ ὦ Bice τς e νο Ὁ Ὁ. hse AR i 2 
-36 AN176-22 ; BOLT Z ον USU a ay da an Rie - " 2 
-37 165-52133 . ARM ASSEMBLY, Pilot's control stick RH support . . +. + + +. + 1 
-38 4B20B6-009 . . BUSHING, Press fit flanged esos American) . . . + + + + 2 
-39 4B20B6-011 . . BUSHING, Press fit flanged (North American) . . . « . + < ° 2 
-40 165-52122 . SEAL ASSY, Pilot's control stick RH (see fig. 155 +. + + + + + 1 
for breakdown) I 
-41 AN5-12A ot BOUT ο ee omui e mox ο de ο e ον φὐ UE ence ccv ei 4 
AN960D516 . WASHER +... +... ee oe A Pee Sis 4 
AN365-524 . NUT. wok ws e deve ο Ug. s ç s ç; 4 
-42 AN3-5A . BOLT. ον ο ο E 1 wes a z as 13 
AN960D10 . WASHER... + + + + ee ; š ç š: A $ 13 
AN365-1032 . NUT. . ολοι decir ες ὃς A a Re E > š : 13 
-43 AN3-6A ¿BOLD novsi e 3e 75 οι at oe ; ali Ὁ x í 6 
AN960D10 . WASHER... d. Uu Jaze uere. va ra A e s sá 6 
AN365-1032 ; ἯΙ... wsx 9-9 0 2 δ. 99€ Se a Ç Š . 6 
-44 AN3-6A . BOLT... < < < « «ο XI 2 
AN960D10 . WASHER +. +... + + + * eee ———— p ο s 2 
AN365-1032 s NUT & o9 wece ellen Ὁ «ερ Roe Ὅν ee eoim Im, los ES 2 
-45 165-52115 . PITTING, Pilot's control stick support RH. . . + + aha 1 
-46 165-52125 . PLATE, Pilot's control stick adjusting RH. . . + + + s 1 
-47 165-52123 . GASKET, Pilot's control stick support RH outboard. . . . 1 
-h8 165-52126 . GASKET, Pilot's control stick support RH inboard . . . . + + +. 1 
-49 165-52131 . FITTING, Pilot's control stick RH support. . e + + e e s+ ° ° 1 
-50 165-52101-21 ` STICK ASSY, Complete control (see fig. 156 for breakdown). . . 1 
-51 155-52135 . FITTING, Pilot's stick support to duct frame attachment LH. . 1 
-52 AN365-428 νην νιν E A ED ot e 7 
-53 AN960D416 . "WASHER ο RE Ce o T 
-54 ΑΝΙΕ-ΤΑ ο ο m eue qb m Cm Wie Pen de e ei ra 5 
-55 AN4-6A A t os 9 nr t! n ng. 2 
-56 207-58650 CYLINDER ASSY, Hydraulic master brake complete (898 νο ον cox ror Ref 
figure 180) 





Changed 26 May 1958 285 





Section. 1: 
Group Assembly Parts List T. ο. 1F-86K-4 





FUSELAGE SURFACE CONTROLS (Cont) 
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FIGURE 155 - PILOT'S CONTROL STICK MISCELLANEOUS EQUIPMENT 
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F-86K-4-52-20 





Section. ΙΙ Ἢ 
Group Assembly Parts List 


T. O. 1F-86k-4 
FUSELAGE SURFACE CONTROLS (Cont) 


acuea PART è ————- .——— y —O RnAA — O — — T 
INDEX NUMBER NUMBER 1 2 3 4 5 6 Look NOMENCLATURE VR ASH S SQUE 
155 PILOT'S CONTROL STICK MISCELLANEOUS EQUIPMENT 

165-52306 . ROD ASSEMBLY, Aileron control cockpit swivel (see. . . . . « Ref 
figure 154 for next assembly). 

-1 RE!F5-2 + + ROD END, (Fafnir) s ΟΝ A p 1 
-2 AN316-5R ege NUT . "εν E IS o 2 1 
-3 165-52340-3 . . ROD, Aileron control" swivel . αν Ven μας 1 
-4 AN310-4 š μα 37 o EU sp ox Kay se ο 1 
-5 AN960-416 u GUCWASHER. www woe ceu wih woe We el SD de A s 1 
-6 AN996-18 . . + RING... ls ἃ š 1 
-7 2W1AL58-31-125 . . WASHER, Plain (North American). : 1 
-8 AN2OTDP! x + BEARING . . . vow Ὃ a E 1 
-9 140-52303 . . RETAINER, Aileron control link swivel bearing 5 1 
-10 156-523158 I END ASSY, Aileron control link. . . 1 
165-52120 T SEAL ASSEMBLY, Pilot's control stick LH (see figure "154! Ref 

for next assembly) 
-11 165-52011-3 + + NUT, Surface controls cockpit pressure bellcrank. . 1 

retaining 
-12 AN365-428 κ. A NUDOS ο ο A A a e aeree es 1 
-13 AN960D416 oe 4. WASHERS 15 πῶ un dod AEE IR IR κὰν IBA δ δν TE ος we) cae alas, RU 1 
-14 AN4-21A . « BOLT... Ἐν νο πο te bar US es 1 
-15 165-52212-5 Ç . BELLCRANK ASSEMBLY, Horizontal stabilizer control . 1 
fuselage station 85 7/16 IH 

-16 1P7 . . . PLUG, Control stop (North American), i " wx 2 
-17 NAS50-225 - + RING, Internal retainer . . . . . + Sr kel ie A PEN 1 
-18 AN201KP20A + + BEARING... z š uu 1 
-19 165-5211 κ . SUPPORT ASSEMBLY, Pilot's control Stick Lu. τ . k. li 1 
-20 RD206SH6S6 - + . INSERT, (Rosan)... vw α : e ste 2 
. RL28SB8 - + . RING, (Rosan). . MEE: ED 2 
-21 165-52117 - . SHAFT, Pilot's control “stick. LH ο «ὅς tee pan ga eR cs. Ns "EC 1 
-22 AN6227-22 ++. PACKING. . : - τρ S νε 1 
-23 165-52109 . . SEAL, Pilot's control stick cockpit pressure LH EE: 1 
-24 157-52006 + . SPRING, Surface control cockpit pressure seal. πα η 1 
-25 2W1AL65-55-64 - . WASHER, Plain (orth american] νεος ; as τίς a 1 
-26 2W1AL65-55-62 + . WASHER, Plain (North American " LALO ta Sat a: LQ AR 
-27 AN201KP16A + . BEARING... PS ο ολ. 1 
-28 NAS50-200 . . RING, Internal “retainer š Ms erate δ z ὦ 1 
-29 AN316-4R 0. NUT.... NE s š "e 2 
-30 NASh28-h-14 .. : BOLT, Adjusting érowned hex head. . . + Su rie. eee 2 
165-52122 P SEAL ASSEMBLY, Pilot's control stick RH (See figure 154... Ref 

š , for next assembly) 
-31 165-52127 . . NUT, Pilot's control stick support adjusting. . . . +. + 1 
-32 NAS50-225 e ow RING; Internal retainer sos ¿ 4 e κ ἃ ἡ de E 1 
-33 AN201KP20A + . BEARING . . . . ο... 1 
-34 165-52128 + . SPACER, Pilot's control stick support inboard RE. αν 1 
-35 157-52006 + . SPRING, Surface control cockpit pressure seal . v. " 1 
-36 165-52130 . + SEAL, Pilot's control stick cockpit presure RH ον ae a 1 
-37 AN6227B25 + + PACKING... $ πο doceri ts n 1 
-38 165-52118 | | SUPPORT, Pilot's control stick RH . . . ος νο. ΤΣ 1 
-39 165-52116 . . SHAFT, Pilot's control stick support ΒΗ ...... χορ 1 
-40 AN202KP23B . + BEARING... . x S QE" . . g is 1 
-41 NAS50-218 . . RING, Internal "retainer . š : 1 
-42 165-52129 . . SPACER, Pilot's control stick support outboard "RR . : 1 
-43 ` AN365-428 v c ΜΙΤ. ο ες τῶν ο΄ δις ας w τὸ Ὢ μπα μας a 1 
-44 AN960D416 vow DWASHER soa 30.5 6. uel tet Se sale: lcd D rue -- $. νὰ ! 1 
-45 AN4-20A ^. BOLT... Q . . 1 
-46 165-52235-3 + + BELLCRANK, Horizontal stabilizer control 'füselage . . 1 

: station 85.137 RH 
-47 165-52011-3 . . NUT, Surface controls cockpit pressure bellcrank. . . . . 1 


—— retaining 
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FUSELAGE SURFACE CONTROLS (Cont) 











F-86K-4-52-21A 


FIGURE 156 - COMPLETE CONTROL STICK ASSEMBLY 
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Section. ΙΙ _ 


T. 0. 1F-86K-4 Group Assembly Parts List 
FUSELAGE SURFACE CONTROLS (Cont) 


FIGURE & B PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE λος ος νὰ 
156 165-52101-21 STICK ASSEMBLY, Complete control (see figure 158 for. . . . . . + Ref 
next Gss p iy) 

-1 AN520-10R8 + SCREW. +. . 8 
2w1-12-16-32 | WASHER, Plain (North American) . a 2 

-2 165-52113 . GUARD ΕΗ Pilot's control stick. es 1 
-3 ΑΝ365-820 . NUT. . αρ. 1 
-4 2W1AL32-22-16 . WASHER, "plain. (North American) . v ML E ον ala fes deese 0 1 
35 AN178-43A . BOLT... S Ce VEL fe ae SE E ee et 1 
-6 165-52111-3 . BELLCRANK, Pilot's control BELO Kies ορ S e AI a NE 1 
-7 AN365-428 ο ΝΠ; ο ee So eed um weg mod πο. XI 1 
-8 ΑΝΟΘΟΡΗ16 . WASHER . . 4 +. ee ee ee +. wa on nm n "PE 9 
-9 AN174-13A . “BOLT 4 4 & 4 909 ᾱ-δι a es ea ᾱ: 5 cee 1 
-10 AN320-4 zB ΝΠ... 409 ws 9 a A AAA i 
-11 ANQ60D416 . WASHER . . š ie Bie ο cV Sa ο ο. 1 
-12 NASY64-4-16 . BOLT, Shear close "tolerance. a < “a q hs ED ay See OP Cae Gee 1 
-13 165-52112 . ROD ASSEMBLY, Pilot's control stick. wie.) Ve, evi δ DU τοὶ Yes Ue cv vs 1 
-14 REBF5 . . ROD END, (Fafnir) . . . +. + d.t tiere leer a sten TS NEUE 1 
-15 AN316-5R νου NT... στην 1 
165-52112-3 . . ROD SUB- ASSY, Pilot's conbpor Stick sns Ro ow Rc κ 1 

ΒΕΉΕ5 . . . ROD END, (Fafnir). ὃν ce d eir 1 

-16 _ 159-52220-3 ων, “Š . TUBE END, Elevator control threaded. P cos 2 
165-52102-21 . STICK ASSEMBLY, Pilot's control lower and upper. A l 

-17 165-52132 E FITTING, Control stick torque tube RH end. s Lo 9 1 
-18 165-52134 . . FITTING, Pilot's control stick EBRO tube. ts 1 
-19 165-52107-3 . . ARM, Pilot's control stick. : š 1 
-20 165-52105 . . TUBE, Pilot's control stick torque. ra . 1 
-21 165-52110-1 . . CLIP ASSY, Pilot's control stick guard support LH E 1 
-22 165-52110-2 . . CLIP ASSY, Pilot's control. stick guard support RH . 1 
-23 165-52108 . . BASE ASSY, Pilot's control stick lower. . 1 
-24 4s7-11-1.937 εν Ὁ SPACER, Flange dual pearing. (North American) PE 1 
'|-95 AN201K8A . + . BEARING. i EE 2 
-26 NAS50-112 . . . RING, Internal retainer. AU Nue fede Wer bandh ede rue des Tor A 1 
-27 AN201K12A . . + BEARING. . + EUER ες. er 2 
-28 165-547112 . . . GUIDE, Electrical ‘control stick wiring Rael pes Ον», COs jee e 1 
-29 RD205SH5 .5L . + + INSERT, (Rosan). . Ne ie acer τας ὃν a ὦ Kec wy wank ae De, eh s 4 
RL24SB7 TE RING, (Rosan). Ne "END ME 4 

-30 AN320-8 Do. NUT. š webs «f, ο ο te ο 1 
-31 2w2s33-28-62 34 τ WASHER, Plain (North ` american). ο Se bah ο ο e EAS us 1 
-32 157-52115 . SPACER, Pilot's control Stick ga eer ao ae ee heal Κι cee E a ten κ 1 
-33 165-52104 . TRUNNION, Pilot's control ασ ie. ues š κ GOs 0x 4 e A 1 
-34 AN3108B22-14P 6  SPLUG. Se Ημ te de um lee uy D Ἵν Όρος ate ace aires ο... 1 
235 AN3057-12 . . ADAPTER. + 7 ο νο Ser Wo ο ο See ο. 1 
-36 AN365-632 : NUTA e ο ο ο oe else 2 
-31 AN960D6 2 v WASHER € 9m ra os oe Teo δι 9 So cm ose (δ τὲ Ἂ. ΔΙ (δν 2 
-38 AN515-6R8 . . SCREW . WM EE 2 
-39 165-54751 . . SWITCH ASSEMBLY, `Auto- pilot release ¿L St CLAU oe, SED ος T 
-40 NAS42DD4-59 . . +. SPACER, Rivet... IMMER 1 
-41 165-54748 . . . SPRING, Auto-pilot release Switch. P ¿ 1 
-42 AYO2W2 |o. . SWITCH ASSEMBLY, (Hetherington) (Spec '"MIL- 36743) ws 1 
-43 190-54769 . . . HINGE, Auto-pilot release switch (use 165- κ. unti exh) 1 
-44 165-547849 . . . TRIGGER, Auto-pilot release switch... ρα 1 
-45 AN365-1032 £. SONU ον ae ως ASA E Sy oping “yan ο ο 1 
-46 AN960D10 ag) WASHERS Q Uw ce 9 04 Se τος Gee S Ñ BE ΡΥ ΜΕΣ 2 
-47 AN3H15A . . BOLT. .. IEEE M e 1 
-48 No Number . + SWITCH ASSY, “control stick type B8 (Spec MIL-S5210B). z 1 

(AERNO 52-6672) (whn exh use type ΒΒΔ 
No Number . . SWITCH ASSY, Control stick type B8A (Spec MIL- $5210C) 1 
(AERNO 52-6673) (use type BB untl exh) 

-49 165-52103 . . STICK ASSEMBLY, Pilot's control upper . . $E nes ie 1 
-50 165-547113 . . . INSULATOR, Electrical control stick wiring ο ο” 1 
-51 AN502-10-4 . . SCREW. . . 4 ee ee on n ATE WE aus trs e 1 


289 





Section. ΙΙ 





Group Assembly Parts List T. O. 1F-86K-4 
FUSELAGE SURFACE CONTROLS (Cont) 














F-86K-4-52-24 


FIGURE 157 - FUSELAGE AFT SURFACE CONTROLS INSTALLATION 
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FIGURE & 
INDEX NUMBER 


157 
-1 


-2 
-3 


-4 
-5 
-6 
-7 
-8 
-9 
-10 
-11 
-12 
-13 
-1} 
-15 
-16 
-17 
-18 
-19 


-20 
-21 
-22 
-24 
-26 


-28 


PART 
NUMBER 1 


201-52032-101 
No Number 


AN515-4R12 
AN365-440 
190-52417 
AN174-10A 
2w18-416 
AN365-428 
190-52416 
ΑΝΖΟΙΚΡΗΑ 
4s7-4-3.406 
AN174-50A 
190-52435 
REB3N2 
AN316-5R 


:190-52435-5 


REUS 

AN316-5R 

AN3-13A 

2W18-10 

AN365-1032 
NAS222-17 
AN364-428 
AN520-8R7 

2w18-8 

AN365-832 

187-52404 
187-52404-5 
1R12P12-49-524 
REYES 

AN316-5R 

165-52016 
AN174-17A 

2w18-416 . 
AN365-428 E 
AN17!-12 š 
AN310-4 

190-52422 

ΑΝ155-165 : 
190-52423 ? 
AN219-2 A 
No Number 


No Number 


ΑΝ3-ΤΑ 
AN3-30A 
2w18-10 
AN3-4A 
AN365-1032 
2w18-10 
AN365-1032 
2418-10 
AN3-5A 
AN3-4A 
190-52268 
201-522101-101 


201-522128 
201-522127 
190-52428 

190-52429 

165-52213 
201-522129 
AN155-168 ς 
AN3-5A : 
AN171-10A y 
2W18-416 a 
AN365-428 y 
165-524230 : 
AN6-1-1 J 


T. O. 1F-86Kk-4 
FUSELAGE SURFACE CONTROLS (Cont) 


2 3.4 5 6 7 NOMENCLATURE 


next assembly) 
CONTROL ASSEMBLY, Follow-up type F1 (Spec. 
MIL-C5205A) (AERNO 60- 2121) (GFAE) 


SCREW. . . . e . . AMETE 

NUT. r > 

SUPPORT, Rudder control | sector aft 

BOLT . . 5. kee κοὐ -ᾱ 

WASHER, Flat (North American). Aa 

NUT. ce cee š 

SECTOR ASSEMBLY, Rudder control “aft. 
BEARING . . 


SPACER, Flanged dual b bearing (norin American) š : Ν 
BOLT . . š 
ROD ASSEMBLY, “Rudder control auto- “pilot `follow- up. 
ROD END, (Fafnir) . 
NUT . 


SURFACE CONTROLS INSTALLATION, Fus aft (see figure 119 for 
MIL-C5205 or. 


ROD SUB- ASSEMBLY, Rudder control auto- o-pilot follow- -up 


ROD END, (Fafnir): a. te 


NUT i Gs με eh, ei, OO Tea? we Se M. a ee ee ἴα 
BOLT . . νον ου 
WASHER, Flat (North. American). D A P UE 
NUT. 


SCREW, Brazier head phillip! s recess steel L 1⁄4- 28. 
ΝΟΤΗ elu) e$ -οἱ MED Se . š 
SCREW. < < . ἃς S δν re ors Die 
WASHER, Flat (North " american). — S 
NUT. Š > 
ROD ASSEMBLY, “Rudder control surface operating v rs 
ROD SUB-ASSEMBLY, Rudder control surface operating. 
RIVETING ROD END, Threaded (North: emerson): 
ROD END, (Fafnir). 


. 


. 


. 


. 


Ντ... 

CLEVIS, irreversible “valve "surface “control “operating "female 
BOLT . . A ein e ua. MC Voy Jae om us 
WASHER, Flat (North. American). Ver hue us ο 
NUTS Lv a A Rec wU Q CEP ο ds KITS να," eee γῷ 
BOGT c ia wet. eus Wa Ag ovr δι ης 
NUT. . . LUE AA μα. 
CABLE ASSEMBLY, “Rudder auto-pilot control forward. 
BARREL . . . Κα Ver κ πμ ας 
CABLE ASSEMBLY, “Rudder οσο control aft... 
PULLEY . . . . 


MOTOR AND DRIVE ASSEMBLY, “Servo “type AS "(Lear "99326" series 


"A", Lear 94859 series "C" or subsequent, 
Honeywell 


Ind. AN3 bolts) (Spec MIL-M5202A) (AERNO 60-2131) 
DRUM AND BRACKET ASSY, Servo type A3 (Lear 84943 series" 
intrch wth Minneapolis-Honeywell 84943 series "4" (Spec 


MIL-D5203A) (AERNO 60-2132) (GFAE) 
BOLT, ας with Lear 99326) 
BOLT, 
WASHER, Flat (North American). . . ios 
BOLA ο ο tc IE W u rs 
NUT. . . . OA us vel arce s 
WASHER, Flat (North American). RD 
NUT. . . . E "er e r OS A 
WASHER, Fiat (worth American). το, ο Ὁ αἱ SS AB: Ge 
BOLT, (upper «14 19 Mel fb» A. SB U WU A res a τῶ, ec at ο `a 
BOLT, (lower ans 


used with Lear 94759 and Minneapolis- “Honeywell "94859) 


SUPPORT ASSEMBLY, Horizontal stabilizer control 'auto- pilot 


SURFACE CONTROLS INSTL, Aft fuselage deck area. . 
(see figure 158 for breakdown) 
ASSY, Horizontal stab. auto-pilot 
ASSY, Horizontal stab. auto-pilot 
ASSY, Rudder control aft fuselage LH 
ASSY, Rudder control aft fuselage RH . 
control fus aft 


CABLE 
CABLE 
CABLE 
CABLE 


control aft. 


stab. 


CABLE ASSY, Horizontal stab. 

CABLE ASSY, Horizontal stab. control fus aft stab. 
BARREL ; 4 4. £9 s 9 $€* 9 ὁ oe las i a ὁ 
BOLT 4 4 - € une o 7 mm οἱ οἱ m ὁ. ὁ UW £ < < 
BOLT... ο ιν 9- κ τὸ -φ "I 
WASHER, Plat (North American). . NE κος 
NUT . PC ὃς a 


GUIDE ASSEMBLY, “Rudder trim tab actuator `. . 
ACTUATOR ASSEMBLY, Rudder trim tab liniar (Cam- Stat) 


control forward. 


(use 
A31-1-1 untl exh) (North American Spec 165-954007) 
(intrch wth Airborne Accessories R208M2 or Carma 10691) 


*1 AN515-4R12 and AN365-440 replace screw and washer attaching arm to shaft 
furnished with F1 control. 





. 
. 
. 
. 
. 


(GFAE) 


up and down 
up and down 


Section. ΙΙ _ 


Hd 


NHHPHHEHHNHHNYHHPPWWWHHPPHPHPHHPHENHPHOCAOPNN H 


or Minneapolis- 


a a 
Herrem ΓΡ DENN EE EEE oC O 


Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. CODE 
NP 
*l 
*1 
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Section ΙΙ. 
Group Assembly Parts List T. ο. 1F-86K-4 
FUSELAGE SURFACE CONTROLS (Cont) 





F-86K-4-52-19 


FIGURE 158 - AFT FUSELAGE DECK AREA SURFACE CONTROLS INSTALLATION 
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Section. 1 _ 


T. O. 1F-86K-4 Group Assembly Parts List 
FUSELAGE SURFACE CONTROLS (Cont) 


A AAA A A A A AA i === = = 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
158 201-522101-101 SURFACE CONTROL INSTALLATION, Aft fuselage deck area (see . . . . NP 
figure 157 for next assembly) 
-1 No Number . AFT FUSELAGE HORIZONTAL STABILIZER POWER ACTUATOR ASSY AND . NP 
RELATED EQUIPMENT (see figure 162 for breakdown) 
-2 201-522102 . MECHANISM ASSY, Hor stab control variable feel (see figure . . i 


159 for breakdown) 
ATTACHING PARTS 


-3 AN3-5A BOLT + A A A ῳ OA AR AA 2 
AN3-14A po BOB TA. a A a Fa cc E E A 2 
AN509-10R11 e BOLT... +. ο ο ο ο ο ο ο μα. 1 
2w18-10 . . WASHER, Flat (North ` american). ο ο ο... : 5 
AN365-1032 E AA ο ο O E AE a R 5 
AN4-7A so BOLT. y. ο ο Gy as lect aree Ww i wet SS 2 
2w18-416 . WASHER, Flat (North American). ES FEES + 2 2 
AN365-428 s ONUD ο ος Sab ee Xm ἐν τς O EP ο See 2 

e ee 

-h AN515-8R8 A ια ο. ae Q ο EDS RES O oe, κε 2 
AN515-8R10 . SCREW .. > é š ο ο ο ο USU ec Se ee Sa ο 1 
2w18-8 . WASHER, Flat (North american). o inet eh eee, woe aera Bek ος Q 3 
AN365-832 z, NUT. use 3.05 ος ον oe N . E 3 

-5 No Number . CONTROL ASSY, Follow- -up "unit type "PL (sp ec MIL-C5205 or. . . . 1 

MIL-C5205A) (AERNO 60- 2121) AGERE 

-6 AN173-11A . BOLT. . eer E “Pee 1 

-τ 2w18-10 . WASHER, Plat (North ` american). irm ο Gg πο ο 1 

-8 AN365-1032 s ANUTV i.» 0$ RR 16. 9s ο ie ο ο ο 1 

-9 AN515-!R16 o SCREW a X ο ο ο ο uS ο eoe XD UR ner Ὅς ne s Us 2 *2 

-10 AN365-440 . NUT... * € 2 *2 

-11 201-52289 . ARM, Horiz Stab “control `auto- pilot differential `follow- -up. "e 1 *1 
201-522123 . ROD ASSY, Hor stab auto-pilot control differential follow-up . 1 

unit outboard 
201-522123-5 . . ROD SUB-ASSY, Hor stab. auto-pilot control. . . +. +. + + + 1 

-12 RE3F4 . . + ROD END, (Fafnir). . . 2 . ee e eee on n n n n 1 

-13 AN316-4R zd. ος Νεος a ese τὰς ας ce eee es Se BE UE i ee AI vg 1 

-14 201-522123-3 s 2 Ἠθθο e ο SI es κο ο ο ο le om. ces ο a ee ue Sa. 1 

-15 AN316-4R : + NUT... Wo 8 o κὁ £o. W. GNO ο ο ου 1 

-16 RE3F4 . . ROD END, (Fafnir) . i E χε S e ME 1 

-17 AN365-1032 . NUT... RUE Sat as, ο w ο... 1 

-18 2w18-10L . WASHER, Flat (North ` american). ο ο eu ta tes MEE has H 

-19 AN509- 10R17 . BOLT. . AS sat estas P AS en Se GE amta. ab qe S 1 

-20 52-028-125-0625 . “ROLL PIN, ` (Elastic). ΚΟ A 1 

-21 201-522122 . ARM, Hor stab auto-pilot éontrol differential follow- -up "unit ; 1 

-22 201-522121 . SHAFT, Hor stab auto-pilot control differential follow-up unit 1 

-23 AN3-10A . BOLT .. ο ο d P 1 

-24 2418-10 . WASHER, Flat (North american). $19: p oe Roe, Lar τὸν ο ο 1 

-25 AN365-1032 . NT. .. MCA sl sch cap at aso e v ta ο ο ας 1 

-26 201-522120 . BELLCRANK ASSY, “Hor stab auto-pilot control differential follow- 1 

up unit ` 
4B20B3-03 . . BUSHING, Press-fit flanged (North American) . . . . . + + 1 

-27 AN173-7A . BOLT.. £ vs Ne ο ο a te C auqa ο 2 

-28 2w18-10 . WASHER, Flat (worth American). ο aru e νην 2 

-29 AN365- 1032 > NUT. . . + « e u 2 

-30 120-522119 . ROD ASSY, Hor "stab auto- “pilot “differential follow- lup inboard % 1 
AN200KS3L . . BEARING +. +. + + ο ο E e 1 

-31 HATH . BOLT, 100? close tolerance high strength 1/4- 28. edo eae ὃς tal i 1 
218-416 . WASHER, Flat (North ο λος IE X va Gr ud ο apos Gus Se 1 
AN319-À s NUT. e 60x τό, ce € $9 908 zu SE UN ds Roc ve XE τοὶ veo ας Δ) sg. -ᾱ 1 

-32 AN1T!-11A . BOLT... $e owl Ὃν RO ου 1 
2418-116 . WASHER, Flat (North American). ο di 222 πα μον 1 
AN363-428 . NUT... cn o 1 

-33 D1820 . ACTUATOR TRIM, (Hoover) (North American Spec NAS- 7955- <4) xe 1 

(intrch wth Carma 11001, North American Spec 
NA5-7922-2) 

-34 NAS220-15 . SCREW, Brazier head Phillips recess τον steel 8-32 . . . +. + 3 
NAS43DD3-32 . SPACER, Screw and bolt... . Dou 3 
12F 3832 . NUT, (Standard Pressed Steel). r ars ο dead ο ati ya: 8 2 
AN515-1R12 . SCREW. . « e « 4 ee ο» om om om 95 ss Le 2 *3 
AN365-440 . NUT... < ee te à 2 *3 

-35 No Number . CONTROL ASSY, ᾿Ῥο]]ον- up “unit type Ἔ] (spec MIL- 65205 or. . . 1 

MIL-C5205A) (AERNO 60- 2121) 

-36 AN365-428 . NUT. . . ta ο ο ο 2 

-31 218-416 . WASHER, Flat (North ` american). EC 2 

-38 165-52290 . ROD ASSY, Hor stab auto-pilot control `follow- -up "unito. . s e 1 

-39 AN316-4R so SNUTO νο + - s s +s < +< + 5 + + + + Ὁ ο a πες. 1 

-40 AN276-6 bou JOINT. +, ave m wo ow ον ce eee, e 1 

-41 165-52290-5 : . RIVET ASSY, Followup "unit rod Sa δ Spl ec Brash. ie ο ο E SFU se. 1 


*1 201-52289 replaces arm furnished with Fl control. 
*2  AN515-l"R16 and AN365-440 replace screw and nut attaching arm to shaft furnished with 


F1 control. 
*3  AN515-4R12 and AN365-440 replace screw and nut attaching arm to shaft furnished with 


Fi control. 
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Section I1 — 
Group Assembly Parts List T. O. 1F-86K-4 
FUSELAGE SURFACE CONTROLS (Cont) 


30 31 


FIGURE 159 - HORIZONTAL STABILIZER CONTROL VARIABLE FEEL MECHANISM ASSEMBLY 
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F-86K-4-52-18 








Section. II _ 


T. 0. 1F-86K-4 Group Assembly Parts List 
FUSELAGE SURFACE CONTROLS (Cont) 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
159 201-522102 MECHANISM ASSEMBLY, Hor stab control variable feel (see figure. . Ref 
158 for next assembly) 
-1 AN320-4 - NUTS 6. Bae ο RO 2 Qa f ο ο. 1 
-2 218-416 . WASHER, Flat (North American). ig ας =s O των ας ὃς κα, ᾱ ος . 1 
-3 NAS464-4-28 . BOLT, Shear close tolerance. ...... . . . + + eae 1 
-4 NAS43DD4-60 . SPACER, Screw and bolt . . . . . . + + + + s ee ee s À + + 1 
-5 AN365-428 y NOP S Ὁ Ab κ AR RS σα. 1 
-6 2418-116 . WASHER, Flat (North American). š ` : : 1 
-T NAS334PA12 . BOLT, 100” close tolerance high strength 1/4-0 222 7... 1 
-8 201-522116-5 . ARM ASSY, Hor stab control follow- us "EN EA ο. 1 
-9 AN207KS4 +=. BEARING ¿ . ¿ . . . . ο. ο Pese Der ο 1 
-10 AN355-428 v: NUTS ss š KT ος ταν τος USE dem Xi vv ues δν dg ἢ 3 
-11 2W18-416 . WASHER, Flat (North American). MT ο E sce Se Q ta 6 
-12 AN174-12A s BOLT a 4 € £625 . bei φαν tos Ἂν Ἵψι αἲ Ue ce el Ὁ QUY S 8 
-13 201-522114-5 . LINK ASSY, Hor stab control “follow-up. el A ee ee is 3, 1 
-14 AN200KS4 $ a BEARING. - ο U Ὁ a a e SRL A 1 
-15 AN320-4 so NUTS ο ὅτῳ. ιν νε we M ο : i 
-16 2418-116 . WASHER, Flat (North ` american). MD TEES ; 2 
-17 NAS464-4-17 . BOLT, Shear close tolerance. . S [e cae ale m E 1 
-18 201-522113-5 . BELLCRANK, ASSY, Hor stab control “róllow- up. ΕΜ CERIS 1 
-19 AN200KS4 $e os ἩΒΛΗΙΝΟ: s.w tee -ᾱ -ῳ Ὁ τος te ste š a 2 
-20 AN201KP4A* $ . BEARING... . . š š s 2 
-21 201-522112 . ROD ASSY, Hor stab control follow-up fud ο ο ο ay 1 
-22 165-52016-3 : CLEVIS, Surface control operating female. . . . . . . . + 1 
-23 165-52016 . . CLEVIS, Surface control operating female. . . . . . . + . 3 
-24 AN316-5R Soe ae NUD a oue ue ο ο ο ee Sa ο“ i 1 
-25 AN316-5L gom INUIT a oxi ere E νοῦ . P MORE ο As 1 
-26 201-522112-3 τ ROD... oe o9 o ot ο on 1 
-27 201-522103 " SECTOR ASSY, Hor Stab control `fuselage (see. figure 161 for 1 
breakdown) 
ATTACHING PARTS 
-28 NAS464-6-16 . BOLT, Shear close tolerance. . . . . , + + + + + + + + + eee 2 
2w18-616 . WASHER, Flat (North American). . . . . + + + + + + + + + eee 2 
AN320-6 -. NUNC BS a ued μον EXE νο an E ο ο "ο -- 2 
O so 
-29 201-522109 . ROD ASSY, Hor stab control feel. . . sa + + + + 4 + 4 1 
ATTACHING PARTS 
-30 AN365-428 s NUT ο VE Wn A NU. qe whee et Sc ah 2 
-31 2W18-416 . WASHER, Flat (North ' american). ολ λα, ο ορ το especie 4 
-32 AN174-13A vo IBOLT no E aan Saa A AN 2 
s 3. 
-33 REYFS Sour RÓDOEND, (βαση αν. Re A e ob ale, WV w As he 1 
-34 AN316-5R +. .« NUT... as fet e | δρ, VN OR. cor N 1 
2 201-522109-7 . . ROD SUB- ASSY, Hor stab. control “feel ον m a ey Ac 1 
-35 RE4SF5 +. +. ROD END, aie ns ἃ SE εἰ Garcia οὔ tan μα ος 1 
-36 AN316-5 iy, NOD eee ο win ide Be ate “Sy A Sete ao 1 
-37 201-522109-5 . . . ROD SUB- ASSY, “Hor. stab control feel. A Se Gee EA j 1 
-38 1R11-8-35-524 sw dw ROD END sU ce mn er ks 0e ch ar Sea eee kU ee Us 2 
-39 201-522109-3 . . TUBE... ο ds i 
-40 201-522110 ; BUNGEE ASSY. Hor stab "control 'push- feel "(refer to T. o, 1601-1- 1 
114 for breakdown) 
-41 201-522111 . BUNGEE ASSY, Hor stab control push-feel (refer to T.O. 16C1-1- 1 
114 for breakdown) 
ATTACHING PARTS 
-42 AN365-1032 . NUT. AED E MEE MES 4 
-43 2w18-10 š WASHER, “Plat (North American). ον ο 5 
-44 AN509-10R18 a BOLT 2 ious a a ee Ea AAA S. S E. w Ca is 2 
-45 AN173-11A e BOLT ο Ὁ “Ὁ ο a 910€ 3v o9 ον les ms Won o Loss 8 ae οἱ τρ ps 2 
---ᾱ---- 
-h6 201-522107-5 BELLCRANK ASSY, Hor stab control bungee. . . . . . + + . 1 
ATTACHING PARTS 
-47 AN365-428 . NUT... dde A w ne τν 30 SU US Sai Qe τ 1 
-48 2w18-416 . WASHER, Flat (North ` american). ZW OA «αὐτο Na ο cales G 2 
-49 AN174-46A ee BOLD eet uw o SEPA teu aye a ra UES e we La Ue 1 
== a 
-50 AN2O1KPHA . . BEARING. . + + + “° ° 2 
-51 4s7-4-2.938 . . SPACER, Flanged dual “bearing. (North American) . "ICE 1 
-52 201-522108-5 . BELLCRANK ASSY, Hor stab control trim. . +. . + + +. . * * + 1 
ATTACHING PARTS 
-53 AN365-428 NUT. < ο PENES 1 
-54 2418-516 š WASHER, F Flat (North American). : BATS ο E wah les Se E 1 
-55 AN174-45A do BOLT X a e pee RR ο ad a a Ped E ERA a 1 
----ᾱ--- 
-56 AN206DSP3 . . BEARING . . . 1 
-57 4B20B3-03 . . BUSHING, Press- "fit "flanged (North American) "En 1 
-58 201-522105 . SUPPORT ASSY, Hor stab mechanism . . "P NE 1 
-59 AN2O1KPHA . . BEARING . +... +. ὁ A 9 ο ο 09 4 $9 « |... o4 9 9 4 


a AE = ESE OE TO 
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Group Assembly Parts List T. O. 1F-86K-4 
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FIGURE 160 DELETED 
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Section :: _ 
T ο. 1P-86k-4 Group Assembly Parts List 


z FUSELAGE SURFACE CONTROLS (Cont) 





F-86K-4-52-16 A 


FIGURE 161 - HORIZONTAL STABILIZER CONTROL FUSELAGE SECTOR ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
161 201-522103 SECTOR ASSY, Horizontal stabilizer control fuselage . . . ..- Ref 
(see figure 159 for next assembly) 
-1 AN365-428 . m UE ws ex ue RS aay ιδ te eee dE 1 
-2 2W1AL16-2!-91 . WASHER, Plain (North American) . . .. + + + + + + ee eee 1 
-3 AN365-428 0 E O ο ο O ὁ ο 5 1 
-4 2W18-416L . WASHER, Flat (North American) . . . . . + + + * ° * * * * * ° 1 
-5 AN! -16A . BOLT. a τς Ge e 1 
-6 165-52280-5 . ARM ASSY, Horizontal “stabilizer control valve operatin, αρ s 2 
-7 AN200KS4 ἴον a BEARING LG: ham ae due 4) πο. $ 5 fe Je 9 EP 2 
-8 AN365-428 < . "PE 5 Lr EN ae 1 
-9 2W18-416 : WASHER, Flat (North American) . ο ο aS σος 1 
-10 AN201KPW4A τ BEARING 5 Ὃν Ὁ 2 . + e 1 
-11 201-522104 . SHAFT, Horizontal stabilizer control valve “actuating o... 1 
-12 NAS43DD10-13 . SPACER, Screw and bolt . . . + + + Ρ ο ο cae Kip τῶ ον be 1 
-13 NAS43DD10-45 . SPACER, Screw and bolt . . . . + + + + +... * * * * ° 1 
-14 AN365-428 WO GN ο ο ο μον O PE M a ass ss 1 
-15 2818-4161, . WASHER, Flat (North American) . A απ Seite pun 1 
-16 AN4-16A . BOLT ... "P" 1 
-17 201-522106 . . SECTOR ASSY, "Horizontal Stabilizer “control "aft ‘fuselage TET 1 
-18 AN200KP6 . . BEARING α; . . s s < © © © © © e «ο tm n «Lo er < IS Ὅς 2 
-19 AN201KP10A . . “BEARING: ο 2 2 2o < s e Ὁ s e a Aa m e e ee L 
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Group Assembly Parts List T. O. 1F-86K-4 
FUSELAGE SURFACE CONTROLS (Cont) 








F-86K-4-52.25 


FIGURE 162 - AFT FUSELAGE HORIZONTAL STABILIZER POWER ACTUATOR AND RELATED EQUIPMENT 


298 — 





T. ο. 1F-B6K-h 
FUSELAGE SURFACE CONTROLS (Cont) 


Section. ΙΙ. 


Group Assembly Parts List 





FIGURE & 
INDEX NUMBER 


162 


-20 
-21 


-26 


-27 


-31 


-37 


PART 
NUMBER 


No Number 


165-587130-15 


AN182-25 
2W18-1216 
AN310-12 
AN363-624 
2W18-616 
165-21469 
AN310-12 
2418-1216 
2W18-1216L 
165-21460 
201-522115 
AR6A 
AN316-7R 
165-52016-3 
AN316-5L 
201-522115-5 
1R11-10-49-524L 
190-522101 
NAS464-4A12 
2W18-416L 
AN364-428 
MS28741-6-0114 
MS28741-4-0114 
AN833-4D 
AN924-4D 
218-716 
AN919-6D 
AN6290-6 
205-52205 
AN200KS4 


ATTACHING PARTS 


2 


ACTUATOR ASSY, Hyd hor stab. power (refer to T. O. QH2-4-5-4 , 


3 4 5 é 7 NOMENCLATURE 


AFT FUSELAGE HORIZONTAL STABILIZER POWER ACTUATOR ASSEMBLY AND 


RELATED EQUIPMENT, (see figure 158 for next assy 


for breakdown) 


BOLT ç Ἐκ... 79. € ὦ Oe δα OS OR es EE Ὁ, Ὁ ο ᾱ-Ν 


Flat (North American). . . . . 2 Iii iiaii 


NUT. Xx 5-5 ο tog ο ο 


“Flat (North American). 
Horizontal stabilizer actuator attaching bolt. 


NUT. . . ns EUN: 


WASHER, 
BOLT, Hor stab. 


Flat (North "American s Lese Le 
Flat (North American 


center section ; io actuator attaching ` 


ROD ASSEMBLY, Horizontal stabilizer control follow- up aft. 


BEARING, (shafer Bearing)... . 

NUT. . 

CLEVIS, Surface control operating female. 
NUT. 5. ο ὁ 


ROD SUB- ASSEMBLY, Hor stab. control follow-u 
ROD END, Knurled threaded (North American 
FITTING, Hor stab. control puntis -pull rod... 


BOLT, Shear close tolerance. 


ATTACHING PARTS ` 


NAS464-4-1 
2W18-116 
AN320-4 
NAS464-4A12 
2w18-416 


. AN364~-428 


WASHER, Flat (North American). . . . . . . e + + + + + + + 
NUT. . . Ms τάν aver woe D» Sé s 
HOSE ASSEMBLY 
HOSE ASSEMBLY 


4 mrs flight) 
normal fllent enc] Ye, es 


ELBOW. . . der ea tes 

NUT. . 

WASHER, “Flat (North American): Bcd τῶν H^ Ne LET Eee πον Ve 

REDUCER. Sls xe tute 7 ο ο ο 

GASKET .-. . E τῶν 1Β 

LINK ASSY, Horizontal stabilizer control valve ° operating e 
BEARING . . . . . . cre ος oa a 

BOLT, Shear close tolerance. . . . . + + + + + + ο we we 9 « 

WASHER, Flat (North American). . . . . . , . i: + eae 


NUS. n eios | OA αρ OP POM ανα 
BOLT, Shear close tolerance. E ceps pee Ro xvm 


WASHER, Flat (North American). . . . . . . 2 e. 
NUT. .'. 


e. e s o sa soa b * + 4. s s JJ 


UNITS 


PER ASSY. 


. NP 


= 


Ε.Ε ΥΓ ΕΕ Pip Dr = 


USEABLE ON 


CODE 


oe aaa aaa a aaia eea 


Changed 20 February 1959 
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Group Assembly Parts List T. O. 1F-86K-4 





FIGURE 163 DELETED 





oe 
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Section. 11 





T. O. 1F-86K-4 Group Assembly Parts List 
FUSELAGE HYDRAULICS 





F-86K-4-58 -72 


FIGURE 168 - HYDRAULIC AUXILIARY ALIGHTING GEAR FAIRING DOOR OPERATING COMPLETE CYLINDER ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
164 165-58645 CYLINDER ASSEMBLY, Hyd aux alighting gear fairing door . +. » . . Ref 





operating complete (see fig. 165 for next assembly) 
ATTACHING PARTS 


-1 AN320-6 NUT ο ο wee igo ΙΙ GY eoi NE ID Se nik ve 1 
-2 2W18-616 WASHER, Flat (North American) . . . . . . + + + s +ç s s s e s ον 1 
-3 AN26-16 BOLT D ης ὋΝ Re Rg ver σα να, a Ta ο ον ος S: cs 1 
κακάο 
-4 165-58805-65 . LINE ASSEMBLY, Fairing door open. +. +. . . +, + + s s + s + + x 1 
-5 165-58805-63 . LINE ASSEMBLY, Fairing door close .............. 1 
-6 AN833-4 à ABBA Wow. ο) ou ou Wh Φα See ww ee GODDESS és Ole eee ee 2 
-7 AN6289D4 s ο seh cde SU A Gen ο. 2 
-8 AN6291-4 mg 5c 2 
-9 AN6290-4 s (GASKET $6 4.5.9 1e jm cm, V oe kta, te Da ὁ; Des ce! ae 4 ιδ) Sept 2 
-10 ANQ24-4D ¿NUDE m 2 
-11 AN837-4 v BLEBOW 40€ v) Vo o Ra a a οἱ 'Φ' 4 2 
-12 ANQ60PD716 . WASHER... * 0 c! » 9 w €» * 9 ὁ 9 € » ο ὁ ὁ 4. ο ο 2 
-13 AN365-1032 ῳ NUT ας Sei tel ww Sal de ie αφ ῳ ο ο COLL οἱ we ο ss e e e ο ο ο 2 
-14 ΑΝΟΘΟΡΡΙΟ a WASHER 4.03 98 g as ou) IUe ο) Ioue ὦ τῳ τς ντ τν) δν ο δν ο ἃ 9 
-15 AN520-10R8 e SGREW Ve τῷ cb te Sia owe te tb eNO conos OA Ver 9er eoe w "we 2 
-16 140-58460-3 *1 . CLAMP, Hydraulic auxiliary door cylinder hose ........ 1 
-17 140-58460-4 *1 +. CLAMP, Hydraulic auxiliary door cylinder hose ........ 1 
-18 173-58045 . CYLINDER ASSY, Hyd nose wheel fairing door operating (refer . 1 


to T.O. 9H2-5-28-! for breakdown) 
κι Mtchd cmpnt do not stk sep. 2 
————————————— '— —————!——————— QOO 
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Section. τι — 
Group Assembly Parts List T. O. 1F-86K-4 
FUSELAGE HYDRAULICS (Cont) 








F-86K-4-58-25 


FIGURE 165 - AUXILIARY GEAR AND STEERING STATION 12.75 TO STATION 70.25 HYDRAULIC EQUIPMENT INSTALLATION 
302 








T. O, 1F-86K-4 


FUSELAGE HYDRAULICS (Cont) 





Section ΙΙ _ 


Group Assembly Parts List 





FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER Hm σερ, 
165 207-58019 HYDRAULIC EQUIPMENT INSTALLATION, Auxiliary gear and steering NP 
station 20.75 to station 78.25 (see figure 80 
for next assembly) 
-1 3H3-4-17 HOSE ASSY, Plastic covered (North American) (MS28741-4-0170). 1 
-2 3H3-4-20 HOSE ASSY, Plastic covered (North American) (MS28741-4-0200). 2 
-3 3H3-4-19 HOSE ASSY, Plastic covered (North American) (MS28741-4-0190). 1 
-4 165-58633-3 CYLINDER ASSY, Hyd aux alighting gear helper complete é 1 
: (see fig. 166 for breakdown and attaching parts) 
-5 MS28741-4-0140 HOSE ASSEMBLY: 4. s s c» 4632 X X κ Φαν AA R * 1 
-6 MS28741-4 0150 Ὁ. HOSE ASSEMBLY fe d αι e wid) a ας κ. E τρ SS κ) S XX l 
-7 165-58630 . CYLINDER ASSY, Hydraulic auxiliary alighting gear complete 2 
(see fig. 167 for breakdown and attaching parts) 
-8 3H3-4-16 HOSE ASSY, Plastic covered (North American) (MS28740-4-0160) . 2 
-9 165-58645 CYLINDER ASSY, Hyd aux alighting gear fairing door operating. 1 
complete (see fig. 164 for breakdown & attaching parts) 
-10 AN924 -4D μι ο ο Jer ce geen ce ϱ IND Deo NU ο GN ve, Sw ο m. τά 3 
-11 2W18-916 - WASHER, Flat (North American) . . . . . . . ewe ο. 3 
-12 AN833-4D ge EBBOWt ο e ee ος, E Dus δι ο el οι TET RLW. S ^ 2 
13 165-58801-3 . LINE ASSEMBLY, Pressure fairing door open from 90? . IS 1 
elbow LH side station 48.62 to reducer 
station 55.62 : 
-14 AN919-6D ὁ SREDUCER. - wo SQ a a a a A et ote 2 
-15 165-58801-5 . LINE ASSY, Pressure fairing door open from reducer as 1 
station 55.62 LH to union sta 73.62 BL12 1/2 RH 
-16 AN832-6D UNION! ¿Uç Ὁ es 60x39. v9 qo S ολο ώς sk owes $3 vs 2 
` 2w18-916 . WASHER, Flat (North American) . . . . . + + + eo ο E 2 
AN924-6D NUD exten naa xe e Seta we ee es UE se! elm š Dus sa 2 
-17 AN833-4D > ELBOW. ον ks. RIDE a ON τό eI. ple a” ts pui ΓΝ 8 
2w18-916 . WASHER, Flat (North American) . +. . . +. . + + e ve "EM 8 
ANQ24-4D Sa NIIS ORI at te ο xxx aie SOPORE ἅ-ῳ ο A vee ase 2 
-18 165-58801-7 + LINE ASSEMBLY, Pressure fairing door close from 90° . . eS 1 
elbow LH side station 52 1/2 to reducer 
station 58 
-19 165-58801-9 . LINE ASSEMBLY, Pressure fairing door close from... . e 1 
reducer station 58 LH to union station 75.62 
BL12 1/2 RH 
-20 165-58801-19 . LINE ASSEMBLY, Pressure auxiliary gear up from . . +. + . 1 
elbow station 80 1/2 RH to tee station 58.62 
-21 AN804 D4 e ΤΕΕ 34.32€ ee τν ch wo ον a ee Ub. Wp A ST Los i9 I oo; TRES 1 
-22 165-58811-79 . LINE ASSEMBLY, Auxiliary gear up tee station 58.62 . . PL 1 
BL7 LH side to union station 58.62 BL7 1⁄4 
. RH side 
-23 AN832-4D S UNION: de: Q: ee S ο Ge, SE ets) SS wee ο ο.” «E 2 
ANQ24-4D ον ο i Aces t Ru ο ον ο ο e δὲ 
-24 165-58811-77 . LINE ASSEMBLY, Auxiliary gear down tee station 57 1/2 . S 1 
BL12 1/2 RH side to union station 58 5/8 
BL5 LH side 
-25 AN804 D4 e ΕΕ ὦ. 6039542978 SS ee a “Sel Fe DIR TS ae ος -ᾱ . 9 1 
2W18-916 . WASHER, Flat (North American) . . TE UE OEC ET a 1 
AN924-4D ve AA E E IR E EE “1 
-26 165-58801-11 . LINE ASSEMBLY, Pressure auxiliary gear cown from elbow CES 1 
station 39 RH side to tee station 57 1/2 
-27 AN832-4D e UNION . . « « ο» . « © © © © © © © © c ὁ «ο ια. w^ is al 
2W18-916 . WASHER, Flat (North American) . . . . + + es ° : 1 
AN924-4D e PNUD y a ce Yu Ue Fee ISU a a δ. 4S. δν ὃς τῳ . 1 
-28 AN837-4D « ELBOW . . « ο « © « » » » © e ὁ e * * 9 * € uw. “Ὁ š 1 
2W18-916 . WASHER, Flat (North American) . . . + . ë οφ E ° i 1 
AN924-4D . NUT. E sU gut Ὃς hte δις Sila ta ὃν S ie uer ce Ye . . L 
-29 For continuation of these lines see figure 168 . . . IPIE Ref 
-30 For continuation of these lines see figure 169 . . +. +. » + + + + eso ot τ . Ref 
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Section. ΙΙ Ἢ 
Group Assembly Parts List 











T. O. 1F-86K-4 


FUSELAGE HYDRAULICS (Cont) 


FIGURE 166 - HYDRAULIC AUXILIARY ALIGHTING GEAR HELPER COMPLETE CYLINDER ASSEMBLY 


F-86K-4-58-26 





FIGURE & PART UNITS 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
166 165-58633-3 CYLINDER ASSEMBLY, Hydraulic auxiliary alighting gear helper. 
complete (see figure 165 for next assembly) 
ATTACHING PARTS i 
-1 AN365-720 ΝΙΛ ος Xe e a at ia a e IE αὖ” ee A 
-2 2W2SP30-36-63 WASHER, Thrust (North American) . . . . 4 í + + t + eee ° +. 
-3 AN365-624 NUD orc μμ μα Μα Tyo a Gf we Ὁ 
-4 2W18-616 WASHER, Flat (North American) . . +. «+... * * ee 
-5 AN6-13A BOLT. Z" απ... aa a Q "EM w Ορ, QU W VS. 
asss αν 
-6 AN814-3D PLUG AND BLEEDER . . . . 4 «ο in aa ira ea . . 9o non 
3T AN6290-3 GASKET. So ue ide S Yk ο a ae So ver Né ae rel ls b AE a 
-8 AN833-4 RLBOWS. sarea a αμ ο ου 
-9 AN6289-4 NUP ar ο a ae eh το 
-10  AN6291-4 RING te Oe a tar στα eel ὅταν la 
-11  AN6290-4 ο ΜΜ say Bs as Sn bee de Qe dar cust e uisa ο... 
-12 190-58801-31 LINE ASSY, Aux gear up from port on cylinder to bracket on cyl 
-13 ANQ24-4D πα UL s Nec sr xa er ο a ae MUS QU ο ο“. 
-14  AN960DT716 WASHER: ©.) uou St ορ ERU γα οσον M μ.ο... 
-15  AN837-4 ELBOW... 23er? nre Bhs Bates a avs emia Re ao ου 
-16 151-58525 BOLT, Hydraulic universal fitting 1/4 tube size. . . . + + - 
-17 AN6227-6 PACKING: Μο ο Ge HALO SQ ἃ 
-18 AN6227-7T PACKING ai e eu ντα σας oe pre mue S SA Ne ta ag sa 
-19 151-5852 ELBOW, Hydraulic universal 90? 1/4 tube size . . . . + + +. + 
-20 165-58270-10 BRACKET ASSY, Hyd aux alighting gear cylinder line support . 
-21 AN365-1032 τ. A NUE eee Sg? es ee ae “οἱ ο ο SP og cime ο ο ο 
-22 AN3-4A BOLT 45 ate e “ο ictu e er de de S. SU ate yr Š 
-23  2W18-10 WASHER, Flat (North American) . . . . . + + + + + . * * 
-24 2W1AL3-14-32 WASHER, Plain (North American). . . . . + Ç š 
-25  165-58270-3 TAPE, System packing hyd. aux alighting . iE. 
gear cylinder line support clamps 

-26 165-58270-9 TAPE, Cork rubber . ¿ . . m a ee e w +. . . loo... +. 
-27 173-58033 CYLINDER ASSY, Hyd nose gear extension . . . 


(refer to T. O. 9H2-5-28-4 for breakdown) 


USEABLE ON 
CODE 


Ref 


He pBINpPFPpHHEPHBIBEIRBH PB EEE PRP RP PPPH 
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Section. 1: 
T. ο. 1F-86K-4 ` Group Assembly Parts List 


FUSELAGE HYDRAULICS (Cont) 





F-86K-4-58-27 
FIGURE 167 - HYDRAULIC AUXILIARY ALIGHTING GEAR COMPLETE CYLINDER ASSEMBLY 
PEERS a MEME MEME M CeCC—O——OT 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER:ASSY. CODE 
167 165-58630 CYLINDER ASSEMBLY, Hydraulic auxiliary alighting gear complete. . Ref 
(see figure 165 for next assembly) 
ATTACHING PARTS 

-1 AN364-720 NUDE ο το ας ο Q 8 

-2 2w18-716L WASHER, Flat (North American) . . 2 

È -3 AN27-19A BOLT ge ae A WO A 1 

-4 AN27-23A BOLT. 1 

που A 

-5 AN833- ID . ELBOW. 1 

-6 AN6289D4 . NUT. . 1 

-T AN6291-4 . RING. x o See wo Wi x. D 1 

-8 AN6290-4 . GASKET... ..-. ees 2 

-9 AN815~-4D = UNION: X x vend. Seg eaten MR Sa Rye eS ΡΟΗ Εν 1 

-10 173-58030-3 . CYLINDER ASSY, Hyd nose gear actuating (use 151-58030 or . 1 


173-58030 unti exh) (refer to T. O. 9H2-5-28-4 
for breakdown) 
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Section. ΙΙ _ 
Group Assembly Parts List T. ο, 1P-86K-4 
FUSELAGE HYDRAULICS (Cont) 





STA 70. 25 





F-86K-4-58-28 





FIGURE 168 - FUSELAGE STATION 12.75 TO 70.25 LOWER LH SIDE HYDRAULIC EQUIPMENT 
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FIGURE & 


INDEX NUMBER 


168 


PART 
NUMBER 


207-58020 


207-58679 


AN3-16A 
2418-10 


AN833-4D 
AN6289-4 
AN6291-4 
AN6290-4 
AN833-6D 
AN6289-6 
AN6291-6 
AN6290-6 
28100 


207-58658 


ATTACHING PARTS 


AN3-14A 
2w18-10 


AN815-6D 
AN833-6D 
AN6289-6 
AN6291-6 
AN6290-6 
25326-1 


AN937D6 
AN833-6D 
AN919-6D 
AN6249-6 
AN6289-6 
AN6291-6 
AN6290-6 
207-58801-11 


207-58801-15 
207-58801-13 
207-58801-17 
207-58801-9 


207-58801-7 


AN832-4D 
AN924-4D 
AN832-4D 
AN924-4D 
AN6290-4 
NAS424-4D 
AN6290-6 
AN815-6D 
151-58010-3 
151-58313 
AN6290-6 
141-58396 
36837 
151-58314-3 
207-58801-3 
207-58801-5 
AN815-6D 
207-58804-29 
207-58801-19 
AN833-6D 
2w18-916 
AN924-6D 
207-58801-25 


207-58801-21 
207-58801-23 
AN783D6 
AN6290-6 
AN893-2D 
AN6290-1 
11CRSC2 


MS28741-4-0130 


207-51025 


1 


2 


T. ο, 1F-86K-4 


FUSELAGE HYDRAULICS (Cont) 


3 4 


5 6 7 


NOMENCLATURE 





FUSELAGE STA 12.75 TO 70.25 LOWER LH SIDE HYDRAULIC EQUIPMENT 


ATTACHING PARTS 


3. 9 9 m 9 t5 9 n 


HYDRAULIC EQUIPMENT INSTALLATION, Fus sta 12.75 to 125.50 . 


(see figure 80 for next assembly and figures 169, 
170, 171 and 172 for additional breakdown) 
VALVE ASSY, Hydraulic pressure reducing 


BOLT . 


WASHE 


GA 
VA 


R, Flat 


SKET .. 


` ° ° ὁ ο n n 
. . ο 9 ο n ng 


SKET .. 


LVE ASSY, Hyd 


(North American) LL 


. 


press. 


VALVE ASSY, Hydraulic steering selector 


BOLT... Sox το. Ὁ. ος, w a, νο x e vs š 
WASHER, Flat (North American) š x^ s . 
UNION . ` YQ rg a : < νο iei ns fe 
ELBOW . arts $us RR EE. $ € x ο ^ ee Vere 
NUT. xo eos š š : $ ap δες 
RING "I E Doy ig a οἱ Ὁ sow ὁ 
GASKET . " à ^e. 
VALVE ASSY, Solenoid operated 3-way Selector "3000 psi 
(whittaker) (North American Spec NA5-8219-3) 
intrch wth Hydraulic Research 50150, North 
American Spec NA5-8249-4), (Mar Vista 12940 North 
American Spec NA5- Ἔσο 5) and (Parker 14-1002-3, 
North American Spec NA5-8249-1) 
TERT civ cad ste sah cane Q OS Tighe as ot T$ ies 16:82 ος Xp Jud ὃς κ τὸ) se ei deus 
ELBOW .... ow QU Cat xw E s κ αν Www Uv οι. Sia 
REDUCER . .. ο vene Mr ie ος $ vim A ᾧ ιο ὁ 
VALVE, Hydraulic Bee ο pe ἠῶ). ψ'' τῳ! -ᾱ., GS vo E cc e sere τῷ». Soy Vas τῶ 3 S 
NUT", S3 fos rd. κ a αμ a ae e πο τῳ 
RING z g ο Car et Gal seb vel a «ὠ a . το 
GASKET . . . . 22 do Van cel νὰ S. Aene 2 πο 
LINE ASSY, Utility return elbow in cross to “elbow in ae: fe? iw 
steering valve station 26 LH 
LINE ASSY, Utility return check valve to union sta 32 IH. 
LINE ASSY, Utility return elbow to cross sta 23 LH . . . . 
LINE ASSY, Utility press. steering valve to reducer LH . . 
LINE ASSY, Utility return union to cross stations 12.75 . 
to 23 LH 
LINE ASSY, Utility pressure filter station 16 to . 
reducer station 20 LH 
UNION eX UN SU oo Py ace eo 
NUT "I e. . . . 4: Ze . 
UNION . ο $e ay hes πο ο. oe as 
NUT .... . . ο ο ὁ c ο IR ο ee ἃ 
GASKET . . š E . 
COUPLING, Fittings internal screw “thread z . š 
GASKET . . e.s ooo < ο . . PES e 
UNION . ο ο . "I 


FILTER ASSY, Hydraulic 1/4 tube “size a è 


"reducing (Hydraulic "Research) 
(North American Spec NA5-8269-1) 


ADAPTER, Hydranlie filter 1/4 tube Size A 


GA 


SKET . .. 


GUIDE, Hyd two way “restrictor valve filter . ; I : : 


ELEMENT ASSY, Hydraulic filter (Purolator) . . ... 


BO 
LINE 
LINE 
UNION 
LINE 
LINE 
ELBOW 
WASHE 
NUT 


LINE ASSY, Utility return “elbow 
station 70.25 LH 

LINE ASSY, Utility press. 
LINE ASSY, Utility press. 


TEE 

GASKE 
BUSHI 
GASKE 


SNUBBER , Press. (Operating & Maintenance Specialties) (intreh 


HOSE ASSY, (utility pressure) 
SUPPORT ASSY, Alternate hyd press. 
For continuation of these lines see figure 165 . 


DY, Hydraulic 
ASSY, Utility 
ASSY, Utility 
ASSY, Utility 
ASSY, Utility 


filter 1/4 tube size 

press. union to union 
return elbow 
return union 
press. elbow 


R, Flat (North American) 


Tq roe. ut ὃ 
NG sasae’ 
To. . 


wth Sterer Eng & Mfg Co. 48195) 


“station 40 to elbow 


sta 1 12. .T5 LH 


“sta 32 to elbow sta 40 LH. 
sta 40 to steering valve 


= + eas o so o 


elbow sta 40 to tee sta GH LH . 
tee sta 64 to tee sta 70.25 LH . 


. transmitter (see fig. 138) 





BP5 to union sta 12.75 LH. 


LH 


Section. II _ 
Group Assembly Ραγὶς List 


UNITS 


PER ASSY. 


NP 


ΓΩ ΙΙ NN FF ΓΩΠΛΠΛΛΛ ΓΕ mmn H 


1 
1 
2 
1 
1 
1 
4 
l 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
4 
2 
1 
1 
1 
1 
1 
1 
1 
1 


Ref 
Ref 


USEABLE ON 
CODE 


307 











Section II _ 


T. O, 1F-86K-4 


Group Assembly Parts List 


FUSELAGE HYDRAULICS (Cont) 





STA 70, 25 






STA 70, 25 

















F-86K-4-58- 29 


FIGURE 169 - FUSELAGE STATION 12.75 TO 70.25 LOWER RH SIDE HYDRAULIC EQUIPMENT 
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T. O. 1F-86K-4 
FUSELAGE HYDRAULICS (Cont) 


Section. 11 _ 


Group Assembly Parts List 


A oe pu το — s = m E 
UNITS USEABLE ON 


FIGURE & 
INDEX NUMBER 


169 


-30 


PART 
NUMBER 


207-58020 


207-5865 
207-5862 


325-63-425SH 
207-58663 


207-58685 
207-58801-91 
207-58801-87 
1V7-26-30 
AN833-4D 
AN6289-4 
AN6291-4 
AN6290-4 
207-58801-83 
207 -58801-89 
AN815-6D 
AN6290-6 
AN6249-6 
AN6280-6 

207 -58801-93 
207-58801-95 


AN919-6D 
207 -58801-69 


207-58805-41 
207-58801-67 
207-58801-61 
207-58805-43 
207 -58801-59 
207-58801-63 


1 2 3. 4 5 6 7 NOMENCLATURE 


FUSELAGE STATION 12.75 TO 70.25 LOWER RH SIDE HYDRAULIC 
EQUIPMENT 
. HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station 12.75 to . 
125.50 (see figure 80 for next assembly and figures 
168, 170, 171 and 172 for additional eno) 

. . VALVE ASSEMBLY, Hydraulic nose gear down emergency selector 
(see figure 174 for breakdown and attaching parts) 

. . ACCUMULATOR ASSEMBLY, Hydraulic nose gear down emergency . 
(see figure 173 for breakdown) 

. . CLAMP, (Marman) . . . . + + +s + + s s espoo osere 

. . VALVE ASSEMBY, Hydraulic accumulator dump (see figure 175 . 
for breakdown 

. . GAGE ASSEMBLY, Hydraulic nose gear emergency accumulator . 
(see figure 177 for breakdown and attaching parts) 

. . LINE ASSEMBLY, Utility press. restrictor to NLG emergency . 
down valve RH 

. . LINE ASSEMBLY, Utility press. tee in accumulator to . + + <+ 
restrictor station 50 RH 

. . VALVE ASSEMBLY, Hydraulic two way restrictor (refer to. +. + 
T. O. 9H8-5-15-4 for breakdown) 

+ —. ELBOW. ¿ < s< eee è A 

9 NUT. ο ss ES . 

« RING ,.. « aa »» » ο ο ο. 

« GASKET . . « «ο a sexta tie . 


. 
. . e + ο ο ù 
. 


LINE ASSEMBLY, Utility press, tee in accumulator to dump 
valve station 62 RH 

LINE ASSEMBLY, Utility pressure check valve to tee in... 
accumulator station 50 RH 

+ « UNION... + s + e e e e ee 

¿ < GASKET . , + + + + we we ο ° 

+ + VALVE . ο ὁ e e ee e eo wee 


VALVE . T ΕΝ st ἂν x: 
LINE ASSEMBLY, Utility pressure tee 
at check valve RH 
LINE ASSEMBLY, Utility return reducer station 65 εδ o3 
accumulator dump valve 

s gn “REDUCER: ¿ v + 0.3 5€ Oqa de να! «αὶ cw ore a e ¿e e. a eS) de 

. . LINE ASSEMBLY, Utility return tee station ΤΟ to check... 
valve station 65 RR 

. . LINE ASSEMBLY, NLG down NLG emergency valve to wheel well. 
beam RH (use 207-58801-85 untl exh) 

. . LINE ASSEMBLY, NLG down tee station 70 to emergency NIG . . 
valve station 40 RH 

. . LINE ASSEMBLY, NLG up elbow station ΤΟ to elbow in wheel . 
well beam RH 

. . LINE ASSEMBLY, Accumulator air pressure gage to accumulator 
station 68 RH (use 207-58801-65 untl exh) 

. . LINE ASSEMBLY, Fair door open elbow station ΤΟ to elbow. . 
in wheel well beam RH 

. . LINE ASSEMBLY, Fair door closed elbow station TO to elbow . 
in wheel well beam RH 


For the continuation of these lines see figure 165. 4 ¿ 5 a w ος oc e 
For the continuation of these lines see figure 170 ... + + + + s ooo o . ° ° 9 





PER ASSY. 


NP 


p opp " προ HF HIOIDIDIO FP PP P HY PD B oH 


=F F n oH 


CODE 


309 








Section. i: 
Group Assembly Parts List T. O. 1F-86K-4 





FUSELAGE HYDRAULICS (Cont) 


STA 43. 673 







STA 70.25 o 


“=p š 
0 














F-86K-4-58-30 








Section. zz _ 


T. ο. 1F-86K-4 Group Assembly Parts List 
FUSELAGE HYDRAULICS (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
170 FUSELAGE STA 12.75 TO 70.25 UPPER LH AND RH HYD EQUIPMENT 

207-58020 . HYD EQUIP. INSTL, Fus sta 12.75 to 125.50 (see fig. 80 . . . NP 


for next assembly and figures 168, 169, 171, and 
172 for additional breakdown) 


-1 No Number - . HYD POWER BRAKE CYLINDER ASSY AND RELATED EQUIPMENT .. . NP 
; (see figure 179 for breakdown) 
-2 207-58801-35 - . LINE ASSY, Brake pressure union in brake cylinder .... 1 
to elbow WL-18 LH 
-3 207-58801-37 . . LINE ASSY, Brake pressure union in brake cylinder . . . . 1 
to elbow WL-18 RH 
-4 207-58801-31 . . LINE ASSY, Utility pressure union in brake cylinder 1 
to bushing at WL-18 LH 
-5 207-58801-33 . . LINE ASSY, Utility pressure union in brake cylinder . . . 1 
to bushing at WL-18 RH 
-6 207-58801-27 + . LINE ASSY, Brake return elbow in brake cylinder ..... 1 
to bushing WL-18 LH 
-7 207-58801-29 . . LINE ASSY, Brake return elbow in brake cylinder . 1 
to bushing WL-18 RH 
. -8 AN832-6D . . UNION, pu and RH eae T C "m 2 
-9 + AN91N1D6 . . ELBOW, (LH and RH side S Vac ο RIA. nén ου” 2 
-10 AN919-6 . . REDUCER, (LH and RH side) . .. ......... 5 8 
-11 AN6290-6 . « GASKET, (LH and RH side) . . . . +, + + + + ee eee b 4 
-12 AN924-6D . . NUT, (LH and RH-side) ..... + + + + + + + ο ο ES 2 
-1 AN832-6D + . UNION, (LH and RH side) νο e ee “ev Q x 4 
-1 AN924-6D ° . NUT, (LH and RH side) .. DO I E e 4 
-15 2w18-916 - . WASHER, Flat (North American) s Seu tay eio αλα. 4 
-16 AN894-6-4 . . BUSHING, (LH and RH side) e och ο”. 4 
-1 AN6290-6 . . GASKET, (LH and RH side). ο DIE n 
-1 207-58801-39 + . LINE ASSY, Brake pressure union WL-18 to elbow in . . .. 1 
gun deck station 73 LH 
-19 207-58801-41 . . LINE ASSY, Brake pressure union WL-18 to elbow in . . . . 1 
gun deck station 73 RH 
-20 207-58801-43 . . LINE ASSY, Utility pressure union WL-18 to elbow in . . . 1 
gun deck station 74 LH 
-21 207-58801-45 . . LINE ASSY, Utility pressure union WL-18 to elbow in . . . 1 
gun deck station 74 RH 
-22 207-58801-47 . . LINE ASSY, Brake return union WL-18 to elbow in gun . . . 1 
deck station 74 LH 
-23 207-58801-!9 . . LINE ASSY, Brake return union WL-18 to elbow in gun ... 1 
deck station Τὰ RH 
-24 AN837-6D . . ELBOW, (LH and RH side) . PLUS ες. muyay g 6 
2W18-916 + . WASHER, Flat (North American) (Li and RH “side)' quu, de eu ον 6 
AN924-6D . . NUT, (LH and RH side) . . ο we E 6 
-25 207-58104-11 . . BLOCK ASSY, Hyd fus sta ΤΟ. 25 “Line support do ds E SS 2 
207-58104-7 . . . BLOCK, Hyd fus sta 70.25 line support . . A LEA Kar Wi 1 *1 
207-58104-9 . . BLOCK, Hyd fus sta 70.25 line ean Paar ey ter pita: Cente 1 *1 
-26 For the continuation of these lines see figure 172 . . . + ον, š Ὃν ον «Φα, ya ov wow ¿ROL 


*1 Mtchd empnt do not stk sep 
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F-86K-4-58-31 


FIGURE 171 - FUSELAGE STATION 70.25 TO 125.50 MISCELLANEOUS HYDRAULIC EQUIPMENT 


312 





FIGURE & 
INDEX NUMBER 


171 


-10 
-11 


-1} 


-15 


-16 
-1 
-1 


-23 


-24 


-31 


-41 
-42 





PART 
NUMBER 1 


2 





T. ο. 1F-86K-4 
FUSELAGE HYDRAULICS (Cont) 


4 4 5 6 7 NOMENCLATURE 


FUSELAGE STATION 70.25 TO 125.50 MICELLANEOU HYDRAULIC EQUIPMENT 
HYDRAULIC EQUIPMENT INSTL, Fuselage sta 12.75 to 125.50 ... 


207 -58020 . 


207-58687 . 


325-63-506SH . 
207-58803-83 š 


207-58803-81 . 


AN804D6 . 
2W18-916 ; 
AN924-6D s 
207-58803-71 4 
207-58805-39 : 
38390 , 


'AN929-6 


ΑΝΒΙ5-60 
207-58695 


201-58635 . 


207-58803-67 : 
207-58803-65 ç 
AN833-6D ; 
2w18-916 K 
AN924-6D ç 
207-58803-25 ; 
207-58803-23 š 
207-58803-21 
2o7-58803-19 i 
AN815-4D š 
207-58804-21 š 
207-58804-23 š 
AN837-4D ç 
AN924- le ; 
2w18- E ; 
207-58803-89 A 
207-58803-91 . 
AN821-4D š 
207-58804-19 3 
207-58804-17 
207-58804-15 š 
201-5880! -13 = 
AN833-4D ; 
2418-716 A 
ANQ24-4D z 
AN832-4D 5 
2W18-716 š 
AN924-4D . 
AN832-6D . 
2W18-916 è 
AN924-6D > 
AN894D6-4 η 
ΑΝ6290-6 R 
MS28741-4-0130 τ 
205-58110 ᾷ 
205-58110-3 . 
205-58110-5 A 
205-58102 Ç 
205-58102-3 $ 
205-58102-5 š 
For continuation of 
For continuation of 


these 
these 


(see figure 80 for next assembly and figures 168, 169, 
170 and 172 for additional breakdown) 
COMPENSATOR ASSY, Hyd alternate flight control (see figure. 
176 for breakdown) 
CLAMP, (Marman) . . š 
LINE ASSY, Alternate `rlight control return. tee “sta” 125° to š 


compensator 
LINE ASSY, Alt. flight control return union sta. 125 to .. 
compensator 
TEE , . πα e ates ee gel wea ο 
WASHER, Flat "(North American) . NA E 
NUD e os è EEE US. Car Ἂν κα 


LINE ASSY, Résérvoir filling tee "sta 125 to filling valve . 
LINE ASSY, Reservoir filling filter to filling valve . . +. 
FILTER, Hyd oil 3/8 tube (Purolater). . s.a s + + + . . 
GAP? 04 96e (€ o Ὁ TO ο) elie α- Ὁ. ψ SO ιο φιΦ) Sw, Ὃς. 9. ὁ "x . 
UNION . . + . 
VALVE ASSY, Hyd alternate flight `control system filiing 4. 8 
(see figure 178 for breakdown and attaching parts) 
VALVE ASSY, Hyd alternate flight control dump (see . +. +. + 
figure 176 for breakdown and attaching parts) 
LINE ASSY, Fair door close elbow to union sta 125 , 
LINE ASSY, Fair door open elbow to union sta 125 . 
ELBOW . . ou de ον iov WU o 
WASHER, Flat "(North American) ο Uo ite, QU RT 
NUT sesso oe . . 
LINE ASSY, Fair door close "union sta '95 to “elbow “sta 125 
LINE ASSY, Fair door open union sta 95 to elbow sta 125 
LINE ASSY, Fair door close union sta 95 to elbow sta 70 
LINE ASSY, Fair door open union sta 95 to elbow sta 70 
UNION. e © + 
LINE ASSY, NLG “down union to "elbow “station "195" 
LINE ASSY, NLG up union to elbow station 125 
ELBOW.. + % ο e . e e ὁ eco 0.0.0. ο ὁ 5 ο ο 


eee 


NUT ο ae ee eae 
WASHER, Flat "(North American) ο ῳ 

LINE ASSY, NLG down elbow to elbow "sta “120 “to 125 
LINE ASSY, NLG up elbow to elbow sta 120 to 125 . 
ELBOW . . » 
LINE ASSY, 
LINE ASSY, 
LINE ASSY, 
LINE ASSY, NLG up union sta 95 to 
ELBOW . . 
WASHER, Flat "(North American) 
ΝΤ... « +< s s < e e s ο e ng 
UNION... ΝΕ . 
WASHER, Flat "(North American) 
NUT...... we ὁ wwe 
UNION . . ος 
WASHER, Flat "(North American 
NUT τ a oo le ve "sole wh 
BUSHING 
GASKET .. 
HOSE ASSY . . + . 
BLOCK ASSY, Hydraulic line s 
. BLOCK . « + + + + + eo 
+ BLOCK ... š 
BLOCK ASSY, Hydraulic line * support " fuselage station 
. BLOCK, Hydraulic line support fuselage station 78 
. BLOCK, Hydraulic line support fuselage station 78 
lines see figure 169 . . . - + + + * ο 
lines see figure ΚΤ . . . . + + + + + + + + oth ee 


NLG up union sta 95 to elbow sta 125 . 
NLG down union sta 95 to elbow sta 70 
elbow sta 70 


NLG down union sta 95 to elbow sta 125 . 


` ...... 9 t 


. 
. . > e ο ο ο o o 
. 


. 
9 ° © e © o ο 
. 


et 
H 


. Εν o... ο ο ὁ ὁ ο ὁ 


cet 


e c Me s +s + s < e 6 0 + n n 


a 


. Me © s » © ç o ο. 


= 
m 


e (De =< © © » © © e 9 » c 


P. 


. 
. 
. 
. 
` 

s 


€ Me s s s s + e t] eve 


. 
. . 
«. 
oe 
. . 
. ο 
. ο 
. . 
n 
por 


. 
cn » He sa sa o 6 ο 9 b 9$ q 0 6 9 0 »» 0 9 0? $9 b o ° ° » 


e 9 . . 9 9 «ο» ο 9 9 s e * 0 * 9$ à 9 s * € 0 e 9 * 9 * ο s * ο o. ss». 


e 5 a o c» s ù plo e 9 ə 5 9 e a * c» » à 5» 4 0 à 0 9 » s  », » . 


*1 Mtchd cmpnt do not stk sep. 
*2 Mtchd cmpnt do not stk sep. 
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FUSELAGE HYDRAULICS (Cont) 








STA 101.6 








STA 101. 6 


STA 70.25 


T 70. 25 == ¡Ss 





F-86K-4-58-32A 


FIGURE 172 - FUSELAGE STATION 70.25 TO 125.50 HYDRAULIC PRESSURE AND RETURN EQUIPMENT 
315 











Section ΙΙ _ 


T. ο. 1F-86K-4 Group Assembly Parts List 
FUSELAGE HYDRAULICS (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
172 . FUSELAGE STATION 70.25 TO 125.50 HYDRAULIC PRESSURE AND 
RETURN EQUIPMENT 
20717-58020 - HYDRAULIC EQUIP. INSTL, Fuselage sta 12.75 to 125.50 . . NP 


(see figure 80 for next assembly and figures 168, 
169, 170 and 171 for additional I ών, 


-1 AN815-6D * Ge. UNION o ο ἐν ος v. Ce U Ῥ s us Sides ο ος 9 
-2 . AN833-6D w d ELBOW. ^2. xu woes m ο τὰ xs UR e eem RI vL E 3 
AN924-6D +. NUT .. ° ο ο ορ.” 2 3 
2w18-916 - . WASHER, Plat (North. American) IF πμ ος DEUM 3 
-3 AN834-6D Bw ΒΕ ο Shoe he E Y qe S U dr Dog . A 1 
AN924-6D ey (NUT .. a DNE hrs 1 
2W18-916 + + WASHER, plat (North American) P UE NE A Ç 2 
-4 AN8OX4D6 ip ge SIBE S s SUS SQ a a ως ὃν vos ate τῷ, ο Ba: Ὁ, À 2 LES 2 
AN924-6D see NUT. τ. cows E τὸν. tap, Rae δν. Glee E P MES 2 
2418-916 . | WASHER, Flat (North American) | | DE: 2 
-5 207-58803-45 + . LINE ASSY, LH brake press. union sta 107 to elbow in IH . 1 


horizontal web 


-6 207-58803-41 . LINE ASSY, Brake return tee sta 70 to elbow in LH hor web. 

-7 207-58803-49 - LINE ASSY, Utility press. sta ΤΟ to elbow in LH hor web 

-8 207-58803-51 . LINE ASSY, Utility press. tee to tee sta ΤΟ . . . . 

-9 207-58803-53 . + LINE ASSY, Utility return elbow to tee sta TO . . . - 

-10 207-58803-39 + . LINE ASSY, Utility press. tee to tee sta 70 to 75 . : 

-11 AN784D6 IER ur ο ο ο es o Wn e One ο ο) AT 

-12 AN919-12D à REDUCER, 99 Re ος 4, oer Uku a ος UR a ve awe g WC OW 
AN6290-6 x GASKET sce, uocis UO SEHE dice UNT A Mast ο eee WORD SW a a JR 


-13 207-58803-29 
-14 207-58803-35 


LINE ASSY, Brake return tee sta 70 to elbow in RH hor web. 
LINE ASSY, Utility press. tee sta 75 to elbow in RH 
horizontal web ` 


e.s ο n 


-15 AN824-6D ο TERA Us ce Fen. fal Bale, X. SU Tay U aa αν hes Wi ar cee ο 

-16 207-58803-9 - . LINE ASSY, RH brake press. union sta 90 to elbow in RH. 
horizontal web 

-17 207-58803-7 . . LINE ASSY, Utility press. union to tee sta 90 to 75 . 

-18 207-58804-3 + . LINE ASSY, Brake return union sta 90 to tee sta 75 . 


LINE ASSY, Utility return union to tee sta 90 to 75 . .. 
LINE ASSY, LH brake press. union to union sta 90 to 70 . 
UNION. 234 co. a ο RSS AS "el edd qos. ο ο. 

LINE ASSY, RH brake press. union to elbow sta 90 to 125 
LINE ASSY, Brake return union sta 90 to elbow sta 125 . 


-19 207-58803-5 A 
-20 207-58803-3 š 
-21 AN815-8D : 
-22 207-58803-17 z 
-23 207-58804-5 š 


e. `. ο n 


-2}4 207-58803-13 + . LINE ASSY, Utility return union to elbow sta 90 to 125 . 

-25 207-58803-15 . . LINE ASSY, Utility press. union to elbow sta 90 to 125 . 

-26 207-58803-11 . . LINE ASSY, LH brake press. union to elbow sta 90 to 125 

-2 207-58803-87 . . LINE ASSY, Utility press. union sta 119 to elbow sta 125 

-2 207-58803-63 + . LINE ASSY, RH brake press. elbow to union sta Eras SEIS 

-29 AN837-6D iB ELBOW 2 αν Ὁ ὦ. ο ο-ωις-ω er 9 dice ie a Ye D tase ete 
AN924-6D . - NUT . UNE E: a) de. 
2w18-916 A à WASHER, Flat (North " American) è . $e de a: Vao Se 

-30 AN833- 8D i. wu ELBOW une) wozu eue ait ας Tes ο ο. 
AN924-8D e we NUT. + Q cos z ου bn aoe 
2w18-1216 + . WASHER, Flat (North " American) 5E" . 

-31 207-58803-61 . . LINE ASSY, Utility press. elbow to reducer sta 125 š 

-32 207-58804-7 . + . LINE ASSY, Brake return union to elbow fus sta 125 . . 3 

-33 207-58803-57 - . LINE ASSY, LH brake press. union to elbow sta 125 : 

-34 AN919-12D . . REDUCER +... ο © © © © © © © ο ο 5 «^*^^ ^-^ ὁ ὁ ὁ 5 » 

-35 207-5880h-11 . . LINE ASSY, Utility press. reducer sta 125 to union sta 130 

-36 207-58804-9 + . LINE ASSY, Brake return union sta 125 to elbow sta 130 . . 

-37 207-58803-55 . . LINE ASSY, LH brake press. union to elbow sta 125 to 139 n 

-38 207-58803-85 + . LINE ASSY, RH brake press. union sta 117 to elbow : 


station 125 1/2 


-39 205-58101 BLOCK ASSY, Hyd line support fus sta 78.133 upper . 


CNS «ὦν -ᾱ..-ῳ. A τα 
N 
LY 
HERI IRR ELI I ES I E ED I IR RHEE E IL E. I2 ID. E. I I IL [0 I ΙΡ; HE A A IE 12 IA. I ks μι 


205-58101-3 - . . BLOCK, Hyd line support fus sta 78.133 upper stis *1 
205-58101-5 . . . BLOCK, Hyd line support fus sta 78.133 upper . . . +. + κα 
-40 205-58108 9 + BLOCK ASSY, Hyd line fus sta ΤΟ support . +. +. +. + + + * +. 
205-58108-3 += + . BLOCK, Hyd line fus sta 70 support .... μαμα. κο 
205-58108-5 - . . BLOCK, Hyd line fus sta 70 support . .. ....... *2 
205-58108-7 ." + . BLOCK, Hyd line fus sta a support APO oar τεῦ ον κό bay ser va κο 
-41 For continuation of these lines see figures 46 and 47 . Lx deu tas tee alode da as Ref 
-42 For continuation of these lines see figures 168, 169 and 170. ix rupa, ο. Ref 


*1 Mtchd cmpnt do not stk sep 
*2 Mtchd cmpnt do not stk sep 


315 


Section. ΙΙ _ 
Group Assembly Ports List T. O. 1F-86K-4 
FUSELAGE HYDRAULICS (Cont) 





2 


ee ee eee eee = 








.F-86K-4-58-53_ 
FIGURE 173 - HYDRAULIC NOSE GEAR DOWN EMERGENCY ACCUMULATOR ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER t 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
173 207-58642 ACCUMULATOR ASSY, Hyd. nose gear down . . , . . . . . Ref 
; emergency (see figure 169 for next assembly) : 
-1 AN834-4D š, A ο ορ O A SEA YE UAI oe ee Ya . 1 
-2 AN6289-4 . NUT. S o a ^ todo ας ita SU Ya Du . 1 
-3 AN6291-4 ee © SRINGL S Vr pir ities A μα Eo ty ui Saige ad 1 
-} AN6290-1 "ο... MC RUNDE. 1 
-5 AN893D2 o SBUSHING ; a a a ta νον 1 
-6 AN6290-6 . GASKET. . « . « . . . ο « ο ἂν ja . eps 1 
-7 AN783D6 . DESC oo MERECE EON S ntis 1 
-8 AN6289-6 ç NUT Ss ceil ire ed ας z Ç : 1 
-9 AN6291-6 . RING; v s SK g ο sow . 5 1 
-10 AN6290-6 . GASKET. ο ua aceti PZ, otn uo Stu de 1 
-11 AN893D12 x BUSHING: V Z ο od opos e Ca IS ναι oe A su. 1 
-12 AN6290-8 P GASKET. Vous v wes ve Re e ae ERO Bice ο τῷ ues e 1 
-13 AN6285-2 πη omo νιν m mde συ ue ac p UE 1 
-14 4741562 š "O" RING, Special seal high press air valve . . . | 2 
-15 AN6285-1 t BODY: ο ο ge tte, MTM Ed νυν > 1 
-16 165-58142 . ADAPTER, Hyd accumulator air filler. . . . . Ç 1 
-17 AN6290-4 ç GASKET 2. aT ολο ος Z Ws see O S tat ae ὧν š " 1 
-18 AN6287-1 N VALVE, (air high pressure, hyd) . . . . . . . . 2 1 
-19 165 -58042 : ACCUMULATOR ASSY, Hyd 60 cubic inch (refer to . 1 


T. O. 9H1-2-6-4 for breakdown) 
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FUSELAGE HYDRAULICS (Cont) 





18 
10 
F-86K-4-58-34 
FIGURE 174 - HYDRAULIC NOSE GEAR DOWN EMERGENCY SELECTOR VALVE ASSEMBLY 
FIGURE & PART ` UNITS USEABLE ΟΝ 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
174 2015865} VALVE ASSY, Hydraulic nose gear down emergency selector . . . . Ref 
(see figure 169 for next assembiy) 
ATTACHING PARTS 
-i AN3-5A qM "II ο α S Y e 2 
-2 2W18-10 WASHER, Flat (North American) . . . . . ο . . ..... . . 5 
-3 NAS221-10 SCREW, Brazier head Phillips recess . . . . . ....... 3 
RUNE 

-4 AN393-13 τ, INV om at cle, AS A bol ra λος E TU l ολο ὡς THERE 2 
-5 2W1C13-14-32 . WASHER, Plain (North American) ... .. ........ 2 
-6 HRBL3 . BEARING, Rod end (Halfco) . ................ 1 
-7 AN315-3R as ΝΗ; αρ ας eh ee WE αν κ.κ a ew ee Αν δω κος, Ὁ a els S 1 
-8 165-34640 + LINK, Aux alighting gear by-pass valve operator . . . . . . . 1 
-9 173-34641-3 . FITTING, Aux landing gear emergency lock release selector valve 1 
-10 AN520- 10R5 e “SCREW: sé “aoc ος ὡς se co o. ον κ ese spas τε lw v xo o Wie es s. er i (e. ἐν 5 
-11 2W18- 10L . WASHER, Flat (North American) . . . . . . ,. , . , + , ον 5 
-12 AN936A10 ο. UNAS HER® uu uw vem E CS αν AUR ERUNT Seele τα P ἂν deed Rt PET den de 5 
-13 165- 34638 . ARM, Aux alighting gear by-pass valve operating . . E 1 
-14 165-58253-11 . BRACKET ASSY, Hyd emer lower selector valve support (use 1 

165-58253 untl exh) 
-15 AN919-6D S REDUCER ^ Sete X 4 S ox hi ud a BOE SA. NES 3 
-16 AN6290-6 v- ASKED a A ο eee c lw Let ue Sc ae ra SQ 3 
-17 22318 +. VALVE ASSY, Hydraulic emergency by-pass 3000 psi ..... 1 

Whittaker) (North American Spec NA5-8200) 

intrch wth Proof 10-1026, North American 

Spec NA5-8252-2 and Hydraulic Research 27300, 

North American Spec NA5-8252-1) 
-18 173-3639 SHAFT ASSY, Aux landing gear emergency lock release selector . . Ref 

valve reset (see figure 302 
317 
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FIGURE & 
INDEX NUMBER 


175 
-1 
-2 
-3 
-h 
-5 
-6 
-τ 
-8 
-9 
-10 
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PART 
NUMBER 


207-58663 
AN502-10-6 
2418-10 
205-58107 
AN815-4D 
AN6290-4 
AN833-4D 
AN6289-4 
AN6291-4 
AN6290-4 
20176 








T. O. 1F-86K-4 


FUSELAGE HYDRAULICS (Cont) 


FIGURE 175 - HYDRAULIC ACCUMULATOR DUMP VALVE ASSEMBLY 


1 


VALVE ASSY, Hyd accumulator dump 


2 3 4 5 


SCREW... 


WASHER, Flat (N 
BRACKET ASSY, 


UNION . + + 
GASKET . 
ELBOW . . 
NUT... 
RING .. 
GASKET .. 
VALVE ASSY, 


6 7 


ee ee 


Special 


American Spec 


Research 27100) (North American Spec NA5-8232-2) and 


Hydraulic 


NOMENCLATURE N 
see fig. 169 for next assy) 


. e o > . ο 


oe eee 
eo ae 
9 9 ee 
oe we 
ec s ο ο 9 
e.. 


shut-off 3000 


orth American) JE s 
dump valve mounting 


. 
. 
` 
. 
. 
. 


psi (Whittaker) 


t 


(Nor h 


NAS-8232-1) (intreh wth Hydraulic 


Proof 10-1002 (North American Spec NA5-8232~-4) 


. 9 0 ee ° wo ο + ο 








F-86K-4-58-69 


UNITS USEABLE ON 
PER ASSY. CODE 


Ref 
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F-86K-4-58-36 
FIGURE 176 - HYDRAULIC ALTERNATE FLIGHT CONTROL DUMP VALVE AND COMPENSATOR ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
176 HYDRAULIC ALTERNATE FLIGHT CONTROL DUMP VALVE AND COMPENSATOR 
ASSEMBLIES 
201-58635 VALVE ASSY, Hydraulic alternate flight control dump... Ref 
(see figure 171 for next assembly) 
ATTACHING PARTS 
-1 AN3-5A BOLT: eiie uds A a diva Wolke: v VP a AS 4 πώ τα 2 
-2 2W18-10 WASHER, Flat (North American) . . . ........... a 2 
-3 AN365-1032 μα ο moe was er ΓΡ... ἐν EE SE ο τὸ 2 
-4 AN919-6D x.» REDUCER: e a ο ο u lu Sa S P IS e dea a a M 2 
-5 AN6290-6 : ο ο e M ke: deep SER UM arum va μα 2 
-6 10-1006 : VALVE, Hydraulic manual shut-off 2-way 3000 psi (Proof) . 1 
(North American Spec NA5-8232.3) (whn exh use 
Parker 1375-559606) 
207-58687 + COMPENSATOR ASSY, Hydraulic alternate flight control . . Ref 
(see figure 171 for next assembly) 
-7 AN833-6D s es aE O) aS e ον ον S ο GSP Oe sues το Len notus . 9 & w ὁ ο ὁ ὁ 2 
-8 AN6289-6 Ὁ «ΝΟΕ A λος lO AT ies ede res νον Mey ὃν E EM ὦ 2 
-9 AN6291-6 soos RING ¿ ο week ΟΝ ΙΝ Me cans eh oe RI RC v τν δὲ usse 2 
-10 AN6290-6 y s “GASKETS s ον ο ο lar e S Lal vee e eit E DR E . . . . .. 2 
-11 170-58010-10 . COMPENSATOR ASSY, Hydraulic flight control (refer to... 1 


T. O. 9H1-2-7-4 for breakdown) 
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FUSELAGE HYDRAULICS (Cont) 











F-86K-4-58-3'7 
FIGURE 177 - HYDRAULIC NOSE GEAR EMERGENCY ACCUMULATOR COMPLETE GAGE ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
177 207-58685 GAGE ASSEMBLY, Hydraulic nose gear emergency accumulator . . . . Ref 
I complete (see figure 169 for next assembly) 
ATTACHING PARTS 
-1 AN520-10R10 SCREW: ο. «ἐνῶ. ον ιδ eus Den ον τν ο, 1e. le^ AS "aute eo A SS er E e 
-2 2w18-10 WASHER, Flat (North American). . . . . , , s + + + s s s + k ο n 
-—--*--- 
-3 AN515-6R12 E SCREW e e estes et te nig: Soh Meh ce tort le το BUS φον SUE Ser fe eee de ἕῳ 
-à 2W18-6L . WASHER, Flat (North American) . ............... 
-5 165-58319 . BRACKET ASSY, Hydraulic nose gear emergency accumulator . . . 


air gage support 


H|MHPHHH PEE NN 


-6 AN833-4D Sr SBLBOW e e ceci δν MEDI 
-T AN6289-4 ec, NUTS $153.09 a e, πο a ο GEA a ο ο e at sana 
-8 5R15-4 . RING, Split back-up (North American) (use AN6291-! untl exh). 
-9 AN6290-4 we GASKET (o9 953 4 C6 a ceu. om ta Sal as ek w OE Tel ον, ὦ 
-10 ΑΝΡΤΤΙΤΤΑ . GAGE, Single 1 7/8 dial pressure (GFAE) . . . . . . . . . . . 





FIGURE & 
INDEX NUMBER 


178 


-1 


-2 
-3 
-à 
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Section 11 _ 





FIGURE 178 - HYDRAULIC ALTERNATE FLIGHT CONTROL SYSTEM FILLING VALVE ASSEMBLY 


PART 
NUMBER 


207-58695 


1 2 3 4 5 6 7 NOMENCLATURE 


VALVE ASSY, Hydraulic alternate flight control system filling. 
(see figure 171 for next assembly) 


ATTACHING PARTS 


AN3H3A 


AN919-6D 
AN6290-4 
20176 


---*.-- 


BOLT , ¿ ¿ç 4 «ο ον 49.9 9 9 ο ν ὁ ὁ ο o w ο ὁ ὁ ᾱ- a 
+ REDUCER . . , 2 4 « + + < « + e s tw s s s e m s s ° om ο ο n 
+ GASKET .... e.a.’ 


+. VALVE ASSY, Special shut-off "3000 psi (Whittaker) . ; 
(North American Spec NA5-8232-1) (intrch wth' Hyd 
Research 27100, North American Spec NA5-8232-2, 
and Proof 10-1002, North American Spec NA5-8232-4) 


UNITS 
PER ASSY. 


Ref 


1 
2 
2 
1 


Group Assembly Parts List 


F-86K-4-58-38 


USEABLE ON 


CODE 
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FUSELAGE HYDRAULICS (Cont) 


ια. 









F-86K-4-58-67 
FIGURE 179 - HYDRAULIC POWER BRAKE CYLINDER ASSEMBLY AND RELATED EQUIPMENT 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
179 No Number HYDRAULIC POWER BRAKE CYLINDER ASSEMBLY AND RELATED EQUIPMENT . NP 
(see figure 170 for next assembly) 
-1 AN3-11A BOLT, (on RH side only). . . . . . . . . , s ç ¿+ s + + x 1 
-2 2W18-10 WASHER, Flat (North American). . . . . . . . . . . . . < 17 
-3 NAS43DD3-28 SPACER, Screw and bolt (on RH side only). . ES 1 
-4 161-58122 CLIP, Hydraulie brake spring adjustment. RP Vis pecus Ç 6 
-5 AN365-1032 NUT PE e we? eat deo ναι due Ue Va Vibe Neves ρα BU qe E. ο ρα . 5 
-6 NAS43DD3-34 SPACER, Screw and bolt (on LH side only) . . j J 
-7 AN3-12A BOLT, (on LH side only). . ................ 1 
-8 165-58354 CLIP, Hydraulic power brake cylinder adjustment spring . 1 
support (on LH side only) 

-9 NAS25-3KL TRUNNION, Tank strap threaded. . . . 2 
-10 NAS27-3-18 TURNBUCKLE, Tank strap . . . . . . . . . , + ie. Pa 4 
-11 NAS25-3KR TRUNNION, Tank strap threaded. . . . . . . . ow 4 
-12 165-58364 SPRING, Tension. «αὐ ο τς ves are Yew eine EAT πια βίος E 2 
-13 AN3-12A BOLT ce ete: ο ο 40M). δι ο Be yor eee Gil Bnd Sy ce oso re 2 
-14 165-58362-2 LINK ASSY, Hydraulic power brake cylinder extension RH... 1 
165-58362-1 LINK ASSY, Hydraulic power brake cylinder extension IH... i 

-15 NAS25-3KL . TRUNNION, Tank strap threaded . . . . . . . . . . . ee 1 
-16 AN4-12A BOLT, (on RH side otiy ST aa ος A hot ἀν Ge Aa Hen Ώρος 1 
-1 2W18-416 WASHER, Flat (North American). . . . . . . . . . . . y 3 
-1 NAS43DD4-12 SPACER, Screw and bolt (on RH side only) ........ T 1 
-19  2WlAL16-28-64 WASHER, Plain (North American) (on RH side only) . . . . ; 1 
-90 AN365-128 NUT, (on IH side only) . . . . . . . . . . . .. = 1 
-21 AN4-13A BOLT, (on LH side only). . . . ? # 1 
-22 AN3-5A BOLT, (on RH side only). . cw a tri a š -" 3 
-23 AN3-6A BOLT, (on RH side only). . . . . . , , + . . , , , 888848 2 
-24 165-5832) BRACKET ASSY, Hyd power brake cyl sup. (on RH side only) . . 1 
-25 207-58650 CYLINDER ASSY, Hydraulic master brake complete (see. ον Ὁ 2 

figure 180 for breakdown) 
-26 165-52010 SUPPORT, Horizontal stabilizer control bungee actuator and. " Ref 


brake cylinder (on LH side only) (see figure 154) 














FIGURE & 
INDEX NUMBER 


180 


-1 
-2 
-3 
-4 
-5 
-6 
-T 
-8 
-9 


PART 
NUMBER 


207-5806050 


AN837-4 
AN6289-4 
AN6291-4 
AN6290-4 
AN815-4 
F35-14 
2W11A5 
AN316-5R 
311706 


FUSELAGE HYDRAULICS (Cont) 


Section. ΙΙ . 
T. O, 1F-86K-h Group Assembly Parts List 


FIGURE 180 - HYDRAULIC MASTER BRAKE CYLINDER ASSEMBLY COMPLETE 

UNITS 

l 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
CYLINDER ASSY, Hydraulic master brake complete (see . . .. . , Ref 

figure 179 for next assembly) 

NUT = -i ο νῷ τὰν ο sm τω IE. ue atu De. Ge 1 
RING. o9 ο) Ὁ 5339€ ω, ὁ ας sre Vau κά: ο oA 1 
GASKET ....... E 3 
UNION. 201 oo: 20 de aes am 2 
BEARING, Rod end πο νέον ae 1 
WASHER, Tab lock (North American) . 1 
NUT ihe uu O e ar oad ioe Gah ιερόν, EERE Sh” μις Dt 
CYLINDER ASSY, Power boost master brake 3000 psi (Gladden) 1 








F-86K-4-58-68 


USEABLE ON 
CODE 
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F-86K-4-58-39 


FIGURE 181 - MAIN WHEEL WELL ALTERNATE FLIGHT CONTROL AND UTILITY SYSTEM HYDRAULIC EQUIPMENT 
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FIGURE & 
INDEX NUMBER 


181 


PART 
NUMBER 


207-58025 


207-58802-5 
207-58802-7 
207-58802-9 


AN833-8D 
AN924-8D 
2W1AL49-32-91 
AN833-6D 
AN924-6D 
2W18-916 
AN837-6D 
AN924-6D 
2w18-916 
AN837-8D 
AN924-8D 
218-1216 
207-58802-3 
207-58802-11 


207-58802-13 


AN832-8D 
AN924-8D 
AN832-6D 
AN924-6D 
165-58821-5 
165-58821-7 


165-58821-3 


AN833-8D 
AN924-8D 
2w18-1216 
190-58801-97 


165-58824-9 
165-58821-15 


AN824-8D 
AN783D8 
AN924-8D 
AN6249-8 
AN6290-8 


For the continuation of these lines, see figure 87 cea á 
For the continuation of these lines, see figures 156. and 287 je oe 
For the continuation of these lines, see figures 44 and 46 e d. 


1 





m. ο. 1F-86K-4 
FUSELAGE HYDRAULICS (Cont) 


2 3.4 5 6 7 NOMENCLATURE 


MAIN WHEEL WELL ALTERNATE FLIGHT CONTROL AND UTILITY 


. 


VALVE, Hyd pressure ' 3000 psi 
GASKET, (see figure 187) . 


SYSTEM HYDRAULIC EQUIPMENT 
HYD EQUIP. INSTL, Main wheel well (see figure 110 for . . 
next assy and figures 182 and 183 for additional 
breakdown) 
LINE ASSY, Utility return fus sta 205 elbow to elbow 
in hor web RH 
LINE ASSY, Alt flight control press. 
elbow in hor web RH 
LINE ASSY, Alt flight control return elbow 
elbow in hor web RH 
o> “ELBOW ὁ € 4 4 κο ο οι $ ο [I A ESI οἱ ο A αἳ ὁ s 
+ NUT uno Se wea ow s wO U αὶ US SL ROUES ES 
. WASHER, Plain (North American) . . . . . 
x ELBOW. 43 4 See ος ο» We 9 Lue e Se ce oA les cs 
+ NT .. š x We auus ον Qk SEC SET D, 
. WASHER, Flat (North American) ç : eye a 


elbow sta 205 to 


sta 205 to 


. ELBOW +... + + < + > ° ο eo eo eee 

. NUT .. . NEED 

. WASHER, Flat (North “american) BYR. carte ας Ὅς, BT «γος 
ELBOW . . . + + < s .... e s s ο + t] n t! t9 ο 
NUT .. ER 
WASHER, Flat (North ` American). 


5 ` 5 ὁ o n 


mE 


LINE ASSY, Utility return elbow sta 186 to elbow sta 205 


LINE ASSY, Alt flight control press. elbow sta 186 to 


elbow sta 205 RH 


LINE ASSY, Alt flight control return elbow sta 186 to 
elbow sta 205 RH 

UNION .-4 Ww aste a svo. οσον δὲ UST «Ὁ ut crimi e oes o US 

NUT, Lu eode «τ Iw onim PS A EV IS ᾱ Ὁ eo δι Ὁ 

UNION. cç 4^ 1k 909.797 e ve RI δις κι re, e em ἠδ. 6 

NUT ... . 


. LINE ASSY, Util return union sta 196 to elbow sta “187 


LINE ASSY, Alt flight control pressure sta 196 to elbow 


station 187 
. LINE ASSY, Alt flight control return sta 196 to elbow 
station 187 
ELBOW- 4$ uade a ο ir edes ὅν ew a US. TR 
NUT .. Ve is Es 
WASHER, Flat (North 'american) š 
LINE ASSY, Util pressure tee in deck LH 'to tee sta 187 
LH wheel well 
. LINE ASSY, Util pressure elbow to tee sta 187 . š 
. LINE ASSY, Util pressure tee sta 187 to tee sta 199 4 
LH wheel well 
s TEE € o9 + < =  - 


. = sesan | 2 9 2 :: 


(s ee figure 187). 
Te : 








Section. ΙΙ _ 


UNITS 


PER ASSY. 


= 
ο 


PRE HH HOUU FP ΠΟΙΟ H Hip EFE ENF EER RRP F = H 


Group Assembly Parts List 


USEABLE ON 
CODE 
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7 /W LA 
7 
2 


STA 217. 405 





FIGURE 182 - MAIN WHEEL WELL HYDRAULIC NORMAL FLIGHT CONTROL PRESSURE AND RETURN EQUIPMENT 
326 








F-86K-4-58-40 








T. O. 1F-86k-4 


FUSELAGE HYDRAULICS (Cont) 


Section. ΙΙ _ 


Group Assembly Parts List 





tIGUEE $ PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
182 MAIN WHEEL WELL HYDRAULIC NORMAL FLIGHT CONTROL PRESSURE 
AND RETURN EQUIPMENT LH AND RH 
207-58025 HYD EQUIPMENT INSTL, Main wheel well (see fig. 110 for NP 
next assy and figs. 181 and 183 for additional 
breakdown) 
-1 173-58693-3 . FILTER ASSY, Hyd flight control pressure (see figure 184 1 
for breakdown and attaching parts) 
-2 165-586100-5 FILTER ASSY, Hyd system return (see figure 184 for . 1 
breakdown and attaching parts) 

-3 207-58802-29 LINE ASSY, Pressure filter to union station 195 LH 1 
-4 207-58802-27 . LINE ASSY, Pressure elbow station 205 to filter LH . . š 1 
-5 207-58802-25 + LINE ASSY, Pressure elbow station 205 to elbow in hor web LH 1 
-6 207-58802-23 . LINE ASSY, Pressure tee sta 205 to elbow in hor web LH. 1 
-7 207-58802-15 . LINE ASSY, Pressure tee sta 205 to elbow in wing LH -— 1 
-8 207-58802-53 . LINE ASSY, Pressure tee sta 205 to tee in ctr vert web LH. 1 
-9 AN833-6D . ELBOW . . . + V Sete -ᾱ- ὧν A ide sighs Se dg: μυ 9 

AN921-6D NUT . 4 Mete Ον ο. 2 

2w18-916 WASHER, Flat (orth American). pM 2 
-10 AN834-8D TER 5 Wu ç š e E COO IS 2 

AN921-8D NUT .... & : 2 

2w18-1216 WASHER, Flat (North American) ris : > 
-11 207-58802-45 LINE ASSY, Pressure union sta 205 to tee in etr vert web RH 1 
-12 AN815-6D UNION ..... Ss ον ο ον 2 
-13 207-58802-13 LINE ASSY, Pressure “union to union station 205 RH $56 1 
-14 AN938D6 TEE ο. wx. ο ὅτεῳ RI RAT ç MR ον. Ὁ dea 1 
-15 AN919-12D REDUCER .... ο ao Ἂν ο ο ο ο ο ον Ls 1 
-16 AN815-6D UNION. Xx ο δα ον ate etd atte ο oe UE eee A PA 1 
-17 AN832-6D UNION: xa to Sua o a a μι S νι ο eke Aa 1 
-18 AN924-6D . NUT ο ιο mu ϱ š Š "e 1 
-19 AN6290-6 GASKET š š . ane 3 
-20 165-58824-41 LINE ASSY, Pressure elbow sta “187 to tee sta 200 LH os 1 
-21 165-58824-39 . LINE ASSY, Pressure elbow sta 187 to union sta 212 LH . 1 
-22 AN815-8D + UNION ......... ο ων 5 oes sos 1 
-23 AN833-8D . cELBOW. eo. oor Bero eed. oL Ee I LOT ποι eae αὶ m 

AN924-8D . NUT .. ο as Na a a as e 4 

2W18-1216 WASHER, Flat (North “american) A eren dion δ ah ot Ie TE Y e 4 
-24 207-58802-17 . LINE ASSY, Return union sta 205 to elbow in wing LH ens 1 
-25 207-58802-21 . LINE ASSY, Return union sta 205 to tee in ctr vert web LH. 1 
-26 AN834-6D ΤΕΕ uoces ὃς ue OR ee a δν ee μοι. Ter GQ tod ὑφ S els fas τὰ 2 

AN924-6D » NUP ox ur p E 2 

2W18-916 . WASHER, Flat (North American) MEN E GY ο a bes ieh ον αρ 2 
-27 207-58802-47 . LINE ASSY, Return tee sta 205 to tee in ctr vert web RH . 1 
-28 AN784D6 $ "TBE- Q 09 PII SUE ο. O S 1 
-29 AN919-12D a ¡REDUCER' 4 -ᾱ- ο 8 a εἴς as 5 ὁ U et Oa -ᾱ ο E a> vee φ 1 
-30 AN6290-6 . GASKET. . αὶ ος. οφ ο t ve rale wl Qn IUE CN 1 
-31 207-58802-41 . LINE ASSY, Return tee to union sta 205 RH . . . , . + + + 1 
-32 207-58802-33 . LINE ASSY, Return tee to tee station 205 RH . +. . - . + + 1 
-33 207-58802-35 . LINE ASSY, Return filter station 205 to elbow RH . . . +. + 1 
-34 207-58802-31 . LINE ASSY, Return filter to tee station 205 RH . . . . +. +. 1 
-35 207 -58802-37 LINE ASSY, Return tee sta 205 to union in hor web RH — στό 1 
-36 2o7-58802-39 LINE ASSY, Return elbow sta 205 to union in hor web RH . . 1 
-37 AN832-8D UNION ..... š š DT BS NK Ya e ἂν š 2 

AN924-8D NUT ; > : 2 

2w18-1216 WASHER, Flat (North ` American). z ; à 2 
-38 165-58824-37 LINE ASSY, Return elbow sta 187 to tee sta 200 LH τ 2 1 
-39 165-58236 SUPPORT ASSY, Hyd fus sta 199 LH line block .... i 1 

165-58236-3 : BLOCK, Hyd fus sta 199 LH line block 2 n e Aa 2 
-40 For continuation of these lines see figure 186 . . s DID ape Ref 
-41 For continuation of these lines see figure 61 4 . ο Ne treo Ref 
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FIGURE 183 - MAIN WHEEL WELL MISCELLANEOUS HYDRAULIC EQUIPMENT 
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FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE Pun MODE 
183 MAIN WHEEL WELL MISCELLANIOUS HYDRAULIC EQUIPMENT 
207-58025 . HYDRAULIC EQUIPMENT INSTALLATION, Main wheel well (see . . . . NP 
figure 110 for next assembly and figures 181 and 182 
for additional breakdown) 
-1 173-58641-3 . . . CYLINDER ASSY, Hydraulic main alighting gear fairing door . 1 
actuating LH je fig. 185 for breakdown and 
Š attaching parts 
-2 173-58641-5 . . CYLINDER ASSY, Hydraulic main alighting gear fairing door . 1 
actuating RH oe fig. 185 for breakdown and 
attaching parts 
-3 MS28741-4-0174 . . HOSE ASSY, (fairing door open) (3H3-4-0174) LH... ow e: n 
-4 MS28741-4-0130 + . HOSE ASSY, (fairing door close) (3H3-4-0130) LH. . . . . + 1 
-5 MS28741-4-0150 . . HOSE ASSY, (fairing door open) (3H3-4-0150) RH ...... 1 
-6 MS28741-4-0120 +. . HOSE ASSY, (fairing door close) (3H3-4-0120) RH . . . . . + 1 
-7 AN833-4D $^ x CEBLBOWOS TS oh tea te A ey ον Aes Tange te? έν το SUM ὃς εν ὃς Gh Sd G 1 
AN924-4D 5. ως NU Ts as Ὁ, E E A AA ces ὁ 1 
2W18-716 A WASHER, Flat (North American) s mc... 1 
-8 AN832-4D 5o: DUNION $ i eee aca Re ο ees v» ο ο wh Ce απο. d 
AN924-4D e uw NUTS Le S S WU ea te Ὁ 87 095 ο ο ες 1 
2w18-716 + . WASHER, Flat (North American) . . . . +. +. + rele e κος Š 1 
-9 AN784D6 o> ve, LEE Se A A e νος YA NN 1 
-10 AN783D6 . TEE. "EL cx E 1 
-11 AN924-6 «oce ΝΕΤ a a ia e Sy ea "EN 2 
-12 AN893D2 5 BUSHING . . « ο ar ^ e © ο ο ο ο « Ls E ο 2 
-13 AN837 -4D ο Μα ο det “oe be a OA Seve yah eve: is 1 
-14 AN6289-4 24 un SNUT S one ty der $ IRR IE ο ο Boece DD si: le de 2 
-15 AN6291-4 . RING a a Ὁ Ge a ων woe 9 Rr ο 2 
-16 AN6290-4 P GASKET ....... eo ὁ ee wo ο n ο ὅν lS ee OS 4: Ca ψ 2 
-17 AN833-4D V. τῳ CELBOW o. aa a ενω, We ο μμ το τῶν wel Me Ίδιᾱ 1 
-18 AN6290-6 ç ve, GASKET: 4... 4o. ο, ος ον. ὮΦ im. oc oom C 5 GW moo s A 2 
-19 165-58824-55 . . LINE ASSY, Fair door open tee BP9 in deck to elbow BP13 . . 1 
wheel well RH 
-20 165-58824-57 . . LINE ASSY, Fair door close tee BP8 in deck to elbow BPll . 1 
wheel well RH 
-21 AN833-6D ecce ELBOW Qs x 4 e κ κ Ὁ ᾱ, κ Cep OK d την Ια s: 1 
AN924-6D we ὁ NUT ii a a a a al WOW (ο΄ αρ S.S 1 
2W18-916 . . WASHER, Flat (North American) 4 4 < «€ € 999 ena ο ón 1 
-22 AN837-6D io. CELBOW.4 we oso St car ο ο ee ο ο WE ο oce De ο OE te ce 3 
AN924-6D 2c o. Νις o. 3 046 7» fc a a a woe d € 4:6 eos 3 
2W18-916 . . WASHER, Flat (North American) . s . soye ὁ ee ee ο ee 3 
-23 165-58824-61 . . LINE ASSY, MLG up elbow in deck BP12 to elbow BP20 wheel. . 1 
well LH 
-24 173-58802-55 . . LINE ASSY, MLG down elbow in deck to elbow BP28 wheel . . . 1 
well LH 
-25 165-58824-13 . . LINE ASSY, MLG up elbow sta 187 to elbow BP28 LH . . . . + 1 
-26 AN821-6D jo phn ELBOW μα μας de: ο ves ο qu aede veo KO O ο ο esa M 4 
-27 165-58824 -63 . . LINE ASSY, MLG down elbow sta 187 to elbow BP28 LH . . . 1 
-28 165-58820-3 . . LINE ASSY, LH brake press elbow sta 187 to elbow BP28 . . . 1 
LH wheel well 
-99 AN815-8D soc UNION GI e ie US oe. e ο e aite ο ο. 1 
-30 165-58820-39 š LINE ASSY, Brake return union sta 187 to union in deck LH . 1 
-31 AN837-8D s. + ELBOW . . . + + < © © © © © © © e e ο ο ο. oe ee ο ewe 1 
AN924-8D » ue ΝΟ τος o ος ος oom mode wana ar ium ss . e... l 
2W18-1216 . . WASHER, Flat (North American) . . . sses ees ee eee 1 
-32 AN783D6 A le wd. dm E ROCA EA 1 
-33 AN924-6D 6 Ve NUT v s m has 6 ο...» n aa (er Bie 1 
-34 AN919-6D a- ο REDUCER . ο - . . . . w © © © © © © © © © © ο ο 9 «ο 5 1 
-35 AN6290-6 - . GASKET . « . . . © à © © © © ὁ » oo ὁ ο o m s. om os m 9 t| n l 
-36 AN804D6 A TER: Cero. ο Role 1E. W e. Say or SR ee κ rro ET 1 
AN924-6D e — NUT «ww ο + + + wo e eww we e s s + 0 0 s 9 ο ο 0.0... 1 
2w18-916 . . WASHER, Flat (North American) . . . . , + + + + + + + ος 1 
-37 AN832-6D zc UNION pases ve ek cae US sn ο ο Sed Be Penta. Om τῷ e 1 
AN924-6D we e. ΝΟ, ie ο ο 5 4 Ὁ ο 79 o 97 m ὁ ο. ὁ ο 4 ὁ. Ὁ δ € ue | oom «8 1 
-38 165-58820-19 . . LINE ASSY, MLG up tee in deck to tee WL27 . . . . . + + + . 1 
-39 173-58802-59 . . LINE ASSY, MLG down deck to tee BP26 wheel well RH . . .. 1 
-40 AN783D6 » ge PER 2 ο Ὁ oe w. A a e κ) κ Q 1 
AN919-6D sc. REDUCER ¿ < e 4. 9 9 70 US ο 37-9 089 sU σος tal e 4. Φα 1 
AN6290-6 s oue QASKET*- ΟΕ va) ile ce ο ο ο τον ου ο 1 
-41 165-58821-11 . . LINE ASSY, MLG up union sta 187 to tee BP29 RH . . . + E 1 
-42 207-58802-51 . . LINE ASSY, MLG up elbow sta 188 to elbow BL29 . . . +. . +. + 1 
-43 165-58821-9 + . LINE ASSY, MLG down union sta 187 to tee BP29 RH . .... 1 
-44 165-58820-95 . . LINE ASSY, MLG down tee sta 188 to union in wing RH . . . + 1 
-45 207-58802-49 . . LINE ASSY RH brake press elbow sta 187 to elbow BL24 . .. 1 
-46 165-58820-15 . . LINE ASSY, Normal flight control res. vent tee in deck to . 1 
hose sta 189 
AT 3H2L6-15 . . HOSE, (North American) . . . + + + + + + + + + + + wee - 1 
-48 AN748-22 z uw CIAMP ὦ ο ο) a a a A RA A οτι δι. «δη ie 2 
-49 AN938D6 Zo TEE 53.4 (87 € Vu cw ο aaa A O O 1 
-50 AN815-6D s c UNION 22 2 6 0 4  ὁ 9 9 9 ᾱ- W. Ὁ ο 4 59 ὁ ὁ ὁ m ο « 4. ο ὁ 1 
-51 AN919-6D y «> REDUCER . ç < : 6 ν ο δ . * 5 ο ο ὁ 5 ο ὁ ο 5 9 t9 ὁ ο 9 1 
-52 AN6290-6 z x GASKET .;.. 4 104909 ο o9 eel a 6 ο A 3 
-53 AN815-6 ο UNION 2 ce Sesser a de celum ο m Ue. ο e De ο ceo LS ee os 1 
-54 For continuation of these lines see figure 188 . . . . +. +. + + + ° + +. © + + © «© © Ref 
-55 For continuation of these lines see figures 188 and 189 . . . . . . + + + + + + + . Ref 
-56 For continuation of these lines see figures 188 and 189 . . . . . . + + + + + + + . Ref 
e τι τις να σος ας A ee = RR 
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F-86K-4-58-42 


FIGURE 181 - MAIN ALIGHTING GEAR WHEEL WELL HYDRAULIC FILTER ASSEMBLIES 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
184 MAIN ALIGHTING GEAR WHEEL WELL HYDRAULIC FILTER ASSEMBLIES 
173-58693-3 . FILTER ASSY, Hyd flight control press. complete (see fig. 182. . Ref 


for next assy) 
ATTACHING PARTS 





-1 ANI -21A 2 ον ο ο ο rss s ο λα. 2 
-2 ANY-4A z BOLT A boo e Pe oe ay ede QU ορ, ος Š sis ç 2 
-3 173-58117 . BRACKET ASSY, Hyd flight control filter mounting . 1 
eumd uc 

-4 AN833-8D sco ELBOW uw commo y Uns A A “Seid 1 
-5 AN6289D8 zc μα Q ο lee SC Ta ee το gm uq AN ve 1 
-6 AN6291-8 SW. TRING seit enara mE Re eh Bo a P z ees E MUS 1 
-7 AN6290-8 . . GASKET. š ç "E 1 
-8 AN837-8D . . ELBOW . 4 τὸ Zo. 1 
-9 AN6289D8 . o. NUT. : i 1 
-10  AN6291-8 . . RING. A EE: ; 1 
-11 AN6290-8 $ ο GASKET OR ο S vest einer an Ὅν 1: 
-12 38427 . . FILTER, 1/2 tube size (Purolator) . . . . . . + + + + . 1 

165-586100-5 . FILTER ASSY, Hyd system return complete (see fig. 182 for. Ref 

next assy) 
ATTACHING PARTS 
-13 AN4-24A MEINEM NE NX a RR e OS, Me γῶν. 2 
-14 2418-316 . WASHER, Flat (North American). . . . . . . . . + + + + + 2 
-15 — NASH3DD4-32 . SPACER, Screw and bolt . —— 1 2 
ο O Ir uu an 

-16 ΑΝΘ33-8Ρ ο ο a 5.25 A Pe our Ρο. 1 
-17 . AN6289D8 ue ANU oe ie erg: oe ο ο E is de he de XT at asa IÑ 2 
-18  AN6291-8 ἐν ο TRING τν ὃν uda G ez; a 2 
-19  AN6290-8 . . GASKET. 5. ἐξ l^ bie) ο) Gen μμ... 2 
-20 AN837-8D νιν: e ο rho os mel c X TEL M on Sa SOUS Ya 1 
-21 AN6234-3 . . FILTER, Hydraulic replaceable element line type . 1 
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T. O. 1F-86K Group Assembly Parts List . 


FUSELAGE HYDRAULICS (Cont) 





F-86K-4-58-43 


FIGURE 185 - MAIN ALIGHTING GEAR FAIRING DOOR COMPLETE CYLINDER ASSEMBLY 
UNITS USEABLE ON 


FIGURE & PART ë 
INDEX NUMBER NUMBER 1 2 3 4 5 ο 7 NOMENCLATURE PER ASSY. CODE 
185 173-58641-3 CYLINDER ASSY, Hyd main alighting gear fairing door actuating. . Ref 

complete (see figure 183 for next assembly) 
173-58641-5 CYLINDER ASSY, Hyd main alighting gear fairing door actuating. . Ref 

complete (see figure 183 for next assembly) 

ATTACHING PARTS 
-1 AN6-13A BOLT Sm a ο ue ο ez Ren ë --ᾱι ye e ose ο ο ο 49 ie: Vs 2 
-2 AN365-624 HUP. Se š Ser a A Wü. σφι a, IR a A epe 2 
-3 AN26-14A DOLI; Steves fo set atm vat. dis $: os Las e Em 35 ο Ye ο a ο 2 
-4 AN364 -624 NUT. lug ce etnias sey ο. "aur C x tor ο. 2 
a ---- 

-5 173-58041-11 + CYLINDER ASSY, Main alighting gear fairing door operatin 1 


use 140-58041, 140-58041-10 or 173-58041 untl exh 


-6 AN837-4D μι ELBOW ὁ ο ο X069 Sots wo EE Gr wk, οἱ ος νο ο 1 *1 
AN833-4D £ ELBOW Z< £, QS ἰῷ ος. ως dea t us ο GP SSS q ar ar roe CRT ew 1 «ο 

-T AN6289-1 e NUT uu ο. "MX οταν "DE 1 

-8 AN6291-1 s. RING ο απο ο cw. over actes qa MA κ as ta ας πο 1 

-9 AN6290-4 . GASKET . ....... ο) αν, C ο Te SaL κε eoe τωρ MO QE: So e 1 

-10 AN815-4D s. ο πο ου ο ες ο Ley ia? ap acted tas ο. 1 *1 

-11 AN6290-4 oe GASKET. «26 HI Wo t seh te S Aa es a sa κα μια at tows 1 *1 

-12 AN833-4D : z, ELBOW ος Ἦν vom. sU nis o eoe arias ολο οδός es ASA 1 *2 

-13 AN6289-1 PES. A So a Se BS Oe C a: dai’ Gite Sls να θες ο. Se 1 κο 

-14 AN6291-4 s RING ο s ade Wwe. cep w is ot As: ο ο CMS 1 *2 

-15 AN6290-4 + “GASKET dv wow cb ae la epee le vei παω ode See 1 ο 


*1 Parts marked thus used on 173-58641-3 only. = 
*2 Parts marked thus used on 173-58641-5 only. 
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FIGURE 186 - FUSELAGE STATION 179 TO 217 FLIGHT CONTROL HYDRAULIC EQUIPMENT 
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FUSELAGE RADIO (Cont) 


Section. 1: _ 
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FIGURE & 


INDEX NUMBER 


1 


-10 
-11 
-12 


-14 


-16 
-18 


-20 
-21 


-23 


Changed 26 May 1958 





PART UNITS USEABLE ON 
NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
FUSELAGE STATION 179 TO 217 HYDRAULIC FLIGHT CONTROL AND 
ACCUMULATOR AIR EQUIPMENT 
207-5802 HYDRAULIC EQUIPMENT INSTL FUSELAGE STA 179 TO 217 . NP 
(see fig. 110 for next assy and figs. 187, 188 and 
189 for additional breakdown) 
165-58763 . ACCUMULATOR ASSY, Hyd 60 cu in. self displacing . 1 
complete (see fig. 190 for pese un) 
320-.63-350SH CLAMP, (Marman) . 2 
165-586101 FILTER ASSY, Hyd rlight control by- pass complete : 1 
(see fig. 191 for breakdown and attached parts) 
165-58684-3 . GAGE ASSY, Hyd flight control accumulator complete 1 
(see fig. 192 for breakdown and attaching parta). 
190-58111 . FITTING, Hyd accumulator air valve mount š " 1 
AN6287-1 . VALVE, (air high pressure) ane ; š 1 
AN815-4 « ANION « e ὁ «5-55 š s > 1 
AN6290-1 GASKET .. on vat fan ee š 1 
AN3-12A BOLT . « « ... è 2 
165-58820-37 . LINE ASSY, Pressure accumulator to. tee “station. 217. πὸ RH « 1 
AN821-8D E STEE a ar Bo h : 1 
165-58820-61 . LINE ASSY, Pressure elbow sta 217. 15. to tee BP23 ἜΝ Εντ 1 
165-58820-85 LINE ASSY, Pressure disconnect BP2 RH to tee sta 217 RH : 1 
207-58805-23 . LINE ASSY, Pressure tee sta 217 to elbow on disconnect, ¿ 1 B | 
177-58801-89 . LINE ASSY, Pressure tee sta 217 to tee at disconnect . š 1 A 
155-8 . DISCONNECT ASSY, (Aeroquip) Mu ege mel di 
AN939D8 ELBOW. . . "D FEM . σα 
AN815-8D UNION s .€ x w9— os . "e è 1 
AN6289D8 NUT. aoc moe ‘ k Ws š 1 
AN6291-8 RING ... Lt š ^ s š 1 
AN6290-8 GASKET .. 5 W ç 2 
AN6292-8-24 HOSE ASSY, (flight control pressure) š 2054 ο ç 1 *1 
177-58801-29 LINE ASSY, Pressure elbow sta EU to elbow “an deck .. ἃ 1 
AN837-6D ELBOW αν. ΠΡ ο ος Ἂν sins . 2 
AN924-6D NUT . ores y 5 < vg ᾷ 9 
2w18-916 WASHER, Flat ` (North American) de hon οὖ; “άρον. ἵ -— a š 2 
AN833-8D . ELBOW. . TEL : ον MES 1 
AN924-8D "NE D PEDE ae s . rhe ase K 23 
2W18-1216 . WASHER, Flat (North Püpcicen) dM s 1 
AN833-6D : “ELBOW Wie a wee € 5 3 d ie ar d ὦ T . 2 
. AN924-6D . NUT... Ula WL ey derer e, IS Du a š 2 
2418-916 ; WASHER, Plat (North American) ` Au bs, Ὅν: 
190-58801-27 . LINE ASSY, Pressure elbow to union sta “217 ας A NI S . 1 
AN815-6D . UNION . +. +. + ο”... 23 
165-58819-47 . LINE ASSY, Pressure elbow Sta 217 to "elbow “sta a WL-4 1 
190-58802-11 . LINE ASSY, Return union sta 217 to elbow LH . . $: ὁ . 1 
207-58805-25 . LINE ASSY, Return elbow sta 217 to union in deck RÁ š š 1 B 
165-58820-65 . LINE ASSY, Return elbow sta 217 to union in deck RH . 5 1 Α 
207-58805-27 . LINE ASSY, Return union sta 217 to tee sta 198 RH. . x eub B 
177-58801-25 LINE ASSY, Return elbow sta 216 to union in accumulator A 1 A 
165-58820-35 LINE ASSY, Return accumulator to union sta 217.75 s . 1 
AN832-8D UNION . . - + ἃ τν μα Μα ο ολα ας . 1 
AN924-8D NUT sia μα pee ye eo Ὦ . n š 1 
AN837-8D ELBOW . . + +. + +. eis 1 
165-58820-25 LINE ASSY, By-pass “return union on “filter to “eee. sta “195 e 1 
165-58820-27 LINE ASSY, By-pass return elbow on filter to check valve 1 
sta 203 
AN6249-6 VALVE, (flight control by-pass) . , 1 
190-58802-51 LINE En By-pass disconnect sta 212 to “check. valve sta 1 B 
204 RH 
165-58820-81 LINE ASST; By-pass disconnect sta 212 to check valve sta 1 A 
204 RH 
155-6 DISCONNECT, (by-pass) (Aeroquip) š .1 
MS28741-6-0155 HOSE ASSY, (by-pass) . 1 A 
207-58805-7 LINE ASSY, Vent elbow sta 217 to tee in deck sta ad 1 
MS28741-12-0140 HOSE ASSY, (suction) . š 7 : š 1 
155-12 DISCONNECT, (suction) (aeroquip) š A i 1 
AN837-12D ELBOW X 4 < ο e 978 I : 1 
AN939D12 ELBOW . . . $ e . š " 1 
AN815-12D UNION . . . . Qé; +. ° . . > 1 
AN941D12 ELBOW . . . n A . . 1 
AN6289D12 NUT . . ie $ Ç 2 
AN6291-12 RING .... E ^ 2 
AN6290-12 GASKET . . 4 
165-58820-33 LINE ASSY, (suction) "disconnect sta 215 to “elbow sta 217 1 
AN833-12D ELBOW... ote Ga η ç š 1 
AN924-12D NUT... 1 
2418-1716 WASHER, Flat (North American) . 1 
190-58801-79 LINE ASSY, Accumulator air accumulator. to tee RH 1 
AN824-4D TER-2.4 21.02 š š 1 
190-58801-81 LINE ASSY, Accumulator air tee “to” gage ἜΝ E 1 
190-58801-83 LINE ASSY, Accumulator air tee to air valve RH š 1 B 
207-58805-19 LINE ASSY, Accumulator air tee to air valve RH . . 1 Α 
See figures 903 and 204 for continuation of these lines . . Ref 
*1 Aeroquip 030901, Weatherhead 55120 and Aero-Coupling 031101 have "been factory 
Ads ec on some airplanes. These hoses to be replaced after 600 hours service 
by approved UN dE hose assemblies if available. 
USEABLE ON CODE: -8273 thru 53-8322 4-1231 and subs E 
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FIGURE 187 - FUSELAGE STATION 179 TO 217 UTILITY SYSTEM HYDRAULIC EQUIPMENT 
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T. O. 1F-86K-4 Group Assembly Parts List 
FUSELAGE HYDRAULICS (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
187 FUSELAGE STATION 179 TO 217 UTILITY SYSTEM HYDRAULIC EQUIPMENT 
207-58024 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station 179 to .. NP 


eu (see fig. 110 for next assembly and figures 186, 
188 and 189 for additional breakdown) 


-1 165-58662-11 . . FILTER ASSEMBLY, Hydraulic system return complete (see .. 1 
figure 193 for breakdown and attaching parts) 
-2 177-58696-7 . . VALVE ASSEMBLY, Hydraulic utility system relief (see figure 1 Β 
194 for breakdown and attaching parts) 
177-58696-5 . . VALVE ASSEMBLY, Hydraulic utility system relief (see figure 1 
194 for breakdown and attaching parts) 
-3 177-58801-13 + . LINE ASSEMBLY, Return filter to reservoir . . . . . . + . x 1 
-4 165-58819-9 . . LINE ASSEMBLY, Return filter to tee station 191 LH .... 1 
-5 AN824-8D t v. PTEBE^ 5223 με ο μα DLE ο ο ο cole x ο RON weed etter YW 2 
-6 207-58805-15 τ . LINE ASSEMBLY, Return elbow in relief valve to tee sta 189. 1 
-7 173-58802-7 š . LINE ASSEMBLY, Return tee to tee station 200 to 193 LH .. 1 
-8 173-58802-13 . . LINE ASSEMBLY, Return speed brake sel valve to tee .... 1 
sta 200 IH 
-9 173-58802-9 ‘ . LINE ASSEMBLY, Return tee station 200 to reducer in tee . . i 
station 205 LH 
-10 AN938D8 5 oy MEE νεο δν ces “eee κ ve š δ; 142 "w^ Ce. METRO τὰ, SP Lao Cae os. 48 ου 1 
-11 AN919-12D é ᾱ-. REDUCER US 8; eo ο L^ ovp m Ie ο Sw ο el “αἱ S. Tea 1 
-12 AN815-8D P ο ο Μο μα μμ RM ο ο teh μμ $9. cs. 2 
-13 AN6290-8 . s. GASKET. Ὁ Xo wv xot Bere vom αὶ ec Ww. ve 3e Wil es ο Reli e 3 
-1} 207-58805-9 . . LINE ASSEMBLY, Return check valve station 186 to tee ... 1 
station 202 LH 
-15 190-58801-7 a . LINE ASSEMBLY, Return elbow in deck to tee station 205 LH. 1 
-16 AN6249-6 . `. VALVE ASSEMBLY, (hydraulic pressure 3000 psi) . . . . . . + 1 
-17 207-58805-17 . . LINE ASSEMBLY, Press elbow in tee to priority valve . . . . 1 
-18 190-58801-39 . . LINE ASSEMBLY, Press priority valve sta 201 to sel valve LH 1 
-19 AN784D8 aec ATTE ο oi ce) tec ὃς ας τας A AA Ve TR A δὲ Ye Uy 1 
-20 AN919-12D E 4 “REDUCER? sce ow ὦ. ᾱ- woven o o U aa wer, oec = 1 
AN6290-8 $5» < GASKET a δ. vu na aa a ia S Ow ἐν. Ue 1 
-21 190-58801-29 . . LINE ASSY, Press elbow to reducer in tee station 187 LH. . 1 
~22 190-58801-19 . . LINE ASSY, Press union in elbow to deck station 195 LH . H 
-23 AN821-6D vo de SELBOWGS Pt Seat ων ien dr feas ves Jor Q8 A8! Ra. Εν ο σος 1 
-24 190-58802-53 . + . LINE ASSY, Press elbow to relief valve station 190 LH... 1 B 
190-58801-95 . . LINE ASSY, Press tee to relief valve station 190 LH . . . . 1 A 
-25 207-58805-29 . . LINE ASSY, Press press valve station 179 to disconnect .. 1 B 
177-58801-21 + . LINE ASSY, Press disconnect to check valve . . . , , + < + 1 A 
-26 AN6249-8 . . VALVE, Hydraulic 3000 psi (press.) . .... š w^ xe ies ie 1 
AN6290-8 + . GASKET . ο ¿ 1 . ο » ὁ » ὁ « ο Va t « o9 ὁ 0 9 ὁ ὁ 9 ο ο 5 1 
-2 AN6292-8-21 1/2 . . HOSE ASSEMBLY, (utility pressure) . . . . . + +s + + + ο ο ο 1 *1 
-2 155-8 . . DISCONNECT, Coupling (Aeroquip) . . +. +. , +. + +s +s + νο ο 1 
AN3-4A à» Gy "BOLT Qe ο ναι e ae ke νι. et Y as, veh wa ο RI der ral Ses: “ee: eels ere 3 
AN365-1032 n "EE LAA DP IE LEN πο ο 3 
-29 165-58819-53 . . LINE ASSY, Return sel valve to tee on fair door sel valve . 1 
-30 165-58819-67 . . LINE ASSY, Press fair door sel valve to MLG sel valve . . . 1 
-31 207-58805-33 . . LINE ASSY, Press fair door sel valve to restrictor .... 1 B 
station 191 
173-58801-53 . . LINE ASSY, Press restrictor to tee on bottom of fairing. . 1 
door selector valve 
-32 165-58820-77 š . LINE ASSY, Press tee BP3 LH to elbow in deck station 195 . 1 
-33 207-58805-11 . . LINE ASSY, Press elbow station 217 to tee on deck . . . . . 1 
-34 207-58805-31 + . LINE ASSY, Press restrictor valve to tee station 191 . . . 1 B 
190-58801-37 . . LINE ASSY, Press restrictor valve to tee station 209 . . . 1 A 
-35 1V7-26-30 . . VALVE ASSY, Hydraulic two-way restrictor (refer to . . . . 1 
: . T.O. 9H8-5-15-4 for breakdown) 
-36 AN919-10D : . REDUCER i x 4c x09 e 9v 6-9 δι * τῷ [αὶ ὃν τὸ oe c] c ο ο ο 1 
-37 AN919-6D N REDUCER . . « . .. ο š ο 5 δν [δν πια ο ο ο κά) Πτι Ὁ; en ὁ 1 
-38 AN6290-4 ç πο ο ο ο ο ου Rh leet 2 
-39 AN824-8D ^ TER ea ο ον ο ο ο ο Rode ο 9 N: ο. 1 
-ho 165-58680-5 . . VALVE ASSY, Hydraulic pressure priority complete . lier ni 1 
-41 AN833-8D š + y ἜΡΟΝ 6 4€ 93 ο 4. dw o (e 2» 9 € € οἱ 6 9 ὁ ὁ 1 
-42 AN6289D8 7 . ee NUTT laca τ a a κ wo. Ww twi. re 1 
-43 AN6291-8 ga aS ee RUNG det 212 cet sp ο Dui Ke tor ο ἐξ’ πῇ; culpa? αρ ος 1 
-44 AN6290-8 . . . GASKET... . . eee . 31.487. 7 a x) Pay E τ 2 
-45 AN815-8D aaie E NN ION QU wi Ya sal μα e a ee 1 
-46 A6020-15 . . . VALVE ASSY, Balance outlet relief (Vinson) (intrch . . . 1 
wth Hydraulic Research 26715-8, Drescher 52001-82 
or Gladden 312912) 
-Y 165-58659 VALVE ASSEMBLY, Hydraulic fairing door sel (see figure 188) . . . Ref 
-ῃ 165-58656 VALVE ASSEMBLY, Hydraulic alighting gear sel (see figure 188) . . Ref 
-49 165-586103 VALVE ASSEMBLY, Hydraulic dive brake selector (see figure 188) . Ref 
-50 See figure 178 for continuation of these lines . . . . + + + + + + eesse o o Ref 


*] Aeroquip 030901, Weatherhead 55120 and Aero-Coupling 031101 have been factory 
installed on some airplanes. These hoses to be replaced after 600 hours service 
by approved AN6292 hose assemblies if available. š 


USEABLE ON CODE: A 53-8273 thru 53-8322 
B 54-1231 and subs 
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FIGURE 188 - FUSELAGE STATION 179 TO 217 FAIRING DOOR DIVE BRAKE AND ALIGHTING GEAR HYDRAULIC EQUIPMENT 
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Section. 11 _ 


T. O. 1F-86K-4 Group Assembly Parts List 
FUSELAGE HYDRAULICS (Cont) 

FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
188 FUSELAGE STATION 179 to 217 FAIRING DOOR DIVE BRAKE AND 

ALIGHTING GEAR HYDRAULIC EQUIPMENT 
207-58024 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station 179 . . + NP 


to 217 (see figure 110 for next assembly and 
figures 186, 187 and 189 for additional 


breakdown) 
-1 165-586103 + . VALVE ASSEMBLY, Hydraulic dive brake selector complete . . 1 
(see figure 195 for breakdown and attaching 
parts 
-2 165-58659 . . VALVE ASSEMBLY, Hydraulic fairing door selector . . . . ο 1 


complete (see figure 196 for breakdown and 
attaching parts) 
-3 165-58656 + . VALVE ASSEMBLY, Hydraulic alighting gear selector .... ] 
complete (see figure 197 for breakdown and 
attaching parts) 


-4 831-8-50 . . FUSE ASSEMBLY, Type I hydraulic 3000 psi {Waterman A kad 1 
-5 831-8-100 E . FUSE ASSEMBLY, Type I hydraulic 3000 psi (Waterman * xe s 1 
-6 AN815-8D us. UNIONS μμ να ο SU S LS aca SE 5: ο σας y 
AN6290-8 é v. AGASKED V4 € ὃν ia Oa ὁ e A ὃν w h 
-7 165-58819-13 + . LINE ASSY, Dive brake close dive brake selector valve . . 1 
to tee station 206 
-θ 165-58819-35 . . LINE ASSY, Dive brake open selector valve to union . . . + 1 
on fuse 
-9 173-58801-47 + . LINE ASSY, Dive brake close fuse to elbow station 217 . . 1 
-10 190-58801-25 . . LINE ASSY, Dive brake open fuse to elbow station 217 LH `. 1 
-11 AN833-8D ic ow “ELBOW T :. le: a TS ο ο ος ο ο.» 2 
AN921-8D ña w NUT ο 5 9 ο ο Se 7$ 5 ο e ὁ e A 2 
2418-1216 . . WASHER, Flat (North American) ... +. +. + + + e ee * * ° n 2 
-12 165-58819-51 . . LINE ASSY, Fairing door return tee on fairing door . . +. + 1 
selector valve to check valve station 201 
-13 173-58802-35 . . LINE ASSY, Fairing door close selector valve to . . , + + 1 
: tee station 190 LH 
-14 165-58819-57 . . LINE ASSY, Fairing door open selector valve to . . . +... 1 
tee BP12 
-15 AN783D6 κ κ TEB E s SU E A Ue. * 1 
-16 AN919-6D s. . REDUCER . « « + s « < © © © © © © s q o o] t t] s |] 0] ° 9 ° 1 
-17 AN6290-6 s. . GASKET . . « + + + + + s + + s n * n ο SU ο Se, cei ea e 1 
-18 AN824-6 . . TEE 2... ee s s ο s s s s s 0 s s s 9 + ο. t| ° 9] 1 9 ° 1 
-19 173-58802-13 . . LINE ASSY, Fairing door close tee LH to tee +. . . + + +. 1 
in deck RH 
-20 190-58802-55 . . LINE ASSY, Fairing door open tee BP12 to tee . +. . . +. . + 1 
in deck RH 
-21 173-58802-41 . . LINE ASSY, Fairing door close tee to union +. . , +. + + . + 1 
in deck LH 
-22 173-58802-37 . . LINE ASSY, Fairing door open tee to reducer sta 195 LH . . 1 
-23 AN919-6D a . REDUCER +... . e © © © © © © © © © © ο oot t on t t % t. t| 1 
-24 173-58802-39 ` . LINE ASSY, Fairing door open reducer to elbow in deck LH . 1 
-25 165-58819-73 . . LINE ASSY, Main landing gear down elbow in selector . +. + 1 
valve to tee in deck RH 
-26 165-58819-75 . . LINE ASSY, Main landing gear up tee in selector valve to . 1 
union in deck RH 
-27 165-58819-71 . . LINE ASSY, Main landing gear up tee in selector valve to . 1 
elbow in deck LH 
-28 207-58805 -37 . . LINE ASSY, Main landing gear down tee in deck RH £O: - ον 1 
` elbow in deck LH (use 165-58819-69 untl exh) 
-29 See figure 180 for the continuation of these lines . . . + + +s + + © © © © © ot ng Ref 
-30 See figure 200 and 201 for the continuation of these lines . +. . + + +s + + + + + Ref 
-31 See figure 184 for the continuation of this line . . . . + ++ ++ * * * t t * tn Ref 
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Section. ΙΙ Ἢ i 
Group Assembly Parts List T. O. 1F-86K-4 


FUSELAGE HYDRAULICS (Cont) 


FUS STA 199 











FUS STA 179. 406 





F-86K-4-58-50A 


FIGURE 189 - FUSELAGE STATION 179 TO 217 MISCELLANEOUS HYDRAULIC EQUIPMENT 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER l 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
189 FUSELAGE STATION 179 TO 217 MISCELLANEOUS HYDRAULIC EQUIPMENT 
207-58024 + HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station 179 to.. NP 
217 (see figure 110 for next assembly and figures 186, 
187 and 188 for additional breakdówny, 
-1 165-58662-9 + + VALVE ASSEMBLY, Hydraulic system return complete (see... 1 
figure 193 for breakdown and attaching parts) 
-2 165-58660-3 + . RESERVOIR ASSEMBLY, Hydraulic air storage compiete . . ο . 1 
(see figure 198 for breakdown) 
-3 320-63-.300SH + . CLAMP, (Marmn) . . . .. . . + + ee Aa NES ES 2 
-4 165-58631 + . VALVE ASSEMBLY, Hyd reservoir depressurization complete . . 1 


(see figure 199 for breakdown and attaching parts) 


TER UESTRE E II A eee et 
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Section. ΙΙ _ 


T. O. 1F-86K-4 Group Assembly Parts List 


FUSELAGE HYDRAULICS (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2: 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
189-5 165-58651-3 RESERVOIR ASSEMBLY, Hydraulic utility system complete 1 

(see figure 200 for ο... 
-6 41759-10-5.75SH STRAP, Padded (Marman) (see *1) . : 1 
-7 41759-12-5.75SH STRAP, Padded (Marman see *1 E 1 
-8 41759-10-8.25SH STRAP, Padded (Marman) (see *2 . 1 
-9 41759-12-8.25SH STRAP, Padded (Marman) (see *2 : 1 
-10 AN393-39 PIN.. ; 4 
-11 165-58667 VALVE ASSY, Hyd reservoir pressure “regulator. complete 1 
(see figure 201 for breakdown and attaching parts) 
-12 207-58805-3 LINE ASSEMBLY, Scupper drain reservoir to union BP24 RH 1 
-13 207-58805-5 LINE ASSEMBLY, Scupper drain union to tee station 179 RH 1 
-14 AN815-4D UNION . . . ORCI PETERE 1 
-15 165-58819-81 LINE ASSY, Reservoir air depress “tee sta 208 to elbow on 1 A 
reservoir depress valve 
190-5 8802-51 LINE ASSY, Reservoir air depress tee sta 208 to. . . . . . 1 Β 
elbow on reservoir depress valve 
-16 165-58819-79 LINE ASSY, Reservoir air depress valve to union BP8 RH 1 
-17 AN783D6 TEE ο 4. > M š sade AS eo, αν Oe SO seu τὸ αν ar Ae 1 
AN919-6D REDUCER . 1 
AN6290-6 GASKET š SER imo Geen ο Me ee απο 1 
-18 165-58820-57 LINE ASSY, Utility reservoir “air regulator to tee sta 216 1/2 1 
-19 190-58801-93 LINE ASSY, Utility reservoir air vent tee sta 215 to 1 
hose connection RH 
-20 3H2L6-15 HOSE, (North American) 1 
-21 AN748-24 CLAMP ο.” ο ο ο μμ ο.” 2 
-22 165-58820-55 LINE ASSY, Utility reservoir air regulator to tee sta 207 . 1 
-23 165-58821-87 LINE ASSY, Utility reservoir air reservoir to check valve 1 
station 207 
-24 165-58821-85 LINE ASSY, Utility reservoir air check valve to air l 
regulator station 212 
-25 AN938D4 TEE . Eu Tee OG, Yon a = Ὁ " 1 
-26 AN815-4D UNION.:4- 4604 ο. ERR Ὁ a a 1 
-27 AN919-6D REDUCER 4.24 66 X o: ar sb e š 1 
-28 AN833-!ID, ELBOW 4-5 ὃν oe τα ντ ὃς a Ë 1: 
-29 AN6289-4 NUT 145 3 53x . $ cs 1 
-30 AN6291-4 RING .. š 1 
-31 AN6290-4 GASKET . CE το. οσον RC m 3 
-3e 311826-1 VALVE ASSEMBLY, . temperature swing check (Gladden) . 1 
-33 AN919-6D REDUCER . . = DR ee e xA or ορ. à e 2 
AN6290-6 GASKET ... uuu TE 8 
-34 177-58801-55 LINE ASSY, Utility reservoir air elbow in regulator . . . 1 
to union 
-35 177-58801-59 LINE ASSY, Utility reservoir air tee in reservoir to union. 1 
-36 AN815-6D UNION... αμ ἀθσον', ο. 1 
-37 190-58801-91 LINE ASSY, Utility reservoir air tee in reservoir to tee RH 1 
-38 190-58801-87 LINE ASSY, Utility reservoir air filter station 198 to 1 
check valve station 223 RH 
-39 37808 FILTER, (Purolator) —— "Pu. DLP 1 
-40 207-58805-35 LINE ASSEMBLY, Utility reservoir air nipple on engine duct. 1 Β 
station 187 to filter 
207-58805-21 LINE ASSY, Utility reservoir air supply elbow on 1 Α 
engine duct station 187 to filter station 158 
-41 AN816-4D NIPPLE š ο een ο ο πα Ceo Q oak ο σσ 1 Β 
AN822-1D ELBOW š . 1 A 
-42 AN80!Ip12 TEE . P š 1 
AN924-12D NUT. . 1 
-43 165-58820-53 LINE ASSY, “utility "reservoir. suction reservoir to tee sta 207 1 
-44 MS28741-12-0414 HOSE ASSEMBLY, (utility reservoir suction) . 1 
-45 155-12 DISCONNECT ASSEMBLY, (Aeroquip) ; 1 
-46 201-58801-69 LINE ASSY, Utility suction front elbow on island. No.2 . 1 
to disconnect station 205 LH side (use 201-58801-33 
untl exh) 
-47 190-58801-5 LINE ASSEMBLY, Brake return filter to reservoir 1 
-48 165-58819-13 LINE ASSEMBLY, Brake return tee sta Xd to filter 1 
-49 AN938D8 TEE . : š 1 
-50 AN6249-8 VALVE, (brake return) . ae D Men: wË 1 
-51 AN815-8D UNION . FEES ος da ; 2 
-52 AN6290-8 GASKET . .. 3 
-53 207-58805-13 LINE ASSY, Brake "return union in “deck sta 183 to tee “sta 196 1 
-54 190-58801-3 LINE ASSY, Utility by-pass elbow sta 199 to check valve 1 
station 193 IH 
-55 AN837-8D i . ELBOW... nara . 1 
AN924-8D x . NUT... 1 
2W18-1216 WASHER, Flat “(North American) | 1 
-56 MS28741-8-0285 HOSE ASSEMBLY . . 1 
-57 155-8 DISCONNECT ASSEMBLY, (Aeroquip) . ACA 1 
-58 177-58801-53 LINE ASSY, Utility by- pass elbow on eng to. disc. “on eng 1 


-59 For continuation of this line see figure 20h , , . Ref 

*] Intrch wth Awica 30001-5-5.75 together with 30001-3-5. τὸ Or National Utilities N122-4- 5.75SH 
together with N122-2-5.75SH 

κο Intrch wth Awica 30001-3-8.25 together with 30001-5-8.25 or National Utilities N122-4-8.25SH 
together with N122-2-8.25SH 


USEABLE ON CODE: A 53-8273 thru 53-8322 B 54-1231 and subs 
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Section. τί _ 
Group Assembly Parts List 





T. O. 1F-86K-4 


FUSELAGE HYDRAULICS (Cont) 











F-86K-4-58-5) 








FIGURE 190 - HYDRAULIC 60 CUBIC INCHES SELF DISPLACING COMPLETE ACCUMULATOR ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
190 165-58673 ACCUMULATOR ASSEMBLY, Hydraulic 60 cubic in. self displacing . . Ref 
complete (see figure 186 for next assembly) 

-1 AN815-4D + UNION .. RE $e E AA we es OS aes we, Oe ee 1 

-2 AN6290-4 + GASKET > . . . . . PT ον Γῷ τι, P NE ο "αν cé, . ο ο ο B ETEN 1 

-3 AN919-12D . REDUCER . PE = Ww ο Ὁ ο ὁ oa Ua. 9 09. Ὁ o "wo o eve 2 

-4 AN6290-6 . GASKET . ies * κ c9 2» κ.α 9 9 o." ὁ 4 9ο A ὅ a 7 2 

-5 AN832- 6D . UNION .. "E &. i9 wu ^m Ὁ 4 4: ᾱ- a ο W Ὅ ὁ 1 

-6 AN927-6D . ELBOW . . ο ο a A te wow ee A E ὁ 1 

-T AN6289-6 . NUT . $. . ὁ 5 . . ὁ ο ——( e: Wc oe iei. es Ua 5 € 2 

-8 AN6291-6 . RING e - os ui ca ore tee ο... . rus $ d rum 2 

-9 AN6290-6 . GASKET . . ος Ye ο ο μα μας de 4 

-10 AN919-12D . REDUCER ... s i-r Ke) παλμό "m ὁ Ὁ. ὦ s " EE Rum i 

-11 AN784-6D TEE? Νο. E ο ο s n ο wan ο ο ο. 1 

-12 177-58047-10 - ACCUMULATOR ASSY, Hyd 60 cubic inches self displacing . . .. 1 

(refer to T.O. 9H1-2-6-4 for breakdown) (whn exh 
use 177-58047-13) 
177-58047-13 ACCUMULATOR ASSY, Hyd 60 cu in, self displacing (whn exh use . 1 


177-58047-15) (see T.O. 9H1-2-6-4 for breakdown) 
ACCUMULATOR ASSY, Hyd 60 cu in. self displacing (whn exh use 


177-58047-15 ë 1 
177-58047-10 or -13 unti exh)(see T.O. 9H1-2-6-4 for bkdn 


Changed 26 May 1958 
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T. O. 1F-86K-4 
FUSELAGE HYDRAULICS (Cont) 


Section ii _ 
Group Assembly Parts Lis? 





FIGURE & 


-1 
-2 
-3 


FIGURE 191 - HYDRAULIC FLIGHT CONTROL BY-PASS COMPLETE FILTER ASSEMBLY 


PART 


FILTER ASSEMBLY, Hydraulic flight controi by-pass complete. 


(see figure 186 for next assembly) 


ATTACHING PARTS 


AN3-20A 
2W18-416 


NAS43DD3-24 


AN919-6D 
AN6290-4 
AN927-4D 
AN6291-4 
AN6289-4 
AN832-4D 
AN6234-1 


-— E 


BOLT. 


WASHER, Flat (North American) 


SPACER, Screw and bolt. 


REDUCER. 

GASKET . . . . . 
. ELBOW. . 

RING . 
. NUT. . 


UNION. s 
. FILTER, Hydraulic 


` ο + ν t ng 


. 


replaceable element line 





F-86K-4-58-52 


UNITS USEABLE ON 


INDEX NUMBER ; NUMBER 2 3 4 5 6 7 PER ASSY. CODE 
191 165-586101 "P" Ref 


PREPRREN an 
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E T. O. iF-86K-h 
Group Assembly Parts List 


FUSELAGE HYDRAULICS (Cont) 








F-86K-4-58-53 


FIGURE 192 - HYDRAULIC FLIGHT CONTROL ACCUMULATOR GAGE ASSEMBLY 
A A —ÓMÀÀÀ—M——MÀÀ—M —À—————— M 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
192 165-58684-3 GAGE ASSY, Hyd. flight control accumulator. . . . a . , , + + + Ref 


complete (see figure 186 for next assembly 
ATTACHING PARTS 








-1 AN500A8-18 SCHREW o we dogs νο. 2 : 2 
-2 AN500A8-16 SCREW oos ala a cg s ax : ; ESS 1 
-3 NAS43DD3-8 SPACER, Screw and bolt. . scetur Go) by E ; A 2 
-4 NAS43DD3-18 SPACER, Screw and bolt. . no P 3 Y 
-5 NAS43DD3-12 SPACER, Screw and bolt. ............... 2 
-6 190-58112 RING, Hyd flight control gage retainer. . . . . . . . 1 
== Kio z Ξ 
-7 AN815-!D A UNTON Z or a k xe ο ie Sas ve AA uer a 1 
- AN6290-+4 E eGASKET. C ui cay tg Ld ο ο ο ο ο Id ee Done 1 
-9 AN5771T7A : GAGE, Single 1 7/8 dial pressure (GFAE) . . . . . . . . .. 1 
------------------τ-----------------------------ϕἱ-----------.-----τ------.5᾽- ---.. Ε,. 





Section. i1. 
T. O. 1F-86K-4 Group Assembly Parts List 


FUSELAGE HYDRAULICS (Cont) 





F-86K-4-58-54 


FIGURE 193 - HYDRAULIC RETURN SYSTEM COMPLETE FILTER ASSEMBLY 





FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
193 HYDRAULIC SYSTEM UTILITY AND BRAKE RETURN FILTER ASSEMBIES 
165-58662-11 . FILTER ASSY, Hydraulic system return complete (see figure 187 Ref 
for next assembly) 
165-58662-9 . FILTER ASSY, Hydraulic system return complete (see figure 189 Ref 
for next assembly) ° 
ATTACHING PARTS 

-1 AN4-25A e BOLT , 2 Oa 5 € Ὁ ἡ Ὁ 95 9. le le e 4) ὁ) 09 A Sel ç 2 *1 

AN! -26A e. μα P ae: ο ο ο μα απ ο ου 2 *2 
-2 NAS43DD4 -34 + SPACER, Screw and bolt , . ὁ è < < ο « ὁ ὁ o 4 ὁ ὁ ο ο o 2 α 2 *1 
-3 NAS43DD4-10 s SPACER, Screw and bolt ... aes < s < < e e e e e e 9 e oo 2 *1 
-4 d NAS43DD4-52 . SPACER, Screw and bolt . ο . +s < +< 4 < < e e e . e we e < ο 2 *2 

ido 

-5 AN833-8D "wann MEI 1 
-6 AN6289D8 wo ΝΤ. oe ed eee Vie age Eee a ο ο decre oum ο ee yee, ο 1 
-7 AN6291-8 aS ge RING Peace wa We ο ο μμ μμ Ge deiude Seca t 1 
-8 AN6290-8 αν GASKET μαμα ο απ ο μμ QT B e a 1 
-9 AN833-8D e. ELBOW Q ο αὶ w e € 74e de te ce ο o jer w τα! 07€ a ᾱ- Ἵν: 1 *1 
-10 AN837-8D s ~s ELBOW ο e Ge λος δν a SU mo το. € 7920€ 09.9) κας Sa ua ass da 1 *2 
-11 AN6289D8 s ce NUDO em o v δ ae can ος SOLS dm mc omo O RC TR 1 
-12 AN6291-8 S ar RING ο a Se: ia ad ον (Bo πο) cu! Kes er, te) ti Se ο ο ο a U $ 1 
-13 AN6290-8 ec» GASKET 2 22-8 koX ο κ ὃς ο OX AA 4. Wo ae RA AA 1 
-14 AN6234-3 + . FILTER, Hydraulic replaceable element line ........ 1 


type (Skinner 28090 or equivalent) 


*1 Used on 165-58662-11 only 
*2 Used on 165-58662-9 only 
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Group Assembly Parts List T. O. 1F-86K-4 


FUSELAGE HYDRAULICS (Cont) 











F-86K-4-58-55A 


FIGURE 194 - HYDRAULIC UTILITY SYSTEM COMPLETE RELIEF VALVE ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
194 177-500696-5 VALVE ASSEMBLY, Hydraulic utility system relief complete . . . . Ref A 

(see figure 187 for next assembly) 
177-58696-7 VALVE ASSEMBLY, Hydraulic utility system relief complete . . . . Ref B 


(see figure 187 for next assembly) 
ATTACHING PARTS 





-1 ΑΝ3-22Α BOLT . < ὁ « ss . ὁ © ὁ © ὁ ὁ ὁ ὁ 5 » 5 . 4. ος ee E 3 
-2 AN3-4A BOLT y 4. 4 ὁ « . » ὁ «4 * ὁ ο ὁ e ^» 4 à * e * à * 9? * € « * ο ο € 2 
-3 AN3-13A BOUT os 1. 2o qued εκ κα a Sdn RAS EE 1 
-4 NAS43DD3-62 SPACER, Screw and bolt . . . + + + a © + + e ο ο s om s + + on n, . 1 
-5 165-5816 PLATE ASSY, Hydraulic utility relief valve support . . a. +. ... 1 
nooo 
-6 AN919-12D . REDUCER .  ὁ ο . ο © e » »  . eo ὁ * e * * e * eee eo 3 d 
gi AN6290-6 . GASKET . . . «© ο ο © © © : © © © c ο ο ὁ « ο cinco... 3 
- AN927-6D + ELBOW . ο .. « eee ὁ ew wee ws a a ee 1 
-9 AN6291-6 . RING... « à ο ο ὁ ο ὁ ^» e à w * ὁ * ὁ ^ e ο ὁ » e € ο ος. 1 
-1ο AN6289-6 Ss NUT. 4 v εκ we ὁ S. | W^ ο ον ouk MP US AA 1 
-11 AN832-6D + UNION ... Z δ. DE RARA se eroe en ο 4 k Le ates is. w i 
-12 AN815-6D « UNION . . « o. © « ο à « 4 5 5 ὁ Uw ο. ο ο 5 0ὁ ο ο * ὁ 5: o £1 f 1 B 
-13 AN6290-6 + GASKET... Xu 1 
-14 AN6291-6 . WASHER... $ ο) 7€). τὸ. 0€. Φ τν e ὁ Ua ec he ὃς «ο. a ἃ -ᾱ- ᾱ- α 1 A 
-15 AN6289-6 CP NUT. V v ors w ee o9 ὁ ο ὦ 9 Um ^ ὁ v. κ οἱ 9 oU. ua paw. Vaf. Sai ce 1 A 
-16 AN833-6D E οσο 4e k ο ο al ee LE ο wale $^. 7 4... ἡ ὁ 1 A 
-17 AN6279-6CD . VALVE, Hydraulic pressure relief two-port .... + + + see 1 


USEABLE ON CODE: A 53-8273 thru 53-8322 
B 54-1231 and subs 
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T. O. 1F-86K-4 


FUSELAGE HYDRAULICS (Cont) 





F-86K-4-58-56 


FIGURE 195 - HYDRAULIC DIVE BRAKE SELECTOR COMPLETE VALVE ASSEMBLY 


A A A A AA a RM ETON 
FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
195 165-586103 VALVE ASSEMBLY, Hydraulic dive brake selector complete. . . . . + + Ref 


(see figure 188 for next assembly) 
ATTACHING PARTS 


+ 


-1 AN526-428R12 SCREW co ds ος ee ee Op wee uem VIE RUNE A eS 
μμ Wm es 

-2 AN833-8D oe, CEBHBOW.I a ο) ιο ο. wR Te BE Um ὡς ay ue ee ee Ga 1 
-3 AN6289D8 ἃς ANUS c ος tered Ὁ S αοότῳ GA ο ttre wah do, E a Gu eris Gee e er ae, UE 
-4 AN6291-8 Sr RING a e Bice "p "ra IE 1 
-5 AN6290-8 o πα ΜΑ ED QN. Ono ya co E προς ce Jae Sat e š 1 
-6 AN837-8D ο UÉhBOWI-2: 3) eee a pa ο an tak as. ce aee es Cet Pn És x 2 
5 AN6289D8 αμ ο Sy es Sas Ee m š s 2 
- AN6291-8 νο ο ο t As ek a PAS š 2 
-9 AN6249-8 . VALVE, 3000 psi hydraulic check. . . . + s sos + + . ror oe es 1 
-10 25400 . VALVE ASSY, Hyd selector (Whittaker) (intrch wth Proof 13-1002). 1 
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Group Assembly Parts List 





T. O. 1F-86K-4 


FUSELAGE HYDRAULICS (Cont) 





F-86K-4-58-57 
FIGURE 196 - HYDRAULIC FAIRING DOOR SELECTOR COMPLETE VALVE ASSEMBLY 
FIGURE & PART s: UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
196 165-58659 VALVE ASSEMBLY, Hydraulic fairing door selector complete. : . . . .^ Ref 
(see figure 188 for next assembly) 
ATTACHING PARTS 
-1 AN3-ÀA BOLD. οι ποπ... 8 
-2 2W18-10L WASHER, Flat (North American) . . . . 8 
ER ER 
-3 AN365-428 NUT. + + 4 
-4 ΑΝΟΘΟΡΗ16 WASHER . 4 
-5 AN4-6A BOUT fhe. be ech πα’, Bie teed RU hr us tas Nb dak q'a a hus ο πο ign cay ciae 4 
-6 165-58266-3 BRACKET, Hydraulic alighting gear and fairing door selector. 1 
valve support outboard (use 165-58266-1 untl exh) 
-7 165-58267-4 BRACKET, Hydraulic slighting gear and fairing door selector. 1 
valve support inboard (use: 165-58267-2 untl exh) 
-8 AN833-6D inno MEM ο ο κ Ne arc πο δέν a pr PE 1 
-9 AN6289-6 NUT. . 2 
-10 AN6291-6 RING 2x. o9» doleo oos 2 
-11 AN6290-6 GASKET «2 nib usa τς. P oc Sag reis 2 
-12 AN6290-8 GASKET . $ 4 
-13 AN893-12D BUSHING. 2 
-14  AN833-6 ELBOW. 1 
-15  AN834-6D TEE. 2 
-16  AN6289-6 NUT. . 2 
-17 AN6291-6 RING . 2 
-18 AN6290-6 GASKET . ο dab het κ 2 
-19  AN893-12D BUSHING. «eiim u e ROM Bey x 2 
-20 25412 1 


VALVE ASSEMBLY, Pilot operating 4-way 3 position 3000 psi. 
1/2 tube size selector (unittarer (use Whittaker 
23612 untl exh) (intrch wth Adel 24700) 
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T. O. 1F-86K-4 


FUSELAGE HYDRAULICS (Cont) 





FIGURE 197 - HYDRAULIC GEAR SELECTOR COMPLETE VALVE ASSEMBLY: 


UNITS -USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
197 165-5005 VALVE ASSEMBLY, Hydraulic alighting gear selector complete. . . + + Ref 


(see figure 188 for next assembly) 
ATTACHING PARTS 


-1 AN3-4A BOLTS aie ο ο ο”. 8 
-2 2W18-10L WASHER, Flat (North American) . . 8 
πα κα . 
-3 AN365-428 . NT.. 4 
-4 ANQ60D416 . WASHER. 8 
-5 AN4-6A ^. BOLT Gare cides ec m IR RD Peete a SU T eL eed - 4 
-6 165-58267-3 . BRACKET, Hydraulic alighting gear and fairing door. 1 
selector valve inboard 
-7  . 165-58266-4 . BRACKET, Hydraulic alighting gear and fairing door. 1 
selector valve support outboard 
-8 AN833-6D & ELBOW . νυν Sa coco ο ο. 1 
-9 AN6289-6 A NUT . 2 
-10 AN6291-6 i RING. . 2 
-11 AN6290-6 . GASKET. 9 
-12 AN893-12D 5 BUSHING . 2 
-13 AN6290-8 E GASKET. 4 
-14 AN834-6D w ΤΕΕ... 1 
-15 AN6290-6 s GASKET. a) woe Epl: UO «| Déc: e €um RED A meos “6 1 
-16 AN893- 12D . BUSHING . . pos © © © © © © .. 6 om . 9 . ο. A ; 1 
-17 AN919-12D . REDUCER . PC vat nds Tie de ad, che. S Pa wer eh 1 
-18 AN815-6D 3 UNION . . . . ee ee ac EL αφ Well MOLAR νε ας ο ec Se, νὰ i 
-19 25412 a VALVE ASSY, Pilot operating 4-way 3 position 3000 psi ... . 1 


1/2 tube size selector (Whittaker) (use Whittaker 
23612 untl exh) (intrch wth Adel 24700) 
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Section. 11 _ 


. T. O. 1F-86K-4 
Group Assembly Parts List 


FUSELAGE HYDRAULICS (Cont) 








_ F-86K-4-58-59 


FIGURE 198 - HYDRAULIC AIR STORAGE COMPLETE RESERVOIR ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER ] 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
198 165-58660-3 RESERVOIR ASSEMBLY, Hydraulic air storage complete. . . . . . . . Ref 
(see figure 189 for next a5Sembi yy 

-1 AN929-4 ΝῊ, Ὃν: νην, νο Be ih se νην ee ee + 

-2 AN804D4 io ΤΕΕ; om SL Syed EE ἐς ee as S Ὁ lek ee a NEN EN ET HS cd cosa Shey 1 

-3 AN6289-4 2 NUTS νο ag mU E ο ο“ eri a S IE ῳ 2 

4 AN6291-4 s. RING: ο a yas ἐνὶ ο GU a ey nee Z GEL AC AUS US WS UT od ὦ 2 

-5 AN6290-4 y GASSET to εἷς ἐς a durum el A, it EH ἐς δρ tue εν HUS 2 

-6  AN919-6D E REDUCER! ΝῊ... Dd. So he, ah oni UTER 2 

-T AN6290-6 μμ ο ο ate ο Ge a L dO E. ara we E SUS QUQ a I AE 2 

-8 311826-1 - VALVE ASSY, High temperature swing check (Gladden) . . . . . . 1 

-9 AN6290-4 s πα ο toe ο ο Sates amet ok ο A M A Š 1 

-10  ANT84-!D op, MBs to at NN ate ΝΙΝ νυν ΝΗ 1 

-11 165-58060: + RESERVOIR ASSEMBLY, Hydraulic air storage. . . . . . . . . . . 1 
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Group Assembly Parts List 


FUSELAGE HYDRAULICS (Cont) 











F-86K-4-58-60 
FIGURE 199 - HYDRAULIC RESERVOIR DEPRESSURIZATION COMPLETE VALVE ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
199 165-58631 VALVE ASSEMBLY, Hydraulic reservoir depressurization complete . . Ref 
(see figure 189 for next assembly) 
ATTACHING PARTS 
-1 AN3-4A BOLT. Cox a a a AA τος ον δι A e cer ze Ra 2 
-22*--- 
-2 AN365-1032 μα A ου EN MM 2 
-3 AN960D10 LOUWASHER s S 2 ροών to od! ver ης Dm Ves ντος TANT Roc ee e us IIS 2 
-4 AN3-12A ο MEN Mx "uc dc uS πα T 2 
-5 165-58444 š . BRACKET ASSY, Hyd reservoir depressurization valve fus sta 199 αἱ 
-6 AN833-4D A A el ee wee ο ο M M είς 1 
-7  AN837-4D . ELBOW. . . . 2... i EUER : 1 
-8 AN6289-1 ΝΟ, αἱ as e DE ce > : : : 2 
-9  AN6291-4 . RING. "Rem ; : 2 
-10  AN6290-5 ο ech, 5 ο ο eee Doane ede d PLA Ue cote 2 
-11  ΑΝΟΘΟΡΙΟ P WASHER aL ο ο AS Go ea ee α 1 
-12  AN393-9 PIN uS. ene 3, wed ALTI uh Medal c Ar ὁ a RUE WP a a s 1 
-13 165-5845 . PUSH ROD, Hydraulic reservoir depressurization valve . . . . . 1 
-14 870629 . VALVE ASSEMBLY, Reservoir air dump (Kidde) . . . . . . + + + * 1 
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Section i1. 
Group Assembly Parts List 


T. ο. 1F-86K-4 


FUSELAGE HYDRAULICS (Cont) 














F-86K-4-58-61 
FIGURE 200 - HYDRAULIC UTILITY SYSTEM COMPLETE RESERVOIR ASSEMBLY 

FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER l 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

200 165-58651-3 RESERVOIR ASSEMBLY, Hydraulic utility system complete . . . . . . Ref 

(see figure 189 for next assembly 

-1 AN833-4D ae ROW. ae ea κ RA 1 
-2 AN6289-4 . NUT. . 1 
-3 AN6291-4 + RING. . 1 
-4 ANG290-4 . GASKET . 1 
-5 AN815-8D » UNION. gë a as ala Oa a we YG 2 
-6 AN6290-8 e SUADRET' LG a a 0.4 0209, wn ς - 9 
-T AN832-6D a CUNION. νετ ia € à E 1 
-8 AN815-6D so UNION: Gud οἷς cmi ae oi 2 
-9 AN6290-6 i GASKET a pu. ce! be Sot ae I um BR ce qr ος 4 
-10 AN926-6D dcn SCR fy, waq c Up 1 
-11 AN6291-6 sh RENG: gie 7 š - 1 
-12 AN6289-6 a NUT 702 ud ες Va a US τῳ 3 1 
-13 AN815-12D s. UNION. ow a κος Q 1 
-14 AN6290-12 κ. CASKET Xo. S x xw αι AAA 1 
-15 AN814-8D + PLUG AND BLEEDER........ 1 
-16 AN6290-8 μον cts TA or oes 1 
-17 165-58053-3 . RESERVOIR ASSY, Hyd utility sys (see fig. 202 for breakdown) . 1 


A A PE E PAS EPR ee 
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Section τι... 
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FUSELAGE HYDRAULICS (Cont) 





F-86K-4-58-62 


FIGURE 201 - HYDRAULIC RESERVOIR PRESSURE REGULATOR COMPLETE VALVE ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 NOMENCLATURE PER ASSY. CODE 
201 165-58667 VALVE ASSY, Hydraulic reservoir pressure regulator complete . . Ref 


(see figure 189 for next assembly) 
ATTACHING PARTS 


-1 AN365-1032 NUT... Le -ᾱ, ο ο ο Tite E ως 2 
-2 AN3-13A BO ο ο ο Om š 2 
-3 16707 CLAMP, (Marman)(intrch wth Awica 50136) . . - . + + + + + + * ° 1 
---ᾱ--- 
-4 AN833-4D ELBOW Si € aie SA Ne te δες eu vee ος Bo) ate aG uus 1 
-5 AN6289D4 NUT 6 ee ek e Se ων. ae oe 1 
-6 AN6291-4 RING 5 Ro cde ses sey eo el en CEE Qai Wb ue i4 οσο. 1 
-7 AN6290-4 . "GASKET os: 6) το ko.) 40$ moz. ad hor ach A ο αγίας cs 2 
-8 AN833-6D i zs GELBOW 2:27.55 ria ἐς fe e AS s uh Se Ue M sn uU ο a AER RC HANE 1 
-9 AN6289D6 NUS ο Μον Ei Ἢ E ο b ο νυν’ 2 
-10 AN6291-6 sO RING n Uo ας δν τα a Pg b ghi qxege oo Hen W YA ὃν DAR G . 2 
-11 AN6290-6 z GASKET hya ο ον ο. ον αμ αρα 2 
-12 AN837-6D ο αμ is enr etn q deos ha CM oy sma mana be fs -- 1 
-13 AN815-4D s: UNION ZZ tica ος ὃς ees a SSS LR IE sU AE δω FRI Nel roe 1 
-14 311781-2 . VALVE ASSEMBLY, Absolute air pressure regulator (Gladden) . . 1 


(use Gladden 311781 untl exh 
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FUSELAGE HYDRAULICS (Cont) 


ROTATED 180° 





FIGURE 202 - HYDRAULIC UTILITY SYSTEM RESERVOIR ASSEMBLY 
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T. O. 1F-86K-4 
FUSELAGE HYDRAULICS (Cont) 


Section. ΙΙ _ 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
202 165-58053-3 RESERVOIR ASSEMBLY, Hydraulic utility system (see figure 200 Ref 
for next assembly 
-1 201-58108 . NIPPLE, Hydraulic reservoir filler (intrch wth Roylyn 4049) .. 1 
-2 201-58109 . RING, Hydraulic reservoir filling strainer retainer (1ntrch ee 1 
wth Roylyn RS124-24) 
-3 173-58114 . STRAINER ASSEMBLY, Hydraulic system reservoir filling (intrch. . 1 
wth Roylyn 2663-17) 
-4 201-58099 « CAP ο Hydraulic reservoir filler (intrch wth Roylyn ο . 1 
9035 
25 59-012-062-0500 . . ROLL PIN, (Elastic) . . . . Du REM 2 
-6 201-58106 + . HANDLE ASSEMBLY, Hydraulic reservoir filler cap CODE AT 1 
-7 201-58105 + . CAP ASSEMBLY, Hydraulic reservoir filler inner ο .. .... i 
-8 AN6230-1 . + GASKET ... 4o $ WD a €D o9 We vo «τς 1 
-9 201-5810! . « RING, Hydraulic reservoir filler’ cap DX e" 1 
-10 No Number + + BALL, 1/4 dia steel . . . . . EP qM 3 
-11 201-58103 + . BODY, Hydraulic reservoir filler cap ο am μα μυ... 1 
-12 165-58470 . CABLE ASSEMBLY, Hydraulic utility reservoir cap retaining ... 1 
905-5 . . SNAP SWIVEL, (California Hardware) . . . es +, s . «.... 2 
-13 22006-343SH vs CLAMP, (Marman) s a-es 6: 2 ace ere a Vi a. ὃς δν α 1 
-14 AN6230-10 ç GASKET DE e 9 9 9 ὁ 0 ο k ὁ ο ο ο ο ο 1 
-15 165-58340 . SWING SPOUT ASSEMBLY, “Hydraulic "reservoir Ser ο ος 1 
-16 165-58341 + . HOUSING, Hydraulic reservoir swing spout « . +. , + + + + + x 1 
-17 165-58342 . + SEAL, Hydraulic reservoir sping Spout go eh te! We sss vul Cel oes Q: ae 1 
-18 165-58346 νο SPRTNG, Compression . .. wy qoM. ¿qar ας i 
-19 165-583). "ET PLUNGER, Hydraulic reservoir. swing spout ο eI. Ju Nu. μαι 1 
-20 165-58343 + . WASHER, Hydraulic reservoir swing spout s . . e èe . e s èe eo I 
-21 165-58338 EN WEIGHT, Hydraulic reservoir swing spout e . e . e . + s ος x 1 
-22 165-58347 + . RETAINER, Hydraulic reservoir swing spout +. . . . . e + + + x 1 
-23 165-58345 + . INSERT, Hydraulic reservoir swing spout e e , + + + + +s + + x 1 
-24 165-58339 * ARM, Hydraulic reservoir RE Spout: uoo € x € Wee X X^ ᾱ 1 
-25 AN502-416-8 3 SCREW ws e; ὁ mp m ο δι e m Je “αἱ οἱ νῷ 8 
-26 2418-4161 . WASHER, Flat (North '"american) . + ET 8 
-27 EA503-729 . TANK UNIT ASSEMBLY, (Liquidometer) | a a a 19 cm 14) ο e 1 
-28 165-58450 + GASKET, Hydraulic reservoir gage housing κ. se oe νι ας ee 1 
-29 165-58463 . SHELL ASSEMBLY, Hydraulic utility system re eservoir lower . . .. 1 
-30 AN871-8D . . FLANGE .. & Ux LUE ee ου... 2 
-31  .165-58564-21 + SHELL ASSEMBLY, “Hydraulic “utility. system reservoir upper . . . . 1 
filler end 
-32 165-58482 + + FLANGE, Hydraulic utility system reservoir liquid...... 1 
indicator mounting 
-33 165-58468 + . SEPARATOR ASSEMBLY, Hydraulic utility system reservoir ... 1 
-34 201-58113-7 + + . FLANGE, Hydraulic straight thread boss welding . . . . . + 1 
-35 201-58113-3 e FLANGE, Hydraulic straight thread boss welding . .. eo. 1 
-36 165-58466 . SHELL ASSEMBLY, Hydraulic utility system reservoir upper end... 1 
-37 165-58469 . . SEAT, Hydraulic utility system reservoir detachable boss .. 1 
-38 201-58113-5 w “ῷ FLANGE, Hydraulic straight thread boss welding . . +. +. + +, + 1 
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STA 217. 15 


= i Y RS D> 
| E XX οὐ 
TADEN 
Š lf 





F-86K-4-58-66 


FIGURE 203 - FUSELAGE STATION 217 TO 270 LH AND RH HYDRAULIC PRESSURE AND RETURN EQUIPMENT 
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T. O. 1F-86K-4 
FUSELAGE HYDRAULICS (Cont) 


Section. ΙΙ _ 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
203 FUSELAGE STATION 217 TO 270 LH AND RH HYDRAULIC PRESSURE 

AND RETURN EQUIPMENT 
207-58023 HYDRAULIC EQUIP. INSTL, Fus sta 217 to 270 (see fig. 110 for. NP 
next assy and fig. 204 for additional ac 
-1 155-6 DISCONNECT ASSY, Coupling (Aeroquip) (LH and S BEP 5 2 
-2 165-58455-4 -SPACER, Hyd disconnect support aft side RH IE s 1 
165-58455-3 SPACER, Hyd disconnect support aft side LH... š 1 
-3 165-58456-4 SPACER, Hyd disconnect support fwd side RH... 2 1 
165-58156-3 SPACER, Hyd disconnect support fwd side LH . : 1 
-4 AN3-10A BOLT $5259. veo vs E 4 
-5 AN365-1032 NUT .. ET 4 
-6 165-58818-65 LINE ASSY, Normal "flight control pressure "RH disconnect 1 
station 261 to union station 246 
-7 AN815-6D UNION, (LH and RH side) . ie. Mate: adis del ο. 3 
-8 201-58801-67 LINE ASSY, Flight control press. elbow sta 218 to union 1 
sta 247 RH (use 177-58801-5i untl exh) 
-9 165-58818-57 . LINE ASSY, Alternate flight control pressure LH . . . 1 
disconnect station 264 to union station 240 
-10 165-58818-7 + . LINE ASSY, Alternate flight control pressure LH . x 1 
union to elbow station 240 to 217 
-11 155511-85 + . DISCONNECT, Coupling (Aeroquip) . . +. +. + . "re 2 
-12 AN939-8 . ELBOW, eda: flight control pressure) . πο μμ κα. 1 
-13 AN941-8 . . ELBOW, (utility pressure) ................ 1 
-14 AN815-8 . . UNION ... Be ue ο tee Es νο Σεν ας $75. A ER rg 2 
-15 AN6289-8 eer NUDE ses s eo eae erac ὦ e που EN ITE Le re^ BOS 2 
-16 AN6291-8 cos RING < . < 0€ «- ο uel ee eles So oe ὡς Mte δες, Tm rue 2 
-17 AN6290-8 " ^» ‘GASKET g. a 29 € 9 ὁ ὁ ees Je Yen, ^ CRI ας ο Ὁ τι Te. ἃ 4 
-18 AN520-10R8 5 s SCREW: 4.0 nS wow oom ISS uw de τῷ ç Qc s. ο QU SUS 12 
-19 AN365-1032 a PED μια ix XE uae 12 
-20 165-58818-77 . LINE ASSY, Normal flight control pressure disconnect... 1 
station 261 to union station 250 RH 
-21 165-58818-79 . . LINE ASSY, Utility press. control press. disconnect 1 
'station 26! to union station 250 RH 
-22 AN832-8D . s UNION sx ο d ww) Ὁ 5 -ᾱ) 090 aa ἡ ee e AWA. ος 2 
ΑΝΟΖΙ-8 » ο NUT . wee CEPR ο ο ου Sw: TSS VS 2 
2418-1216 ` 1 WASHER, Flat (North American) . . A y 
-23 165-58823-45 . . LINE ASSY, Normal flight control pressure "union. A 1 
station 250 to check valve RH 
-24 165-58811-9 . . LINE ASSY, Utility pressure union station 250 to . . . . + 1 
` check valve station 237 
-25 AN6249-8 . . VALVE, (hydraulic pressure) . . pde ιν. τν yeaa "η -οᾱ 2 
-26 165-58823-43 . . LINE ASSY, Normal flight control pressure ο” εὖ ο ane 1 
-27 190-58801-9 . . LINE ASSY, Utility pressure union to tee sta 217 s oet Vu etre 1 
to 235 RH 
-28 165-58698-3 . . COMPENSATOR ASSY, Hydraulic normal power control . . +. +. + 1 
system (see figure 206 for breakdown) 
-29 325-63-5068H . . CLAMP, m ns tae ον are ἂν SA Sp ο ο ο. 1 
-30 325-63-600SH . . CLAMP, (Marman) . UD ODD MEER 1 
-31 165-58823-41 . . LINE ASSY, Normal flight control return elbow station .. 1 
218 to compensator RH 
-32 165-58818-39 . LINE ASSY, Normal flight control return compensator PO. 1 
to tee station 232 to 249 
-33 AN834-6D . c IEB- τῳ ο ο. Ca ke ves c9 αφ ᾱ- ay ὁ ow αν τὰς ιβ, s 5. `< 1 
-34 AN894D6-4 . + BUSHING +... ο © «© «© «© © © © © @ © ww ew . o . ο 1 
-35 AN6289-6 s a NUTS xov a uw ο A ceo eiu Q S re a νο. 1 
-36 AN6291-6 E “Ὁ ç o TM DEM ου. D ο 1 
-37 AN6290-6 e + GASKET . < . o gov πώ fr, w TW . alain ol 1 
-38 165-58818-67 + . LINE ASSY, Normal flight control return “tee to disconnect. 1 
station 250 to 261 
-39 650656 . . NIPPLE, Coupling (Wiggins) (LH and RH side) +... . . +. + 2 A 
6526E6 . . NIPPLE, Coupling disconnect (Wiggins) . . ........ 2 B 
-40 6006-6-25 + . FLANGE, Coupling (Wiggins) A e πα ce? de] AIME 1 A 
-41 AN520-10R8 n . SCREW .... . ο. ο « ο 6 
-42 165-58818-43 . . LINE ASSY, Normal "fiight control return "reservoir to-. ο 1 
union station 235 to 228 
-43 165-58818-61 + . LINE ASSY, Alternate flight control return union to . 1 
disconnect station 239 to 268 
-44 165-58818-3 . . LINE ASSY, Alternate flight control return union to ... 1 
elbow station 239 to 217 
45 For continuation of these lines see figure 186 . . . . . « + + + + + s + eee . Ref 


USEABLE ON CODE: 


A 53-8273 thru 53-8322 


54-1231 thru 54-1275 


B 54-1276 and subs 
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STA. 228. 75 


STA 261.15 T 
— Τ X 








STA 250.75 









c [ 
C dg eO. 
ET ο 












ye 
XS = 
STA E: e 





ROTATED 180? STA 239. 16 


F-86K-4-58-44 


FIGURE 208 - FUSELAGE STATION 217 TO 270 MISCELLANEOUS LH AND RH HYDRAULIC EQUIPMENT 
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T. 0Ο, 1F-86K-4 
FUSELAGE HYDRAULICS (Cont) 


Section. ΙΙ. 
Group Assembly Parts List 


"Uc CII————————————ÁP—— — —MÓ— U 
UNITS USEABLE ON 


FIGURE & 
INDEX NUMBER 


204 


-10 
-11 


PART 
NUMBER 


207-58023 


165-58661-3 


320-63-3068H 
165-58699 


ATTACHING PA 


AN3-5A 


νο PA 


AN502-10-6 
AN960D10 
165-58430 
AN919-6D 
AN815-4D 
AN6290-4 
20176 


165-58818-41 
165-58818-35 


AN824-12D 
165-58818-33 


165-58818-31 


AN832-12 
AN924-12 
2W18-1716 
145511-6 
AN939D16 
AN919-23 
AN6289-16 
AN6291-16 
AN6290-16 
165-58818-75 
165-58818-81 
173-58801-43 
173-58801-45 
AN815-12D 
165-58811-57 


165-58818-51 


38390 
165-58818-49 


1 


2 


3 4 5 6 7 NOMENCLATURE 


PER ASSY. CODE 


FUSELAGE STATION 217 TO 270 MISCELLANEOUS HYDRAULIC EQUIPMENT 


ee ο ο . we 


ee . ç € s s 9 | c] + 0 ο ο ο 


RTS 


e 9 9 9 ο ο s 9 ὁ ὁ ο 0 «9ο 


LH AND RH 


110 for next assembly and figure 
additional breakdown) 


RESERVOIR ASSY, Hyd flight control sys complete . 


203 for 


(see figure 205 for breakdown) 


CLAMP, (Marman) . + 


HYDRAULIC EQUIPMENT INSTL, Fus sta 217 to 270 (see figure . . NP 


κ ` + ο oo ὃν 2 
1 


VALVE ASSY, Hydraulic flight control filling . . . . . . - 


BOLT . s e a + +> © . ο. ος ο 


SCREW . + +< +s + + + ee * * * ° 
WASHER . . . + + 


REDUCER +. . « . « « © © © ο w 
UNION . . . «ο 
GASKET . . + +. 
VALVE ASSY, Hyd 
Whittaker) 
North American Spec NA5-8 
North American Spec NA5-8 


9 9 9 * : o 


BRACKET ASSY, Hyd normal flight control filling valve 


manually actuated shut-off 3000 
intreh wth Hydraulic Research 27100, 


5250) ο 
232-4 


psi. 


ΗΕ Iv 


r Proof 10-1002 


LINE ASSY, Normal flight control vent reservoir sta 235 . 1 


to union station 222 
LINE ASSY, Normal flight control su 
to reservoir station 235 
TEE αρ ος αμα 5 ο-- ος em, OR 
LINE ASSY, Normal flight control su 
station 217 to tee station 23 
LINE ASSY, Normal flight control su 
station 230 to union station 
UNION . « « +< +s + © we we * * * tg 
NUD e Ü wow Q é ας U X αν 
WASHER, Flat (North American) . 
DISCONNECT, Coupling (Aeroquip) 
ELBOW . . 
REDUCER . 
NUT ... 
RING... 
GASKET . . 
LINE ASSY, 
LINE ASSY, 
LINE ASSY, 
LINE ASSY, 
UNION . + 
LINE ASSY, 
250 to dump valve 


. 


. . > . . > 
eo . . 


. . . 


oe © t t] t9 9 n9 


. 
ee ee 
. 


. 
. 
. 
. 


.... 


. . 
. . 
. “< 5 5 
. ο © e o . . . 


. e ο s. ο sbs o 


Utility suction union st, 
Utility suction disc. st 
Utility suction 
Utility 


LINE ASSY, Normal flight control filling filter station . 


242 to filling valve 


FILTER ASSEMBLY, Hydraulic oil (Purolator) . . . . +. +. +. + 
LINE ASSY, Normal flight control filling filter st «ce 


241 to reducer station 242 


ction te 


ction el 
ο 

ction te 
250 


4 < ο ο ° ο n n 


à 250 to 
a 267 to 


tee to union sta 208 to 239.5 . 
suction union to union sta 239.5 to 250 


Normal flight control filling tee station Poe ae 


e sta 232 . . + 1 


bow . . » = è ° 


Re 


= 


€ . - + > < * * 


9 < e ο ο ο t ° n 
eee ° e ew ο. 
. . . 4 ο 0 ο ο 
. 9 929999 9 
9 + s 99 5» ο ο 
ae ee ο ο ο ο 
eee e ο ° ewe 


disc. pànel RH 
union sta 250 RH 


PR HB pr = = = =L P NNN FID 


AN919-6D . . REDUCER . . . + + s + + s + s s + m s s s a t$ os t tg! tn 9 n9 H 
MS28741-4-0240 . . HOSE ASSEMBLY, (normal flight control filling) + . < < 974 1 
AN919-6D ^oc. REDUCER s aoe s s a er Ore A | ο e el s δν 1 
AN929-6 aw ΑΡ ou Q a a ο ἵδι τῳ. ὁ, «ᾱ- ol w; A a ται ec Um O De 1 
155-8 . . DISCONNECT ASSEMBLY, Quick disconnect (Aeroquip) . - +.» + 2 
165-58818-63 . . LINE ASSY, Dive brakes open RH union station 240 to ... 1 
disconnect station 268 
AN815-8D Ὁ UNION o4 4 0 ue pe Rm anus δῷ iml Usu ue Im LR ο μυ 3 
165-58818-17 ` . LINE ASSY, Dive brakes open union to union sta 240 to 235 1 
165-58818-15 |: . LINE ASSY, Dive brake open LH union to elbow sta 235 to 217 1 
165-58818-11 ` . LINE ASSY, Dive brake close LH union to elbow sta 244 to 217 1 
190-58801-65 . . LINE ASSY, Dive brake close LH union to disc sta 244 to 264 IH 1 
173-58801-49 r . LINE ASSY, Utility reservoir air tee sta 225 to sta 239 . 1 
AN815-4D ° s. UNION. si Z ον ος Ve, ERA A 1 
173-58801-51 . . LINE ASSY, Utility reservoir air union sta 239 to sta 250. l 
AN832-4 a . UNION . + s s s © © s © e a e e ° . ° Š & € 4. Φ v ὁ 1 
AN921-1 e α NUT κα 404 ὁ ὁ ὁ ἡ ὁ 99/9 ὦ 9 5 -ᾱ- mcm ο ο ο momo i 
2w18-716 . . WASHER, Flat (North American) . . . - + +e eee * ' * ° 2 
165-58818-83 ` . LINE ASSY, Utility reservoir air union on panel +. . +. + + 1 
station 266 to union station 250 RH 

AN832-4 τ UNION . 2... . . ....... t] t] t zt] t 8 ]* ng tn | n9 1 
AN924-4 . NUD ος οι AR EA O E RIA EI κ i$ 1 
218-716 l | WASHER, Flat (North American)... + + . + eee * * * ° 1 
2W1V29-22-62 : - WASHER, Plain το American) . . +. + + * ὁ ὁ € ο 4 6 « 1 
2W1AL29-21-32 š . WASHER, Plain (North American) . . + + + + = +... * or >. 1 
157-58414 .- . CAP ASSY, Hyd disc. panel air pressurizing . +. + + + +. + + 1 
9C1-3-7 ` o. . CHAIN, Safety (North American) . e e e + + s > +... ° 1 
157-58413 "| . LINK, Hyd disc. panel air pressurizing-cap retaining . 1 
AN818-4D * vw NUT ol 0... a o οἳ O8 e < a'e o 1 
157-58532 ` 1 i CAP, Hydraulic fitting +... + + + s es son t t t ° ° 1 
165-58660-3 RESERVOIR ASSY, Hyd air storage complete (see fig. 189) . . . Ref 

co... www n « « Ref 


See figure 189 for the continuation of this line . . . +. + 
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FUSELAGE HYDRAULICS (Cont) 











F-86K-4-58-45 
FIGURE 205 - HYDRAULIC FLIGHT CONTROL COMPLETE RESERVOIR ASSEMBLY 
FIGURE & PART i UNITS USEABLE ON 
INDEX NUMBER NUMBER l 2 3 4 5 ὁ 7 NOMENCLATURE PER ASSY. CODE 
205 165-5 1-3 RESERVOIR ASSEMBLX, Hydraulic flight control system complete. . . Ref 
(see figure 201 for next assembly) 

-1 AN833-6D ey GOELBOWSS a e xe! Le το ta ly we ον), Q κὲ 1 

-2 AN6289D6 . NUT. ου 1 

-3 AN6291-6 DEN cp ΟΙ ννννν 1 

-4 AN6290-6 2e “GASKET: el wo ος e as τς ᾱ 1 

-5 AN6290-8 oe GASKET Voz Soc ὃς E. νο a eae κ) cm 1 

-6 AN833-8D w, BhBOW- ¿ le m δα waya ο S U ee 1 

-7 AN6289D8 er “ΝΟΕ κε Ον ενω Dens tS ae 1 

-8 AN6291-8 in RING «μες uu ο ke ρον, iu ur prie 1 

-9 AN833-12D ^ SELBOWo. xx ouv e ver λος 1 

-10 AN6289D12 t- NUTS ο Ok im cR ae EL % 1 

-11 AN6291-12 y; RING μμ ο da να: ο Se ptg eros S d 

-12 AN6290-12 + GASKET . ONCE EMEN Eu i 

-13 165-58061-5 - RESERVOIR ASSY, Hyd flight control sys (use 165-58061. 1 


unti exh) (refer to T. O. 9H1-2-7-h for breakdown) 
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T. O. 1F-86K-4 Section. 11 _ 
FUSELAGE HYDRAULICS (Cont) Group Assembly Ports List 





F-86K-4-58-46 


FIGURE 206 HYDRAULIC NORMAL FLIGHT CONTROL SYSTEM COMPENSATOR ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
206 165-58698-3 COMPENSATOR ASSY, Hyd. normal flight. . k a Ref 
power control sys. (sce fig: 293 for next t assy) 

-1 AN815-6D . UNION. dl ats . 1 

-2 AN6290-6 s ~ GASKET? uae Vn EE νο a ον ο), ὦ τῳ Ute ὃς reir e. τώ e κ 1 

-3 AN919-12D ë “REDUCERS. 4 X46 ds E a «δν, w e e a 1 

-4 AN6290-6 . GASKET . . . . PM 1 

-5 170-58010-10 s COMPENSATOR ASSY, "Hya power "control. 1 


(refer to T. O. 9H1-2-7-4 for breakdown) 
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Group Assembly Parts List T. O. 1F-86K-4 
FUSELAGE HYDRAULICS (Cont) 





P | === | f 303 







“Su 
OS 
NS τ» κ S 

p? 


STA 335 


F-86K-4-58-64 


FIGURE 207 - LH AND RH AFT FUSELAGE HYDRAULIC PRESSURE EQUIPMENT 
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T. O. 1F-86k-4 
FUSELAGE HYDRAULICS (Cont) 


Section. ΙΙ κ 
Group Assembly Parts List 





FIGURE & 
INDEX NUMBER 


207 


-1 
-2 


-26 


-28 


PART 
NUMBER 


20717-58015 


165-58694-1 
165-58694-2 


ATTACHING PARTS 


AN4-22A 
NAS43DD4-16 


a A 


AN833-6D 
AN6289-6 
AN6291-6 
AN6290-6 
50221 
190-58802-3 


AN6249-6 
190-58802-17 


AN919-6D 
190-58802-13 
165-58823-67 


AN815-6D 
190-58802-43 


AN833-6D 
AN924-6D 
2418-916 
177-58801-63 
AN832-6D 
AN92! - 6D 
2418-916 
AN6292-6-26 
190-58802-7 
190-58802-19 
190-58802-15 
190-58801-33 
190-58802-45 
165-58817-25 


165-587130-15 


1 2 ~ 4 5 6 7 NOMENCLATURE 


LH AND RH AFT FUSELAGE HYDRAULIC PRESSURE EQUIPMENT 


HYDRAULIC EQUIP INSTL, Aft fus (see figure 119 for next . 
assembly and figure 208 for additional breakdown) 
FILTER ASSEMBLY, Hydraulic flight control complete LH 


HOLT a ae Sees, cu ok: LUE ee eR ee 
SPACER, Screw and bolt . . . . . . . + + 
CT MANOS ος νε αμ 
GASKET . : š : 
FILTER ASSEMBLY, “(Purolator)” EM 


FILTER ASSEMBLY, Hydraulic fiight control complete RH 


. 
. 
. 


LINE ASSY, Alt flight pressure LH check valve... 


station 360 to filter 
VALVE ASSY, (Hyd check press.)(LH and RH 


side). 


LINE ASSEMBLY, Altitude flight pressure LH reducer to 


check valve station 360 
REDUCER, (LH and RH side) λα ων ον 
LH elbow to 


reducer sta 


LINE ASSY, Alt flight press. 
LINE ASSY, Alt flight press. LH filter station 366 
to union fwd 
UNION, (LH and RH side) M xot Pee ο. dee 
LINE ASSY, Alt flight press. LH elbow station 335 
to union station 353 
ELBOW νι 391 ia ee 
NUT .. 
WASHER, Flat (North ' American). ; 
LINE ASSY, Alt flight press. LH elbow "station "335 “to 
hose station 345 
>. te UNION νο, 5 ο ᾱ Ee x09 es š . 
+ w NUT "ES ο. «δν Dioses 
Do. WASHER, Flat (North ' american) at së š d 
. . HOSE ASSEMBLY, (Alt flight control pressure τα and 5 
. normal flight control pressure RH) 
LINE ASSEMBLY, Normal flight pressure RH check valve 
filter station 360 
+ . LINE ASSEMBLY, Normal flight pressure RH reducer to 
- check valve station 360 
LINE ASSEMBLY, Normal flight pressure RH elbow to . 
reducer station 360. 
- . LINE ASSEMBLY, Normal flight pressure RH union statio 
254 to filter station 366 
LINE ASSEMBLY, Normal flight pressure RH union to uni 
station 335 to 353 
. LINE ASSEMBLY, Normal flight pressure RH union . . . 


station 291 to union station 335 
ACTUATOR ASSEMBLY, Hydraulic hor stab. control 


(see fig. 16 


*1 Aeroquip 030901, Weatherhead 55120 and Aero-Coupling 031101 have been 


factory installed on some airplanes. 


These hoses to be replaced after 


600 hours service by approved AN6292 hose assemblies if available. 


360 . 


n. 


on 


2) 


. 


UNITS 


PER ASSY. 


=, 
"d 


BF P HH P HB Νωωω ΓΕ PN PPN PD ΠΕΛΛΑ MIO Pp 


Ref 


USEABLE ON 
CODE 


*1 


A A ee | Ae ος δι 
Changed 20 February 1959 : 
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STA 303 





STA 291 


STA 261 





F-86K-4-58-65B 


FIGURE 208 - APT FUSELAGE HYDRAULIC RETURN AND DIVE BRAKE EQUIPMENT LH AND RH 
362 Changed 20 February 1959 








Section. ΙΙ _ 


Teu DUK T Group Assembly Parts List 


FUSELAGE HYDRAULICS (Cont) 


ni eM 
UNITS USEABLE ON 


FIGURE & PART 


INDEX NUMBER NUMBER ` 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
208 AFT FUSELAGE HYDRAULIC RETURN AND DIVE BRAKE EQUIPMENT LH AND RH 
207-58015 HYDRAULIC EQUIPMENT INSTL, Aft fuselage (see fig. 119 for . NP 
next assy and fig. 207 for additional bkdn) 
-1 190-58801 -69 LINE ASSY, Alt flight ret LH elbow to union sta 335 to 352 1 
-2 AN833-6D ELBOW u ὦ αι oe uw x cx AA DESI Vue OE ἽΝ. ok Low. ue 2 
ΑΝΟΖΗ -ÓD NUT. oe απ ΓΗ... Πρ οσο 2 
2W18-916 WASHER, Flat (North American) . . . . .. + es eee 2 
-3 190-58801-71 LINE ASSY, Alt flight ret elbow sta 335 to hose sta 291 . 1 
-4 AN832-6D ΜΑΘΗΜΑ ae E ues e er ο ο RT ο er kes is 2 
ANQ24-6D η. ανν." "νὰ A aa ona 2 
2W18-916 WASHER, Flat (North American) . . . . + + + * + * * + * + 2 
-5 AN815-6D UNION, (RH only) . . . . «4 + + + + + + + torus t . m n nm on 1 
-6 165-58804-69 LINE ASSY, Normal flight return elbow sta 335 to union . 1 
station 345 RH 
-7 165-58817-21 LINE ASSY, Normal flight return union sta 291 to union . 1 A 
station 335 RH 
207-58805-45 LINE ASSY, Normal flight return union sta 291 to union . 1 B 
station 335 RH 
-8 MS28741 -4-0230 HOSE ASSY, (LH and RH side) ...........:... 2 
-9 6500D6 . . SOCKET, Disconnect coupling ee) 2 C 
; 652056 . . SOCKET, Disconnect coupling (Wiggins WM POUR 2 D 
-10 165-58644-1 ` CYLINDER ASSY, Hyd dive brake actuator LH (see fig. 208A . 1 
= for bkdn and attaching parts) 
-11 165-58644-2 CYLINDER ASSY, Hyd dive brake actuator RH (See fig. 2084 . 1 
for bkdn and attaching parts) 
-12 AN6292-6-21 1/2 HOSE ASSY, πο brake open 2 *l 
-13 AN6292-6-21 1/2 HOSE ASSY, (dive brake close) -2 *1 
-14 AN833-6 ELBOW . . s.s e o PE à 
AN924-6D μι as ah Mates, US 4 
2W18-916 WASHER, Flat (North American) . . . . . + + ee eee ot n 4 
-15 165-58817-47 LINE ASSY, Dive brake open LH tee sta 291 to elbow sta 303 1 
-16 165-58817-31 LINE ASSY, Dive brake close LH tee sta 281 to elbow sta 303 1 
-17 165-58817-61 H LINE ASSY, Dive brake open RH tee sta 291 to elbow sta 303 1 
-18 165-58817-49 ` . LINE ASSY, Dive brake close RH tee sta 291 to elbow sta 303 1 
-19 AN938-8 Se πμ κο μι μα es ia DA 2 
-20 AN6289-8 zoo. NUT. $ ὃν 42.04 ow m O ο Ro ο P Ss m 2 
-21 AN6291-8 & se RING αν rar κ.α We SD iow S. w Ue, δὲν o Soa ? 2 
-22 AN6290-8 v 6) “GASKET ο 400: 9E D oe ᾱ- δ. a ο” [δ e š "e 6 
-23 AN919-12 . 2 REDUCER: eoe a αι. E On τα 2 Be seh O 4 
-24 AN833-8 . ELBOW . . . . «4 4 «4 ὁ ο 9 ὁ ὁ o tw ὁ ὁ ὁ ὁ ὁ 9 n |] t9 n tg 2 
-25 165-58817-29 ` . LINE ASSY, Dive brake open LH union sta 303 to tee sta 291 1 
-26 165-58817-27 ` . LINE ASSY, Dive brake close LH union to tee sta 294 to 291 1 
-27 AN832-8 z ν UNION... s : . "C ecd. a ee ο μα ο ο ο — €T $ 1 
AN924-8D c SNUTT zm SU SQ Ὅς ο ο ο δ᾽ qu RAR RD κα ο 1 
2W1AL49-32-91 . . WASHER, Plain (North American) . . . . + + + + + * * * ° 1 
-28 AN837-8 R ELBOW .. Q νῷ. a td Ne a τώ Sk we ο e alee fay ee ὃ 1 
AN924-8D ᾿ ; NUT Q Vo xov mom arr p, es του ας a aa ἂν ὃν Cte x ο nie πὲ 1 
2W1AL49-32-91 š WASHER, Plain (North American) . . . . . + + + ««.:. 1 
-29 177-58801-87 P LINE ASSY, Dive brake open LH restrictor to elbow sta 300 1 
-30 177-58801-91 LINE ASSY, Dive brake close LH restrictor to elbow sta 300 1 
-31 2V11-20-30 VALVE ASSY, Hyd one way restrictor (LH side) (North . . T 
American) (refer to T.0. 9H8-5-15-4 for bkdn) (use 
1V4-20-30 untl exh) 
2V11-56-30 VALVE ASSY, Hyd one way restrictor (RH side) (North . . 1 
American) (refer to T.O. 9H8-5-15-4 for bkdn) (use 
1V4-56-30 untl exh) 
-32 AN894D8-6 BUSHING ........ 2 
-33 AN919-12D REDUCER «s . < s . + +. + 2 
-34 AN6290-6 GASKET . . . s < ee s 4 
-35 AN6290-8 GASKET . . . . . «ο 1 
-36 AN832-8D UNION... . . . τν 2 
-37 AN924-8D NUT. Lov eem ὁ Cu EMT ἂν τῷ δν 2 
-38 2W18-1216 WASHER, Flat (North American) . . . . + + + + + +. +... 2 
-39 AN6292-8-24 . . HOSE ASSY, (dive brake close LH and dive brake open RH) . 2 *1 
-40 165-587130-15 ACTUATOR ASSY, Hydraulic hor stabilizer control (see fig. 162 Ref 
-41 For continuation of these lines see figure 203 . . . + + + + * * * * * * * + * +. Ref 


*1 Aeroquip 03091, Weatherhead 55120 € Aerocoupling 031101 have been factory installed on 
some airplanes. These hoses to be replaced after 600 hrs service by approved AN6292 hose 
assemblies if available. 

USEABLE ON CODE: A 53-8273 thru 53-8322, 

54-1231 thru 54-1325 

B 54-1326 and subs 


C 53-8273 thru 53-8322, 
54-1231 thru 54-1275 
D 54-1276. and subs 


A A A A A = Eee 
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FUSELAGE HYDRAULICS (Cont) 











F-86K-4-58-73 
FIGURE 208A - RH AND LH HYDRAULIC DIVE BRAKE ACTUATOR CYLINDER ASSEMBLIES 
FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. ODE Ὢ 
208A 165-58644-1 CYLINDER ASSY, Hyd dive brake actuator LH (see fig. 208 for . . Ref 
next assembly) 
165-58644-2 CYLINDER ASSY, Hyd dive brake actuator RH (see fig. 208 for Ref 
next assembly) 
ATTACHING PARTS 
-1 AN8-14A λα ο ae EE REL 1 
-2 NAS148-29 BOL (fwd) ολο a S Ta ace ce Q whee Gg ae ae A RAS 1 
-3 NAS143-8 WASHER, X4130 or equiv plain . . . . . . . . . . . 3 
-4 NAS143-8C WASHER, X4130 or equiv countersunk . . . . . . . . . 1 
-5 2W18-816L WASHER, Flat (North American) . . . . .. .......... 8 
-6 AN365-820 NUT. eue τα qoos os eue αν dcus eor n ρα De rea ER RIS Cd xe 2 
PR A 

-T 165-58801-33 . LINE ASSY, Press. dive brake ext. elbow on bkt to elbow . 1 

on cyl head LH 
165-58801-35 . LINE ASSY, Press. dive brake ext. elbow on bkt to elbow . 1 

on cyl head RH 
-8 AN833-6 s. JLBOW, A ο e d eI, vate de 2 
-9 AN6289-6 s NUT s e ο» TEE TEC š 2 
-10 AN6291 -6 . RING, s) ο. SOAS. GET. vagi de . 2 
-11 AN6290-6 . GASKET a Vence Wa We Se RI ο: ED DA. us x 4 
-12 AN924-6D A Su a ος GE IRI VES s. ite" e . E 2 
-13 AN960D916 . WASHER ο E ç 2 
-14 AN832-6 S UNION S. ο h d. ay ngo ie ei. te ec s i 
-15 AN927-6D SOCOEBBBOW-4 doque 449 a e r à 1 
-16 AN832-6D e^ UNION oie us Xl ey κ κο κο ροκ. 1 
-17 321-625-2.31258 . CLAMP, (Marman) Secus a Er cal ο eme i as Vela 1 
-18 165-58111-1 . BRACKET ASSY, Hyd dive brake Cyl hose LH . 4.2 o xx 1 
165-58111-2 . BRACKET ASSY, Hyd dive brake cyl hose LH ,....... š 1 
-19 165-58044-1 . CYLINDER ASSY, Hyd dive brake act LH (refer to . . .. 1 

T. O. 9H2-5-28-4 for bkdn) 

165-58044-2 . CYLINDER ASSY, Hyd dive brake act RH (refer to 1 


T. O. 9H2-5-28-h for bkdn) 
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34 A- ὮΝ 











F-86K-4-54-15C 








FIGURE 209 - COCKPIT ELECTRICAL EQUIPMENT 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER q 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
209 207-54031 ELECTRICAL EQUIPMENT, Cockpit (see figure 79 for next assembly) . NP 
sow. whe me, ΝΕ. 


COCKPIT LH SIDE MISCELLANEOUS ELECTRICAL EQUIPMENT, 
(see figures 218 and 219 for breakdown) 
No Number COCKPIT RH SIDE MISCELLANEOUS ELECTRICAL EQUIPMENT, 


` (see figure 225 for breakdown) abe odd 
lona due tps c po oco nm cop t E ο ο τν κ ----ᾱᾱ-- ----.. ος == s 
Changed 16 October 1959 
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No Number 
NP 











Section. ΙΙ _ 


Te Da IRE BORN Group Assembly Parts List 


FUSELAGE ELECTRICAL 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
209 No Number . FUSELAGE STATION 45.5 BULKHEAD ELECTRICAL EQUIPMENT, .... NP 

(see figure 216 for breakdown) 
No Number . PILOT'S INSTRUMENT PANEL ELECTRICAL EQUIPMENT, . . . + +. + + NP 
(see figure 215 for breakdown) 
-1 205-54078 . PANEL ASSY, Electrical LH circuit breaker aft . . . . + + .. 1 
(see figure 212 for breakdown) 
-2 205-54076 +. PANEL ASSY, Electrical LH circuit breaker complete . . . .. 1 B 
(see figure 212 for breakdown) 
205-54076-11 . PANEL ASSY, Electrical LH circuit breaker complete . . . . + 1 D 
(see. figure 212 for breakdown) 
205-54076-21 . PANEL ASSY, Electrical LH circuit breaker complete . . . .. 1 E 
(see figure 212 for breakdown) 
205-54045-10 . PANEL ASSY, Electrical LH console switch complete . . . . . + 1 A 
(see figure 210 for breakdown) 
-3 205-54045-21 . PANEL ASSY, Electrical LH console switch complete . . . . . + Y B 
{see figure 210 for breakdown 
205-54045-31 . PANEL ASSY, Electrical LH console switch complete ... . . . . 1 σ 


(see figure 210 for breakdown) 
ATTACHING PARTS 


-4 AN515-8R12 SCREW. y ὦ --.«.-ν..-ς. ν «νο ο οἱ woes te T ος RA A AA eo Te 4 
ES 
-5 AN3121-313 x. TAMPA y Ces pre ος ο AR a I Sut S ἴθ e L 
-6 AN3140-327 +. LAMP .. ᾿ ον ten ον Ἐφ» τῷ πῶς» ας ae, ος δι fe, “δ far gula geh κῶς Z, a ir 18. 15 
-T 165-53201-101 . SHROUD ASSEMBLY, "Cockpit controls LH . . o... . e ὁ ια 1 
165-53201-202 . SHROUD ASSEMBLY, Cockpit controls RH . š 1 
165-53201-304 . SHROUD ως, Cockpit controls RH (use 166. 53201- 204 üntl 1 
exh 
ATTACHING PARTS 
-8 AN253-2-650 . PIN, (on RH only) . . . + š 1 
-9 AN253-2-1218 . PIN, (on RH only) . : ; 2 
-10 AN253-2-650 . PIN, (on LH only Sy atte" τας χά... «ᾧ š š 1 
AN253-2-1218 . PIN, (on LH only) +. . + + + + + * + 2 
LS προ 
-11 165-54352-41 . PANEL ASSY, Elec LH side control switch complete . . . +. + + 1 B 
(see figure 211 for breakdown) 
165-54352-30 . PANEL ASSY, Electrical LH side control switch complete . T A,F 
useable on airplanes noted, whn exh use 165-54352- 51) 
see figure 211 for breakdown) 
165-54352-51 . PANEL ASSY, Electrical LH side control switch complete . . 1 G 
(use 165-54352-30 untl exh) (see fig. 211 for bkdn) 
ATTACHING PARTS 
-12 NAS221-9 SCREW, Brazier head Phillips recess alloy steel . . . . + + . 6 
NAS221-10 . SCREW, Brazier head Phillips recess alloy steel . . . + + +. + 8 
NAS221-13 3 SCREW, Brazier head Phillips recess alloy steel . . . . + + + 5 
E πας 
-13 AN3140-327 + LAMP .. "η τ. ah MEE e tea? eo OE a ee d n 2 
-14 334 . LAMP, (General "Electric) : a ya, fade 3 
-15 165-54428 . PANEL ASSY, Electric RH cockpit lign Switch "complete nents 1 
-16 AN3502-2 . LIGHT ASSEMBLY MES m EY 3 
-17 AN3027-1 . . SWITCH . . es i 
-18 AN3219-1 . . KNOB, (intreh | wth `Kurz- Kasch $T92- `2LA) M l 
-19 , 31748 d) ϱ RHEOSTAT, μα, (orth American Spec 165- 954010) d i 1 
-20 AN507- 832R5 . . SCREW ... EM ο. m 4 
-21 AN936D8 - . WASHER Tm 4 
-22 1862 54429 . . PLATE, Electric RH cockpit iight Switch “panel” plastic’ 1 
lighting 
-23 165-54430 . . PANEL ASSY, Electric RH PEREAT: HERE switch i 
-2h 99785-2 a νὴ PIN, (United- Carr) 1 
98293-2-.160 2.0. . STUD, (United-Carr) . ο Me nah ve er haat ο. 1 
-25 99785-2 . . . PIN, (United-Carr) "T ICM x E UM E T E 1 
98293-2-.130 —— STUD, (Uniteda Carr). E abad Ca qula. Ve ο ο“... 1 
-26 AN3140-327 . LAMP. à ΝΗ 3 
205-54072 » PANEL ASSY, Electric RH circuit breaker complete EON ο) $ ὃν 1 A 
figure 213 for breakdown) 
-27 205-54072-11 . PANEL ASSY, Electric RH circuit breaker complete . . . . .. 1 H 
see figure 213 for breakdown) 
205-54072-21 + PANEL ASSY, Electric RH circuit breaker complete ...... 1 G 
(see figure 213 for breakdown) 
-28 205-54074 +. PANEL ASSY, Electric RH circuit breaker aft complete .... 1 A,J 
(see figure 213 for breakdown) 
205-54074-11 . PANEL ASSY, Electric RH circuit breaker aft complete .... 1 E 
(see figure 213 for breakdown) 
-29 165-54355-70 . PANEL ASSY, RH console switch (see figure 214 for breakdown). 1 A,H 
165-54355-91 . PANEL ASSY, RH-console switch (see figure 214 for ο, 1 a” 
-30 AN3140-327 v. AGAME aoo Ee. -ᾱ- ὦ by er RIA Sena ο ll a ο ώς, DR hw δι τῳ τος ο) ὦ 7 
165- 54358 . PANEL ASSY, Electrical load meter console complete ..... 1 A 
(see figure 22! for breakdown) 
-31 165-54358-11 . PANEL ASSY, Electrical load meter console complete ..... 1 B,C 
(see figure 22! for breakdown) á 
-32 AN3140-327 κ DAMP τά ανα E E A a 6 
-33 AN3121-313 LAMP dm REI ο ο ο ee ο. ET " 1 A,B 
-3h See fig. 209Al for the GAR-8 sidewinder missile instrument and electrical equip. (módJ)Ref I 
USEABLE ON CODE: A 53-8273 thru 53-8322 D 54-1252 thru 54-1275 G 54-1325 and subs. 
B 54-1231 thru 54-1250 E 54-1276 and subs. H 54-1231 thru 54-1325 
C 54-1251 and subs. F 54-1251 thru 54-1325 J 54-1231 thru 54-1275 


Changed 16 October 1959 3644A 
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STA 45.5 


F-86K-4-54-35 


FIGURE 209A - GAR-8 SIDEWINDER MISSILE PYLON INSTRUMENT AND ELECTRICAL EQUIPMENT (MOD) 
Changed 16 October 1959 
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Section. ΙΙ — 


T. O. 1F-86K-1 Group Assembly Parts List 


FUSELAGE ELECTRICAL (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
209A *1 GAR-8 SIDEWINDER MISSILE PYLON INSTRUMENT AND ELECTRICAL 

EQUIPMENT (MOD) 
242-050001 ç μη RADIO INSTL, GAR-8 sidewinder missile pylon . NP A 
mod 
SË 242-540008 *2 . . BRACKET, Elec panel missile control, assy of . . . . . . + 1 Α 
242-710054 *3 . . BRACKET, Dual mounting missile control panel . . . . . + + 1 A 
& IDSTS/ARC indicator, assy of 
AN515-8R8 £ . SCREW. ew WS λεν δι uie re Fe 4 A 
-2 TITO . . PANEL ASSY, “Missile control (Univox) Ma 7 1 A 
AN515-8RLO . . SCREW . . 2 2 A 
-3 242-540013-11 e^o. SUPPORT, Elec indicator "missile release, assy `of 1 Α 
AN515-6R7 s ws © SCREWS ic 439 s " 4 A 
NAS679A06 . . NUT. 4 A 
-4 90215 : . . MOUNT, (Barry) (North American Spec `NA5- 17232- 14) aeo be 1 A 
7110-2 . . . INSULATOR, Shock (Barry) . $5 Sca 4 A 
-5 8021100045 . . INDICATOR, Missile (Hoffman) (North American —— — 1 A 
Spec NA5-7045-1) 
AN515-6R6 . . SCREW, (attaches ind to shock mount) . Uam etus ts 2 A 
-6 242-540015 S BRACKET, Missile release computer support “GAR 28. EM 1 Α 
sidewinder, assy of ; 
AN509-10R10 : . SCREW. . . DOS DTE ACC NER O EX 4 A 
-7 AN3436-2-1 | | TERMINAL BLOCK ASSY, (moved to this location). . . . . . . 1 A 
397-1 . . COVER, (Henry Engineering) ο ο E ME 1 Α 
-8 8021100059 PE COMPUTER, Missile release (Hoffman) (North American Spec . 1 Α 
NA5-7045-1) 
AN520-10R8 uw ο OST SCREW I 4 S08? tss ee tes ος 6 A 
2W18-10M - . . WASHER, (North American) 6 A 
-9 ANQ39D4 . . ELBOW d E. alu) «Od uv 1 Α 
-10 AN815-4D S ce UNTON: «iu WW ον ος ών uS Gk Dl ὧν ve 1 Arte Ww «δι ee eS £ A 
-11 AN6290-4 . . GASKET . . . . Ww ος s 2 A 
242-510001 . . HOSE ASSY, Static missile “release “computer, `GAR` 8 haere tee 1 A 
sidewinder 
-12 AN6270-4-10 z Ye --ᾱ, HOSE n ος ΜΗ noo a we A ο ween kh e uer s 1 A 
-13 AN938DH 5 E 2 O οι τς ἵν. Wawsi δν ατα ας τν ον. doce τας ον αν α Ὁ 1 Α 
-14 AN815-4D x τ. UNION- αν ως Xe deo E Q Alo» δει Kc A νῶν XX TEST να 1 A 
-15 AN833-4D CNETEDSGO o0 e κε RR ον ER E Ὁ RÍAS 2 A 
-16 AN924-4D Y NUT A, A E A di tal A RAR A 2 ee 3 A 
-17 AN6290-4 . . GASKET... Me od tede 3 A 
242-540006 . . SUPPORT ASSY, “Elec terminal “block. cockpit, GAR- 8. θὰ. së 1 Α 
sidewinder missile 
-18 AN3136-1-6 . . . TERMINAL BLOCK ASSY, (cockpit) . . .......... 3 A 
397- . . . COVER, (Henry Engineering) ἢ 2 Su ys 3 A 
-19 242-540006-3 ον ἐς BRACKET, Elec terminal block cockpit “support. Beh erit: 1 A 
AN515-8R7 . . SCREW, (attaches 242-540006 support) AO ERES 1 Α 
2W18-8 DEN WASHER, (North American) . . a ο 1 Α 
NAS679A08 avo a NUT... SZ δν, na τν 1 A 
-20 242-540005 $e de SUPPORT, Elec time delay cockpit GAR- 8 Sidewinder’ E Ns 1 Α 
missile, assy of 
-21 AN515-8R7 . . SCREW .. ac d Hebe ο a uyay - 4 A 
. -22 S6455 ` | RELAY, Time delay. (Haydon) . . a . enn 1 A 
-23 2w18-8 d» a WASHER, (North American) . A ο ο mo E νο 8 Á 
-2h NAS679A08 . . Ντ... RES PME 3 A 
-25 MS25024-2 . . RELAY, (Missile- guns)" * i 1 A 
-26 242 -540007-5 . . PLATE, Elec relay, missile guns `GAR`8 sidewinder missile . 1 A 
AN515-8R16 . . SCREW, a MS25024 -2 τοιοῦ) αρ μμ. 1 Α 
AN515-8R8 . . SCREW, (attaches MS25024-2 relay 2 A 
2w18-8 g “š WASHER, (North American) " 6 A 
NAS679A08 " . NUT .. 3 A 
-eT AN3311-2 . . RELAY, (Missile fire control) N 1 A 
-28 242 -540007-7 . . PLATE, Elec relay, missile fire control αλ 8 sidewinder 2 1 A 
missile 
-29 AN515-8R8 x de COCREW. iua οὐ δι ολοι Rok SEA 2 A 
2W18-8 ^ . WASHER, (North American) 2 A 
NAS679A08 a . NUT RY "wn xev die TAS ο ο ea y S "εὑ 2 A 
-30 MS25024-2 ita `S RELAY, (missile jettison) | "A a SP tb oe fae ο aes SS thts 1 A 
AN515-8R7 . . SCREW .. tus orti Gack ; 3 A 
2w18-8 . . WASHER, (North American) που... 3 A 
NAS679A08 eo. UNUT a te 38 Α 
-31 242-540007 -3 . . PLATE, Elec “relay, missile jettison "GARİ “3° sidewinder 1 A 
242 -540004 S κ TERMINAL BLOCK ASSY, Elec GAR-8 sidewinder missile fus 1 A 
sta 125 
-32 242-540003 . . . BRACKET, Elec terminal block attaching, GAR-8 . 1 A 
sidewinder missile 
-33 AN3h36-1-7 . . . TERMINAL BLOCK ASSY . . 1 Α 
397-17 . . . COVER, ES Engineering) 1 A 
AN515-8R8 . . SCREW . . à A 
NAS679A08 i0 xm NUL "<> ES E E 4 A 
-34 AN515-4R8 . . SCREW, (attaches MS3102A22-148 receptacle) 4 A 
NAS679A08 xs “ος NUT. on + 4 A 
242-540001-61 . . HARNESS ASSY, “Elec GAR- 8 sidewinder "missile ` (LH) 1 A 
-35 MS3102A20-27S Sa RECEPTACLE, (pylon to wing disconnect LH) 1 A 
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FUSELAGE ELECTRICAL (Cont) 








FIGURE 4 PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ο 7 NOMENCLATURE i PER ASSY. CODE 
209A 242-540001-71 . . HARNESS ASSY, Elec GAR-8 sidewinder missile (RH)..... 1 A 

-36 MS3102A20-218 - š 9 RECEPTACLE, (pylon to wing disconnect RH) w CA qui TI εν, Q 1 A 
243-540001 -41 . . HARNESS ASSY, Elec GAR-8 sidewinder missile . να κι 1 A 

-37 MS3102A22-148 ον «ιο, τῳ RECEPTACLÉ, (sta 54 LH pressurized) . . PNE 1 K 
243-540001-51 . . HARNESS ASSY, Elec GAR-8 sidewinder missile WU ROME IE ο, sQ 1 A 

-38 MS25183-22-14P . + . PLUG, (sta 54 LH unpressurized) . . πη A 1 A 
242-540001-31 . . . HARNESS ASSY, Elec GAR-8 sidewinder missile . ο 1 Α 

-39 DM9702-198 . . . PLUG, (Deutsch) (7170 missile control panel) M 1 A 
242-540001-81 . . HARNESS ASSY, Elec GAR-8 sidewinder missile , . 1 A 

-40 VP9/2BG6P . . . PLUG, (Viking) (1086-1 missile release indicator) . 1 A 
242-540001-11 à . HARNESS ASSY, Elec GAR-8 sidewinder missile .. 1 Α 

-41 K03-21-308N D 0. . PLUG, (Cannon) (345°) (1087-1 missile release computer) 1 A 
κοθ-δι 5/8 PN SHELL, πώ, ç 1 A 

-42 202-681002-1 PYLON ASSY, GAR- sidewinder missile LH (see fig. E 2.5. -Ref 
202-681002-2 PYLON ASSY, GAR-8 sidewinder missile RH (see fig. 255A «5. o». Ref. 

-43 205-54191 PANEL ASSY, Elec cockpit relay complete (see fig. 216) . . . . . Ref 

-44 No Number FLASHER, Pos light Type C2 (see fig. 216) .. Vi gio erm, def 

-45 165-51296-10 PANEL ASSY, Yaw damper and approacher coupler sw * (see fig. 144) Ref 

-46 AN6270-4-24 HOSE ASSY, (see fig. 140) ...... A $3 we. Ref 


*1 Used on airplanes coded A when modified per T.O. 1F-86K-546. 
*2 Removed from airplanes modified per T.O. IF F-86K K-550. 
*3 Used on airplanes modified per T.O. 1Ε- 86K- 550. 


USEABLE ‘ON CODE: A 53-8273 thru 53-8322, 
51-1232 thru 54-1350, 
55-4811 thru 55-4906 








364D Changed 2 December 1960 
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FIGURE 210 - ELECTRICAL LH CONSOLE SWITCH PANEL ASSEMBLY 
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FIGURE & 
INDEX NUMBER 


210 


-44 
-45 





PART 
NUMBER 


205-54045-10 
205-54045-21 
205-54045-31 


AN3157-4 
AN3502-2 
AN3155-25-50 
AN3219-1 
30088 
AN3219-1 
AN3155-50-200 
AN3219-1 
AN3021-3 
AN3027-7 
AN3021-8 
AN3021-2 
AN3223-1 
45A7400-1 


AN3224-2 
AN3027 -3 
AN3224-2 
AN3227-1 
71000-3 
AN3221-1 
SK179BP6-16 
6939-632-062 
AN365-632 
AN515-6R12 
AN960D6 
NAS43DD1-18 
165-51077 
108-74 
ANQ36A416B 


No Number . cee 


165-51065 

205-54046-10 
205-54046-21 
165-54039-21 


165-54039-9 
165-54251 
165-51247-50 
165-51247-71 
165-51085 
SK179B6-9 
AN507 -632R6 
AN936A6B 
108-75C 
AN3502-2 
1532832 
P101-525 
7AS}43 
AN3219-1 
207-514045 
205-51017-21 
AN3157-4 


USEABLE ON CODE: 





v. ο, 1P-8dk-} 


FUSELAGE ELECTRICAL (Cont) 


2 3.4 5 6 7 NOMENCLATURE 


209 for next assembly) 
209 for next assembly) 


209 for next assembly) 
LIGHT ASSEMBLY . . . . ., <+ 
LIGHT ASSEMBLY . . Bone ce 
RHEOSTAT, ("G" suit “mask heater) . 2 τῶν ο 
KNOB . + 
SWITCH, Selector (aireseareh) (cockpit air 
KNOB . , "T s". W 
RHEOSTAT, (Steht dimmer) . η μον 
KNOB . . . . . hos cw Na és MEO a Bed ή ναὶ Se 
SWITCH: και g g 2 τς CS A Scu TR EC we 
SWITCH... Sia cane: fs? τὰν “Q 
SWITOH. Ἦν: ; ἃ: S (e ces e ER νά ot exc a je E 
ΘΝ ΠΟ 459 one oP rien Sh me UR arm, Kor Sw pe NE. Gw 
BOOT . $ 
SWITCH ASSY, 
wth Cutler-Hammer Es 
BOT... 5. ¿a « wel x Yw 
SWITCH . 
BOOT... ic Q nile tbe Ae: Shay 
SWITCH . . . 
SWITCH ASSEMBLY, Toggle spat (Essex) . 
TEP v ¿Q x. eye s σα 
SCREW, (American Screw) n : : 
NUT, (Tinnerman) A wa. ο ta 


. 
2 9 + + ὁ 5 ο 4 + s. 5-5 9. 


`. 


+ * eesse * o 


SCREW a na loses 
SPACER, Screw. . ον a ο ccs tee 
RECEPTACLE ASSY, Inst 
JACK, 
WASHER. 


ànel glare shield 
(E.F. Johnson) ..... 


Single pole triple throw (Hughes) 


Section. ΙΙ _ 


Group Assembly Parts List 


oe © © Val n 


temperature) 


. . 


INDICATOR, Cabin pressure (Spec "MIL-15099A) "(GFAE) (AERNO 


60-603) 
SPACER, 1 7/8 dial instrument . 


PLATE ASSY, Elec LH console switch [ panel plastic lighting 
PLATE ASSY, Elec LH console switch panel plastic lighting 
GUARD, Master switch (altered from Cutler-Hammer . 


' 8916K689) 
. GUARD, Electric 
. GUARD, Electric 
DIFFUSER ASSEMBLY, 
DIFFUSER ASSEMBLY, 


SCREW, (American Soren) EM ION 
SCREW w . « . . ο ο δω A pe 
. WASHER. . $e" rel ie 
PLUG, (E.F. Johnson). I 
LIGHT ASSEMBLY WU 
PALNUT, (Palnuts Inc) . 
. STUD, (tinnerman) . 
SWITCH, Shutter control (Hero Suiven) . 
KNOB... 
BUS BAR, 


LIGHT ASSEMBLY . . . . . . o. 
53-8273 thru 53-8322 


54-1231 thru 54-1250 
54-1251 and subs 


Electrical “shutter control `switeh . 
PANEL ASSEMBLY, Electric LH console switch . 


switch (altered from AN3228-2) . . 
cockpit air switch (altered from AN3205- zij; 
LH console instrument panel lighting 
LH console instrument panel lighting 
PLUG ASSEMBLY, Inst panel glare shield electric disc 


. + e e o 


. ee 


. 


. 


PANEL ASSEMBLY, Electric LH console switch complete (see figure 
PANEL ASSEMBLY, Electric LH console switch complete (see figure 


PANEL ASSEMBLY, Electric LH console switch complete (see figure 


electrical disconnect 


. 
. 


. 


. 
. 
. 


. 


. 


UNITS 


PER ASSY. 


Ref 


Ref 


= 
oO 
- 


iL Ρα OO IO IO. IP. I P E ΥΕ aa I HO TO IS TO DO TO FO EPO COUTE IE IR ΓΙΟ’ 





USEABLE ON 
CODE 


A 
B 
C 
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F-86K-4-54-14C 


FIGURE 211 - ELECTRICAL LH SIDE CONTROL SWITCH PANEL 





FIGURE & 
INDEX NUMBER 


211 


PART 





NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. “CODE 
165-54352-41 PANEL ASSY, Elec LH side control switch complete . . . . . , . . Re 
(see figure 209 for next assembly) 
165-54352-30 PANEL ASSY, Elec LH side cont. sw compl (whn exh use . . . . . . Ref B 
z 165-54352-51) (see fig. 209 for next assembly) 
165-54352-51 PANEL ASSY, Elec LH side control switch complete (use . . . . . Ref 
165-54352-30 untl exh on airplanes coded B only) 
(see figire 209 for next assembly) 
AN365-632 . NUT... wA RU Ei AT «ὦ E ρ WA a -ᾱ 2 
2w18-6 . WASHER, Flat “(North American) . DAA Pe am Q σεν ας νὰ 2 
AN515-6R20 e Μο E ο oe ο ο n 2 
AN3166-1 . ACTUATOR .. . . "M 1 
BZTYT . SWITCH, (Micro Switch) (landing gear emergency retract) 1 
151-51391 . GUARD, Elec ο. 1 bomb rocket tank οσα switch . . .. 1 
AN507-6R4 . SCREW.... . . 5 ο ο . 6 
201-51078 . PAD, Alighting gear position indicator mounting . ο . 3 C 
AN5839-1 . INDICATOR, (landing gear position) (Spec MIL-I6839) (1ntrch . 3 
wth Keystone SP103-18, Spec NA5-7805-2 or General 
Electric 8DJ51GEA4, Spec NA5-7805-2) 
AN3436-2-1 . TERMINAL BLOCK ASSEMBLY . . . °. s ° 9 ο. 1 
397-1 + COVER, Elec terminal block (Henry Engineering) +* 4 ο “4 e ο ε 1 
A1900W . SWITCH, Limit 9 (Hetherington) (horn cutout) .......-. 1 
AN507-8R8 . SCREW... . es 4 
10681-100 *2 . SWITCH, (intron wth Robertshaw-Fulton 399- -60001) straignt $ us 1 
handle landing gear control (Carma) 
11101 . COVER, Sw (Carma) (intrch wth Robertshaw-Fulton 399-60003) 1 
AN3502-2 + LIGHT ASSEMBLY. . +. « . «^.» ο ο 4 ο ov «ὁ ὁ 2 
A5605 : LIGHT ASSEMBLY, Instrument (Grimes) . Ss 3 
165-54353-30 + PLATE, Elec LH side control switch panel "plastic “Lighting PNIS 1 
165-54354-30 + PANEL ASSEMBLY, Elec LH side console switch . . . . + $^ 1 C,D 
165-54354-41 ΔΑ . PANEL ASSEMBLY, Elec LH side console switch . . . . . . . . 1 A 
¿O *BRP-RED *1 LAMP ASSY, Warning (Korrv 1 A 


y. ο ο ον ἕν, ο ο 
Not used on airplanes modified per T. O. 1F-86K- -201. See fig. 106 for 
modified airplanes. 
*2 Refer to T. O. 1F-86K-515 i ο 5h- 1326 d subs 
CODE: A 54-1231 thru 54-1250 anas 
USEABLE ON : πο. 8273 thru 53-8322 D 53-8273 thru 53-8322 
54-1251 thru 54-1325 


Changed 20 February 1959 
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F-86K -4-54 -13B 


FIGURE 212 - ELECTRICAL LH CIRCUIT BREAKER PANEL ASSEMBLIES 


FIGURE & PART UNITS USEABLE OÑ 
INDEX NUMBER NUMBER . 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
212 ELECTRICAL LH CIRCUIT BREAKER PANELS 
205-54076 . PANEL ASSEMBLY, Electrical LH cirouit breaker complete . . . . Ref 
(see figure 209 for next assembly) 
205-54076-11 . PANEL ASSEMBLY, Electrical LH circuit breaker complete . . . . Ref B 
(see figure 209 for next assembly 
205-54076-21 . PANEL ASSEMBLY, Electrical LH circuit breaker complete . . . . Ref 
(see figure 209 for next assembly) 
-1 AN3161P5 *1 . , CIRCUIT BREAKER +. +. +. + + + + . * +. +. este bs Na -ῷ 8 B,C 
-2 AN3161P10 *1 . . CIRCUIT BREAKER + +. +. + + + + © +. * +. Sevens fer, ο ο Μα νο 8 
-3 AN3161P15 *] . . CIRCUIT BREAKER +. +. +. + +. +< e e ο ο om om + + o. + + m m n n ng 4 
-4 AN3161P25 *1 . . CIRCUIT BREAKER +. +. +. + + + ο © < © s © s + + + 5 + + m ο n9 3 
-5 AN3161P35 *1 , . ‘CIRCUIT BREAKER +. +... +< + + + oao es PLA 3 
-6 AN515-6R5 . . SCREW.. -— Área ee οᾳ "m 50 
-7 HKP . . FUSE HOLDER, ` (Bussman) B "utes ως. nas e αλ κ... 4 
No Number . . FUSE, 1 amp (Spec 94- 20718) REDE y 
-8 HKP . . FUSE HOLDER, ο νυν ΝΕ 4 
No Number . . FUSE, 2 amp (Spec 94- 22715) A Wades me as . 4 
-9 HKP . . FUSE HOLDER, uni] οἷς ud ο’ ὅν, TO. COS e: y is Pe Soe ee E -ᾱ 1 
314010 . . FUSE, 10 amp Littelfuse) . SG ME ο ri ee 1 A 
-10 HKP . . FUSE HOLDER, (Bussman) ο ο a TR ROT ge. ο 1 
No Number . . FUSE, 5 amp (Spec 91- 322718). RAE κ Socal ο ο 1 
-11 51177 . . PLUG BUTTON, (United- Carp) Αμ. 1 
-12 2B1-10-3 . . BAR, Bus North American ean ο ο e el e in us "ᾱ- Den eee S 1 4 
-13 2B1-10-6 . . BAR, Bus (North American) . . . . + + + + + + + + + * on n on] 9 
-14 2B1-10-2 . . BAR, Bus (North American] . +. +. +. + + + + * * * * * * n 2 
-15 2B1-10-+ . . BAR, Bus (North American) . di verge vas Feo Run JL aoe θῶ» ΦΟΝ 1 
-16 2B1-10-2 . . BAR, Bus (North American) . . . + + + + + + * + * * * * ° 1 A 
. 2B1-10-4 . . BAR, Bus (North American E eee Gh ee a 1 B,C 
-17 205-54077 Ὅν w PANEL ASSEMBLY, Electrical “LH circuit breaker . . . . ο ο 1 A,D 
- 205-74077-11 . . PANEL ASSEMBLY, Electrical LH circuit breaker . . . . + + 1 B 
205-74077-21 . . PANEL ASSEMBLY, Electrical LH circuit breaker . . . . + + 1 C 
-18 98292-1-.130 . . . STUD, (United- Carr) .. ΙΙ ο DP 3 
99836 τ . PIN, (United-Carr) . . HAM 3 
205-54078 š PANEL ASSEMBLY, Electrical LH "circuit "breaker “aft complete . . Ref 
(see figure 209 for next assembly) 
-19 AN3161P5 *) . . CIRCUIT BREAKER , . , . . . , , + 4 +s s + s © © © © tm * ng 1 
-20 AN3161P15 *1 . . CIRCUIT BREAKER , , . . . es , s + , s + + + + s + or m non 1 
-21 AN515-6RS . < SCREWM 2o. + Z wc ο ο OVE IE ee ee sel EO dee Se os 4 
-22 2B1-10-2 . . BAR, Bus (North American) . Η M ET 1 A 
-23 205-51079 soo PANEL ASSEMBLY, Electrical LH circuit breaker aft PE ος 1 
-2} 98292-1-.140 . . . STUD, (United- Carr) .. LX wi! eh oy Um MM αμ ο... 2 
99836 . . . PIN, (United-Carr) > se . + + < «οκ... 2 
*] AN3161P( ) circuit breakers are intrch with MS24506( ) of the same dash numbers. 
USEABLE ON CODE: A 54-1231 thru 54-1251 C 54-1276 and subs 
B 54-1252 thru 54-1275 D 53-8273 thru 53-8322 


_ A A MEM ο κο ο OC 
Changed 15 April 1960 569 
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F-86K-4-54-12F 


FIGURE 213 - ELECTRICAL RH CIRCUIT BREAKER AND GAR-8 MISSILE FUSE PANEL ASSEMBLIES 
———————————————————————————————————ÓÉÓÉÓÉÁÉÉÉÓÁ————— 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
Bund ας EIE dicic EF Y E καν. νο νο τι ο. πο τος τω A — — EP CR rv Led EN 
213 ELECTRICAL RH CIRCUIT BREAKER AND GAR-8 MISSILE FUSE PANEL ASSEMBLIES 
205-54072 . PANEL ASSEMBLY, Elec RH circuit breaker complete (see . . . . Ref A 
figure 209 for next assembly) 
205-54072-11 . PANEL ASSEMBLY, Elec RH circuit breaker complete (see . . . . Ref B 
figure 209 for next assembly 
205-54072-21 . PANEL ASSEMBLY, Elec RH circuit breaker complete (see . . . . Ref 


figure 209 for next assembly) 
370 Changed 26 May 1961 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE . 
213-1 AN515-6R5 wo ox «ΡΟΗ £c o£ κκ AL Ὁ κα ç Z ῳ A eyes Eà es 62 

-2 AN3161P5 *5 . . CIRCUIT BREAKER . . . +. + + — e A ο πο. 19 
-3 AN3161P10 *5 . .« CIRCUIT BREAKER a 4 Q 2 € 9€ κ. € we ee α 4 
-4 AN3161P15 *5 o. , CIRCUIT BREAKER . . . . . +. 4C uy ce XE ey 9; Ro cw RE SR ONE C em 1 
-5 AN3161P20 *5 , , CIRCUIT BREAKER . ¿ . s o < +. ae ae ee eee ee Te "ROLE VE ὦ 3 
-6 AN3161P25 *5 o. . CIRCUIT BREAKER . . . . . +. νιν... e ο el Ty 3 Ua 1 
-6A AN3161P25 #6: sx. GOIRCULRT BREAKER κ.» ee le e a ον μοι. a oes τρ dec e uw 1 A 
-6B AN25017-20 *T . . CIRCUIT BREAKER . .  « e o. +. . νην er De feres ας ESO S ED ες 1 
-6C 242-530002-11 *7 . . DECAL, AN/ARC34 radio RH console. . s + w w ο é 4 ο v 4 » 5 1 
-7 51177 o> PLUG BUTTON, (United-Carr). Ste Sie. Bee DL 2 
-8 2B1-10-2 . . BAR, Bus (North American) . . . . . +.  « « « ee ee ee 1 
-9 2B1-10-3 . 4 BAR, Bus (North American) 4 , , +< s s v s < AE 1 
-10 2B1-10-4 . . BAR, Bus (North eee) ενος "E z. s 3 
-11 2B1-10-6 . . BAR, Bus (North American) . . ERREUR 1 
-12 205-54073 ` 1 PANEL ASSEMBLY, Electrical RH circuit breaker . . | HEN 1 Α 
205-54073-11 . . PANEL ASSEMBLY, Electrical RH circuit breaker . . . . . . . 1 B 
205-54073-21 . . PANEL ASSEMBLY, Electrical RH circuit breaker £ Ue Wise e 1 C 
-13 99836 Ç s PIN, (United-Carr) . MOON arae οι a E % 3 
98292-2-.180 . . « STUD, (United-Carr). . 5 ΤΡ s is Soara 3 
-14 51177 *3 , . PLUG BUTTON, (United- Carr). w: ο, < s ewa 1 B 
AN3161P5 *5 , , CIRCUIT BREAKER Se den. SU ER rcs χᾷ T «δὶ λε», (νον dpa vers * www ds 1 C 
-14A MS25017-5 AU d “CIRCUIT BREAKER 40$ wc» else 6: ose. ει ὁ 9 6 . E 1 AB 
-14B 24}21530002-3 *4 , . DECAL, TACAN AN/ARN21. radio RH console . . . . . . PL 1 A,B 
-14C 242-530002-9 *4 . DECAL, TACAN AN/ARN21 radio RH console. . . . . š aem 1 A,B 
205-54074 *] | PANEL ASSY, Elec RH circuit breaker aft complete (see fig. . . Ref A,D 
209 for next assy) 
205-54074-11 *1 PANEL ASSY, Elec RH circuit breaker aft complete (see fig. . Ref E 
209 for next assy) 
-15 AN515-6R5 SP vox “SCREW ¿ 08i "I Bb aS ἃ; (hie Pe E 4 
-16 AN3161P5 *1*5 , . CIRCUIT BREAKER ο σος ον 2%, Ἕν “Gel cist fo ve. 8 1 
-17 AN3161P10 *1*5. , , CIRCUIT BREAKER αν e ^3 ορ νο ο πα HT ος 1 
-18 2B1-10-2 *1 , . BAR, Bus (North American) ved aae car aires ha ce cate 1 
-19 AN3028-4 *Y (o. GUARD ¿ $6 90.09 7-9 ὃν o y re $a a. ta 7 E Je, νὰ 1 
AN3021-2 ἜΤ. d SWITDHI 4 . . g wl xeu E 8 1 
-20 205-54075 *] , , PANEL ASSY, Electrical “RÁ Circuit breaker aft "EE ας w Ὁ 1 A,D 
205-54075-11 *1 . . -PANEL ASSY, Electrical RH circuit breaker aft , . , . + + ο eT E 
-21 99836 - EL PIN, (United- Carr) . A A S“ ο.” 2 
98292-1-.130 *1 . . . STUD, (United- Carr). š. www arate JW Le ol Ὁ Set te, SW 2 
242-540002 *2 , PANEL ASSY, Fuse and circuit breaker GAR-Š sidewinder. . . . . 1 F 
° missile (see fig. 209 for next assy) 
-22 ΑΝΡ15-685 *2 . . SCREW... > ο πα h F 
-23 AN3161P5 *2*5 , . CIRCUIT BREAKER, duin inverter fail) 3-29 ο ο πο 1 F 
-24 AN3161P10  *2*5 , . CIRCUIT BREAKER, (single point refueling) . . . , + + + + + 1 F 
-25 2B1-10-2 *2 . . BAR, Bus (North American) . . . , + + s s s + s +... ον ο 1 F 
-26 AN3028-1 ἘΦ e (GUARD on e dei su ο 5. IR aa IIS et e MIA se 1 F 
AN3021-2 *2 , . SWITCH, (auto-pilot). a es ο ο... 1 F 
-27 MS25017-5 *2 . , CIRCUIT BREAKER, (missile jettison) . w. cfe ies τα το cm: Ta 1 F 
-28 MS25017-10 *2 . , CIRCUIT BREAKER, (missile dc power n. λατ DER se as celle a Sonn“ l F 
-29 MS25017-10 *2 . . CIRCUIT BREAKER, (missile dc power RH). . . , + + + +...» 1 F 
-30 Ms25017-10 *2 , . CIRCUIT BREAKER, (missile control). & . 9 ο o? ο 5 ο υ ο 1 F 
-31 MS25017-5 *2 . . CIRCUIT BREAKER, (missile dc computer power). . . . owe 1 F 
-32 AN515-6R5 *2 , . SCREW... sc CUM, κ pls ve μα Wes oe n 10 F 
-33 2B1B10-4 *2 , . BUS BAR, (North American) . μι ή ROMS 1 F 
-34 MDL2AMP *2 , . FUSE, πι, mede RH ac power). M νεος š 2,7. ο 1 F 
-35 MDL2AMP *2 . . FUSE, (Littelfuse missile LH ac power). . . , . + ashes d 1 F 
HKP-H κο... HOLDER, Elec fuse (Littelfuse). . , . , + + + + . Ss 2 F 
-36 SSh8152 *O- a PLUG BUTTON, (United-Carr). . , . . . oe ewe . o 1 F 
-37 AN515-6R5 Tao 7.- ΑΝ Vou ον ᾱ de A ADU ἃ κ (às) Eo uml ^ -ᾱ 2 F 
NAS679A06 *2. 4 . NUT . ο e . . 2 F 
-38 2h2-5ho002-11 *2 . , PANEL SUB ASSY, Fuse “and “circuit breaker `GAR` 8 sidewinder š 1 F 
missile 
-39 98292-1-.130 *2 . . STUD, (United-Carr). . . . ST acne! sens AERE ὦ Ais 2 F 
99836 κο . . PIN, (United-Carr) . . λος dudar μα 2 F 
-40 MDL2AMP κο FUSE, (Littelfuse) (Spare): $e der S tes fu ent 1 F 
HKP-H κο... HOLDER, Spare fuse Littelfuse) . š 4 wo ὁ; s 1 F 
-41 242-540007-9 *2 . PLATE, Identification, main inverter failure, GAR- "8, a a 1 F 
sidewinder missile 
-42 205-540007-11 *2 . PLATE, Identification elec gun control and missile firing. . . 1 F 
-43 242-740016 *7 . PLATE, Identification, circuit breaker Nadar IIA . . . .. š 1 
tape recorder 
-44 a. -740020 *8 PLATE, Information AN/APX25 S.I.F. Bacar. RH console . 1 
1 Not used on airplanes coded F modified per 7.0. 1F-86K-546. 


AN3161P() 


USEABLE ON CODE: 


Used on airplanes coded F when modified per T.O. 
Removed from airplanes modified per T.O. 1F-86K-549. 
Used on airplanes coded "A,B" when modified per T.O, 


1F-86K-516, 


1lF-86K-559. 


circuit breakers are intrch with MS24506( ) of the same dash numbers. 


A 53-8273 thru 53-8322 
B 54-1231 thru 54-1325 
C 55-1326 and subs 

D 54-1231 thru 54-1275 


Removed from airplanes modified per T.O, 1F-86K-547. 
Used on airplanes modified per T.O. 1F- 86K- a 
Used on airplanes modified per T.O. 1F-86K-548 


E 54-1276 
F 53-8273 
54-1232 
55-4811 


and subs 


thru 53-8322, 
thru 54-1350, 


thru 55-4906 


AAA a A eS). st 8 
Changed 26 May 1961 
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Section 1: 


Group Assembly Parts List m 


FUSELAGE ELECTRICAL (Cont) 





F-86K-4-54-3D 


FIGURE 21% - ELECTRICAL RH CONSOLE SWITCH COMPLETE PANEL ASSEMBLY 
370B Changed 26 May 1961 


Section. ΙΙ . 


T. O, 1F-B6K-A Group Assembly Parts List 
FUSELAGE ELECTRICAL (Cont) 


ο. '...''Ἱ'Ἱ.Ἱ'. e 3 — K P — —— 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
214 165-54355-70 PANEL ASSY, Electrical RH console switch complete . . . . . . + + Ref AC 

(see figure 209 for next assy) 
165-54355-91 PANEL ASSY, Elec RH console sw compl (see fig. 209 for next assy) Ref B 
-1 AN3502-2 =~ BIGHT ASSY 4-9 aou xw» 95 xx 0 A dove τε c9 A A δν T 
-2 AN507-632R5 . SCREW . AX. edidere Ores Her S νο ον e Soe gs 4 
-3 AN3224-2 *1 . BOOT, (intrch wth Cutler-Hammer 49-1740) . . 2 
-h AN3226-3 . COSWITOH- 4046 y ο SI ο IG ves ϱ φι Seve 4m A e Sc eat ceo es iS 1 
-5 AN3227-1 . o 243a oo ο Ue IR ο ο δείς ο ο SL DX A UIS S Cre oie 1 
-6 AN3155-50-75 . CORHEOSTAT 1.4 6-49 € X νε. ον αν EU eee DES οὓς 1e» w. μες ΠΚ Se. ie 1 
AN3219-1 . KNOB, (intrch wth Kurz-Kasch St92-2LA) . l 
-7 AN565A8-8 i: SCORE uu ο ο doe s RR A e Rs Res ο es aer uS Lei care 1 
-8 190-55021 . CAM, Elec alighting gear handle light dimming limit switch . 1 
-9 190-54025 . INSULATOR, Elec alighting gear handle light dimming limit sw . 1 
-10 AN3234-1 v a SWITCH Ss ο΄ antaas a E a δι Άν. ee ee δι ae Ree, a OS 1 
-11 190-5020 ` | SPACER, Elec alighting gear handle light dimming limit switch. 1 
-12 165-54365 . BRACKET ASSY, Elec inst panel lighting rheostat mounting. 1 
-13 AN3219-1 . KNOB, (intrch wth Kurz-Kasch ST92-2LA) . . . . ee + + - 1 
-14 33170A . RHEOSTAT, (Ohmite ) E DP οσα. Ὅς pr 1 
-15 No Number . FUSE, 1 amp (Spec ο ο, 4 
-16 No Number *2 . FUSE, 2 amp (Spec 94-32271B . "E 1 
-16A MDM5 *3 . FUSE, 5 amp Bussman). . . x 4. 4 νο ec ee we o om on n 1 
MBO- 10 *5 . FUSE, 10 amp (Bussmann), . . .. .. + s + s + + + . oh n n n 1 
-16B 242-530002-13*3 . DECAL, TACAN ΑΝ ARN21 radio RH console , . . . + + © «© © ο sœ 1 Α 
i 242-530002-15*5 . DECAL,TACAN ΑΝ ARN21 radio RH console .... + + + + èe « = ο 1 
-16C 242-530002-7 *3 . DECAL, TACAN AN/ARN21 radio RH console . , , . . + ο © «© © * © 1 Α 
-17 No Number . FUSE, 5 amp (Spec a) ο AL as Le 5 
-17A No Number *2 , FUSE, 5 amp (Spec 94-32271B) . . . esa + + < + + ' * nh m on ng 1 
-17B No Number *4 , FUSE, 5 amp (Spec 94-32271B) . . . ss + + + + + + + * ot n ng 1 
MBO-10 *5 , FUSE, 10 amp (Bussmann). . . s s + + + + + + * n νε ge Fa Fal Toe 1 
242-530002-15*5 | DECAL, Nadar IIA & AN/ARN1B. . . . . , «4 + + s s . . t + t n n 1 
-17C ABS5 *3 . FUSE, 5 amp (Bussmann) . . . . + + + + + + + + . . + ° . m ° n 1 A 
HKP . FUSE HOLDER, (Bussmann). . . ee + + +< + + + + + «ο.» 12 
-18 165-54356-50 . PLATE, Elec RH console switch panel light diffusing. . . . + . 1 A 
165-54356-71 . PLATE, Elec RH console switch panel light diffusing. .... + 1 Β 
165-51257-10 . PANEL ASSY, Electrical RH console switch . . . . . + + see » 1 
-19 99785-2 . . PIN, (United-Carr). . . . . + + + + eee Goa DE D Se. ces 3 
-20 98293-2-.130 + « STUD, (United-Carr) V. tas ais ος ter de tol oh Wigs WS s Leip tee dM. “SL ORT da ses ON 3 
-21 165-54357-5 . . PANEL, Electrical RH console switch κ . . . + + + + ee ee 1 
-22 242-740021 “Ὁ . DECAL, AN/APX25 S.I.F. radar, RH console s . ss + + * * ' * + 1 
*1 Rubber boots to be used only with AN toggle switches which are not sealed. 
*2 Removed from airplanes modified per T.O. 1F-86K-549, 
*3 Used on airplanes coded "A" when modified per T.O. 1F-86K-549. 
*h Removed from airplanes modified per T.O. 1F-86K-547. 
*5 Used on airplanes modified per T.O. 1F-86K-547. 
*6 Used on airplanes modified per T.O. 1F-86K-548. 
USEABLE ON CODE: A 53-8273 thru 53-8322, 
54-1231 thru 54-1325 
B 54-1326 and subs a 


AAA AA AAA eS 


Changed 26 May 1961 371 





Section T _— 
Group Assembly Parts List T. O. 1F-86K-4 
FUSELAGE ELECTRICAL (Cont) 








F-86K-4-54-4 


FIGURE 215 - PILOT'S INSTRUMENT PANEL ELECTRICAL EQUIPMENT 








-11 AN3101A22-148 
AN3057~-12A n Qy as ον re ως coh 
-12 AN3106A10SL4S + + CONNECTOR, (panel vibrator) ..... 
AN3057-4A o>, bas ADAPTER ca oie ΙΙ κα rug e. lee ina 
+. CONNECTOR, (oil and hydraulic pressure indicators) . 
. ADAPTER . SUIS" de Ze. Aah ed Gaus, Ean tee š š ou 


ADAPTER . . PPP 


CONNECTOR, (vertical gyro indicator) | I l l ; .. Ë 


. o... 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE ` 
215 No Number PILOT'S INSTRUMENT PANEL ELECTRICAL EQUIPMENT (see figure . . . < NP 
209 for next assembly) 
-1 AN3436-2-10 . TERMINAL BLOCK ASSEMBLY ,............... . 3 
397-10 + COVER, Electrical terminal block Henry Engineering) . . . . 3 
207 -54006 + WIRING DIAGRAM, Electric cockpit (see figures 216, 218, 219 NP 
and 225 for additional breakdown) 
-2 270-8 - + PLUG, (standby compass) (cannon) ............. 1 
-3 AN3106B14S2S - + CONNECTOR, (nozzle position indicator RP MD 1 
-4 ΑΝ31Ο6Β1 528 + + CONNECTOR, (fuel flow indicator) .............. 1 
AN3057-6A £ s ο ADAPTER 2 2 9 20: ee 03€ 95. x oe sZ. ο E ὁ » να κ. Q 9 
-5 AN3106B10SL38 + + CONNECTOR, (tachometer) ...... v ὦ Sloat es Ge, se SS 1 
AN3057-4A scs ADAPTER 2 204-4 5 7g aos $- 3.09 4 ce X so 1 
-6 AN3106B20-278 - + CONNECTOR, (fuel level indicator) . . . . . LP 25 1 
AN3057-12A oy fe ADAPTER Z ise 40e 3 Ilo ue AS των νιν ae alm oe ο ο 1 
-τ AN3106A108L3S - + CONNECTOR, (turn and bank indicator) ... u^ e + Q € ^v 1 
AN3057-4A o> Uus ADAPTER αν, 6 e rara Sa ok Mee Q. -ᾱ. τὰ $ x9. Rose See 1 
-8 AN3108B28-2P - . CONNECTOR, ue instrument panel ΟΙ Er νο ὦ ο ua 1 
-9 AN3108B28-12P + . CONNECTOR, (LH instrument panel disconnect) . . . . . . . . 1 
AN3057-16A sx». ADAPTER ο < ow των 3 vec. sm ϱ uro M Xi e Mte τ oca WLR φις 2 
-10 AN3106B1485S - + CONNECTOR, (gyro magnetic compass)... ο o. 1 
AN3057-6A - . ADAP DUM s Ν M H 
. EU 1 
. 1 
. 1 
š 1 
. 2 
š 2 


-13 AN3106B11S2S ! 
AN3057-6A 











Section ΙΙ _ 
Group Assembly Parts List 


T. O. 1F-86K-4 
FUSELAGE ELECTRICAL (Cont) 





O 








: h F-86K-4-54-5B 
FIGURE 216 - FUSELAGE STATION 45.5 BULKHEAD ELECTRICAL EQUIPMENT 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER l 2 3 4 5 6 7 NOMENCLATURE PER Α5δΥ. CODE 
91 Νο Number FUSELAGE STATION 45.5 BULKHEAD ELECTRICAL EQUIPMENT . . . ... NP 
a ES > (see figure 209 for next assembly) 
-1 “AN515-8R12 ο A LP 2 
-2 9737Y5 ` + TRANSFORMER, (General Electric) (oil and hydraulic system) . 1 
-3 AN515-8R12 e GSCREW Οτο oS Ne. red ando ad, is ο es vr ae ος s^ e. οἱ ᾱ-- WW 3 
-4 12288 . FILTER ASSY, Radio noise (Airesearch) . . E a 1 
-5 AN3-24A s BOLT eoe. na ye (oÀw nt at a a πο 8 
-6 AN3353-1 + RELAY, (secondary bus tie-in) . . .............. 1 
-7 AN3362-1 + RELAY, (monitored bus No. 1, relay No. 2 πο μα rar tare ee. £ 
-8 AN3350-2 . RELAY, (monitored bus No. 1, relay No. 1) . . . . . . . . .. 1 
-9 AN3370-2 + RELAY, (monitored bus Νο. 3, tie-in relay) . . . .... : 1 
-10 AN3-6A DE Un erene ue? er νι ὃς ECCE "m . 4 
-11 AN3350-2 . RELAY, (monitored bus No. 2, relay No. 1 and No. 9}... . . 2 
-12 165-54199 . BUS BAR, Electrical (monitored No. 2 bus relays) . . . . . | 2 
-13 AN3-6A ow BOLD ο ara a a e το aa A 90$ we wei Φ- 4 
-14 9022 . RELAY ASSY, l ο ες relay) . s ον o... mm... 1 
-15 9022 + RELAY ASSY, (Leach) (d. c. gyro UK aM 1 
-16 No Number - FLASHER, Pos light type C2 (Spec 32660) (intreh wth MIL-F-7414) 1 
-17 205-51191-20 + PANEL ASSY, Electric cockpit relay panel assy, (see fig. .. 1 Α 
230 for breakdown and attaching E 
205-54191-31 + PANEL ASSY, Elec cockpit relay panel assy, (see figure 230 1 B 
for breakdown and attaching parts) 
205-54191-10 + PANEL ASSY, Electric cockpit relay panel assy, (see figure . 1 
230 for breakdown and attaching parts) 
207-54006 + WIRING DIAGRAM, Electric cockpit (see figures 215, 218, 219 . 1 
and 225 for additional breakdown) 
-18 AN3108B28-12S + + CONNECTOR, (cockpit relay panel) ........ 4 ^ Vw 1 
-19 AN3108B28-12SW + + CONNECTOR, (cockpit relay panel ΟΣ 9 ma * a 1 
-20 AN3108B28-12SX + + CONNECTOR, (cockpit relay panel es ο πο ο] 1 
AN3057-16A > uw ADAPTER. 4v corta e m uw aide oe RE ELT τν, Yes Do a a JE IPIE 3 
-21 ΑΝ31Ο6Β16585 + + CONNECTOR, (C2 flasher) ............:5:;7 1 
AN3057-8A e: a ADAPTER: το oves e ο. ο Wie ο αμ”... 1 
-22 AN3106B12S3P + + CONNECTOR, (radio noise filter) ............. 1 
AN3057-4A sers ADAPTER: 0024 4 δν: 7T v. e vie, ρω es we ας d duca iria Y 1 
*1 See fig. 209A for the equipment used for GAR-8 sidewinder missile added 


per T.O. 1F-86K-546 on this bulkhead. 
USEABLE ON CODE: A 55-1231 thru 54-1275 B 54-1276 and subs C 53-8273 thru 53-8322 


` Changed 16 October 1959 373 








Section_ II 
Group Assembly Parts List T. ο. 1P-86K-4 





FUSELAGE ELECTRICAL (Cont) 





F-86K-4-54-22B 


FIGURE 217 - ELECTRICAL ENGINE SECTION RELAY DOOR COMPLETE PANEL ASSEMBLY 
374 











Section. ΤΙ 


T. O. 1F-86K-4 Group Assembly Parts List 
FUSELAGE ELECTRICAL (Cont) 


AAA AAA AA AAA AAA A A A A . — T <- V 


` 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE ` PER ASSY. CODE 
217 190-5414} PANEL ASSY, Electrical engine section relay door complete . . . Ref A 

see figure 232 for next assembly) 
190-54144-21 PANEL ASSY, Electrical engine section relay door complete . . . Ref B 
: (see figure 232 for next assembly) 

-1 AN520-10R14 a SCREW. o ç 2 204 4€ e os dm ai A 4 

-2 AN3320-1 . RELAY, 25 amp SPST (fuel transfer pump) . + + $us. a ae 2 
165-54439 . BUS BAR, Elec transfer pump relay . . + PU eus ere ra eat a 1 
2B1-1-2 ` BUS BAR, (North American) . . e + + + + + * + ee * * eens 1 

-3 AN515-8R8 . SCREW , Xe < 9e 6 eos CW ο Te 0e E ο Ro s ὦν cm cens 3 
AN515-8R10 . SCREW J z. sas cea e S e eS TILLILM 1 
2w18-8L | WASHER, Flat (North American) . . e e e e se se * * ° * * ° 4 

-4 AN3312-1 ` RELAY, 10 amp 3PDT hermetically sealed (canopy) ©. ss + + ° 1 
AN961 -416 WASHER Ja e a Ye se 9 9 19 7.29009) mo m cR ὦ Φ XO om AR 11 

-5 S12391ZN1193 | COVER, Relay (Leach). . . s e + + +s s + + s s t t t t ° ° ° ° 1 

-6 AN509-10R11 . "CREW oe ese eye Q ών Soy oes Re jar δ’ De lepge A 2 
2W1-13-16-65 1 WASHER, Plain (North American). . . + + + . PIDE 1 

-7 49C6548-4 . BLOCK ASSY, Fuse . . + . . +... o ais e & ἂν tex Soe, ΤΉΝ 1 

-8 AN520-10R12 s. SCREM . πα. . « +s + e © © e s osoo g os ο m ο ον 4 A 
2W18-10L ` WASHER, Flat (North American) . . e +. e e e + e s e e . 01. . 4 A 

-9 c6766-3-70 ` CIRCUIT BREAKER, Manual reset (Spencer Thermostat) (override. 2 A 

and secondary alternate flight control pump) 

165-54437 . BUS BAR, Electrical emergency hyd pump circuit breaker . . 1 A 

-10 ÀN515-6R5 s SCREW , , 4 + < s s 9 e e e e e e.o $9 € Φ * ὁ * «c£ ° ° * ο 94 

-11 AN3161P5 *1 . CIRCUIT BREAKER . . . +. + + + © + © + © * © © ° 9 eo uh eros 4 

-12 AN3161P10 *1 . CIRCUIT BREAKER + + + + + + + + © © © +. * * ° a “φ “κ SW 1 

-1 AN3161P15 κ] . CIRCUIT BREAKER + + + + + + + + + +. + t + s + s s ος f . n tg 2 

-1 AN3161P20 *1 . CIRCUIT BREAKER . . . . . 2 + s + + + ee s s om + m n . t! tg ng à 

2B1-6-5 . BUS BAR, (North American) . . e + + + + + + + . pee . * * ° 1 

-15 PSM ` CIRCUIT BREAKER, Push button (Spencer Thermostat) . . . . +. + 1 

AN515-6R5 ,. SSCREW E ο uoto μα ο ο οκ Aou esee A 
-16 AN520-10R8  sSCREW 4. al ᾱ Q S Ue ος 9. ὁ ὁ m Gee RAS δι e m$ «5 3 
AN515-8R10 . SCREW... + + s + © ὁ © + s ο ο ο. ° 9| 9 ο πα σα 1 
2W18-10L . WASHER, Flat (North American) . . e + + + + + ee + * eee 4 
-17 190-54146-21 . PANEL ASSY, Elec engine control circuit breaker . . . . + + « 1 
AN520-10R10 x SCREW ¿ 4... x ww δν a ee 1 

-18 9E1-2-12 . EXTRUSION, (North American) . . . + + + + + + + ee * * * * ° 2 

-19 190-54145-11 . PANEL ASSY, Elec engine section relay door . . . . + * * * * 1 

-20 201-54017 . SHIELD, Elec hermetically sealed 3 pdt or 4 pdt relay . MEC 1 


*1 AN3161P( ) circuit breakers are intrch with MS24506( ) of the same dash 
numbers. 


USEABLE ON CODE: A 53-8273 thru 55-8322 
B 54-1231 and subs 


— τὴ 


Changed 15 April 1960 : 375 











Section ΙΙ. 


T. O. 1F-86K-4 


Group Assembly Parts List 


FUSELAGE ELECTRICAL (Cont) 





21 18 20 
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F-86K-4-54-6 





FIGURE 218 - COCKPIT LH SIDE MISCELLANEOUS ELECTRICAL EQUIPMENT 


376 





FIGURE & 
INDEX NUMBER 


PART 
NUMBER 


No Number 


YHS26S7 
153-54617-10 


165- -54381 


ATTACHING 


AN515-8R10 
2W1AL10-12-32 


AN3436-4-8 
AN3436-4-7 
AN3436-2-10 
AN3436-2-10 
AN3434-1 
397-10 
173-54042-10 


173-54042-21 


AN3121-313 
AN3140-327 
397-11 
170-54069 
AN3436-2-11 
AN3436-2-2 
397-2 
AN3436-2-4 
397- 
165-54409 
207-54006 
AN3108B1OSIAS 
AN3057-4A 
AN3100C20-7P 
AN3057-12A 
AN3100A22-14S 
AN3057-12A 
AN3100A168588 
AN3057-8A 
AN3100C28-11P 
AN3057-16A 


USEABLE ON CODE: 


1 


FUSELAGE ELECTRICAL (Cont) 


2 3 4 5 ὁ 


T. O. 1F-86K-4 


7 NOMENCLATURE 








` 


Section ΙΙ — 


Group Assembly Parts List 


COCKPIT LH SIDE MISCELLANEOUS ELECTRICAL EQUIPMENT (see figure . 


209 for next assembl 


additional 


PLUG, (Burndy) 


165-54617 
COVER, Electric 
165-54636 
COVER, Electric 
Electric 
PANEL ASSEMBLY, 


COVER, 


PARTS 


oe 9 e e a 259272 7 . 


5 . * °. ο ο ο » . 


SCREW . . 
‘WASHER, Plain 


» TERMINAL BLOCK ASSEMBLY ... 
.\ TERMINAL BLOCK ASSEMBLY . .. 


LN 


. TERMINAL BLOCK ASSEMBLY ... 
TERMINAL BLOCK ASSEMBLY, (power 


STRIP ¿ + < < 


COVER, Electric terminal “block ` (Henry Engineerin, 
PANEL ASSY, Electric LH forward switch complete 


\ 220 for 


breakdown 


and figure 219 for 


(pressurized electrical disconnect). 
COVER ASSY, Electric pressure barrier disconnect panel "(use 


untl exh) 
untl exh 


terminal block 


(North ' american). " 


breakdown) 


terminal block (Henry Engineering 
Henry Engineering 
Electric console panel disconnect complete LH 


quadrant disconnect). 


ης 


. 


terminal block (Henry Engineering) (use 


. 


. 


E 
E 
Uu: 


See figur 


. 
e 


PANEL ASSY, Electric LH forward switch complete (see figure 


220 for 
LAMP A... 
LAMP .WV... 


breakdown) 


e . © © © © o.o o 


` COVER, Electric terminal block ` (Henry Engineering). 


PANEL ASSY, Electric terminal strip fuselage station τ 
. TERMINAL BLOCK ASSEMBLY. . . . 
TERMINAL BLOCK ASSEMBLY, (landing gear "warning hom). 


COVER, 
TERMINAL B 
COVER, 


Electric terminal block 


CK ASSEMBLY, (canopy disconnect). . . . 


E BICK. terminal block (Henry Engineering). 
(Henry Engineering). 


eee 9 e 5 ο ο 


PROTECTOR, Electrical wiring cross-over fuselage station 78 
WIRING DIAGRAM, Electric cockpit 
and 225-for additional breakdown) 


CONNECTOR, 
ADAPTER. . 
CONNECTOR, 
ADAPTER. . 
CONNECTOR, 
ADAPTER. . 
CONNECTOR, 
ADAPTER . 
CONNECTOR, 
ADAPTER . 


e... ° + 9 9 ο ee 


54-1231 thru 


B 55-h811 thru 


(cockpit pressure regulator) 


(canopy disconnect) 


(stick disconnect): 


(thunderstorm lights 


(aft LH pressure plug) 


e * x © © © © o s o 


A 53-8273 thru 53-8322 


54-1350 
55-4880 





j 


9 9 9 9 + ο ο n 


(see figures 


e 9 0 * ο ο 9 ο ο n 


215, 


. ` ee ο ο ο wee 


9 ο c ° o ο s 9 9 0. 


9 9 $9 ο ° ° 9 9 553 ο 


216, 


* ° ° 9 9 * + o... 





9 9 + $9 ο 9 ο c 9 9 


219 


. 9 e 9 59 ο ο 9 9 o 


. ` 9 o9 9 9 . $ ο ο 


z 
FEHRHHHBHEFBHEH FtEBIPBPHUIHLG OI H 


UNITS 
PER ASSY. 


NP 


EEF PRE QU) QU) 


Ea A A pe 


USEABLE ON 
CODE 
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FIGURE 219 - COCKPIT LH SIDE MISCELLANEOUS ELECTRICAL EQUIPMENT (Cont) 
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T. O. 1F-86K-4 
FUSELAGE ELECTRICAL (Cont) 


Section ΙΙ _ 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
219 No Number COCKPIT LH SIDE MISCELLANEOUS ELECTRICAL EQUIPMENT (Cont τ ΝΡ 
(see figure 209 for next assembly and figure 218 for 
“additional breakdown) 
-1 165-54243 . PANEL ASSY, Electric cross-over terminal block fus sta 78 1/4. 1 
ATTACHING PARTS 
-2 AN515-8R7 SCREW ο cw V We ek E We EA AR ο αν ος ¿Q ἃ 6 
-3 AN3436-2-20 . . TERMINAL BLOCK ASSEMBLY . . . ed 2 
-4 397-20 . . COVER, Electrical terminal block "(Henry Engineering) € ws 2 
-5 AN3436-4-13 . TERMINAL BLOCK ASSEMBLY ... E APT 1 
397-13 . COVER, Electrical terminal block (Henry Engineering) eter ie: κ: ο Y 
-6 AN3436-2-14 5 TERMINAL BLOCK ASSEMBLY . .. ae ee “8 1 
397-14 . COVER, Electrical terminal block (Henry Engineering) De x 
-7 AN515-6R10 . SCREW .... ος ieee ο ae RBS 2 
-8 2W18-6L . WASHER, Flat (North “american) ΗΕ στην νο δη 2 
-9 A4827 ` BRACKET ASSEMBLY, Red flood light ` (Grimes) ο ο ο... 1 
-10 2W1F13-18-64 . WASHER, Plain (North American) . . . . . a a a. cece eae 1 
-11 AN3131-303 es BAMP: o tas 73204 60902418 78^ IN a τὰς δν TIN | sz S es ee Ae L 
-12 A4255A7 . LAMP ASSY, ας red (Grimes) (less lamp bracket and . . 1 
shield 
-13 A4255A4 . LAMP ASSY, Instrument red (Grimes) (less lamp and shield) . . 1 
AN515-6R10 . SCREW .. ὁ los v WO Wolle. xe. E Gg pk. W a ὁ, A 2 
2W18-6L WASHER, Flat (North American). Stile ο ο ae Se 2 
AN3131-303 LAMP . . à WD UI. nr, rec 6" tg l 
-14 No Number INSTRUMENT PANEL RED FLOOD LIGHT AND SUPPORT ASSEMBLY (see ο “g NP 
figure 229 for breakdown) 
-15 AN3436-2-10 TERMINAL BLOCK ASSEMBLY . . š ë 1 
391 -10 COVER, Electrical terminal block (Henry '"Engineering) . ο A 1 
-16 AN3436-2-9 TERMINAL BLOCK ASSEMBLY , . +. . n * ο 8 
397-9 COVER, Electrical terminal block (Henry "Engineering) . wx xs e 2 
-17 78560 HORN, Landing gear warning type J2 (Spec 32162) (Electric s 1 
Service 
-18 AN515-8R8 . SCREW .. 5 . . +. ο ο we ο on 3 
207 -54006 . WIRING DIAGRAM, Electric cockpit (see figures “215, 216, 218 . 1 
and 225 for additional breakdown) 
-19 AN3106E28-12SW . . CONNECTOR, (disconnect station 45 2.9 Tek ea odo AN ROS. ves ας 1 
-20 AN3106E36-98 . . CONNECTOR, (disconnect station 65 E PERF 1 
-21 AN3100A28-12S + . CONNECTOR, (LH instrument panel disconnect) E ο. ἡ Sg: ee ον 1 
-22 AN3106B24-288 . . CONNECTOR, (disconnect station 109) . . . . . . + + + eee 1 
AN3057 -16A . . ADAPTER... e... 9 c3 » » 1 
-23 AN3106B10SL3S + . CONNECTOR, (alighting gear "position indicator )S os te een 3 
AN3057-4A e co ADAPTER ¿ ο ο. eos € c 6 Ὁ 6 ὁ oc mium ὁ 6 ὁ ο T α΄ 3 
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FIGURE 220 - ELECTRICAL LH FORWARD SWITCH COMPLETE PANEL ASSEMBLY 
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Section. ΙΙ Ἢ 
T. O. 1F-86K-4 Group Assembly Parts List 
FUSELAGE ELECTRICAL (Cont) 


AA AAA AA Z. À—À—— —: n 
FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
220 173-54042-10 “PANEL ASSY, Electrical LH forward switch complete wo ^. en to a> Ref A 
(see figure 218 for next assembly 
173-54042-21 PANEL ASSY, Electrical LH forward switch complete . . . . . . . . Ref B 
(see' figure 218 for next assembly) 
-1 AN3502-2 . LIGHT ASSY . . . . . . we « . eom ο om ὁ . 4 ot ο ο m n tn, n9 5 A,B 
-2 AN3022-15B s ‘SWITCH o 4 me a Ὁ ὁ’ οι ο A e 1 A,B 
AN507-632R7 T RGOREW CA EA ce cin cal a Nee Bee od aces caw al FRAU me e e OR Eb Wa aE 2 A,B 
3 AN3027-3 . SWITCH. . . . ο αμα αν de Oe wae Sees 2 A,B 
165-54039-15 . GUARD, Electrical switch (altered from AN3028-1) . . . . . + . 1 A,B 
(airstart ) 
165-54039-11 . GUARD, Electrical switch (altered from AN3028-1) . . . . . . . 1 A,B 
(afterburner) 
AN936A716S ve WASHER o e$ ο Wy e we νι w. ος ER WU w. ας: LEO Dp ee: S. es Oh w 2 A,B 
-4 AN3027-8 . SWITCH... E er, aw NW ο ο” 1 A,B 
-5 D202W2R . SWITCH, Snap (Hetherington) κ ee E “ον Ύψος’ τ 1 A,B 
-6 AN3227-3 e “SWITCH 4. 4 Ὁ 4 € 9 €. Goo») se (9-9) 90€ ae ο ο w CW A 1 A,B 
AN507 -632R7 + SCREW +... +. a. Cad Và. A RA A ARO 2 A,B 
-τ 8749K11 . SWITCH, Single pole "four positi on (Cutler-Hammer) . . . . + + 1 A,B 
(ar drawing !5A7500-1) 
AN507-632R7 . SCREW . "EMPIRE a Shae ο BS 2 A,B 
-8 D201W3B . SWITCH, (Hetherington) (test sweeney FUEL) s x 2x s 1 A 
-9 AN3027-1 . SWITCH . . k C Se do WA OA Set Seal e 1 A 
165-54417 . INSULATOR, Electrical "switch phenolic "terminal Μα ο... 1 A,B 
-10 AN3157-4 . LIGHT ASSEMBLY ἐν οὐ a a οι xa 1 A,B 
-11 AN3027-1 . SWITCH ASSEMBLY . . . . .. . © © © © © © © © om ὁ 5 ὁ ο n ο t9 n9 1 A 
-12 AN365-632 . NUT . νο ος τον 2 A,B 
-13 2418-6 . WASHER, “Flat (North American). o ας τοὶ Se ος Ce Tapa mb ες νι ης 2 A,B 
-14 AN507-632R8 . SCREW... ΚΩ ECT de ὃς elo. 1 
-15 165-54341 . BRACKET, Wing “tank jettison “electrical switch s: š LA 1 A,B 
-16 A2001R . SWITCH, Limit (Hetherington) (drop tank) . . . WE" T A,B 
173-54043 . PLATE ASSY, Electrical LH forward switch plastic lighting "m 1 Α 
173-54043-11 . PLATE ASSY, Electrical LH forward switch plastic lighting .. 1 Β 
-17 165-54155 +. GUARD, Electrical engine master switch (altered . . . . . . 1 A,B 
from AN3225-1) 
-18 165-54155 . . GUARD, Electrical engine master switch (altered . . . . +. . 1 A,B 
from AN3225-1) 
-19 CH8916K703 . . GUARD, Switch (Cutler-Hammer) . EPI: XP isa GAS αρ ας 1 A,B 
-20 173-54043-3 NET REFRACTOR, Electrical LH forward tan plastic lighting . i A 
173-54043-5 . . REFRACTOR, Electrical LH forward switch plastic lighting . 1 B 
173-54044-10 . PANEL ASSEMBLY, Electrical LH forward switch . +. . . . + + + <+ 1 A 
173-54044-21 . PANEL ASSEMBLY, Electrical LH forward switch... HR 1 B 
-21 98293-2-.190 . . STUD, nece) ο ο 93: s Q Hte (ep uat wr wo tat Das ο e rie -ᾱ 1 A,B 
-22 98293-2-.140 . . STUD, (United-Carr) . . . + + oe ο “4; ο WU gay sere Yen ὦ 1 A,B 
99785-2 . . PIN, (United-Carr) . . «.»... e s + s a s ο ὁ ο: ο 2 A,B 
-23 99835-2-.170 ə + STUD, (United-Carr) . .  « + +s + + +< e we 0 e s e om om n n 2 A,B 
99836 . PIN, (United-Carr) . Senate iSi ο να ο ο MR c 2 A,B 


USEABLE ON CODE: A 22-9273 thru 53-8322 
-1231 thru 54-1350 
B 55-4811 thru 55-4880 
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FIGURE 221 - FORWARD FUSELAGE LH SIDE STATION 8 TO 126 ELECTRICAL EQUIPMENT INSTALLATION 
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T. O. 1F-86K-4 
FUSELAGE ELECTRICAL (Cont) 


Section. ΙΙ _ 


Group Assembly Parts List 


E + + + + ——M————M————————————— 


A A e e a a LL — 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
221 207-54032 ELECTRICAL EQUIPMENT INSTL, Forward fuselage LH side station 8. NP 

to station 126 (see fig. 78 for next assembly) 
No Number FUSELAGE STATION 70.2 TO 126 LH SIDE ELECTRICAL EQUIPMENT . NP 
(see figure 222 for Pros η 
-1 AN3436-2-10 . TERMINAL BLOCK ASSEMBLY . EC P 2 
97-10 . COVER, Electrical terminal “block (Henry Engineering). ee 2 
-2 AN3436-2-10 . TERMINAL BLOCK ASSEMBLY . +. +. +. + +» + ——— a 2 
AN3434-1 ο ὍΠΗΤΕ S 05 AR ο 2 
397-10 . COVER, Electrical terminal "block ` (Henry Engineering). vU. haue 2 
-3 153-54617-10 . COVER ASSY, Elec press. barrier disconnect panel . . . . +. + 3 
-4 AN3064-6 . BOX CONNECTOR . .. . « « 2. «© © © ο ο» n SUAE τῳ, δε M ος δὲ 1 
-5 AN3066-6 z GNUT VC. wow δν ww wa fa > Se uw lw "DECIES ον ας "ee 1 
-6 AN3067-2 . SEAL ASSEMBLY , , . ο + + + + αν ME ῷ. Pak ες $ 1 
-7 AN3054-6 . NUT .... 5 . ati Te. οι . 1 
-8 G4715-1 . LIGHT ASSEMBLY, (Grimes) (anaing and taxi light) . vw d ENS 1 
-9 AN3436-2-8 TERMINAL BLOCK ASSEMBLY . . « a rss “Q 2 
397-8 COVER, Electrical terminal block ` (Henry Engineering). 5, νης 2 
207-54004 WIRING DIAGRAM, Elec LH forward fuselage . . a ee Se eee Q 1 
(see fig. 222 for additional breakdown) a 
-10 AN3106B11S2S . CONNECTOR, (utility hydreubte pressure transmitter). . . . 1 
AN3057 -6A . ADAPTER . . ο ο με δ we SE 1 
-11 AN3106B11S7S . . CONNECTOR, (vertical gyro power converter) b. Jw des Hen νο ed tes, n 1 
AN3057-6A . ». ADAPTER . Queste: asl, ve. Ὅν» seh Ol neo ο E “8 1 
-12 AN3106B11S7S + . CONNECTOR, (yaw. damper power converter). sce acia ws 1 
AN3057-6A + . ADAPTER +... - - + < eo’ s: IS ο ο ο cia rta 1 
-13 AN3100A28-16S . . CONNECTOR, [πετ control test) Be as 2 Gat. DS τῳ CEN STER! Qui Ix 1 
AN3106B28-16P . CONNECTOR, (engine control test) . . . s + + + + + eee 1 
AN3057-16A . ADAPTER . .. AC "ERI IE 2 
-14 AN3100A32-4S + . CONNECTOR, [engine control e S a a cay ο E s NS 1 
AN3106B32-4P + . CONNECTOR, (engine control test) . . a ο s Sh EE A 1 
AN3057-20A . . ADAPTER .... s ο) τα ον ο qu ος ie) aa cei ο «Ὁ τ: 2 
-15 AN3100A28-21S . . CONNECTOR, [engine control test) CI ο 1 
AN3106B28-21P . . CONNECTOR, (engine control test) . . vc iy O ο. 1 
AN3057-16A . o ADAPTER. ce ece 9 Gos ces ο de ο (ὃ; Tes cea? o 2 
-16 AN3100A32-138 + . CONNECTOR, ien control test] νην Kasse A RT 1 
AN3106B32-13P . . CONNECTOR, (engine control test) . . +. . + + + e * * * * n 1 
AN3057-20A + . ADAPTER .... ΤΟ 9 
-17 AN3106B12S3S . . CONNECTOR, (nose steer valve). iuge cl regu V. (a neh ο. 1 
AN3057-4A . . ADAPTER . . . 2... xw. cene o. ΦΟΝ UU en ὁ e ae ce i 
-18 AN3106B18-9S .-. CONNECTOR, (andang and' tàxi Tight)... $e» 0€ τν 1 
AN3057-10A + + ADAPTER .. ΣΦ oom ο 019 29 AD ο ο 1 
-19 AN3106B20-278 + . CONNECTOR, ACS relay) ου Se VE GS ο ο o» cos ΣΤ 1 o B 
AN3108B20-278 + . CONNECTOR, (ACS relay) . . s ο were ο τές XS SA 1 A 
-20 AN3108B20-278 . . CONNECTOR, (afterburner and nozzle amplifier)... . + + « 1 
-21 AN3108B28-17S . . CONNECTOR, (afterburner and nozzle amplifier]. . +. . + +. + 1 
-22 AN3108B24-208 + . CONNECTOR, (afterburner and nozzle amplifier]. . . . + +» + 1 
-23 AN3108B28-17SW . CONNECTOR, (afterburner and nozzle amplifier). . . . + + + 1 
AN3057-16A eo . ADAPTER . .. ο » ο ο © «© © © © © © © ὁ « 0. o... ὁ ὁ ο. ο 3 
AN3057-12A e. ο ADAPTER ... ὁ ο . © «© © © © © © © © © ὁ ο ee ο ο ο 1 
-24 AN3100E28-12PW + . CONNECTOR, (pressure disconnect LH PEDI E E get, cette 1 
-25 AN3100E36-9P . . CONNECTOR, (presssre disconnect LH . oos oo ο ὁ 5 ο 1 
205-54096 . BRACKET ASSY, Elec LH gun transformer mounting a ran ο 1 B, 
205-54096-11 BRACKET ASSY, Elec LH gun transformer mounting . ox 1 D 
-26 205-54097 BRACKET, Elec LH gun transformer mounting . . . 1 B, 
205-51097-11 BRACKET, Elec LH gun transformer mountin . m 1 D 
-27 B2040 TRANSFORMER, Gun-fire power supply (Cole) (Spec È nape 2 
NA5- -7958- 1) (intrch wth Motordyne 80-10000) 
(Spec NAS 7758-1) 
-28 AN365-832 NUT < . . . Ἐφ s 8 
-29 ` RH25 RESISTOR, 2500 ohms (Dale) (intrch wth Tomore . . . . 2 B,C 
M25W2500-3. 0) 
-30 ANQ31-4-7 x. GROMMET . . . "m 1 B,C 
-31 40E23-2B *1 o. REGULATOR, Voltage AC (Spec MIL- R6339) (GFAE) . "Pm 1 
205-54512 *1 . SUPPORT ASSY,. Elec AC generator voltage regulator +. ° < e * e 1 
242- 540014 - 11 *1 +. WIRING HARNESS ASSY, 0-5 servo & voltage. . . . + + + + . e ο 1 
regulator relocation 
-32 MS25183-20-158*1 . .. CONNECTOR, Eros Control) 4c: ee eR Es) ο p 01 1 
-33 MS25183-18-1S *1 , , CONNECTOR, (Servo Control). wi «ὁ, as E. e ie 1 
*1 Used on airplanes modified per T.O. 1F-86K-547, (for airplanes not 
modified see fig. 222) 
USEABLE ON CODE: A 54-1231 and subs 
B 53-8273 thru 53- 8322 
C 54-123] thru. 12 
D ΕΝ 157 and πα 
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FIGURE 222 - FUSELAGE STATION 70.2 TO 126 LH SIDE ELECTRICAL EQUIPMENT 
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T. O, 1F-86K-4 
FUSELAGE ELECTRICAL (Cont) 


Section. ΙΙ Ἢ 


Group Assembly Parts List 


ως στι AA AAA AA ως = ο. = = =; s J ————————— το νο A ————— 


FIGURE & PART 


1 


FUSELAGE STATION 70.2 TO 126 LH SIDE ELECTRICAL EQUIPMENT (see . 


2 3 4 5 6 7 NOMENCLATURE 


figure 221 for next assembly) 

TERMINAL BLOCK ASSEMBLY . . . 

COVER, Electrical terminal block ` (Henry 
COVER ASSY, Electrical armament bay seal 
SEAL, Electrical armament bay . .. 
NUT, Electrical armament bay .. 
COVER ASSY, Electrical armament bay seal 
SEAL, Electrical armament bay . . 
NUT, Electrical armament bay .. 


ο e 





UNITS 


PER ASSY. 


NP 


EntinséPini). A 


oe ewe 
ee eee 





e... .. 
. 


INDEX NUMBER NUMBER 
222 No Number 
-1 - AN3436-2-10 
937-10 
-2 205-54056-11 
205-54054-5 
; 205-54055-5 
-3 205-54056-31 
205-54054-9 
205-54055-9 
-4 205-54126 
-5 AN3161P5^ 
-6 AN3226-3 
AN3229-1 
-T AN3436-2-10 
397-10 
-8 AN3436-2-6 
: 397-6 
-9 201-64128-13 
207-51129-13 
-10 AN3436-2-3 
397-3 
-11 12290 
-12 165-54249 
-13 AN520-10R12 
"2W18-10L 
-14 165-54262-10 
-15 AN520-10R10 
-16 2W18-10 
-17 C7855-6-200 
-18 205-54082 
-19 205-54100-10 
205-54100-21 
205-54100-31 
205-54100-41 
-20 49C6548-3 
49A6549-1-20 
-21 205-54335 
-22 AN3433-2-3 
-23 AN3433-2-2 
-24 AN3436-2-15 
-25 187-54115-31 
-26 9565H29 
207-54040-1 
-2 53B6227 
-2 K174 
-29 205-54525 
-30 2182-17 
-31 205-54132 
205-54133 
207-54004 
-32 AN3108B28-15S 
-3 AN3108B28-12SY 
-3 AN3108B28-12SX 
-35 AN3108B28-128W 
-36 AN3108B28-12S 
AN3057-16A 
-37 AN3106B14S5S 
AN3057-6A 
-38 AN3106B10SL38 
AN3057-4A 
-39 AN3100A8S1S 
-40 7-8288(206) 
AN3057-3A 
-41 AN3108B18-18 κο 
AN3057-10A *2 
-42 AN3108B20-15S *2 
AN3057-12A *2 
-43 22204 -44 
-44 730028 
-45 AN3108B18-1S 
AN3057-10A 
-46 AN3106B8S1P 
. AN3057-3A 
-47 AN3108B20-278 
A AN3057-12A 
-48 AN3106B1!37S 
AN3057-6A 
-49 AN3106B24-288 
AN3057-16A 
-50 AN3106B18-1S 
AN3057-10A 
-51 AN3101B28-12S 
AN3057-16A 
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. SWITCH. . 
. GUARD .. 
TERMINAL BLOC 


TERMINAL BLOC 


TERMINAL BLOC 


FILTER, Radio 
SHIELD, Elect 
SCREW... . 
WASHER, Flat 


e ` °` 9 » 9 s 9 ç e 0 ο :« 


Do. SCREW. 
` BUS BAR, Elec 
CHASSIS ASSY, 
CHASSIS ASSY, 


CHASSIS ASSY, 
CHASSIS ASSY, 


BUS BAR . 
. BUS BAR . 


. INVERTER, 


. 
. 
. 
. 
. 
. 
. 
. . 
. 
. 
. 
. 
. 
. 
. 


. CIRCUIT BREAKER 


BRACKET ASSY, Electrical alighting gear door switch 
primary alternate flight control circuit breaker. 
(intrch wth MS25005-P5). . € 


* 0 © © © o 2 oo “° o o 


. e * o». ο o ο : o 


K ASSY oe 


COVER, Electrical terminal "block (Henry 


K ASSY . . 


COVER, Electrical terminal "block (Henry Engineering). 
BLOCK, Electrical wire. splice holder 
COVER, Electrical wire ος holder 


KASSY . . . 


COVER, Electrical terminal "block “(Henry 


noise (Airesearch). 
rical circuit breaker . 


e ο ο ο» ο 


(North American) — 


PANEL ASSY, Elec inverter primary and 


. WASHER, Flat (North “ American). 
+ CIRCUIT BREAKER, 


inverter primary and sec 
Elec main relay complete 
Elec main relay complete 
Elec main relay complete 
Elec main relay complete 


FUSE BLOCK ASSEMBLY, (Bussman) . e a A As 
FUSE, Encl mech indicating aircraft (primary inverter)(Bussman) 
PANEL ASSY, Elec auto pilot terminal block LH . . . +. + 


e > o oo oso‘ o os. 


. . oe e ο o 


+. TERMINAL BLOCK ASSEMBLY ο νο . 
BLOCK, Electric wire bundle retainer. š 
RELAY, (Cutler-Hammer) (AC transfer relay). 
INVERTER ASSY, Electrical main ο ώς . 


(GFAE) . . . . js 


. MOUNT, (Robinson Aviation) . " 
TRAY ASSY, Electric inverter mounting . ss 


` RECEPTACLE, Dummy (Cannon). . . 


. SHIELD, Elec fus station 70 1/4 LH wlre 
. COVER, Elec fus station 70 1/4 LH wire group 
. WIRING DIAGRAM, Elec LH fwd fus 


. CONNECTOR, 
. CONNECTOR, 
. CONNECTOR, 
. CONNECTOR, 
. CONNECTOR, 
. ADAPTER . 
. CONNECTOR, 
. ADAPTER . 
. CONNECTOR, 
. ADAPTER . 
. CONNECTOR, 
. ADAPTER . 
. CONNECTOR, 
. ADAPTER . 
. CONNECTOR, 
. ADAPTER . 


intreh wth Price Elec 5703-43HSX) 


PLUG, (gunfire relay) (American Ph 


main 
main 
main 
main 
main 


relay panel). . 
relay panel 
reiay panel 
relay panel 
relay panel 


(slaving test). 


(air speed pressur 


9 Deo: + + α c7 ο 


9 9 che +< + s n wo o 


(gun heater). 


(servo control) s. 


(servo control) : 


RELAY, Gunfire (RBM ρα) (North American Spec 187- 


BOOT, [OE Rubber) . . 


CONNECTOR, 
ADAPTER . 
CONNECTOR, 
ADAPTER . 
CONNECTOR, 
ADAPTER . 
CONNECTOR, 
ADAPTER . 
CONNECTOR, 
ADAPTER . 
CONNECTOR, 
ADAPTER . 
CONNECTOR, 
ADAPTER. 


$$ $9 $9 9 9$ 9 c9 5 5 9 £5 t$ £9 58 


` + t 4 + + 9$ 7 $5 ο 


(Nomenclature continued on σας page) 


(fuel quantity amplifier) LONE 


(surface 'anti-ice radio 


(surface anti-ice éontrol àmplifier) 


(16004 auto pilot power 
(forward wing disconnect 
(wing root disconnect). 
(center wing disconnect). 


oe es sos e = 





(primary and secondary) (Spencer 


(see figure 22 


ee ee 
ο ο ee 
nm 


and 


9 9 © = ù ο ο o 


Engineering). 


oe © ο o a ο 


Engineering) 


e c © © o o . 


reakers 


b 


t 


oe ο ο o s ù 


secondary circui 


Thermostat) 
breakers 
for bkdn 
for bkdn 
for bkdn 
for bkdn 


ondary circuit 
see fig. 223 
see fig. 223 
see fig. 223 
See fig. 223 
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oe 


; = ou 
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^ 
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. ο . 
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. 

. 
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. . ο ` 9 s 9 n9 n9 t 
5 * ° t + * + n f 


group 


s s ° s e o o |] 0 9 2 9 n n9 
De 9 s s s s saa t tn 


= 


Ἠ 9 + + s s + o9 + 9 n ο 
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Section ΙΙ — 


Group Assembly Parts List Ta 92 HM Does 


FUSELAGE ELECTRICAL (Cont) 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
292-52 40E23-2B . REGULATOR, Voltage AC (Spec MIL-R6339) ( ar 1 
205-54512 *1 . . SUPPORT ASSY, Elec AC generator voltage regulator, , . , . 1 
-53 650-4034 . RELAY, (gyro compass ac - de interlock) (Cook). . . . . . . . 1 B,C,D 
1 


-5h 12128-1¢ INVERTER, Fuel flow type 6VA (Bendix) (GFAE) (Spec AN3496-1). 
*1 Relocated when modified per T.O. 1F-86K-547. (See fig. 221) 
*2 Removed from airplanes modified per T.O. 1F-86K-547. 


USEABLE ON CODE: A 53-8273 thru 53-8322 D 55-4811 thru 55-4936 
B 51-1231 thru 54-1250 56-4116 and subs 
C 54-1251 thru 54-1350 








F-86K-4-54-19A 


FIGURE 223 - ELECTRICAL MAIN RELAY CHASSIS ASSEMBLY 


386 Changed 2 December 1960 

















Section ΙΙ . 
T. O. 1F-86K-4 Group Assembly Parts List 
FUSELAGE ELECTRICAL (Cont) 





EET AAA A E MÀ = A = 
5 FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
223 205-54100-10 CHASSIS ASSEMBLY, Electrical main relay (complete) (see fig. . . Ref A 
222 for next assembly) 
205-54100-21 CHASSIS ASSEMBLY, Electrical main relay (complete) (see fig. . . Ref B 
222 for next assembly) 
205-54100-31 CHASSIS ASSEMBLY, Electrical main relay (complete) (see fig. . . Ref ο 
222 for next assemb1y ) 
205-51100-11 CHASSIS ASSEMBLY, Electrical main relay (complete) (see fig. . . Ref D 
222 for next assembly) 
-1 AN3310-2 *] . RELAY, 10 amp, 4 pdt conn mtg sealed (use xor 1 untl exh) 5 13 
-2 650-3013 . RELAY ASSEMBLY, 3 sec time delay (LGT) (Cook) . . . "a š 1 
-3 AN3308-2 . RELAY, 10 amp 3 pdt conn mtg sealed use AN3308-1 until exh) š 4 i 
-4 AN3306-2 *1 . RELAY, 10 amp 2 pdt conn mtg sealed (use AN3306-1 untl exh À 8 
-5 205-54102 PLATE ASSEMBLY, Electrical main relay back closeout "n a 1 
ATTACHING PARTS 
-6 AN520-10R14 +. SCREW .. ae, «Ἐν N Seo 8 ον ορ mee er er ee ee 10 
-7 2W1AL14-26-64 . WASHER, Plain ` (North American) . ο Bi μμ US TS: qS VELIS Q 10 
-8 NAS43DD3-20 Novae SPACER ο ορ ες ος “ο cm «δ -ᾱ, ae di LS EE V v SIE S 10 
-9 AN931-5-9 . GROMMET . . . . « «4 « « « eo ὁ ὁ ὁ we te n n n n. d ie a 10 
---ᾱ.... 
-10 165-54250-5 . COVER, Electrical spare relay . . .. + + + + + + + s + . * ° 4 
-11 165-54250-3 . COVER, Electrical spare relay LR V ο ο αλ seca 2 
-12 RW20G501 ç RESISTOR, 15 watt 500 ohm (Spec JAN` `R26) . Wie, der Sana NS SN 2 
207-54011-11 + WIRE HARNESS ASSEMBLY, Electrical main relay panel alse e “š 1 B 
207-54011-21 . WIRE HARNESS ASSEMBLY, Electrical main relay panel . . . . + + 1 [ο] 
-13 AN3102A28-12P + . CONNECTOR, Electrical receptacles box mounting S Al ten ἀφ Sa 1 
-14 AN3102A28-12PW + .. CONNECTOR, Electrical receptacles .box mounting e νο 1 
-15 AN3102A28-12PX + . CONNECTOR, Electrical receptacles box mounting . +. +. + + +. 1 
-16 AN3102A28-12PY . . CONNECTOR, Electrical receptacles box mounting .. i re ἐν 1 
-17 AN3102A28-15P + . CONNECTOR, Electrical receptacles box mounting . . do» 6 1 
-18 AN3102A22-198 . . CONNECTOR, Electrical receptacles box mounting — e 13 
-19 AN3102A22-19SW + . CONNECTOR, Electrical receptacles box mounting ...... 1 
-20 AN3102A20-33S + . CONNECTOR, Electrical receptacles box mounting ..... + 4 
-21 AN3102A20-7S . CONNECTOR, Electrical receptacles box mounting . . +. . +. + 8 
-22 205-54101-11 Ç PANEL ASSEMBLY, Electrical main relay +. +. + + s + + < + we e 1 A,E 
205-54101-21 . PANEL ASSEMBLY, Electrical main relay . . .. < + + + + * ο ο 1 D 
*1 Refer to T.O. 1F-86K-532 |] 


53-8273 thru 53-8322 
54-1231 thru 54-1250 
54-1251 thru 54-1350 
55-4811 thru 55-4936 
56-4116 and subs 

54-1231 thru 54-1350 


USEABLE ON CODE: 


αι vawr 








— _ . _ L————————"—————————————————r—L (A A — Üoəoə l —.ISSXSV— ———. 


Changed 26 May 1958 387 
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f Section ΙΙ _ 
T. O. 1F-86K-4 Group Assembly Parts List 


FUSELAGE ELECTRICAL (Cont) 





F-86K-4-54-16B 


FIGURE 224 - ELECTRICAL LOAD METER CONSOLE COMPLETE PANEL ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
224 165-54358 PANEL ASSY, Electrical load meter console complete (see ... + Ref A 

figure 209 for next assembly) 
165-54358-11 PANEL ASSY, Electrical load meter console complete (see .... Ref B 


figure 209 for next assembly) 


-1 AN3502-2 . LIGHT ASSEMBLY . +. +. co +< + © © © © © © © ο: om om ot + n] ° n n9 6 

-2 AN3211-1 . SWITCH . . < « ο» . . e © © © © © © ο m o «ο 9 t n ο... 1 
AN3219-1 . KNOB, (intreh wth Kurz-Kasch ST92-2LA) . . . + + + + + * * ° 1 B 

-3. AN365B632 e NUT. uos a a eb ta cho ο aT ο ο WL CRI Fey ο D AN 12 

-4 2W18-6 . WASHER, Flat (North American) . . es + + ees ROM. ca 4 

-5 AN507B632R12 4. SCREW 4 aca € € ο 4 € a a Φ kI - E 9, Ὁ . ο 4 

-6 AN3203V30 .- VOLTMETER, Direct current panel . . . + + es * * * * n Ves 1 

-T AN507B632R10 . SCREW ¿ ç s soe © © © e © e * e N. ὁ 9 9 5 . ο . t1 5 1 dd e 8 

-8 No Number . AMMETER, Direct current 50 millivolts type Jl (Spec . . . . + 2 

MIL-A5125) (use type J1 (Spec 32529A) untl exh) 

-9 AN3219-1 . KNOB, (intrch wth Kurz-Kasch ST92-2LA) . . . + + + + * eee 2 A 
AN3155-25-11 . RHEOSTAT, Aircraft power , . + + +s + © * + + ο . . . * ° n n 2 A 
2W1AL-25-20-64 . WASHER, (North American) . . . + + + + + + + ee š + tr . ° 2 A 

-10 165-54359 . REFRACTOR ASSY, Electrical load meter console panel . . . . + 1 A 
165-54359-11 . PLATE ASSY, Electrical load meter console panel . . eS Q^ Hg 1 B 

-11 165-54361 . . SHIELD, Electric load meter console panel . . , . + + . +. 1 

-12 165-54360 . PANEL ASSEMBLY, Electrical load meter console +. . . . + + es 1 Α 

: 165-54360-11 . PANEL ASSEMBLY, Electrical load meter console . . . ees e 1 B 

-13 98293-2-.140 . . STUD, (United-Carr) . . . . + + + + + + ° + s + . +... ια. y 

-14 99785-2 . . PIN, (United-Carr) . . . . sa + + + + s + . + n oh onn n 4 

-15 165-54067-10 + . COVER ASSY, Voltage adjusting rheostat . a ae ee ᾱ- 1 A 


USEABLE ON CODE: A 53-8273 thru 53-8322 
B 54-1231 and subs 


ne C — ο RI RCM τν ον ee SS eee 
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Group Assembly Parts List Tnm 


PUSELAGE ELECTRICAL (Cont) 

















; F-86K-4-54-10C 
FIGURE 225 - MISCELLANEOUS ELECTRICAL EQUIPMENT COCKPIT RH SIDE 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
225 No Number COCKPIT RH SIDE MISCELLANEOUS ELECTRICAL EQUIPMENT (see figure . NP 
209 for next assembly) 
-1 RW16J800 . RESISTOR, Fixed wire wound power type (Spec JAN-R26A) . . . . 1 c€ 
(oxygen regulator) 
-2 RW163141 . RESISTOR, Fixed wire wound power type (Spec JAN-R26A) . . 
(standby compass light) 
-3 RW13J100 . RESISTOR, Fixed wire wound power type (Spec JAN-R26A) . . 1 
(position light) 
-4 RW15G250 + RESISTOR, Fixed wire wound power type (Spec JAN-R26A) . . . , 1 
(warning light dimmer) 
165-54379-20 . PANEL ASSEMBLY, Electrical console panel disconnect RH. 1 B 
- 165-54379-31 . PANEL ASSEMBLY, Electrical console panel disconnect RH. A: C 





390 Changed 26 May 1961 








Section τι 


T. O. 1F-86K-4 


FUSELAGE ELECTRICAL (Cont) 


Group Assembly Parts List 


A A A A AAA ο M ML LL. Esa 
UNITS USEABLE ON 


FIGURE & 


INDEX NUMBER 


225 -5 


5s 
-T 


-8 
-9 
-10 
-11 
-12 
-13 


1} 


-16 
-17 
-18 
-19 
-20 
-21 


-24 
-26 


-5e 


USEABLE ON CODE: A 54-1231 and subs 


PART 
NUMBER 


165-54379-41 


1 


2 34 4 5 6 7 NOMENCLATURE 


PANEL ASSEMBLY, Electrical console panel disconnect RH . . .. 


ATTACHING PARTS 


AN515-8R10 
2W18-8 


AN3436-2-10 
AN509-8R16 
165-54128 
AN507-632R12 
165-54152-20 
165-54152-40 
163-2119830 
-54180-30 
157-54180-41 
RW15G250 
RW15J630 
165-54380 
397-10 
165-54409 
153-54617-10 
YHS2687 
AN3436-2-3 
397-3 
AN3436-2-5 
397-5 
AN3433-2-2 
173-54032-10 


173-54032-21 


AN3121-313 
AN3140-327 
A4255A7 


AN3131-303 
A4827 
A4255A4 
AN3131-303 
No Number 


10245 


1028-4 
AN515-6R8 
173-54041 
AN3121-313 
AN3131-303 
334 
AN3121R313 
1385 (R12) 
AN3140-327 
844 


AN3136R323 
AN3155-50-25 
AN3220-2 
AN3436-4-5 
2B1F5-5 
398-5 
AN3436-2-9 
397-9 
AN3436-2-2 


397-2 
207-54006 
AN3106E24-28S 


AN3106E28-12SW 


AN3106E28-128 
AN3057-16A 
AN3100A28-25 
AN3106B10SL3S 
AN3057-4A 
AN3100B24-28s 
AN3057-16A 


-165-54644-10 


AN3057-10A 
AN3100C28-12P 
AN3057-16A 


242-740019-21 *1 


MS25183-20-27S*1 
242-740019-41 *1 


213-74011 


a 


oe . . ο 


SCREW. . την ο ο ο eee ee 
WASHER, Plat ` (North American) a Gn bs τον ce Het Bee as “sa ο ο. 

. TERMINAL BLOCK ASSEMBLY . e s + + + © + © * © © © ttt +. ° 
. SCREW . « « «0... . ee $ om mo 9 o» ee ο P t t t n 

. PANEL ASSEMBLY, Electrical resistor mounting . +. . Eo ws 
. SCREW s . . 4 ee eee et om om o9 oe n s ot t] n n t tg n t sos. 
. PANEL ASSEMBLY, Electrical stand-by compass light resistor . 
. PANEL ASSEMBLY, Electrical stand-by compass light resistor . 
, PANEL ASSEMBLY, Electrical stand-by compass light resistor . 
. PANEL ASSEMBLY, Elect fus and tail position light resistor . 
. PANEL ASSEMBLY, Elect fus and tail position light resistor . 


RESISTOR, Fixed wire wound power type (Spec JAN-R26A 
RESISTOR, Fixed wire wound power type (Spec JAN-R26A 
PANEL ASSEMBLY, Electrical console panel disconnect RH . 
COVER, Electrical terminal block (Henry Engineering) VES 
PROTECTOR, Electrical wiring cross-over fus sta 78 1/4 £s 
COVER ASSEMBLY, Electrical pressure barrier disconnect panel 


oe ewe 
. 


PLUG, (Burndy) a SV ERA er ue, ἃν Mis at SSL a ET 
- TERMINAL BLOCK ASSEMBLY es TS Verne 
COVER, Electrical terminal block ` (Henry Engineering) — ο 
TERMINAL BLOCK ASSEMBLY . . « ο ο © «© © © © «© © © © © A n 
COVER, (Henry Engineering) . . . . + + + + + + s + + + eee 
BAR, Bus sw τς wa. τῷ eee w fa. UA res d 


PANEL ASSEMBLY, Electrical "RR forward 
figure 226 for breakdown) 

PANEL ASSEMBLY, Electrical RH forward 
figure 226 for breakdown ) 


switch complete (see 


switch complete (see . 


LAMP- κων abe S τν s Re do ο xD vi Re AAA 

LAMP .. I 

LIGHT ASSEMBLY, Instrument rod. (less! lamp bracket and shiela) š 
(Grimes) 

LAMP ... «οι Τῷ Ἵν RR 


BRACKET ASSEMBLY, Red flood light (Grimes) καθ, νο ὃν 
LIGHT ASSEMBLY, Instrument red (ess lamp and shield) (Grimes): 
LAMP ... + á 
INSTRUMENT PANEL RED "FLOOD "LIGHT. AND "SUPPORT. ASSEMBLY, "(see aa 
figure 229 for breakdown) 
LIGHT ASSEMBLY, Cockpit type CHA 24 volt de (extension) 
(Spec 94-32294D) (Soderberg) 
BASE ASSEMBLY, Cockpit lamp type C5 and e (Soderberg) . .. 
SCREW . . To 
HOLDER ASSEMBLY, "Electrical spare lamp κ eA y etat, alec E A E ος 


LAMP, (instrument που ο ο a ο IAEA 
LAMP, (instrument n i OP" 
LAMP, (General Electric) (thunder storm) νιν νο 
LAMP ee Row SoM gS ote Aceh de ya r ae Se 
LAMP, (General "Electric) utut us Ru qe sue C as Dos 

LAMP 

LAMP, ας '"Eleetric) | (instruments) 

LAMP, (instruments) . š ; 

RHEOSTAT, (thunder storm lights) he hn be Ee SS IS 

KNOB ... PEE aa EC rU 
TERMINAL BLOCK ASSEMBLY mI 


BAR, Bus (North American) . 
COVER, Electrical terminal block 
TERMINAL BLOCK ASSEMBLY . . 
COVER, Electrical terminal block 
TERMINAL BLOCK ASSEMBLY . 

COVER, Electrical terminal block (Henry Engineering) gei 
WIRING DIAGRAM, Electric cockpit (see figures 215, 216, 218 * 
and 219 for additional breskdown) 

CONNECTOR, [pressure RH)... V WU 


` (Henry Engineering) 


(Henry Engineering) 


CONNECTOR, (pressure n 
CONNECTOR, (pressure RH 

ADAPTER vL UTE mo Dex boite, Moret BA a teo wo ο e qu w 8 a, ὃς 
CONNECTOR, i instrument panel disconnect) . . . . .... 
CONNECTOR, (oxygen regulator panel) . . . . .. + + + : 
ADAPTER... di a sx) ών UU. TED «φᾷ. A ie oi A 
CONNECTOR, (auto pilot flight control) . . . š 

ADAPTER .. . 

CONNECTOR, Electrical “engine section forward relay panel 
ADAPTER. . . + + 


CONNECTOR, (RH pressure disconnect). EN 
ADAPTER. . +. ο e doncc; es w e RS is, 
WIRING HARNESS ASSY, `AN/APX25 S. I. F. “radar (see fig. 243B for . 
reamts ) 


. CONNECTOR, (C1128/APX25 control) (RDI P201-1). 

WIRING πο ASSY, AN/APX25 S.1.F. radar (see fig. "243B for 
reqmts 

BRACKET, AN/APX25 radar relay supporting. +. +. +. +. . + + s> 


*1 Used on airplanes modified per T.O. 1F-86K-548. 


Changed 26 May 1961 


PER ASSY. 


Ro omBBBHIOIDULU p 4i i p PRP pO FE | 


z 


m 
app IR. PRAVIA A IB EH IE S EE O I E J2 [OU] OP e ΠΕΜ PAOD 


z 


Re 


1 
Ref 


1 


CODE 
D 


gu O t J 


> UUUU»mP 


B 53-8273 thru 53-8322 C 54-1231 thru 54-1275 D 54-1276 and subs 
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FIGURE 226 - ELECTRICAL RH FORWARD COMPLETE SWITCH PANEL ASSEMBLY 
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T. O. 1F-86K-4 
FUSELAGE ELECTRICAL (Cont) 





Section. 1 . 
Group Assembly Parts List 


EE C————————H— Y Á— T" 


FIGURE & 


INDEX NUMBER 


22 


PART 
NUMBER 


173-54032-10 
173-54032-21 


AN3502-2 
AN3157-4 
AN3157-6 
AN3223-1 *1 
AN3027-3 
AN3157-8 
AN507 -632RÀ 
AN3224-2 
AN3160-10 
AN781-1 
AN3226-3 
ANS15-4R3 
2W1B8-8-32 
AN936B4 
AN507-632R5 
2W18-6 
7000-1 
AN3021-9 
AN3027-1 
AN3028-4 
AN936A7168 
AN3021-7 
AN507 -632R7 
AN3227-5 
AN3221-1 
173-54033 
173-54033-11 
159-54335 
AN340-832 
AN936A8B 
2W1AL11-12-52 
AN507-8R12 
173-54034-10 
173-54034-21 
99835-2-.170 
836 


99 
98293-2-.140 
99785-2 
98293-2-.190 


AN3223-1 *1 
AN507 -4R24 
173-54078-5 


*1 Rubber boots to be.used only with AN toggle switches 
USEABLE ON CODE: 


UNITS USEABLE ON 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
PANEL ASSEMBLY, Electrical RH forward switch complete ... Ref 

see figure 225 for next assembly) - 
PANEL ASSEMBLY, Electrical RH forward switch complete . . +. .. Ref B 
(see figure 225 for next assembly) 

LIGHT ASSEMBLY . . . . + + +< +s + + s + + om + s om om om! m] * n9 n9 5 

LIGHT ASSEMBLY . . , + + +s + < + + © s s © s s m ° 9 t! t| n9 n9 1 

LIGHT ASSEMBLY . . . + + EE" 1 

BOOT, (intrch wth Cutler “Hammer 886111) QU EL ο” 3 

SWITCH m iu ç ὦ ας αν δὶ 6. Ὁ lcx 1 

LIGHT ASSEMBLY OR Ue. omes el Sar las a A A 2 

SGREW . o or % ου. ο ο δι el ο ον w. i sch mom c9 ᾱ C ej ο à 

BOOT, (1ntrch wth Cutler-Hammer 49-1740) . . . . + . « «. . 3 

SWITCH . . s « « . w «ος «ο U wa w s ὦ- WU ντ ϱ νο: ë 1 

NIPPLE. Q ον 69 ο: ο - O9 «ον. «οφ Q ο aet usi E se 8 1 

SWITCH ... . ys EM S; S Yap de ο” i 

SCREM, (replaces screws supplied with switch) se wv Fam a 6 

WASHER, Plain (North American) . . . + + + + ee ee eee 5 

WASHER . . ο ο e à e ὁ ο ὁ ὁ «© © © © © © © © © eH eH ee 12 

SCREW . . ο tee ὁ ο O πο 2 

WASHER, Flat ` (North American). ο S ede ar W 2 

SWITCH, (Essex) (whn exh use Micro Switch llAT3) . . . . . + 1 

SWITCH . « +. + + osooso $: de Ue ο ο πὸ" δὶ do e Rie ED I NS" Se 1 A 

SWITCH . e os «© < w on w e fe š ο Su ην T re cie iow "ὦν a E 1 B 

GUARD . « « + + + s ee n ww w o E ο eoe ee τᾷ s 1 

WASHER . . +... s © © s © © © © © © s ὁ o ο 9 ο 9] ° ° t9 n 1 

SWITCH ο Q ο RU ο ο ae a ο ο a ὃς 1 

SCREW . « . «4 «e 4 e ο 9 ο. ὁ ὁ ὁ 9 ὁ 9 t! 9 | 9 ο ee 91 t9 9 ng 4 

SWITCH . . +< + + > Sy ee Wo ορ τα Sq w ZW W le) eer -' we ELM 2 

ΤΡ. ov š ORT wh. ον S eure . ; $e 2 

PLATE ASSEMBLY, Electrical RH forward Switch plastic lighting 1 A 

PLATE ASSEMBLY; Electrical RH forward switch plastic lighting 1 B 

. GUARD, Generator switch (altered from AN3028-3) .. ors 2 

NUT Q S a ewm o is 9 ο SY. SI Tez ke" g, NAT ges 24 2 

WASHER + + E Z Κο ο ἐξο κα 2 

WASHER, Plain (North ` american) $a et Np S ο ο ο ο”. 2 

SCREW . . . + . Ví su. wel eoim WERT ο I oae ο L ὁ 

PANEL ASSEMBLY, Electric RH forward switch . . « + +s + e e o 1 A 

PANEL ASSEMBLY, Electric RH forward switch . . . + + sss ° 1 B 

. STUD, (United- -Carm) . « . WS e o n n m m th es 2 

. PIN, (United-Carr) . . . + + ewe ur Sane ο he ely or το O 2 

. STUD, (United-Carr) . . . + + + + + + + + s + + ° ° ° ° ° 1 

. PIN, (United-Carr) . . . + + + +s + + + + + + . t + t . ° ° 1 

. STUD, (United-Carr) . . + + + + sece + + + + . + ttt ° 1 

PIN, (United-Carr) . . s e + + + + s + .. t +... ° ° ° ° ° 1 

LAMP ASSY, Warning (Korry) (indicator light) . . . . + + + + 1 

SWITCH. .. > s = e a e ὁ ο ο Ὁ € a e «ο 6 « 4 4 -ᾱ- m ὁ oos 1 

BOOT ο ο e SG lm ο ο ο ο a δ. Se ees 1 A 

SCREW . . . š ë os ες oat e a el vv. Ἴψι er ὁ 2 

SPACER, Elec canopy light λος Φ ἀν D E TE DR "PM 1 


. 
. 
. 
. 
. 
P 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
" 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
- 
. 
. 
. 


A 53-8273 thru 53-8322 
B 54-1231 and subs 





which are 


not sealed. 
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F-86K-4-54-20B 


FIGURE 227 - RH FORWARD FUSELAGE ELECTRICAL EQUIPMENT CONTROL JUNCTION BOX AND FUEL AMPLIFIER INSTALLATION 
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T. O, 1F-86K-4 
FUSELAGE ELECTRICAL (Cont) 


Section 


II 
Group Assembly Parts List 


a ———————M—— 


USEABLE ON 


FIGURE & 
INDEX NUMBER 


227 


-31 


207-54033 
No Number 


AN3436-4-1 
398-1 
AN515-8R6 
2W18-8L 
207-54044 
49A6549-1-15 
49C6548-3 
44B1 8574 
153-54617-10 
207-54005 


AN3100E28-12P 
AN3100E28-12PW 
AN3100E24-28P 
AN3108B28-17S 


97-3108B-28-17S 


AN3108B24-20S 


97-3108B-24-208 


AN3108B20-7S 
97-3108B-20-7S 
AN3108B21-16S 
AN3108B2!! -7P 
AN3106B20-18P 
AN3106B20-7P 
AN3106B28-17P 
AN3106B28-2P 
AN3106B24-20P 
AN3057-16A 
AN3108B22-14P 
AN3057-12A 
AN3106B16S8S 
AN3057-8A 
AN3108B20-29S 
AN3057-12A 
AN3106B1OSL4S 
AN3057-4A 
AN3106B14S5S 
AN3057-6A 
AN3106B18-18 
AN3057-10A 
AN3106B20-27S 
AN3108B20-27S 
AN3057-12A 
AN3436-2-6 


8c4-3 
205-54604 


9628533G2 
207 -54601-1 


207-54601-2 


AN515-6R6 
2W18-6 
AN365-632 
K187 

AN3-4A 
2418-10 
205-54602-1 
205-54602-2 
AN4-6A 
2418-416 
205-54607 


7034E66 
7034E65 
K176 


1 2 3 4 5 6 7 NOMENCLATURE 


RH FWD FUS ELEC EQUIP, ELEC CONTROL JUNCTION BOX AND FUEL 
AMPLIFIER. INSTALLATIONS 
. ELECTRICAL EQUIPMENT INSTALLATION, RH forward fuselage . . 
(see figure 78 for next assy 
. . FUSELAGE STATION 70.25 TO 125. 3 RH SIDE ELEC EQUIPMENT,. 
(see figure 228 for breakdown) 
. . TERMINAL BLOCK ASSEMBLY . . 
. . COVER, Elec terminal block (Henry Engineering) 
. . SCREW .. ae es, ed ME 
. . WASHER, Flat (North American). MEER 
. . COVER, Elec gun heater fuse block 


FUSE, Encl mech indicating aircraft (gun heater) (Bussman 


. FUSE BLOCK ASSEMBLY, (Bussman) . . Ç πο ο ο” 

. . RELAY, (primary inverter light control). νοῦν οφ Ἢ 

. . COVER ASSY, Elec pressure barrier disconnect panel — 

WIRING DIAGRAM, Elec RH forward fuselage (see fig. 228 . 
for additional breakdown) 


. . . CONNECTOR, (cockpit pressure) . . +. + + + e e * * * ° 
. . . CONNECTOR, (cockpit pressure) . . . + + + eee eee 
. . . CONNECTOR, (cockpit pressure) . . . + + + + © * * * * 
s . CONNECTOR, (main fuel ampiifier QUIC» te "δ, να E µῷ 


. CONNECTOR, (main fuel amplifier) (American Phenolic) 
. . . CONNECTOR, (main fuel amplifier at wo Rope SD xe CAO 
. + . CONNECTOR, (main fuel amplifier (American Phenolic) 
+ + + CONNECTOR, (main fuel amplifier — cr 
- . . CONNECTOR, (main fuel amplifier American Phenolic) 
CONNECTOR, (airframe junction box). . +. . 
CONNECTOR, (airframe junction box). 
CONNECTOR, (airframe junction box). . 
CONNECTOR, (airframe Junction box). . 
CONNECTOR, (airframe junction box). . 
CONNECTOR, (airframe junction box). . 
CONNECTOR, (airframe ies box). « 


ADAPTER . . + <: 
CONNECTOR, (vertical gyro Amplifier) ἃ 
ADAPTER . . . . 
CONNECTOR, (vertical gyro amplifier). s 
ADAPTER . . . 
CONNECTOR, (compass slaved gyro Control). š 
ADAPTER . . . 5 » 
CONNECTOR, (winasniela” rain removal valve). e 

r 


. 
. 
. 
. 
. 


oe ee ο 2. 


ADAPTER . . oe ee 
CONNECTOR, (radome 'anti-ice valve). Ñ 
ADAPTER . + + War UTE ὦ 
CONNECTOR, (B7A amplifier). "DE" 
ADAPTER... . 
CONNECTOR, pes gyro compass amplifier). 
CONNECTOR, (slaved gyro compass amplifier 
ADAPTER . . . . + ee es ka e Ten BP ores a i 
TERMINAL BLOCK ASSEMBLY Paes 
COVER, Electrical terminal block (Henry "Enginee ing 
SWITCH, (Micro-Switch) . πο e AS O 
ACTUATOR . . . + iur bos Ὦ 
COVER, Switch protector ` (North American) . "M 
OX INSTALLATION, Elec control airframe junction "(see 
for next assembly) 
. . BOX, Junction (General Electric) (GFAE). ος 
. AMPLIFIER INSTALLATION, Main fuel and reheat “fuel LH (see . 
figure 80 for next assembly) 
. AMPLIFIER INSTALLATION, Main fuel and reheat fuel RH (see . 
figure 80 for next assembly) 
SCREW .. ES 
WASHER, Flat {north American). qais 
NUT . 
STABILIZER, "Met L-Flex shock (siint) 
BOLT... as Es e 
WASHER, Flat (North American). 
BRACKET, Electronic amplifier upper “attaching "support 'LH 
BRACKET, Electronic amplifier upper attaching support RH 
BOT... ECT 
WASHER, Flat (North " American). š 
SUPPORT ASSY, Main and reheat fuel electronic “amplifiers 
upper 


.... 9 9 s & 39 9 9$ s 9 s ο. 
e.s e < 9 s. e £9 | 3$ s s 0 9 9 o ο 9 9 


eR s e e o o 9 9 0 o o 09 o | o ° | ° ° ο 


wo. 9 o9 9 o9 9? 9 . 9 c o... 0 0 0 c9 c9 9 c: * 6 i$ ο ο. 
* +e s t + ὁ 9 ο ος 


: ) 
Β f 


. . 


. . AMPLIFIER, Reheat fuel and nozzle (GFAE) (used on 207-51601-1) 


. . AMPLIFIER, Main fuel (GFAE) (used on 207-54601-2). . . . 
. . MOUNTING TRAY, Met-L-Flex shock (Robinson) 2 a0 e iud Le AE 


*1 See fig. 243B for new location on airplanes modified per T.O. 1F-86K-548, 
*2 Not used on airplanes modified per T.0. 1F-86K-548. See fig. 9138. 


USEABIE ON CODE: 


A 54-1231 and subs C 5h-1326 and subs 
B 53-8273 thru 53- -8322 D 54-1231 thru 54-1325 


p. 
M- 
œ 


+ = 9 9 9 s 9 9 9 ο 3 9 +... ο 


UNITS 


PER ASSY. 


NP 


= 
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Changed 26 May 1961 





Section. ΙΙ 
Group Assembly Parts List T. O. 1F-86K-4 





FUSELAGE ELECTRICAL (Cont) 


5.5 
mE STA 101.5 
i | 











F-86K-4-54-21A 





FIGURE 228 - FUSELAGE STATION 70.25 TO STATION 125.5 RH SIDE ELECTRICAL EQUIPMENT 
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Section ΙΙ _ 





T. O. 1F-B6K-h Group Assembly Parts List 
FUSELAGE ELECTRICAL (Cont) 

FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER $ 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
228 No Number FUSELAGE STATION 70.25 TO 125.5 RH SIDE ELECTRICAL EQUIPMENT . . NP 

see figure 227 for next assembly 
-1 205-5056 . COVER ASSY, Electrical armament baya seal. o Far Sç 1 
205-54054-3 . SEAL, Electrical armament bay . . . nA hc Set Ges ISl κορν 1 
205-54055-3 . NUT, Electrical armament bay . . dL Coss Sa ahs Ὁ š 1 
-2 205-54056-21 A COVER ASSY, Electrical armament bay 8 Seal κα Ee E 3 
205-54054-7 . SEAL, Electrical armament Hay enay a a 3 NG κ πὶ 2 3 
205-54055-7 . NUT, Electrical armament bay . +. . .. . + + + + + + s eee 3 
-3 205-54134 . COVER, Elec wire group forward RH . . . . . + + + + + + + ee 1 
205-51135 . SHIELD, Elec wire group forward RH .. š š 1 
-4 205-54056-11 . COVER ASSY, Electrical armament bay seal. HS 2 
205-54054-5 | . SEAL, Electrical armament bay . . . old dal dier “ey ver, Gos oad 2 
205-54055-5 . NUT, Electrical armament bay o> tee ee ede hog “εφ. B wal Dv. 2 
-5 AN3436-4-1 ` TERMINAL BLOCK ASSY . . νη 1 
398-1 . COVER, Electrical terminal block (Henry Engineering). νον 1 
-6 205-54056-41 . COVER ASSY, Electrical armament Bay: seal .. prt 1 
205-54054-11 . SEAL, Electrical armament bay... z: ος Set δι ο Sy τω“ e 1 
205-54055-11 . NUT, Electrical armament bay . . Sora š š 1 
-T 207-54128-18 ; BLOCK, Electrical wire splice holder .. retis! FE pa 2 
207-54129-18 . COVER, Electrical wire aba Holder 4-99 ow 1 
-8 AN3436-2-6 ` TERMINAL BLOCK ASSY . . an pu MD 1 
397-6 . COVER, Electrical terminal "block (Henry Engineering). 1 
-9 AN3436-4-12 . TERMINAL BLOCK ASSY . . . š 1 
-10 AN3436-2-15 . TERMINAL BLOCK ASSY . . š 2 
397-15 . COVER, Electrical terminal block (Henry Engineering). $ ον 2 
-11 1265-283 . RELAY, type B10 (Leach Relay) ) (alternate flight control. 2 
pump relay) 
-12 AN3436-2-3 . TERMINAL BLOCK ASSEMBLY . . PEE IP 1 
-13 17R21 ` REGULATOR, Voltage (generator No. 1 and 2) (BuAer) 2 
LM: (AERNO 42-1501 
151-54354 . INSULATOR, Voltage regulator jumper . . Mais Boe aues 2 
-14 24532 . BASE ASSY, Voltage regulator ος Neville) aU uides eh ake ας 2 
-15 205-54337 . PANEL ASSY, RH auto pilot Junction DOR E E A 1 
-16 AN3436-2-13 +. . TERMINAL BLOCK ASSEMBLY . . ο an ver 1€ da ο κο 8 
-17 AN3433-2-3 a . BUS BAR .... WW 4d ow δν ο) deo osos NL ὦ $ 2 
-18 AN3133-2-2 ¿ d BUS BAR v wv τν τα να δαν Αν φῶς οἳ X ἃν ὃς ν.δ. e š 2 
-19 ος 2-5 . . BUS BAR .. να 1 
-20 zi . COVER, Electrical terminal “block. (Henry Engineering) 7 EA 3 
aoe 54005 . WIRING DIAGRAM, Elec RH forward fuselage (see figure 227_ . 1 
for additional breakdown) 
-21 AN3106B1 452S . . CONNECTOR, (altitude flight control pressure idus ας, 1 
AN3057-6A . . ADAPTER . πο... 1 
-22 AN3106B20-27S . . CONNECTOR, japproaeh courier): ο πο, Catia tee οκ αυτες D το 1 
AN3106B20-2'7P .. . CONNECTOR, (approach coupler "E 1 
AN3057-12A C75. ADAPTER Ove Q as NK a Sa mp e C. ων νο ης ο, tap s 2 
-23 AN3106B24-288 . . CONNECTOR, (forward wing disconnect) . . . 3 ο vives e 1 
AN3057-16A v e ADAPTER- 00x09 09 79, a WIE. Ie Ὁ ο RETE, ιά oe 1 
-24 AN3101B28-12S . . CONNECTOR, (center wing disconnect). . . . . + + + + + ° 1 
AN3057-16A e je ADAPTER ο 8.092 op ow LR ar I IUS. uoo ο. 1 
-25 AN3100A881S . . CONNECTOR, (gun heater lead disconnect). EP ES ç 2 
AN3057-3A . . ADAPTER . PE" 2 
-26 22204-44 . . RELAY, gun fire ` (RBM Manuf div) (North American Spec e 2 
187-954115) (intreh wth Price Elec 5703- -43HSX) 
-2 730028 . . BOOT, gen Rubber) . € ce 2 
-2 7-8288(206) 5 PLUG, (gun fire relay) (American Phenolic) D de Ὁ ¿e 2 
-29 7E60-7 ` EXTRUSION, (North American) Se elit αν ὃν, as eene d 1 
` 205-54098 . BRACKET ASSY, Elec RH gun transformer mtg AD NP ME 1 A,C 
205-54098-11 . BRACKET ASSY, Elec RH gun transformer mtg . . +. +. s + . * * * 1 B 
-30 205-54099 . . BRACKET, Elec RH gun transformer mtg . . .. . ο. 1 A,C 
205-51099-5 . . BRACKET, Elec RH gun transformer mt ; 1 
-31 B2040 ao TRANSFORMER, Gun-fire power supply teore). : 2 
(Spec NA5-7758- 3] (intreh wth Motordyne '8o- 10000) 
Spec NA5-7758-1 
-32 AN365-832 εν NUT 8 
-33 RH25 fe iu RESISTOR, ' 500 ohms (Bale) (intreh wth Tomore “M25W2500- -3. 9) 2 A,C 
-34 AN931-3-5 . . GROMMET . .... P Ὃς aj are 1 A,C 


USEABLE ON CODE: A 54-1231 thru 54-1275 
B 54-1276 and subs 
C 53-8273 thru 53- -8322 





Changed 20 February 1959 397 








Section i1. 
Group Assembly Parts List T. O. 1F-B6K-h 


FUSELAGE ELECTRICAL (Cont) 








F-86K-4-54-9 





FIGURE 229 - INSTRUMENT PANEL RED FLOOD LIGHT AND SUPPORT ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1.2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
229 No Number INSTRUMENT PANEL RED FLOOD LIGHT AND SUPPORT ASSEMBLY,. . . . . . NP 

(see figures 219 and 225 for next assembly) 
165-54177 . SUPPORT ASSY, Elec instrument panel red flood light. . . . .. 1 
ATTACHING PARTS 
-1 AN520-10R10 e CREW. | uà woo Cate LR lese 6 ec Jee Φον“ 9 the, ow Ies Ter o LE 4 
πο n 

-2 AN363-832 soc NUDO πέδας ο, eek qoe uL wise numus ές I bes eral e 
-3 AN960-8 eo wr WASHER ey a Q δν το, ὃς οι ΟΦ ας δα ek δι te ee Si e Tes «Ὁ 4 
-4 AN515-8R18 a . SCREW.. . " 2 
-5 165-54182 + . CLAMP, Electric instrument “panel “red flood light “block Z 1 
-6 AN365-1032 V. ne SNUP aan e a ο ας MONS να, eh aT ο LIE. al νῷ» AE 
-T AN960-10 e . WASHER .... " . 2 
-8 165-51181 - . BLOCK, Electric instrument “panel "νέα "flood light "mounting z 1 
-9 165-54180 + . CAP, Elec instrument panel red flood light support locking. 1 
-10 165-54183 - . ARM, Electric instrument panel red flood light adjusting. . 1 
-11 165-54178 + . SEAT, Electric instrument panel red flood light support . . 1 
-12 165-54200 - . SPRING, Electric instrument panel red flood light . . . 1 
-13 165-54179 š HOUSING, Electric instrument pene! red flood light support. 1 
-14 A4255A7 3 LIGHT, Instrument red (Grimes) . aries "eiae carie te m UE ce eo b 
-15 AN3131-303 e GAMP TIT 1 


—— A A A E, IS II AAA 
398 











T. O. 1F-86K-1 


FUSELAGE ELECTRICAL (Cont) 


Section. ΙΙ _ 
Group Assembly Parts List 








-18 205-5193 


PANEL ASSEMBLY, Electrical cockpit 


relay back . 


F-86K-4-48-23A 
FIGURE 230 - ELECTRICAL COCKPIT RELAY PANEL ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
230 205-54191-10 PANEL ASSEMBLY, Electrical cockpit relay complete (see .  .. Ref A 
figure 216 for next assembly) 
205-54191-20 PANEL ASSEMBLY, Electrical cockpit relay complete (see . . Ref B 
figure 216 for next assembly) 
205-54191-31 PANEL ASSEMBLY, Electrical cockpit relay complete (see . . . . . Ref σ 
figure 216 for next assembly) 
-1 AN520-10R14 « “SCREW ' 5.5 ο kar WS ο. c9, o ου ο τῷ: 8. ia q dre rus 4 
-2 2W1AL14-26-64 - WASHER, Plain (North American) . . š dE 4 
-3 NAS43DD3-20 S. (SPACER E τ a Stay ὃς CELL raras ὤλνῳ Za ο c6 ου” 4 
-4 AN931-5-9 v. JGROMMET 445 e a ος κ LE E a 0h a SNT NUS ας Ye τν) «ο aa ty τν vere Te. ug 4 
-5 AN3310-2 *1 . RELAY, 10 amp 4 pdt, conn mtg sealed (use AN3310-1 untl exh) . 4 
-6 AN3308-2 . RELAY, 10 amp 3 pdt, conn mtg sealed (use AN3308-1 untl exh) . 2 
-7 AN3306-2 . RELAY, 10 amp 2 pdt, conn mtg sealed (use AN3306-1 untl exh) . 4 
-8 A7974-1 . RELAY ASSEMBLY, Double pole double throw (Advance) . . . . . 2 
207 -54012 . HARNESS ASSEMBLY, Electrical cockpit relay panel wiring . .. 1 Α 
207-54012-11 + HARNESS ASSEMBLY, Electrical cockpit relay panel wiring ... 1 B 
207-54012-21 + HARNESS ASSEMBLY, Electrical cockpit relay panel wirin a ο ο 1 σ 
-9 AN3102A22-19S + + CONNECTORS, Electrical receptacles, box mounting ..... 4 
-10 AN3102A20- 33S + + CONNECTORS, Electrical receptacles, box mounting .. . . . . 3 
-11 AN3102A28-12P . CONNECTORS, Electrical receptacles, box mounting ..... 1 
-12 AN3102A28-12PW . CONNECTORS, Electrical receptacles, box mounting . . . . . 1 
-13 AN3102A28-12PX . CONNECTORS, Electrical receptacles, box mounting . ... .. 1 
-14 AN3102A20-7SX + . CONNECTORS, Electrical receptacles, box mounting . . . . . 2 C 
AN3102A20-7SX + + CONNECTORS, Electrical receptacles, box mounting ...., 1 A,B 
-15 AN3102A20-7S + + CONNECTORS, Electrical receptacles, box mounting . . . . . 4 A,C 
AN3102A20-T7S + + CONNECTORS, Electrical receptacles, box mounting . . ... 5 B 
-16 165-54250-5 *2 . COVER, Electrical spare relay .. s! τς cesi e b QI ὃν ἃ edu δέος 1 
-17 205-54192 + PANEL ASSEMBLY, Electrical cockpit relay front . . . . . , . . 1 Α 
205-51192-21 + PANEL ASSEMBLY, Electrical cockpit relay front . due e hie 1 B 
205-54192-10 + PANEL ASSEMBLY, Electrical cockpit relay front . "NL ND 1 σ 
n . Sw -- ο 1 
š 2 2 


-19 205-54193-5 
*1 Refer to T.O, 


Changed 16 October 1959 


. STRIP, Electrical cockpit relay 


1F-86K-532. 
*2 Not used on airplanes modified per T.O. 1F-86K-546, see fig. 209A for 

modified airplanes. 
USEABLE ON CODE: A 53-8273 thru 53-8322 B 54-1231 thru 54-1275 C 54-1276 and subs, 





back (rubber) 
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Section. ΙΙ 
Group Assembly Parts List T. O. 1F-86K-4 





FUSELAGE ELECTRICAL (Cont) 





CS 


"ewe Qa] 






p" 


As 


FIGURE 231 - RH INTERMEDIATE FUSELAGE ELECTRICAL EQUIPMENT INSTALLATION 


F-86K-4-54-23A 























T. O. 1F-86K-4 


FUSELAGE ELECTRICAL (Cont) 


Section II 





FIGURE & PART 


INDEX NUMBER NUMBER 
231 207-54132 
No Number 
No Number 
-1 AN3064-12 
-2 2W1AL78-51-64 
-3 2w1R76-50-32 
-4 AN3066-12 
-5 203-54100-7 
6 2W1P46-35-94 
-7 AN3054-12 
-8 AN3310-2 
-9 201-54052 
-10 AT9TÀ -1 
AN3102A20-7SX 
-11 AN3353-2 
-12 AN3102A2À -2P 
-13 AN3102A20-27P 
-14 201-54056 
AN520-10R10 
2W1AL13-14-16 
-15 AN3436-2-6 
AN3433-2-2 
397-4 
397-6 
-16 165-54310 
AN515-8R10 
2W18-8L 
-17 AN3436-2-9 
397-9 
-18 No Number 
207-54008 
-19 AN3108B28-12S 
AN3057-16A 
-20 AN3108B14S5S 
AN3057-6A 
-21 AN3106B10SL3S$ 
AN3057-4A 
-22 AN3106B10SL3S 
AN3O57-4A 
-23 AN3106B14S5S 
AN3051 -6 
-24 AN3106A10SL/S 
AN3057-4A 
-25 AN3106B14S58 
AN3057-6A 
-26 AN3100A22 -198 
AN3057-12A 
-27 - AN3106B24-28 
AN3057-16A 
-28 AN3106B20-278 
-29 AN3107A20-TS 
AN3057-12A 
-30 213-54024 
213-54023 
-31 213-54025-3 
213-54025-5 
213-54025-7 


USEABLE ON CODE: 


1 


ELECTRICAL EQUIPMENT INSTALLATION, 


2 3 4 5 6 7 NOMENCLATURE 


(see figure 110 for next assembly 


FUSELAGE STATION 167 TO 217 ELECTRICAL EQUIPMENT RH SIDE, 


(see figure 232 for breakdown) 


FUSELAGE STATION 205 TO 280 ELECTRICAL EQUIPMENT RH SIDE 


(see figure 233 for breakdown) 
CONNECTOR + 429 919-2 9 m$ Cb Ye vA e 
WASHER, Plain UA American). . . . + + 
WASHER, Plain (North American). . . . + + 


. . 


NUT. I ww iplc. ouem E a T . 
SEAL, Elec bulkhead pressure . . . «+ 
WASHER, Plain (North American). . . 

COUPLING: -s eset a προ, WU A Yeo A "v 
RELAY, (heat exchange)(use AN3310-1 untl exh)... 
PANEL ASSY, Electric inverter external power system 
. RELAY, (Advance) (Acc-Ac external power control) . . 

CONNECTOR, (Acc-Ac external power control) . . . . 


` 9 + t + ο n9 


15 


elay 


. RELAY, (frd transfer pri & sec)(use AN3353-1 untl exh) 


CONNECTOR, (Elec inverter external power system relay 


panel) 
. CONNECTOR, (elec inverter external power system relay. 
panel 
COVER, Electric inverter external power system relay . 
SCREW X o£ ο vie! ο sa VE m ο ο Φὶ QU. Pl ῳ, Ve mg 
WASHER, Plain (North American). . . . . + + + + e * * * 
TERMINAL BLOCK ASSEMBLY . . +. + + + "Un 
BUS BAR... . pe 


COVER, Electrical terminal block enr. Engineering). 
COVER, Electrical terminal block (Henry Engineering). 
BARRIER, Elec fus sta 187 wiring protection... ` 
SCREW è . ο « « «© © © © © © © ο «ο «ο. ο. 0. 0.0. 
WASHER, Flat (North American) . . . + + + + + esso 
TERMINAL BLOCK ASSEMBLY . . . φως "ο ο 
COVER, Electrical terminal bloc (Henry Engineering). 
RELAY, Overvoltage 24 dc aircraft generator system ty 
(Spec MIL-R6467) (AERNO 42-1520) (GFAE) 
WIRING DIAGRAM, Electric RH intermediate fuselage . . . 
(see figure 232 and 233 for additional breakdown) 


. . . 
. 
e 


p 


a . e we o... 


. CONNECTOR, (aft RH pressure disconnect) . . . + + +. 
. ADAPTER +... ο s . ο s © © © e ὁ © oe ° ° ° ° ° ° e 
. CONNECTOR, (cockpit air by-pass valve) . . . + + + * 
. "ADAPTER , , +s +s <s s om e e e e s 4 < e e t 5 ° ° ° 
` CONNECTOR, (cockpit air temperature pick-up)... + 
. ADAPTER +... + +s +s s e © © © © ο s s om e . e e =< t9 ng: 
` CONNECTOR, (windshield temperature pick-up). . +. + + 
. ADAPTER . . . . +< © © © © © ooa s . t . ° t] 0 | 9 tg 
. CONNECTOR, (cockpit air shut-off valve). . . + + + . 
s MUT. 4 κώνο κ ο e AA ᾱ TRA Wu ala, CR De CIELO 
. CONNECTOR, (cockpit pressure dump valve) . . . + + . 
. ADAPTER . . . . . « © © © © © © © © © ο. t] |] | 9 n9 
. CONNECTOR, (heat exchanger door actuator). . . . + + 
. ADAPTER . . . ο» ο à © © © © «ο eo ee ο. f| s re 
. RECEPTACLE, (heat exchanger relay) . + + š "ES 
7 OADAPTRRT υπ € xo μμ rub De i seg cera m, e Š 
. CONNECTOR, (elec inverter external power system relay. 
panel) 
. ADAPTER . . 4 < s e s e » e e * a o e ο s ° * ° ο 
. CONNECTOR, (elec inverter external power system relay. 
` panel 
CONNECTOR, (canopy disconnect) . . e 


. ADAPTER . « , + © + o ooo enco 
COVER, Electrical primary bus bar . . 
BUS BAR, Electrical primary RH side . . é w 
PLATE, Electrical primary bus insulating base 
PLATE, Electrical primary bus insulating base 
PLATE, Electrical primary bus insulating base 


54-1231 and subs 


Intermediate fuselage RH . 


. . 9 s 9 s 9 9 o ὁ 9525 + ο ° ° 5 


UNITS 


PER ASSY. 


NP 


NP 


= 
“ο 


PREP REE ER BR 


Pip FP DERPWWPREDPNNDA Ἡ ELIO IO IO I I I E ES E E IO. I2 


Group Assembly Parts List 


USEABLE ON 
CODE 


Prrrr ΒΡ > > > >> 


Dor > 


PPP 


> > > > > 
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Changed 26 May 1958 
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Section. ΙΙ Ἢ 
Group Assembly Parts List T, O. 1F-86K-4 
FUSELAGE ELECTRICAL (Cont) 











F-86K-4-54-24B 


FIGURE 232 - FUSELAGE STATION 167 TO 217 RH SIDE ELECTRICAL EQUIPMENT 
402 Changed 20 February 1959 

















T. O. 1F-86K-4 
FUSELAGE ELECTRICAL (Cont) 


Section. ΤΙ _ 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
232 No Number FUSELAGE STATION 167 TO 217 ELECTRICAL EQUIPMENT RH SIDE . . . . NP 
= (see figure 231 for next assembly) 
-1 AN3436-4-4 . TERMINAL BLOCK ASSEMBLY ... Ss ote. di^ άν ote -ᾱς ta UM 2 
397-4 . COVER, Electrical terminal block ` (Henry Engineering) δ. Ὅς ss 2 
-2 AN3436-2-6 . TERMINAL BLOCK ASSEMBLY . . . + κ. φον, E coe o $ 1 
397-6 . COVER, Electrical terminal block ` (Henry Engineering) A 1 
-3 AN3436-2-14 . TERMINAL BLOCK ASSEMBLY . . + 4. arte a ο ο. 2 
397-14 . COVER, Electrical terminal block ` (Henry Engineering) roga p: 8 
-4 190-54137 . PANEL ASSY, Elec engine section forward relay complete ... 1 A 
190-54137-21 . PANEL ASSY, Elec ad section forward ΕΝ complete . .. 1 B 
-5 AN520-10R10 . + SCREW .. NI t -ᾱ D ο Sos art id ES 4 
AN520-10R8 a « SCREW . .. 2 
-6 No Number . . RELAY, Generator field control type "mo (Spec 32603). 2 
-T AN3436-2-20 TERMINAL BLOCK ASSEMBLY. . 1 
-8 190-54141-11 BRACKET ASSY, Elec engine section forward relay. panel. 1 
c6766-3-70 CIRCUIT BREAKER, Manual reset (Spencer Thermostat) 2 B 
165-54437-3 BUS BAR, Elec emergency hyd pump circuit breaker . 1 B 
-9 190-54140 BUS BAR, Elec engine section forward relay panel . 5 1 
-10 190-54142 SUPPORT, Elec engine section forward relay panel bus bar . 1 
-11 AN3436-2-4 TERMINAL BLOCK ASSEMBLY . . š 1 
-12 397-1 COVER, Electrical terminal block (Henry 'Engineering) . 1 
-13 190-54138 PANEL ASSY, Elec engine section forward relay. : 1 
-14 397-10 COVER, Electrical terminal block (Henry Engineering). 1 
-15 190-5135 PANEL ASSY, Electric engine section relay complete 1 
(see' figure 23! for breakdown) 
60106B1 . BOOT, Terminal (MacClatchie ` w 1 
60106B1.125 . BOOT, Terminal (MacClatchie m y 
60106B1.375 . BOOT, Terminal (MacClatchie A a^^ 2 
-16 .398-2 ` COVER, Electrical terminal block (Henry Engineering). vo 1 
-17 190-54144 . PANEL ASSY, Electrical engine section relay door complete . . 1 
(see figure 217 for breakdown) 
190-54144-21 . PANEL ASSY, Electrical engine section relay door complete : 1 B 
(see' figure 217 for breakdown 
-18 FQLHO . LIMITER, (Burndy) (alternator) (intren wth Bussman ACT4O) . . 2 
-19 49C6548-4 . BLOCK ASSEMBLY, Fuse .. wie "φῦ «δι ὦ 1 
P4005- -Eoo . LEAD ASSY, Socket quick disconnect neg" μάτεσοῦ] πο. 1 Α 
-20 P4025-4400 . LEAD ASSY, Socket quick disconnect mee Airtron TE 1 B 
165-54202-27 . PROTECTOR, Generator electrical cable . . ο s + + + + + e oe 1 B 
165-54202-35 š PROTECTOR, Generator electrical cable . . . . + 4 + . + s ο ο 1 B 
P4004-4708 . LEAD ASSY, Socket quick disconnect "Pos" (Airtron MEE 1 A 
-21 P4024-3800 +. LEAD ASSY, Socket quick disconnect "Pos" (Airtron go ο ο 1 Β 
165-54202-15 . PROTECTOR, Generator electrical cable . . . , + + s sss oso 1 B 
165-54202-9 . PROTECTOR, Generator electrical cable . . . soa + , + + + + + 2 A 
165-54202-29 . PROTECTOR, Generator electrical cable . . . , + + + + + eee 1 B 
-22 P4003-3900 . LEAD ASSY, Socket quick disconnect "E" pe ese, Bena ve SS 1 B 
P4003-3400 . LEAD ASSY, Socket quick disconnect "E" (Airtron aa οἴ, ee 1 A 
165-54202-7 . PROTECTOR, Generator electrical cable ....... + + + ee 2 A,B 
165-54202-33 š PROTECTOR, Generator electrical cable . « . . + + +s + + + + ο 1 B 
-23 P4001-3800 . LEAD ASSY, Socket quick disconnect "B" (Airtron V. pu e ati a 1 B 
P4001-3400 . LEAD ASSY, Socket quick disconnect "B" (Airtron Nm ος ss 1 Α 
165-54202-21 . PROTECTOR, Generator electrical cable . . . , +< + + + + + + x 1 B 
165-54202-37 . PROTECTOR, Generator electrical cable . . s s + + + +< + eee 1 B 
-24 P4002-4208 . LEAD ASSY, Socket quick disconnect "C" (Airtron aa "I 1 B 
P5002- 3908 + LEAD ASSY, Socket quick disconnect "C" (Airtron eRe ay EM ^ e 1 A 
165-54202-31 . PROTECTOR, Generator electrical cable . . . . + +< s s + s ο ο 1 B 
165-54202-11 . PROTECTOR, Generator electrical cable . . . , + + + + + = + x+ 1 A 
165-54202-35 . PROTECTOR, Generator electrical cable . . . "m 1 Β 
207-54008 . WIRING DIAGRAM, Electric RH intermediate fuselage ë. κο. 1 
(see figure 231 and 233 for additional breakdown) 
-25 97-3106-28-766S z CONNECTOR, (engine junction box) (Amer. ειδος Ld 1 
-26 AN3106B28-17P A CONNECTOR, (reheat nozzle amplifier) . S ον 9 Ves 1 
-2 AN3106B28-2P . . CONNECTOR, (main fuel amplifier) . s 1 
-2 AN3106B28-11P . . CONNECTOR, (pressure switch cockpit "Mght) . ma, 1 
AN3057-16A x . ADAPTER. . E EO 4 
-29 AN3108B14S2S i CONNECTOR, (landing gear strut selector “valve) ὃν 34 1 
AN3057-6A š ADAPTER. cuida ορ, s πὸ, αν Ὁ. Q, ο, URS S oe aT ὃς να. DA 1 
-30 AN3108B21-78 " CONNECTOR, (fwd engine section relay panel). . . . . . . . 2 
AN3057-16A " ADAPTER .. a US 2 
-31 165-54096-2 A COVER ASSEMBLY, Electrical “aft “wing disconnect. M M 1 
-32 761 e LOCKNUT, Overheat detector insulator (Bhur-Lok) . . . sse 2 C 
-33 192454220 . INSULATOR, Elec overheat detector terminal protecting e. lw e 2 C 
-33A 192-54219 « WASHER, Elec overheat detector terminal protecting , . . + ο 2 C 
-3 AN961-10 « WASHER 4 < < κ os a m vo o νο 4 n om a e 4 C 
-35 AN341-10 a. NUL 46 60e € 67 9.9. m οἱ ντ e m ο See: ᾱ ὁ -ᾱ 2 C 
-36 AN935-10 s MASHER "js" x ο mayas (uo ος pue ds ο Ries ο. abia eh ei 2 6 
-37 AN520-10R8 . SCREW. « ç s s s +s s ^» wo ^ ὁ e 6 5 ὁ ο c* c3 ὁ e e 9 ο ὁ ὁ ο ο 6 C 
-38 AN363-1032 . NUT ο, ας A δν τος kar αφ ο, δι ο Ὁ ec s Te CROCO ἝἛ 6 C 
-39 17343-16-525 P DETECTOR, Aircraft overheat type E? (Fenwal) +... ..... 2 C 
-40 AN365-1032 Ha A qux EE 2 C 
-41 AN3-4A e BOLT. 4 . 4 0 à. 4 4 € s» ὁ ὁ α € * 4 4 9 » € * à s € * 5 € 2 σ 
-42 190-54251 . CAGE, Aircraft overheat detector protective . . ο , . + + + x 2 ο 
USEABLE ON CODE: A FE -8273 thru 53-8322 C 54-1276 and subs 
B =1231 and subs 
*1 These parts, used together, supersede 190-54106 together with 192-54225 for 
future procurement and may be used intrch, 
^hanged 20 February 1959 103 











Section. 1: _ 


Group Assembly Parts List T. ο. 1F-86K-4 
FUSELAGE ELECTRICAL (Cont) 








F-86K-4-54-25 


FIGURE 233 - FUSELAGE STATION 205 TO 280 ELECTRICAL EQUIPMENT RH SIDE 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
233 No Number FUSELAGE STATION 205 TO 280 ELECTRICAL EQUIPMENT RH SIDE ` NP 

(see figure 231 for next assembly) 

-1 AN3436-8-2 . TERMINAL BLOCK ASSEMBLY . . . +. +. +... s < «© © © © e e e e ο 1 

-2 207-54023 . BUS BAR, Electric external power d.c. upper . , . . ο» . + . « al 

-3 MS25018-1 * er omi Jet starting power (intrch wth Burton 190X or. . 1 

199X 
207-54024 . BUS BAR, Elec d.c. external power ground . . . s.s + + + + x 1 

-4 AN2552-3A a. AECEPIBULE: wow κωδ κ c» DX ᾱ RAR RAE ᾱ DES A A 1 
207-54024 . BUS BAR, Elec d.c. external power ground . . . .. e e s s è 1 

-5 1971 . RECEPTACLE, Elec a.c. external power (Burton) (North American 1 

Spec 177-954023-10) 
207-54037 . BUS BAR, Elec external power a.c. ground . . . es + + +< + ο 1 

-6 207-54025 . COVER, Elec external power relay. +. . +. e + + + +s + + ο ο A 1 

-7 AN3380-2 zo (RELAY v2.4. 3$ 3) A aaa e ο a SA im ο Ëq. is 1 
207-54038 . BUS BAR, Elec external power battery bus systems . . . . . + 1 
207-54039 . BUS BAR, Elec relay starter drop out . . . , s s + < + + so 1 

-8 17343-16-525 . DETECTOR, Aircraft overheat (Fenwel). . . . . . . + , + + + x 1 

-9 TF51260 . FILTER ASSY, Radio noise (Thompson Prod) (intreh wth Thompson 1 

Prod TF51360) 

-10 AN3436-2-3 . TERMINAL BLOCK ASSEMBLY . . . . . . « + < . e e ὁ e ὁ e ο ο ο 1 
397-3 . COVER, Electrical terminal block (Henry Enginerring). . $4 1 
207-54008 . WIRING DIAGRAM, Electric RH intermediate fuselage . . . . +. + NP 

(see figure 231 and 232 for additional breakdown) 

-11 AN3102A28-5P + . CONNECTOR, (alternate disconnect). . . . . . . . + + + νο 1 
AN3057-16A s ADAPTERS E wor Shoko a. κ τῷ δὲ mole ete a ee cet τὸ ce μον Ὁ š 1 
2245-10 + . SHELL, Junction 90? angle (Cannon) . . . . . . + + + . A 1 

-12 AN3100A28-11S + . CONNECTOR, (aft fuselage disconnect #2). . . . . . oS a 1 

-13 AN3100A28-12S . CONNECTOR, (aft fus disconnect Z1) . . . . . . . e 1 
AN3057-16A S ue ADAPTERS Ga E YS SRS Sec ek emm Zp S m O S kune er ie ο όν 2 





404 











Section i1 — 


T. O, 1F-86K-4 Group Assembly Parts List 


FUSELAGE ELECTRICAL (Cont) 


F-86K-4-54-26 





FIGURE 231 - ELECTRICAL ENGINE SECTION ΑΡΤ COMPLETE RELAY PANEL ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
234 190-54135 PANEL ASSY, Electric engine section relay aft complete (see... Ref 

figure 232 for next assembly) 

-1 AN3-4A s BOLT 10.7 ο. ον Ὁ % dec oce ο bids up ον. d. 3 19 

2W18-10 . WASHER, Flat (North American) . . . . . +. + ο me^ Αν E 12 
-2 AN961-616 ; "WASHER κ. 6 Q 4. a WU ον wo ο. ο) WI ον οφ) d. Cal a cM. ἐν ie 6 
-3 AN961-10 . WASHER . 4 4 ο ο ο ο ὁ ὁ 4 : ὁ ὁ 9 4 ο 4 ο 4 * 4 9 9? * * ο » € 10 
-4 AN3025-2 . CUTOUT, Reverse current 28 volt dc system . . . + + + + ee 2 
-5 AT11K . RELAY, 600 amp spst automatic dropout (Hartman) ὁ 1e. Ὁ. ὦ -ᾱ osos 1 
-6 AN520 - 10R18 + SCREW . . . » «© » ὁ e © * e à ὁ x ὁ ὁ ὁ ὁ ο ο | ὁ ὁ ο ὁ 9 ο ο 2 

AN520-10R20 e SCREW . « . ο «© © © ο ὁ ὁ ο ὁ ὁ ο a « ο 9 se ὧν ὡς ών Ὁ 2 

2W18-10L . WASHER, Flat (North American) . . . +. + + + + + + + + orn n 4 
-T NAS43DD3-40 . SPACER, Screw and bolt . . . . + + + : s * e . * * * ° n nm n n 4 
-8 7064-919 . RELAY, (Leach) (ac line and ac ground) . . . . . - - + + ees 2 
-9 AN3436-2-7 . TERMINAL BLOCK ASSEMBLY . . . . . + + + ees O 1 
-10 AN3436-4-2 . TERMINAL BLOCK ASSEMBLY , . . +. +. + + + © + © © © © s @ © t n 1 
-11 AN6-10A e BOLT Le 40x i c£ (ox ος mim vm. pel. Me) JS Ies ὃς δὲ CS eK S o RICE. 6 ὁ 1 
-12 165-5h212 . BUS BAR, Elec ammeter shunt to ground . +. , . +< + + + ee ee 1 
-13 165-54248 . RETAINER, Electric ammeter shunt bus bar... . + + s * * * * 1 
-14 AN520-10R12 e “SCREW.  . < 4 4 ο 5 5 - € Ὁ ᾱ o£ e € δ Φ. ὁ 9 4 € wo ὁ ο ο oe 4 
-15 AN3200-400 . SHUNT ¿ . . < ὁ 4 ee e ὁ ὁ 5 . o. ὁ o. . o9 9 ot . o... t n 2 
-16 190-55136 . PANEL ASSEMBLY, Electric engine section relay aft . . . + + ° 1 


405 








Section. II 





* Group Assembly Parts List T. O. 1F-86K-4 
FUSELAGE ELECTRICAL (Cont) 











F-86K-4-54-27A 


FIGURE 235 - LH INTERMEDIATE FUSELAGE ELECTRICAL EQUIPMENT INSTALLATION 
406 Changed 20 February 1959 











Section. ΙΙ — 


T. O. 1F-86K-4 Group Assembly Parts List 


FUSELAGE ELECTRICAL (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER V 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
235 207-54131 ELECTRICAL EQUIPMENT INSTALLATION, Intermediate fuselage LH . . NP 

(see figure 110 for next assembly) 
-1 AN3436-2-14 . TERMINAL BLOCK ASSEMBLY . . 2 
397-14 . COVER, Electrical terminal block (Henry Engineering) 2 
-2 AN3436-2-6 . TERMINAL BLOCK ASSEMBLY . . 1 
397-6 . COVER, Electrical terminal block (Henry Engineering) 1 
-3 SL1029 *] . LOCKNUT, Overheat detector insulator (Shur-Lok) . 1 
-4 192-54220 *1 . INSULATOR, Elec overheat detector terminal protecting 2 1 
-4A 192-54219 *1 . WASHER, Elec overheat detector terminal ROQUES eMe. 1 
-5 AN961-10 . WASHER . . . . . . + +. MES 2 
-6 AN341-10 A A A 1 
-7 AN935-10 2 WASHER ... Ὁ 7020s 9 5 1 
-8 AN520-10R8 . SCREW.. 3 
-9 190-54265 . PLATE ASSY, Electrical `overheat detector nut 1 
-10 17343-16-525 . DETECTOR, Aircraft overheat type E2 Dr 1 
-11 AN365-1032 . NT... 5 1 
-12 AN3-4A . BOLT ç; epp cc τὰ 1 
-13 190-54251 . CAGE, Aircraft overheat detector "protective bn S v. ore 1 
-14 192-54220 *) . INSULATOR, Elec overheat detector terminal protecting REMIS 2 
192-54219 *1 . WASHER, Elec overheat detector terminal Med 2 
SL1029 2 4 LOCKNUT, Overheat detector insulator 7 2 
AN961-10 . WASHER . a . . . ...«. P 4 
AN341-10 AA -μ” 2 
AN935-10 . WASHER . 2 
-15 17343-16-525 . DETECTOR, Aircraft overheat type ἜΡ (Fenwal) 2 
AN520-10R8 . SCREW... 6 
-16 165-54383 . SWITCH ASSY, “Electric fuel "level shut- off valve test! 1 
(see figure 236 for breakdown) 
-17 165-54223 . FAIRLEAD, Adjustable electrical 350^F low load . 44 i 2 
-18 192-54220 *1 . INSULATOR, Elec overheat detector terminal protecting E š 2 A 
192-54219 *] . WASHER, Elec overheat detector terminal μόνα A £ 2 A 
SL1029 *1 , LOCKNUT, Overheat detector insulator ... > š x 2 A 
AN961-10 1 WASHER 4e. b ao. dy te a ο ὃς e eA ο a ege de o 3.8/8 4 A 
AN341-10 . NT.. ο te te ἂν Se 2 A 
-19 17343-16-525 ç DETECTOR, Aircraft overheat type `E2 (Fenwal). ου 2 A 
AN363-1032 so NUT Z eae 5) oa ton c9) ccu GU A S Q a qe Qn AU Le Se πας 6 Α 
AN520-10R8 . SCREW.. UE ας νὰν ον φον e 6 Α 
190-54251 . CAGE, Aircraft overheat detector protective κ ία, E AR 2 A 
AN3-4A ye BOLT ao ere 2 4 4 4 e e eh ee e oh o on ee ng 2 A 
AN365-1032 fo NUD saco a OTT 2 A 
redler pie | . WIRING DIAGRAM, Electrical LH intermediate. na S ayy ο S eg 1 
-20 AN3106B28-118 š CONNECTOR, foockptt pressure disconect) Shera MAU 23: va vx 1 
-21 AN3100C24-28P . . CONNECTOR, (cockpit pee disconnect] a v . . + + + + o 1 
AN3057-16A . . ADAPTER .... š Sr. Ta 2 
-22 AN3106B20-27SX . . CONNECTOR, (windepteza anti- ice control "box amplifier} y 5. 1 
-23 AN3106B20-27S . . CONNECTOR, (cockpit temperature control box amplifier) . . 1 
AN3057-12A wozu ADAPTER. n s Z ves Wo ας YY τν S νε uy vires Mere a. δὲ uu Sua oe 2 
-24 AN3106B18-1S . . CONNECTOR, (stabilizer MB-3 follow up)... ο τς 1 
AN3057-10A wh Ὁ ADAPTER. Lo ο $209 w 18529 7€ ο ο | ο 1 
-95 AN3106B22-14S . . CONNECTOR, (auto pilot gyro amplifier) . . . +. + + + « + + 1 
-26 AN3106B20-29P . . CONNECTOR, (auto pilot gyro amplifier "EET δν ος YW 1 
-27 AN3106B22-14P . . CONNECTOR, (auto pilot gyro αρ οι š 1 
AN3057-12A . . ADAPTER. 5 — Dr 3 
-28 AN3108B21-288S . . . CONNECTOR, (airspeed compensator). d ATIS qa Gr ου. 1 
AN3057-16A . . ADAPTER . a RE 1 
-29 AN3106B11S2S . . CONNECTOR, (alighting gear door selector r valve). ο.” 1 
AN3057-6A . . ADAPTER . sv w 1 
-30 AN3100A10SL3P . . CONNECTOR, (fuel level float switch) . 1 
ΑΝ3ΟΡΤ- ΙΑ . . ADAPTER . 1 
-31 AN3106B10SL3S . . CONNECTOR, (speed brake solenoid valve). 1 
AN3057-4A e. ADAPTER « ο 2. « « « 8 0.0. ο ὁ on ο ο ὁ n9 1 
-32 AN3106B1681P . . CONNECTOR, (main fuel valve) ΚΑ τῶν. μα μα 1 
AN3054-8 š s ΝΠ... «Ὁ woo x 00 o9 Φα ἡ cm a A 1 
-33 AN3106B11S2S . . CONNECTOR, (fuel flow transmitter) . o 1 
AN3057-6A . . ADAPTER .. ου ο 1 
-34 AN3106B14S5S . . CONNECTOR, [surface anti-ice valve). "I E 1 
-35 AN3106B14S2S . . CONNECTOR, (oil pressure transmitter). ο ο κῶν E 1 
AN3057-6A . . ADAPTER. "EE 2 
-36 AN3106B18-8S . . CONNECTOR, (canopy actuator) ο ο npa 1 
AN3057-10A . . ADAPTER . . . + . 4 k . 2... +... que... eo. n n n n 1 
-37 AN3108B22-14S . . CONNECTOR, (thrust selector control) . . . . . +. + + + 1 
AN3057-12A a ADAPTER .. o da 1 
-38 165-54096-3 ` COVER ASSEMBLY, Electrical aft "wing disconnect 6:44.87 m, τὸ 1 


*1 These parts, used together, supersede 190-54106 together with 192-54225 for 
future procurement and may be used intrch. 


USEABLE ON CODE: A 54-1276 and subs 
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Section ΙΙ _ 


Group Assembly Parts List T. ο. 1F-86K-4 
FUSELAGE ELECTRICAL (Cont) 








F-86K-4-54-28 


FIGURE 236 - ELECTRICAL FUEL SHUT-OFF VALVE TEST SWITCH ASSEMBLY 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER l 2 3 4 5 é 7 NOMENCLATURE PER AS5Y. CODE 
236 165-54383 SWITCH ASSY, Electric fuel level shut-off valve test .... . Ref 

(see figure 235 for next assembly 
-1 AN365-632 «NUT 2 ss Cee ae sU ane ee ae ee ὃν w 1 
-2 2w18-6L - WASHER, Flat (North `American) +. SQ a 1 
-3 165-54386 . FRAME, Elec fuel level shut-off valve "test Switch — a E 1 
-4 2w18-6L š WASHER, Flat (North American) .. 7. ον 1 
-5 165-54384 . ARM, Electric fuel level shut-off valve test switch "t 1 
-6 NAS43DD1-5 . SPACER, Screw and bolt . . . . Ro esu va Une" qut ο ims Say owe 1 
-T 2W18-6L +. WASHER, Flat (North American). . z ue 1 
-8 165-54389 . SPRING, Level control shut-off valve test switch ERE 1 
-9 NAS43DD1-49 ἃ SPACER, Screw and bolt . . . . e. o . 1 
-10 165-54383-3 . ACTUATOR ASSY, Elec fuel level shut-off valve test primary) 1 
-11 165-54383-5 + ACTUATOR ASSY, Elec fuel level shut-off valve test secondary) 1 
-12 2W18-6L - WASHER, Flat (North American) . . . ............ 1 
-13 AN515-6R20 Se SCREW 21 473. 0 ο ο) S laut um d Ten e ο» and ον. 1 
-14 AN365-632 ο O ΙΝ O E ele E LS 4 
-15 2W18-6L - WASHER, Flat (North American). ο ο μα tes S με καὶ 4 
-16 AN507-632R20 . SCREW .. P E we ae 4 
-17 . ACTUATOR, (Micro sj = s: Q ME URN: 2 
-18 1HS6 SWITCH, (Micro Switch) . "MP ME er SSS 2 














FUSELAGE ELECTRICAL (Cont) _ 
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Section. ΙΙ: _ 
T. 0, 1F-B6K-h Group Assembly Parts List 


F-86K-4-54-29A 


9 : | 
FIGURE 237 - TOP DECK INTERMEDIATE FUSELAGE ELECTRICAL EQUIPMENT INSTALLATION 


FIGURE & PART 
INDEX NUMBER NUMBER 
237 207 -54133 
-1 165-54211 
165-54313 


-2 AN3436-4-3 
398-3 
- 17343-16-525 


-4 SL1029 
-5 192-54220 
-5A 192-54219 
-6 AN961-10 
-7 AN365-1032 
-8 AN935-10 
-9 AN520-10R8 
-10 AN520-10R8 
AN781-1 


165-54450-10 
-11 165-54452 
-12 C6766-3-70 
-13 173-54122 
-14 AN3370-2 
-15 165-54451 
-16 R518-3 


-17 AN3436-2-2 


-18 AN3177-9 
-19 AN3131-303 
-20 AN3099-7 
-21 AN3133-311 


*1 


κι 


1 2 3 a4 5 6 7 NOMENCLATURE 


ELECTRICAL EQUIPMENT INSTALLATION, Top deck intermediate . 
fuselage (see figure 110 for next assembly) 

FAIRLEAD, Electrical high temperature . . .. 
GASKET, Electrical high temperature fairlea 
TERMINAL BLOCK ASSEMBLY . . . . . . + + + + + + +. ee 
COVER, Electrical terminal block (Henry Engineering) 
DETECTOR, Aircraft overheat type E2 (Fenwal) . . .. 
LOCKNUT, Overheat detector insulator (Shur-Lok) . . . . 
INSULATOR, Elec overheat detector terminal protecting . 
WASHER, Elec overheat detector terminal protecting 
WASHER | Ç x» € ὁ, 09 a oh. Ss c rot a. la e S 
NUT v xe ç 20 5 à 
WASHER . . . .. 
SCREW Ὁ. E TIE 
SCREW 4 A AU. TRU ἑα 
NIPPLE 


BRACKET ASSY, Hyd ckt bkr and elec bat. power relay complete. 


COVER, Electric emergency hydraulic circuit breaker 
CIRCUIT BREAKER, Manual reset (Spencer Thermostat) . 
BUS BAR, Elec battery power relay . . . . ..... 
RELAY, 200 amp spst . . . . . . . +... ew ew . a + 

. BRACKET ASSY, Hyd ckt bkr and elec bat. power relay 

ACTUATOR, wd (Airborne Accessories) (intrch wth Hoover 

1030-2 

TERMINAL BLOCK ASSY . . . . « + + + + + + + + + + * ong 

COVER, Electrical terminal block (Henry Engineering) 

LIGHT ASSY, Top and bottom fuselage two lamps .... 

GAMP: ωχ, SA Xr XL E, A EIC ES 

COVER, Top and bottom fuseiage lights 

LAMP .... wd cap xa eM pee w Ger U M w 


*1 These parts, used together, supersede 190-54106 together with 192-54225 for 
future procurement and may be used intrch. 


USEABLE ON CODE: A 53-8213 thru 53-8322 


Changed 20 February 1959 





UNITS 
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NP 
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USEABLE ON 
CODE 
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Group Assembly Parts List T. O. 1F-86K-4 


FUSELAGE ELECTRICAL (Cont) 





F-86K-4-54-30B 


FIGURE 238 - AFT FUSELAGE AND EMPENNAGE ELECTRICAL EQUIPMENT 
410 Changed 20 February 1959 








Section. ΙΙ 


T. 0, 1F-86K-4 Group Assembly Parts List 


FUSELAGE ELECTRICAL (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
238 207 -54231 ELECTRICAL EQUIPMENT INSTALLATION, Aft fuselage and empennage . NP 


(see figure 119 for next assembly and figure 239 for 
additional breakdown) 


zl SL1029 *1 . LOCKNUT, Overheat detector insulator (Shur-Lok) . . gem ates 13 
-2 192-54220 RY 5 INSULATOR, Elec overheat detector terminal protecting ο ο) ter a 13 
-2A 192-54219 *1 . WASHER, Elec overheat detector terminal protecting ..... 13 
-3 AN961-10 s! WASHER οσο να ay ME tel Gee teh Sloe cer cay ar ο Μο . 26 
-à AN935-10 it + WASHER- vog oum nitus y ua dnm ο so NI Te ee "Oui" Fo Lo ἐν WS va es 13 
-5 AN363-1032 . NUP 4 $4 4 S. -ᾱ seri. ο Tel ier. 7e PR λος 39 
-6 AN520-10R10 + SCREW . x . . ` + αν NP A 39 
-T 17343-16-725 + DETECTOR, Aircraft overheat type E2 (Fénwal). BS M p 13 
-8 190-54251 . CAGE, Aircraft overheat dector protective . . . . . . e . + x 10 
-9 165-54543 . HANDLE ASSY, Battery tray actuating . . . .. doi x im uds iu ο 1 
-10 7224 . . SOCKET, (Plomb Tool). s3 1 
-11 AN3436-2-12 . TERMINAL BLOCK ASSY, (empennage and disconnect stabilizer . š 2 
pitch correction) 
397-12 . COVER, Electrical terminal block (Henry Engineering). . i, fe 2 
-12 AN3436-2-9 . TERMINAL BLOCK ASSEMBLY ... δος. wer ον 1 
397-9 . COVER, Electrical terminal block ` (Henry Engineering). Sen ae Ce 1 
-13 AN3436-2-6 . TERMINAL BLOCK ASSEMBLY . . "HE 1 
397-6 l COVER, Electrical terminal block (Henry Engineering). za 1 
-14 AN3436-2-2 . TERMINAL BLOCK ASSEMBLY . . . . s. up das: Je 1 
397-2 La COVER, Electrical terminal block ` (Henry Engineering). eh» rus nh 
-15 AN3436-2-1 . TERMINAL BLOCK ASSEMBLY . +. «. ee $71. ἐών cL LORS a Ψ' “ὁ 1 
397-1 . COVER, Electrical terminal block ` (Henry Engineering). . . . . 1 
207-54009 . WIRING DIAGRAM, Electrical aft fuselage ele 28 1 
-16 97-3106K18-3P + . PLUG, Electrical connector straight (American Phenolic). š: 1 
(engine mounted fire detector) 
AN3057-12A Tes , (RDA PIER aoe: p s κ. LAE NE. S9) e Soc. Ad ο ο ο SC ας 1 
-17 AN3106B28-12P . . CONNECTOR, τ fuselage a, ον E TE va 1 
-18 AN3106B28-11P + . CONNECTOR, (aft fuselage disconnect) . . . es + + + + + x 1 
AN3057-16A 5o -e -ADAPTERS rs RO IS RA A a e αἱ ῳ A 2 
-19 AN3106B10SL4S + . CONNECTOR, (drip and drain valves) . . . . . . + + < + + x 2 
AN3057-4A ο A OR RE s 2 
220 AN3106B11S5S . . CONNECTOR, (stabilizer trim differential follow-up). . . . 1 
AN3057-6A $. wo ADAPTER, si wle XX See Lal mS SE QR ως OM DR G αι € OC UR ὃς A l 
-21 AN3106B1/!85S + . CONNECTOR, (stabilizer follow-up). . . . , + + + + + + ον 1 
AN3057-6A s: ο ADAPTERS (220.574.7245 9 ο I «4 Ὁ SEQ wu mI οἱ ὃς e τς e. ιο! ο ο S 1 
-22 AN3106B10SL3S + . CONNECTOR, iunc κ... να ler, “elles απο αν. 1 
AN3106B10SLÀS + = CONNECTOR, (stabilizer servo). s . . w < w s e se we ae 1 
AN3057-HA we. ADAPTERS qoe a eee -ᾱ Mone c c x ὦ I De Gg a A ASA YW 2 
-23 AN3106B10SL3S +. . CONNECTOR, ee ο. ο ο ο ον ο ο 1 
AN3106B10SL4S + . CONNECTOR, (rudder servo ον carter ον clare RLW wel τῷ lee ο δν νῷν WU. 1 
AN3057-HA a je ADAPTER ae ο Gin ee Ge Ge a E a - 2 
~24 AN3108B1/358 + . CONNECTOR, (rudder follow-up). e . . s + + + + + + + * ee 1 
AN3057-6A a ADAPTER O 42 as IAE A 1: 
-25 AN3106B11S2S . . CONNECTOR, (rudder trim detector). ο we EG: Sg tS ee πένες 1 
AN3057-6A «> ADAPTEH- κα 4 2 x» xx κ o3 -ᾱ lek el ipe ῥά, ὦ ἃ, 187. al ale fait Tal ὁ 1 
-26 AN3100A1681S . . CONNECTOR, (horizontal stabilizer "bungee actuator) . . . . 1 
AN3057-8A P ADAPTER ος a e ορ cay a ua a ia Ne owe 1 
-27 ` AN341-10 ` NT... O A 13 
-28 187-54260 . FAIRLEAD, Elec fire detector wire . ο»; 8 
187-54260-11 . FAIRLEAD, Elec fire detector wire "ντ ο. 1⁄2 
-29. 295918 . RETAINER, (Monadnock) . . . . νο ον le" Ve CT ο.” 6 


*1 For future procurement, these parts, used together, supersede and are intrch 
with 190-54106 and 192-54225 (used together on airplanes 53-8273 thru : 
53-8322) and 187-54950 and Canady & Hudson Part No. CH3043, (used together ori 
airplanes 54-1231 and subs.) 


ee = ---ᾱ-----.. ----; 
Changed 16 October 1959 ` 411 
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Group Assembly Parts List T. O. 1P-86K-4 š 


FUSELAGE ELECTRICAL (Cont) 





F-86K-4-54-31B 


FIGURE 239 - AFT FUSELAGE AND EMPENNAGE ELECTRICAL EQUIPMENT (Cont) 


412 Changed 15 April 1960 











Section. ΤΙ _ 


T. O. 1F-86K-4 


FUSELAGE ELECTRICAL (Cont) 


Group Assembly Parts List 





FIGURE & 


INDEX NUMBER 


239 


-44 


-47 
-48 


PART 
NUMBER 


207-54231 


AN515-4R28 
2w18-4 
170-54041 
173-54085-3 
AN3158-4 
173-54085-5 
AN3158-5 
170-54042 
190-54058 
AN507-832R14 
173-54037 
6T1-38 
6T1-14 
1165-54447 
6T1-6 
AN737TW26 


2W18-10 

865 

HP600-7-3 *1 
NAS43DD3-32 *1 


165-54547 
165-54541-1 
165-54541-2 
AN3156-3 
AN3151-2 


201-54019 
AN515-4R10 
2W18-4L : 
173-54085-3 
AN3158-4 
173-54085-5 
AN3158-5 
AN363-832 
2W1-11-12-020 
AN509-8R14 
2W1-12-16-032 
AN515-8R14 
201-54020 
22Fsh4o 
2W1-8-8-020 
AN507-4R5 
125065 
K738-2 
201-54021 
AN515-4R5 
125101 
K738-2 
295202-8A 


1 


2 3 4 5 6 7 NOMENCLATURE 


ELECTRICAL SYSTEM EQUIPMENT INSTALLATION, Aft fuselage and . 


empennage (see fig. 119 for next assy and figure 238 
for additional breakdown) 

SCREW... PU ae ake AAA 

WASHER, Flat ' (North American) . . t 

WASHER, Electric tall position light shock mount 

LIGHT ASSY, Electrical tail . . š 

. LIGHT ASSY, Tail position (white). "EX apre de 

LIGHT ASSY, Tail position light shock mount o ET 

. LIGHT ASSY, Tail position (yellow) . . ` 

GASKET, Electrical tail position light shock mount " 

SPACER, Electrical tail mounting. . . . ‘ Paar 

SCREW... Sim W“ Salt Q o. ὃν Ow οφ τις 

FAIRING, Electrical battery vent Sow ο AS ο is S 

TUBE, Battery vent (North n I ç 

TUBE, Battery vent (North American) . x 

FITTING, Electrical battery vent inlet . . . - . .. 

TUBE, Battery vent (North American) . . . . . . . + < 

CLAMP E e ο 

ELBOW, Battery. vent 

TUBE, Battery vent 

TUBE, Battery vent 

TUBE, Battery vent 

TUBE, Battery vent 

CLAMP AN 

BOLT ASSY, Battery. vent outlet sump hold-down (North American) 

WASHER, Flat (North American) . . 

COVER ASSY, Battery vent outlet sump ` (North American) . 

COVER ASSY, τοσα (Olympic Plastics). £ x 

SPACER ... 

SEAL, Battery vent “outlet sump ` (North American]. 

SPONGE, Battery vent tray (North American) . 

BOTTLE, Battery type 63-400 (Glass Containers) (intrch wth. 
OP262, Olympic Plastics or equal size pint fruit jar 
Obtained thru local purchase] 

ROD, Battery hold down . . κ ὃν δω, S s ο ο s ἑν ο ας 

TRAY ASSY, AN3151-2 battery LH Eee: figure 240 for nm 

TRAY ASSY, INS 2 battery RH (see FABER 240 for breakdown 

CLAMP . . . E 

BATTERY, Storage shielded 24 volt ΕΝ ampere- -hour sum wie ἃ 
(Spec Mi1-B6147) (intrch wth AN3151A) 

LIGHT ASSY, Elec shock mounted tail ————— ου e ὦ 
SCREW .. $ των Ge: Ld a ug up ρον 
WASHER, Flat (North American) ies uy ADT s Fel ds 

. LIGHT ASSY, Elec tail position light Shock mount RH. 0s 

esc. ¿LIGHT ASSY, Tail position (White) . . . "ES 

. LIGHT ASSY, Elec tail position light shock mount LH. . 

š LIGHT ASSY, Tail position (yellow) Ὅλο Sitar κος ἃ τῳ 
NUT. ar S nd! Slates ta) το 
WASHER, "Plain ` (North American) . ο at are 
SCREW . . mw WA SU νῷ “Ὁ us 
WASHER, Plain ` (North American) . z: s μα. 

SCREW .. sitit v Yo 3 
BRACKET ASSY, “Elec tall “light. isolator co... we 
NUT, (Standard Pressed Steel) 5 
WASHER, Plain (North American) . . . . 
SCREW . S 
ISOLATOR, '(Ucinite) (whn exh use Robinson `K738- 2) $us 
MOUNT, (Robinson Aviation) (use Ucinite 125065 untl exh 

è BRACKET ASSY, Elec tail light shock mount . . . ... 

+ SCREW .. .. 

. ISOLATOR, (Ucinite) "(unn exh use Robinson `K738-2) as 

. MOUNT, (Robinson μι. (use Ucinite 125101 untl exh 

. GROMMET, (Monadnock Mills) . . . . « + + + +s s n 


quick 
North 
North 
North 
North 


disconnect (Henry, Paul). š 
American) . š á 
American 
American 
American 


) 
) 


*1 HP600-7-3 cover assy (Olympic Plastics) together wth NAS43DD3-32 
spacers is intrch wth 8C5 cover assy (North American) 


USEABLE ON CODE: 


A 53-8273 thru 53-8322 


54-1231 thru 54-1250 


B 54-1251 and subs 


UNITS 


PER ASSY. 


NP 


TO fO TO 4E fO TO. ΑΙ. r = =+ 


HH 
HNN OHH RP 4E TO FO I FO I. EH CO LO I ES BEE ERE TO dE EH ES = 


USEABLE ON 
CODE 


> > > > > >> > > > 


00 tj bd tj Y td CU tg Y J Gd Dd CJ tD tz Y td tu tg tu tg tg 


Changed 15 April 1960 
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T. O. 1F-86K-4 


FUSELAGE ELECTRICAL (Cont) 





FIGURE 240 - BATTERY TRAY ASSEMBLY 
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T. O. 1F-86K-4 


FUSELAGE ELECTRICAL (Cont) 


Section__11_ 


Group Assembly Parts List 


ον A A AAA AAA A A A AA A A DR EE EE ποπ 


|: 


FIGURE & 
INDEX NUMBER 


240 


PART 
NUMBER 


165-54541-1 
165-54541-2 
NAS221-12 
NAS221-10 
AN960C10L 
165-54538-11 


165-54538-12 


AN310-4 
2W1G17-16-63 
AN4-24 
165-54538-3 
165-54538-4 
AN364 -832 
AN515-8R7 
4B21S4-120 
165-54542-21 
165-54545-1 
165-54545-3 
165-54545-1 
165-54542-21 
165-54546 
165-54538-9 
165-54540 
AN310-3 
2W1G13-14-63 
2W1G21-18-63 
AN3-51 
4B2153-420 
157-71038 
165-54536 
2W1G25-20-10 
165-54539-1 
165-54539-2 
4B18-8-104 
2W1G17-16-32 
165-54541-51 
165-54541-52 
464-0101L 
464-0101R 
464-0101R 
464-0101L 


1 


2 


SCREW, Brazier head 
SCREW, 
WASHER .. 

MECHANISM ASSEMBLY, 


MECHANISM ASSEMBLY, 


TRAY ASSY, AN3151-2 battery LH . . . +. + 
TRAY ASSY, AN3151-2 battery RH . . + . 


. 
. 
. 


3 4 5 6 7 NOMENCLATURE 


Brazier head 


untl exh) 

untl exh) 
NUT: Wo. ck cm mi ---ᾱ- -ᾱ 
WASHER, Plain (North American) . reg ue ŠZ. ne 
BOLT . . .. . 
COVER, Battery tray “hoist “mechanism “assembly 
COVER, Battery tray hoist mechanism assembly 
NUT ¿+ er A Wu es BN el 9 9 4 
SCREW . .. Set ae 
BUSHING, Spacer ` (North American) . Ps 
CABLE ASSY, Battery tray hoist adjusting I 
CABLE ASSY, Battery tray holst adjusting 
CABLE ASSY, Battery tray hoist adjusting . 
CABLE ASSY, Battery tray hoist adjusting | 
CABLE ASSY, Battery tray hoist adjusting 
DRUM, Battery tray hoist . . +. . £ 

b 


GEAR, "Battery tray hoist actuating 
NUT. Q ia ο ο. 
WASHER, Plain (oris duce sean) ; 
WASHER, Plain (North American 

BOT... 
BUSHING, Spacer "(North American) 
SHAFT, Hoisting .. 
WORM GEAR, Battery tray “hoist “actuating 
WASHER, Plain (North American) . . E 
HOUSING ASSEMBLY, Battery tray hoist LH 
HOUSING ASSEMBLY, Battery tray hoist RH 
. BUSHING, Shoulder (North American). 
WASHER, Plain (North American) . . . 


. 
«. 
. . > 

. . . 

. . 


. 
. o 
. 


LH tray 
RH tray 
LH tray 
RH tray 


QUICK RELEASE ASSY, 
QUICK RELEASE ASSY, 
QUICK RELEASE ASSY, 
QUICK RELEASE ASSY, 


Micro Metal 
Micro metal 
Micro Metal 
Micro Metal 





n 
n 
n 
n 
y 


... o9 9 . 9 . o... o... +... 


a Ó ee oo... o ο 9 9 ç 9 ç i$ c9 9 » 


+. . 9 9 c9 9 9$ s. 9 ç 9 9 9 s 9 e 9 4 s s 9 9 e s 9 9 9$ o + ° 9 ο 


“TRAY ASSY, AN3151-2 battery LH TE fig. 239 for next assembly 
TRAY ASSY, AN3151-2 battery RH (see fig. 239 for next assembly 
Phillips recess alloy steel 10-32 . 


Phillips recess imd steel 10-32... 


Battery tray hoist LH (use 165-54538-1: 


Battery tray hoist RH (use 165-54538-2. 


+ e s 9 9 9 9 o *? + 9 b sa s 9 s o 9 o < ç o ° ο + ο 9 


Óe € q s 9 à s 9? ὁ s 9 s 6 4 9 9 Q ç s s s 0 9 9 q 9 ç c9 + 9 £3; $ i1 ° 


UNITS 


PER ASSY. 


Ref 
Ref 


H = 1 


TO [O fO TO E ΓΕ I2 PREP A IE. E. E FO I. OO EP Pp 


USEABLE ON 
CODE 


415 
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F-86K-4-71-3B 


FIGURE 241 - AN/ARC34 RADIO EQUIPMENT 


Changed 2 December 1960 
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T. O. 1F-86K-4 
FUSELAGE RADIO 


Section. ΙΙ _ 


Group Assembly Parts List 


p —— ΠΠ  —— nr Ü 


FIGURE & 
INDEX NUMBER 


241 


-2 
-3 


-4 
-5 
-6 
-T 


-8 

-9 

-10 
-11 
-12 
-13 
-14 
-15 
-16 


-17 
-18 
-19 


-21 


-22 
-23 
-2} 
-25 
-26 
-27 
-28 
-29 
-30 
-31 
-32 


-33 
-34 
-35 
-36 
-37 
-38 


-39 
-40 


-41 


PART 
NUMBER 


207-71031 
213-71031 
213-71131 


C1057/ARC34 *1 
C1057B/ARC34 *2*4 


RT263/ARC34 
MT1099/U 
213-71026 
RT463/ARC34 κα 


PP1990/ARC3I καὶ 
AN507-1032R10 *4 
AN365-1032 κ 
UG27B/U 

165-71060 


U61/U 
165-71060-3 


14s2P 
2W1P28-18-31 
165-71070 
165-71059 
2W1R18-15-250 
2W1ALP21-14-32 
165-71069 
123-71063 
165-53102 
AN565C2H3 
AN6227-11 
AN6227-13 
213-7100h-11 


UG21D/U 
UG23D/U 
213-71004-12 


71213-9 
213-71004-3 


UG21D/U 
213-71004 -4 


213-71004-5 


UG21D/U 
201-71009 
UG5T7h/U 
213-71004-6 


71213-A193 
UG30C/U 
207-71002 


213-71002 


14s28 
2W1P24-18-63 
165-71070-3 
165-71059 
2W1R14-15-250 
2W1ALP16-14-32 
165-71069 
AN3108E24-78 
AN3100E21 -7P 


O6FN22-14S 

SK179B6-18 *2 
SK179BP6-18 *2 
AN936A6B *2 
1D573/ARC *2 
AN507-8R6 *2 
AN515-8R8 *2*3 
AN515-8R8 *2 
2w18-8 *2*3 
2W18-8 *2 
201-71358-11  *2 
242-710002 *2 


67-O6E20-37S *2 
MS25183-20-298 *2 
242-710026-31 *4 
Ms25183-22-14s *4 


Changed 2 December 1960 


1 2 


3 4 5 6 Ze NOMENCLATURE ` 


AN/ARC34 RADIO EQUIPMENT 
RADIO EQUIPMENT INSTL, Fuselage (see fig. 78 for next assy. 


and figs. 242, 242A and 244 for additional breakdown) 


. RADIO EQUIPMENT INSTL, Fuselage (see fig. 78 for next assy. 


and figs. 242 and 244 for additional breakdown) 


. RADIO EQUIPMENT INSTL, Fuselage (see fig. T8 for next assy. 


. . 
> . 
. . 
. . 
. . 
. . 
. . 
. . 
. . 
. . 
. . 
- . 
. . 


and figs. 242, 243 and 244 for additional breakdown) 
PANEL ASSY, Control AN/ARC34 ives MIL-R7646) (GFAE) . 
PANEL ASSY, Control AN/ARC34 (Spec MIL-R7646B) . . . 
( AERNO 81-2333) (ΩΒΑΕ) 
RECEIVER TRANSMITTER ASSY, (Spec MCREE 562) AS) 
MOUNT ASSEMBLY, (Spec MCREE 562) (Barry ) (OFAB), s 
TRAY ASSEMBLY, ARC34 radio mounting. . ICE 
RECEIVER TRANSMITTER ASSY, (Spec MIL- R7ÓAÉ). EE 
(AERNO 81-8218) (GFAE 
POWER SUPPLY, (Spec MIL-P26545) (AERNO 81-7063) (GFAE) . 
SOREW2 ^u al cw lec OE se Saya Pel sa ο selle αν a Š 


oe ο 


NUP. e Ss κα Ὁ ο ο wo X δα. ὃς FO ss, e š ο 

ADAPTER, ARC3 (Industrial Products) . . . . . + + + 

CORD ASSY, Radio microphone and headset ..... 

. JACK, (moldea Insulation) . . ὃ š 

. CORD, Radio microphone & headset (U. S. "Rubber WES /U s 

31 inches 

. INSERT, (Cannon * "PU 

. WASHER, Plain (North American)" MEE * Zé 
BUSHING ASSY, Radio cable plastic protector sue 
. BUSHING, Radio cable plastic protector . c; 

WASHER, Plain n American) 

- . WASHER, Plain (North American 

x a. CAP, Radio cable plastic protector bushing < 

STRAP ASSY, Microphone and headset cord . . 

FITTING ASSY, Pilot's personal leads nek disc. lower 


SCREW. . . + + + + + ee ee + ° t n on ET 
PACKING . . . + + +s +s + s s s ο s + eom + tm tm ο. 
PACKING . . . πο 


CABLE ASSY, AN/ARGC3À radio transmitter to co-axlal ° 
disconnect (whn exh use Univox 71213A9) 
. PLUG, ARC34 μη reste BTN Se isse “ον LAE 
. PLUG, ARC34 (Industrial Products) . . . ᾷ 
. CABLE, An radio transmitter to co- axial disc i 
(RG87A/U 8 1/2 inches) 
CABLE ASSY, (Univox) (use 213-71004-11 untl exh) . zs 
CABLE ASSY, AN/ARC34 radio co-axial disconnect to . . 
co-axial disconnect (whn exh use Univox 112134197) 
. PLUG, ARC34 (Industrial Products) . . . 
. CABLE, AN/ARC34 radio co-axial disconnect to co-axial 
disconnect (RG87A/U 197 inches) 
CABLE ASSEMBLY, AN /ARC34 radio co-axial disconnect to 
co-axial disconnect (whn exh use Univox 71213A193) 
. PLUG, ARC34 (Industrial Products) . . 
CONNECTOR ASSY, AN/ARC27 radio cable quick. disconnect 
. CONNECTOR, (Industrial Products) . x 
CABLE, AN/ARC34 radio co-axial disconnect (RG87A/U 2 


193 inches 
CABLE ASSY, (Univox) (use 213-71004-5 untl SE š 
ADAPTER, ( Amphenol Electronics). . . + + , 


WIRING DIAGRAM, Radio equipment (see TUNE 212, 219, 
243 and 244} for additional breakdown) 

WIRING DIAGRAM, Radio equipment (see figures 242, 243, 
and 244 for additional breakdown) 

. INSERT, (Cannon) . ç M ANY We Denke, rear Oe 

| WASHER, Plain (North American) . . ο an ad ἆ 

. BUSHING ASSY, Radio cable plastic protector -— 

+ + BUSHING, Radio cable plastic protector . . . . . . 

- . WASHER, Plain pit σα 

. . WASHER, Plain (North American aie τ 

š CAP, Radio cable plastic protector . . ΠΟ 

2 CONNECTOR, (eases anes receiver transmitter “aise Ç 

. CONNECTOR, (RT263/ARC34 receiver transmitter disc 

PLUG, (c1057/ARC34 control) . 


f. 
WIRING DIAGRAM, UHF quick manual tuner, mo radio (mo 
. PLUG, (1573/50) (American Phenolic) . S 
. PLUG, (C1057B/ARC3À). . . We ἐς 
WIRING DIAGRAM, Vers ME radio command sys (moa) E 
. PLUG, (C1057B/ARC31). . a a a do s oL UK o 


SCREW, Qu ΟΡΟΥ) x w soa fee, fen ὁ ο ο ὁ 
SCREW, (American Screw), . . . + + + + +< + + + + ο eee 
WASHER Sale, € ai 18 17 αν, ὁ κ T ax ὦ σος. 42 9: 112 Te 19 ος ET 6 
INDICATOR, Frequency channel (AERNO 81-3380) (GFAE). . . 
SCREW. . . a». < à» e e » ὁ e e e e e a 0 a e ο 6 e ° ο € 
SCREW. « . ο . à» ὁ ὁ ὁ « ὁ » ὁ ὁ ὁ e ο ὁ PNE 
SCREM. < . ο ὁ ὁ ὁ «e ο e * * * à» ο 9 ὁ 4  ὁ ο «€ * ο * € 
WASHER, ea America lea hed es ee ES ae s 
WASHER, (North American)... ° "Dae 
BRACKET, Indicator, remote channel 1D573/ÀRC, assy ο š 

4) 


(Nomenclature continued on next page) 


. ο 4 νο || |] n 3 


τῷ es 


PEER HB BND HH EH HEBBB4dpBHBHHHBHIH BBE HOOP rmÓmBHH Hi 


Per 


= 


B= = RP F Q DQ I p mp =Ç = PRP ED E ES p eee 


y 


bum b 


wee 


Qa ΩΩ ΩΩ ΩΩΩ A 


` ` `` 


` 


wv Ó ut tt 


dun 
` 9 ` 


aaa 


UNITS USEABLE ON 
PER ASSY. CODE 
NP A 
NP B 
NP c 
B,C 


` 
Q 
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FIGURE & 
INDEX NL.abER 


241 
-42 


-43 
-44 
-45 


-46 


-47 
-48 


—— ee ooo A A m  . .. 


Changed 2 December 1960 


3168 


— n —a—c—u—Ñrwm=r—O—K ssÑs<q1ÁAa—srNrp.>—. ο + e e .... 
PART 


USEABLE ON 
CODE 


NUMBER 


242-710026-11 
MS25183-24-78 *4 
242-710026-21 κ 


MS310A24-7P 
207 -71007 
173-71044 


213-71004-7 
UG575 
ey 
213-71004-8 


71213-77 
213-71004-8 


- 71213-77 


242-710054 


190-73042 
7170 


*1 Removed 
*2 Used on 
*3 Used on 
*4 Used on 


1 





1F-86K-4 
FUSELAGE RADIO 


T. O. 


2 3 4 5 6 7 NOMENCLATURE 


. WIRING DIAGRAM, AN/ARC34 radio command sys (mod). 
CONNECTOR, (RT463/ARC34 disconnect) . . . . . . . . . 
+ WIRING DIAGRAM, AN/ARC3! radio command sys (mod) . . . . 
+ . CONNECTOR, (RT463/ARC34 disconnect) . . . . . . . . . 
RADIO EQUIPMENT INSTALLATION, Fuselage complete . . . , . ε 
INSULATOR, Radio fuselage station 250.75 AN/ARC27. . . . 
co-axial cable 
CABLE ASSEMBLY, AN/ARC34 radio co-axial disconnect . . . 
to co-axial disconnect 
> s CONNECTOR. i es αι a a Dg ig 
s dg& PLUG ARO Ai deese i.d ie ides 
+. CABLE, AN/ARC3! radio co-axial disconnect to co-axial 
disconnect (RG87A/U 76 1/2 inches) 
CABLE ASSY, (Univox) (use 213-71004-7 unti exh). . . . . 
CABLE, AN/ARC34 radio co-axial disconnect to co-axial 
disconnect (RG87A/U 76 1/2 inches) 
CABLE ASSY, (Univox) (use 213-71004-7 untl exh). . . 


*2 BRACKET, Dual mounting missile control panel & ID573/ARC 


indicator, assy of (see fig. 209A) 


*2 SUPPORT ASSY, Drag chute control handle (see fig. 108)... 
PANEL ASSY, Missile control (Univox) (see fig. 209A) . . . . 


from airplanes modified per T.O. 1F-86K-550. 


airplanes 
airplanes 
airplanes 


USEABLE ON CODE: A 
B 


C 


modified per T.O. 1F-86K-550. 
modified per T.O. 1F-86K-546. 
modified per T.O. 1F-86K-547. 


53-8273 thru 53-8322 
54-1231 thru 54-1325 
54-1326 and subs 





UNITS 
PER ASSY. 














Section. ΙΙ Ἢ 


qd dee Group Assembly Parts List 


FUSELAGE RADIO 
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Section. II Ἢ 
Group Assembly Parts List 


T. O. 1F-86K-4 
FUSELAGE RADIO (Cont) 








ROTATED 90° 





F-86K-4-71-4D CNET 8 


FIGURE 212 - AN/ARN6 AND AN/ARN18 RADIO EQUIPMENT 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER . 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
242 AN/ARNG AND AN/ARN18 RADIO EQUIPMENT 
213-71031 . RADIO EQUIP, INSTL, Fuselage (see fig. 78 for next assy... NP A 
and figs. 241 and 244 for additional breakdown) 
2135-71131 . RADIO EQUIP. INSTL, Fuselage (see fig. 78 for next assy... NP B 
and figs. 241, 243 and 244 for additional breakdown) 
207-71031 . RADIO EQUIP. INSTL, Fuselage (see fig. 78 for next assy . . . NP σ 
and figs. 241, 2H2A and 244 for additional breakdown) 
-1 ED201 - + PANEL ASSY, ARN6 radio compass control (North American . T D 
Phillips) 
470190 - . PANEL ASSY, ARN6 radio compass control d Pen) . 1 E 
ED203 + . PANEL ASSY, ARN6 radio compass control (North American . 1 B 


Phillips) (intreh wth Stratford Pen 470190) 
9100P + + ADAPTER, Remote control 90 angle (Stewart, F.W.) 
-2 AS313B/ARNG - . ANTENNA ASSY, Loop (GFAE) . . . .. . , . . i 
165-71066 - . GASKET, AN/ARN6 radio compass loop . 
-5 5118-66 + + CORD ASSY, Loop connecting (Univox) ο... 
190-71019 - . WIRE ASSY, AN/ARN6 radio compass sense antenna . 
-4 UG575/R : . . CONNECTOR . . . . . . . . os E cp. o τὰ 
-5 5C10 + + . CLAMP, (North American) . . 
-6 AN365-440 z^ hu NUT os A μα sue eg Is 
Sk AN515-4R5 . + + SCREW... . . D 
-8 35209 + - + CONNECTOR, Butt (Aircraft-Marine) . . |1217 
-9 5110-68C1i2 . + + CABLE ASSEMBLY, AN/ARN6 sense antenna (Univox) . 
-10 M359A - . ADAPTER, (Industrial Products) . . 


| 
-11  9io0P » _- ADAPTER, Remote control 90? angle (Stewart, F.W.) ᾿ 1 | | 1 - 
——  — LLL; ADAPTER, Remote control 90° angle (Stewart, Fu) . : 1. . 





Pee EOE EE BRE 
m > > >> >> > > > 
Wit t τ tu w UJ 


Changed 26 May 1961 





T. O. 1F-86K-4 


FUSELAGE RADIO (Cont) 


Section. Τι _ 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
242 -12 R101A/ARNÓ COMPASS RECEIVER, (GFAE) (intrch wth R101B/ARNG) . 1 

-13 MT274B/ARN6 MOUNT ASSY, (intren wth MT274A/ARNG6 or MT27AC/ARNS ) (PAE). 1 
-14 R322/ARN18 *2 RECEIVER TRANSMITTER, AN/ARN18 (GPAE) . . S 1 
-15 MT691/ARN18 *2 MOUNTING ASSY, AN/ARN18 (GFAE) . A 1 
-16 205-71005-3 CABLE ASSY, AN/ARN18 radio co- axial σπα exh use Univox » 1 
71205-81) 
UG21D/U PLUG, (American Phenolic) . . . 5 2 
205-71005-4 : CABLE, Radio receiver co-axial to ant. ` (Ra87A /Ú 81 σα.) 1 
71205-81 CABLE ASSY, Co-axial (Univox) (use 205- ΤΠ 3 untl exh). 1 
-17 165-71016 ANTENNA ASSEMBLY, Radio glide path... ο ο r 2 
-18 165-71086 COVER ASSEMBLY, Radio glide path antenna......... 1 
165-71086-17 COVER, Radio antenna rubber cork . . s « , + + +s + s 4 1 
-19 AN507-832R8 SCREW 2 ç s e Ui Ge γκο ο ο ΣΕ S Ge ο ο 2 
-20 AN507-1032R10 SCREW . . . ος ος See ιοί wo wo CET δ ος 11 
-21 UG58/U RECEPTACLE, Radio glide path ant. (Industrial Products) 1 
-22 AN365-440 NUT: ο ών ο Se ed ie e 5 ας A 5 
-23 AN515-4R5 SCREW. . a ο 4 
- -24 165-71081 . ELEMENT, Radio glide “path antenna radiating re Ue 1 
-25 AN365-632 + NUT ο ο 47x 3 dol SSL ον Wi τοὺ 5 Anas ΚΕΝ 6 
-26 AN515-6R5 . SCREW + . . . . e Wo dese 2 
-27 165-71082 . ELEMENT, Radio glide path antenna feeding . ule dra. τῷ ss 1 
-28 AN515-4R4 + SCREW... . A E 1 
-29 165-71083 . BLOCK, Radio glide “path antenna insulation s FED 1 
-30 AN515-6R8 + SCREW . < . . Et we. w^ wis. é IR E 1 
-31 AN515-6R10 + SCREW... uw CX. ο ο 3 
-32 165-71085 REFLECTOR ASSY, Radio glide path antenna ο ην —2 ss 1 
-33 C755/A κο PANEL, 1.1.9. control (GFAE) . . iow arcs a 1 
-34 BC733F *2 RECEIVER, Localizer (GFAE) . . . . . . p 5+ es eee eee 1 
UG1O4 /U κο ADAPTER, (Industrial Products) . . V 9725.97 Se du gis ls) "orta Pd 1 A,B 
-35 FT293A *2 MOUNT, Localizer receiver (GFAE) s; is Nd goblin 146 1 
213-71002 WIRING DIAGRAM, Radio equipment (see figure “ola; 2413 . . 1 A,B 
and 244 for additional breakdown) 
207-71002 WIRING DIAGRAM, Radio equipment (see figures 241, 242A, . 1 C 
243 and 244 for additional breakdown) 
242-710001-21 *1 WIRING. HARNESS ASSY, AN/ARN21 TACAN radio Sg Say OG! fee ee a 1 A,C 
-36 AN3107B16S1S CONNECTOR, (compass loop απο) Ne ee uy goat Ge ira 1 A,B 
AN3057-8A . ADAPTER. . . . "ES 1 A,B 
-37 U134F32/12RG . PLUG, ο ος control `pane1) tu; S. Components) . ον 1 A,B 
MRE 34HZ . HOOD, da Electronics) (intrch wth Winchester Ç 1 A,B 
M13 
-38 AN3108M11S2S . CONNECTOR, (IDO1B/ARN6 indicator) . . . . . . . . . . . 1 
AN3108M28-12S . CONNECTOR, (1D310/ARN indicator Z eo q S Yel ye Del πον 1 B 
-38A MS25183-28-128*1 . CONNECTOR, (ID310/ARN indicator $ $ a Mav Yat wu ld 1 A,C 
-39 AN3108M18-1S . CONNECTOR, (ID48/ARN indicator) . . . . . . . . . . ; 1 Α 
- AN3108M28-12S . CONNECTOR ID249/ARN indicator $^: ἀφ. dte a δν ë ; 1 Α 
-59A MS25183-28-128*1 CONNECTOR, (ID249/ARN ο. Poe τοὺ λος ον . e 1 A,C 
-ho AN5108M20-27S CONNECTOR, (BC733F receiver) ........... ` 1 
-41 AN3108B24-28S CONNECTOR, (I.L.S. control panel) . . . . . . . , . . , 1 Α 
AN3106B24-285S CONNECTOR, (I.L.S. control enl WU wr et Arteria d. -ᾱ 1 B 
AN3057-16A ADAPTER ΤΟ Se us k ek ο ο, ἐς ο αν uh δις ών 2 $ an στὸ 1 
-42 AN3100M28-12S CONNECTOR, τι. station 110.5625 press. disc ios 1 
AN3108M28-12P CONNECTOR. (fuselage station 110.5625 press. dis) "p^ 1 
-43 DPD32-3352 . RECEPTACLE, Disconnect (CED) 25 REI λε š: "Q 1 
-44 AN3108M22-14S . CONNECTOR, αν indicator E a Ame 1 B 
-44A MS25183-22-145*1 CONNECTOR, (ID250/ARN but . 9 x` τν 1 A,C 
-45 205-71006-9 CABLE ASSY, RC103D radio co-axial . . . . , , + . ο 1 A,B 
UG102/U PLUG, (American Phenolic) . . SoS a th chest athe bao a? 2 A,B 
205-71006-10 CABLE, Radio revr to coupler co-axial (RG22/Ú 60 in.) 1 A,B 
723324-3 *3 CABLE ASSY, (Univox) . esI. EAS SA 1 c 
UG104 /U *3 ADAPTER, (Industrial Produets) . I ο tq ae g 2 σ 
-46 L2778-6 COUPLER, Transmission line (Transco) . . . . . . . .. 1 
UG104/U ADAPTER, (Industrial Products) . . 1 A,B 
-47 205-71006-11 CABLE ASSY, RC103D radio co-axial (whn exh use Univox 1 A,B 
71205- A99) 
UG102/U . PLUG, (American Phenolic) . . 2 A,B 
205-71006-12 5 CABLE, Radio coupler to disc co-axial (RG87A/U 199 in. ) 1 A,B 
71205-4199 CABLE ASSY, Co-axial (Univox) (use 203 oe 11 untl exh). 1 A,B 
-48 LA1533E28 SHAFT ASSY, ARN6 (Stewart, F.W.) . . PEE . " 1 A 
I SHAFT ASSY, ARN6 (Stewart, F.W. ο suy NN ut 1 B 
33E27 *h SHAFT ASSY, ARN6 (Stewart, F.W.) . . . .......... 1 c 
i 22 0019- 71 *5 WIRING HARNESS ASSY, AN /APX25 S. I. F. radar . ὁ 4 ο « : $93 i ς 
LA1533E29 *5 TUNING SHAFT, AN/ATX25 ara, Wallis. ei sas ον gece A 1 C 
9100PX *5 ADAPTER Stewart F.W 4: a oe ο ο 1 C 
“49 ANOS Ç PITTING PRÉS URE BU BULKHEAD, ) tutte" Dental): te OE nan abot i 
- A 
739s Baa PRR intoa SAPT ASSY ARN6 (Stewart FW, sy DE un ον er 
-52 ID91B/ARN INDICATOR, Radio compass (see fig. 792 ce ee oats e £u». Ref 
-53 ID250/ARN INDICATOR, Course (see fig. 135) . s A076 τῳ tad Ref 
*1 Used on airplanes coded "A,C" when iio conn ES T. 0. 18: "86K: "589. 
*2 Used on airplanes modified” per T.O. 1F-86 
M Used on airplanes modified per T.O. 1F- βεκ- A 
poem used on αι... po T. iB: 1F- η 
Usea BIES οἵ CODE: "A 9-12 i tenons 54-132 ee -1231 thru 54-1275 
4-1326 and subs E 211276 thru 54-1325 
3 53-8273 thru 53-8322 
Changed 26 May 1961 419 








: Section 11 


T. O. 1F-86K-4 


Group Assembly Parts List 


FUSELAGE RADIO (Cont) 





Š ROTATED 90° 





F-86K-4-71-8 


- -AN/ARNG AND AN/ARC27 RADIO EQUIPMENT 


FIGURE 242A 





420 





FIGURE & PART 
INDEX NUMBER NUMBER 
242A 
207-71031 
-1 205-71006-3 
UG102/U 
205-71006-4 
207-71015 
207-71016 
207-71020 
-2 165-71007-25 
UG21D/U 
105-71007-26 
-3 165-71007-29 
UG21D/U 
201-71009 
165-71007-30 
-4 205-71006-5 
UG21D/U 
205-71006-6 
-5 165-71071 
-6 165-71072-3 
-T 165-71072-5 
-8 AN3102A14S7P 
-9 18599 
-10 AN565D4H4 
-11 AN500A6-14 
-12 AN515-4R6 
-13 AN936AY 
-14 CG132/ARN6 
-15 CG405/ARN6 
-16 M359A 
-17 RT178/ARC27 
-18 MT822/ARC27 
-19 UG27 
-20 165-71051-10 
PL259A 
UG106/U 
80-239 
130-71084 
165-71051-3 
157-71041 
-21 165-71093 
-22 140-71042 
-2 140-71041 
-2 140-71043 
-25 UG363/U 
-26 205-71028 
-27 9100P 
-28 CHO3A/A 
-29 AN365-832 
-30 AN515B8R8 
C1514 /Α 
242-740019-71 
U134F32 /12RG 
MRE34HZ 
-31 .C626/ARC27 
MT821/ARC27 
-32 C628/ARC2T 
AN3106M22-14S 
-33 AN3436-2-17 
397-17 
207-71002 
-34 AN3106M2l-5P 
-35 AN3106M24-20P 
-36 AN3106M24-7S 
-37 CAO6FN24-5S 
-38 CAO6FN24-7S 
-39 L2778-6 
-40 AS313B/ARNG 
-41 BC733F 


* Not used on airp 


*1 


2 
*2 
*2 


1 2 





Section. ΙΙ 


T. O. 1F-86K-h Group Assembly Parts List 


FUSELAGE RADIO (Cont) 


3 4 5 6 7 NOMENCLATURE 


AN/ARNG AND AN/ARC27 RADIO EQUIPMENT 
RADIO EQUIPMENT doti. ok Fuselage (see fig. 78 for . 


a^ s. Va. cR δν 


next assy and figs 1, 242 and 244 for 

additional breakdown) 

CABLE ASSY, RC-103D radio co-axial receiver to coupler . 
CONNECTOR, (Industrial Products) . . ae y 
CABLE, RC-103D radio co-axial receiver to coupler . 

(RG-22/U 30 inches) 

GUARD ASSY, Console rheostat radio wire top RH side 

GUARD ASSY, Console rheostat radio wire bottom RH side 

GUARD, Radio pressure seal terminal strip . . . 

CABLE ASSY, AN/ARC27 transmitter to disconnect . 

P CONNECTOR, (Industrial Products) ° ὃ 
CABLE, AN/ARC27 transmitter to disconnect 

(RG-87A/U 251 inches) 

CABLE ASSY, AN/ARC27 radio co-axial disconnect . 

to disconnect 

CONNECTOR, (Industrial Products) . 

. CONNECTOR ASSY, AN/ARC27 radio cable quick "disconnect š 
CABLE, AN/ARC2T radio co-axial disconnect to disconnect 

(RG-87A/U 194 inches) 

CABLE ASSY, RC-103D radio co-axial coupler to disconnect 
CONNECTÓR, (Industrial Products) . . E 
CABLE, RC-103D radio co-axial coupler to "disconnect š 

(RG-87A/U 201 inches) 

PLUG ASSY, AN/ARN6 radio compass loop disconnect 
BLOCK, AN/ARN6 radio compass loop disconnect 

. BLOCK, ANZARN6 radio compass loop disconnect 

. RECEPTACLE ( AN/ARN6 compare loop) š 

. PLUG, (cannon) : απ... 

SCREW . . . . moe re e Ier ο.” 

id DLL EP EN 

Bs og eS ee ws x Ὁ, φον dites oW We se Τὰ 

WASHER .. δη. 

CORD ASSY, Loop disconnecting ` (dwg $4702196- 1. ἃ τὸν s 

CORD ASSY, Sense antenna σπα, NE 54752196- 2) "ER 

ADAPTER, (Industrial Products) . . ie NS 

RECEIVER TRANSMITTER ASSY . rd Se. ao 

MOUNT ASSY, (intrch wth MTO22/ARC2T) . οὶ. ἐὰν τς. 

ADAPTER, (Industrial Products) . . Pina" Ve Gey ISP -ᾱ ce NY" e 

CABLE ASSY, AN/ARN6 radio sense antenna . . . . . ele 
PLUG, [American Phenolic) . . . Vue tos Gees Ἕν go Αν Z 
HOOD, (American Phenolic) . . s + - + + e 0x9 + + ox + ὁ 

; RECEPTACLE, (American Phenolic) . . . rA 

. NUT, Instrument approach antenna quick “disconnect ον ον Be 
CABLE, AN/ARN6 radio sense antenna (RH114/U . . . . . 

20 inches) 

ADAPTER ASSY, AN/ARN6 radio compass control. 

WIRE ASSY, AN/ARNG radio compass sense antenna . . 

. PIN, Radio compass sense antenna disconnect . . . 
INSULATOR, Radio compass sense antenna disconnect ; 

. CAP, Radio compass sense antenna disconnect 

ADAPTER, (Industrial Products) . . ΕΗ 

PANEL ASSY, AN/ARNÓ radio compass- control 
ADAPTER, (Stewart, F.W.) . 

CONTROL PANEL, (Magnavox) 

NUT Z ο a a te eS ο ο a Io wm ae se 

SCREW... . ΣΦ! κας το De. μαι “ay «επι ἅν 
PANEL, Compass Sonnet (RDI `CN201) . tae, aes na “Sa 
WIRING HARNESS ASSY, AN/APX25 S.I.F. radar . . 

PLUG, Compass control (RDI P203) (intreh wth “Winchester 

MRE34S-G) 

HOOD; (Winchester) i senca es doux Bee wow wx vos 
CONTROL BOX ASSY . . . wc Ὃς idle. δε τῷ eye S A tA Q 
MOUNT ASSY . . . . era E νεος: a A E TR 
PANEL ASSY, Radio set "control Z" fq ο la ae Aer ες 
CONNECTOR (C628/ARC27 control ka ο. 
TERMINAL BLOCK ASSY. . . . 

COVER, (Henry Engineering) ; PE 

WIRING DIAGRAM, Radio equipment “(see figs . 241, 242 

and 244 for additional breakdown) 

CONNECTOR C626/ARC27 control ¿ das 

CONNECTOR C626/ARC27 control EEEE 
. CONNECTOR κάν control EN 
. PLUG, sasa C di ume ο die ad) Saa a e 

PLUG, (Cannon 


COUPLER, Transmission line (Transco) (see rig. eua) š 
ANTENNA ASSY, Loop (GFAE) (see fig. 242) . . ο ος 
RECEIVER, Localizer (GFAE) prd fig. 212) at κς s a E 


*1 For continuation of this cable see figure 
*2 Removed from airplanes modified per T.O. TM "M FTU 


anes mođified per T.O. 1F-86K-548 


*4 Used on airplanes modified per T.O. 1F- 86K. 548. ` 


USEABLE ON CODE: 


Changed 26 May 1961 





A 53-8273 thru 53-8322 


UNITS 
PER ASSY. 


USEABLE ON 
CODE 
NP A 
1 
2 
1 
1 
1 
BE 
1 
2 
1 
1 


O Pr 


ἘΞ! 51 5} A Ap 


Pree 


EEES 
0070 
H rs rs 


5 ΡΠ» > > >> > > I> > > > > > >> > > > p p p ΠΡ PP PPP BP D> p IP p p 522 D > > 


mipi > > > > > > Ἡ 
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Section. ΙΙ _ 
Group Assembly Parts List E 


FUSELAGE RADIO (Cont) 


| S255, n 
| a 
= F 
TH 





F-86K-4-71-7B 


ES 


FIGURE 243 - AN/ARN21 RADIO EQUIPMENT INSTALLATION 





FIGURE 4 . PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
245 AN/ARN21 RADIO EQUIPMENT INSTALLATION 
213-71131 . RADIO EQUIP. INSTL, Fuselage (see fig. 78 for next assy. . . NP Α 
and figs 241, 242, 243A and 244 for additional 
breakdown) 
-1 £162 8851 . . PANEL ASSY, Control AN/ARN21 Era. A a ake e, iet. TE ο 1 A 
Cl ΛΗΝΟΙΑ *1 , . PANEL ASSY, Control AN/ARN21 )GFAE) . . . . + + + + + + 1 B 


422 : Changed 11 May 1962 
































Section. 11 _ 


T.O. 1F-86K-4 Group Assembly Parts List 


FUSELAGE RADIO (Cont) 


E L = == A > aa A c μμ. ———— ποπ 
UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
243-2 RT220/ARN21 . . RECEIVER TRANSMITTER, AN/ARN21 e E Sah τὰ 1 A 
RT220B/ARN21 *1 . . RECEIVER TRANSMITTER, AN/ARN21 (GFAE vs. coe fer us š ές 1 B 
UG212A/U . . ADAPTER, Right angle i Sosa Products) . . . . + š + A 
-3 MT928/ARN21 *1 . . MOUNT ASSY, AN/ARN21 GEAR) Aoa a a Y 1 A 
-4 AN520-10R8 s o SCREW: Ael ooo lx ο Sn el Se ae e oe Bs "Aet h A 
-5 1D307/ARN *] | . INDICATOR, Course (AN/ARN21) (GFAE) . . . +. . - 1 A,B 
213-71010 . . SUPPORT ASSY, ID307/ARN radio indicator mounting . 1 Α 
213-71010-11 *1 . . SUPPORT ASSY, ID307/ARN radio indicator mounting 1 B 
-6 AN365-832 s. οὁ 3. UNUM ie bar a ee ο ο i STT ο E iod 4 A,B 
=T 2W1AL10-34-40 ` . . WASHER, Plain (North American) . . . . + + + + + * * * 4 A,B 
-8 AN515-6R12 $ “ὁ e r SOUEN A Fo: a Ive ὃς ceres τῳ Wu Bi ee ee e š š 4 A,B 
-9 213-71011 a "νῷ . BRACKET, ID307/ARN radio indicator mounting . 1 A,B 
-10 AN8008De2 eos . INSULATOR . . . . . . 4 +. +. 6 © o. . o. ee ee 4 A,B 
-11 213-71012 . . . SUPPORT, ID307/ARN radio indicator mounting . +. . . + + l A 
213-71012-11 *1 . š . SUPPORT, ID307/ARN radio indicator mounting . . . +. + + 1 B 
-12 CV279/ARN *] . . PHASE DETECTOR NETWORK, AN/ARN21 (GFAE) 1 A 
.-13 TF127/U ` . TRANSFORMER, Power AN/ARN21 . . . +. + 1 Α΄ 
-14 213-71014 x . . PANEL ASSY, ARN21 radio cockpit relay d A,B 
-15 AN520-10R12 š š we SOREW ο τρ ο. WE des w fa e Desk. Ὅς. ο D Las ο τς -ᾱ- τῳ, 4 A,B 
-16 2W1-12-24-64 . . . WASHER, Plain (North American) MI 4 A,B 
-17 NAS43DD3-18 . . . SPACER, Screw and Ὀοῖς . . .. + + + + * * * 4 A,B 
-18 AN931-5-9 $5 P . GROMMET . . . . « « ο . « +... om om or m 098 9 n] a 4 A,B 
-19 213-71016 . . . PANEL, AN21 radio cockpit relay back, assy Of xe 1 A,B 
165-71179 . . . . PIN, Radio equipment fuselage station 20.75 - 51.613 2 A,B 
shelf support 
-20 AN3436-2-9 . . . TERMINAL BLOCK ASSEMBLY . +. +. + + +. ce © © © © © eo 2 A,B 
-21 AN3433-2-2 . à v ABUSA ld E ο S: E ο aa s 1 A,B 
-22 165-71068 . . . RESISTOR ASSY, Instrument landing system radio . 2 A,B 
RC21BE102K ` . . . RESISTOR, 1000 ohm (Spec JAN-R11) ο. wth 1 A,B 
y Spec MIL-R11A) (RC21BF102K) (Ohmite) 
-23 165-71108 . . . RESISTOR ASSY, Radio inst landing system . . . + +. + + 2 A,B 
RC21BE511J |o. . . RESISTOR, 510 ohm (Spec JAN-R11) (Ohmite) . .. + + 1 A,B 
-24 AN3303-1 . > s RELAY. o4 X 6 09249 a ών e ws W 5 A,B 
-25 213-71015 . . . PANEL, ARN21 radio cockpit relay front, assy of . . + + 1 A,B 
213-71002 ` . WIRING DIAGRAM, Radio equipment (see figure 241, 242 and . 1 A 
244 for additional breakdown 
-26 AN3102M20-275S . . . CONNECTOR, (cockpit relay panel zac Ww tee Ὁ EE 5 A 
-27 AN3108M28-15S . . . CONNECTOR, (relay panel PST, τω fet ο ὁ; ο). Š 1 A 
-e8 AN3102M28-15P . . . CONNECTOR, (relay panel disconnect) . . . + + + +... 1 A 
-29 O6FN-20-278 *2 , . . CONNECTOR, (C-1763/ARN21 control panel). +. + + + + * +» 1 A 
. MS25183-20-27P *5 . . . CONNECTOR, (C1763/ARN21A control pnl) . . . . . : : + 1 
-30 AN3106M18-9S . . . CONNECTOR, (RT220/ARN21 receiver transmitter Es 1 A 
-31 AN3106M22-148 . . . CONNECTOR, (RT220/ARN21 receiver transmitter) . . . . 1 A 
-32 AN3106M22-14P š . CONNECTOR, (RT220/ARN21 receiver transmitter) . . +. + : 1 A 
-33 AN3106M18-1P w. . CONNECTOR, (RT220/ARN21 receiver transmitter) . . . : + 1 A 
-34 AN3106M28-218 ` o. . CONNECTOR, (ID307/ARN indicator) . . s + + se eee 1 A 
-35 AN3106M18-1S . . . CONNECTOR, (CV279/ARN phase detector network) . . - + + 1 A 
-36 AN3106M28-15S . . . CONNECTOR, ie fus sta 65 horizontal press. disconnect) 1 A 
AN3100M28-15P . . . CONNECTOR, (RH fus sta 65 horizontal press. disconnect) 1 A 
242-710001-31 *1 . . WIRING HARNESS ASSY, AN/ARN21 TACAN radio (see fig. . .. 1 B 
243A for additional breakdown) 
-37 MS5102C28-158 *1 . . . CONNECTOR, (RH fus sta 65 equipment bay) . . . . + + + 1 B 
-28 MS25185-18-1P *1 . . . CONNECTOR, RT220B/ARN21 receiver transmitter) . . . + 1 B 
-39 MS25185-18-18 *1 . +. . CONNECTOR, CV279/ARN phase detector network) tut d 1 Β 
-40 MS25183-18-9S *1 . . . CONNECTOR, (RT220B/ARN receiver transmitter) . . ess 1 B 
-41 MS25183-22-14P*1 . . . CONNECTOR, RT220B/ARN receiver ΤΕΙ M soe 1 B 
-42 > MS25183-22-148*1 . . . CONNECTOR, RT220B/ARN receiver transmitter Xe $5 al B 
-43 MS25183-28-218*1 . . . CONNECTOR ID307/ARN indicator) . . . . + + + + "E 1 B 
242-710001-11 *1 . . WIRING HARNESS ASSY, AN/ARN?1 TACAN radi Sheol ar ¿ 59 1 B 
-44 MS3102-20-27S *1 . . . CONNECTOR, νο relay panel) a ete ae ae 5 B 
-45 MS3102A28-15P *1 . . . CONNECTOR, (relay panel disconnect)... c" A 1 B 
242-710001-21 *1 . . WIRING HARNESS ASSY, AN/ARN21 TACAN radio . AM i i B 
-h6 MS25185-20-27P*1 . . . CONNECTOR, (C1763/ARN21 control panel) ...- : 1 Β 
-47 397-13 ` . COVER, Elec terminal block (Henry Engineering) . . S 1 A 
-48 151-71048 . . RESISTOR ASSY, Radio . . . . e e es so t t t ° ° t ° A 2 A 
RC20BF151J e 25 . RESISTOR, 150 ohm (Spec JAN-R11) (Ohmite) á e-a «δ 1 A 
-49 213-71013 ` 1 RESISTOR, AN/ARN21 radio audio output, assy of . . . ; 1 A 
RC21BF681J ` i RESISTOR, 680 ohm (Spec MIL-R11A) (Ohmite) ° . 1 A 
2102-06-00 ` . . TERMINAL, (Shakeproof) . . ο αν ο. 5 : 2 A 
-50 AN3436-2-13 . . TERMINAL BLOCK ASSY . . . . + + + + * + + * ° t ° * ° tg `° 1 A 
-51 213-71022 . . ANTENNA, Radio AT234/APX is “Ὁ οπών SEX dp τον, ἃν τῷ. xm des ο SUM, ος 1 A 
213-71021 . . PANEL, AT234/APX radio antenna mounting, assy of . . . +. + 1 A 
-52 213-71009-3 «7 l CABLE ASSY, AN/ARN21 radio co-axial (whn exh use Univox 1 A 
71213-190) 
UG59B/U . . . PLUG, (American Phenolic) . . . e s s s e e e s rop 2 A 
213-71009-4 ` . | CABLE, Radio transmitter to antenna co-axial (RG87A/U . 1 A 
; 180 inches) 
71213-190 A CABLE ASSY, (Univox) (use 215-71009-5 unti exh) . ... 1 A 


*1 Used on airplanes coded B when modified per T.O. 1F-86K-549. 
*2 Not used on airplanes coded A when modified per T.O. 1F-86K-551. 
*3 May be used on airplanes coded A when modified per T.O. 1F-86K-551. 
USEABLE ON CODE: A 54-1326 and subs 
B 53-8273 thru 53-8322, 
54-1231 thru 54-1325 
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243A - AN/ARN21 DUAL ANTENNA SYSTEM € RELATED RADIO EQUIPMENT 


Figure 
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422B 





T.O. 1F-8€K-4 


FUSELAGE RADIO (Cont) 


Section. ΙΙ 


Group Assembly Parts List 


. — _ nn SS P > TU EOS 


FIGURE & 


INDEX NUMBER 


| 243A 


-15 


-16 


st ts A A A RA is c c νο A A a E e e ee a ocn 
' 
H 
= 


PART 
NUMBER 1 2 


3 4 5 6 7 


NOMENCLATURE 


` «1*2 “AN/ARN21 DUAL ANTENNA SYSTEM € RELATED RADIO EQUIPMENT 


213-71131 


ATTH1/A "n 

ATTACHING PARTS 
AN507-632R7 N 
173-71044 * : 
242-710055 3 pie 

ATTACHING PARTS 
AN515-4R8 *1. 
AN515-HR1O 3 
NAS679A04 


12552-91 
72332-69 
72332-67 
72332-59 
AT7H1/A νον 

ATTACHING PARTS 
AN507 -652R10 : 


SA521A A 

MT1995/A "EE 
ATTACHING PARTS 

AN520-10R20 š 


9489-1001 -2131 


242-710003 *2 
MS25183-10SL3S 
AN3436-2-15 *1 


DM9700-198 
Μ525182-20-278 *1 
397-15 *l 
10150B5-1R καὶ 
C2193/A E e 
MT1932/A š 


ATTACHING PARTS 

AN515-8R8 a 
EM AA 

MEL x "um 

ATTACHING PARTS 

AN520-10RB *1  . . 


-2-22*.-- 


242-710024 *1 


ATTACHING PARTS 
AN520-10R7 *1 
2W18-10 ἘΠ 


RADIO EQUIPMENT INSTL, Fuselage (see fig. 78 for next 


assy and figs. 241, 242, 243 and 244 for additional 


breakdown) 


ANTENNA, AN/ARN21 (GFAE) 


` SCREW .... 


INSULATOR, Radio fus sta 239.7 AN/ARN21 coaxial cable 
INSULATOR, Coaxial cable AN/ARC27 radio fus sta 250.75 . 


SCREW . . . . . . ο 
SCREW . . . + + «ο 
NUT ae ones 
CABLE ASSY, )Univox 
CABLE ASSY, (Univox 
CABLE ASSY, (Univox 
CABLE ASSY, (Univox 


ANTENNA, ARN21 (GFAE) ᾽ 
SCREW ...... 
SWITCH, (GFAE) . . . 


MOUNT, (GFAE) (furnished with SA521A sw) 


SCREW . i «.. 


WIRING HARNESS ASSY, AN/ARN21 TACAN radio (see fig. 
243 for additional breakdown) 
WIRING HARNESS ASSY, AN/ARN21 radio . . . . .... 
CONNECTOR, (SA521/A switch) . . . . Th ee Sf NOR 


TERMINAL BLOCK ASSY . 


CONNECTOR, (c2195/A selector antenna) (Deutsch) . | > 


CONNECTOR, 


MEl amplifier) . its 


COVER, Elec terminal block (Henry Engineering) . . . .. 
DETAIL MARKING, Terminal board (North American) . . + . 
SELECTOR, (antenna) (GFAE) (intrch wth GFAE C2195B/A) . 
MOUNT, (antenna) (GFAE) (furnished with selector) . ; 


SCREW -. lo ο «ὦ ο hah v tee ο τρ 
AMPLIFIER, Synchro signal (GFAE) . . . . + + + eee ee 
SCREW 4-6 2 x wj. ὦ $us X quo S Pg q UTR e B de 


TRAY, Support, ΜΕΙ & B7A radio amplifier fus sta 12.75 


to 4.75, assy of 


SCREW . 
WASHER, 


(North American) 


*1 Used on airplanes coded A modified per T.O. 1F-86K-549. 
*2 May be used on airplanes coded B when modified per T.O. 1F-86K-551. 


USEABLE ON CODE: 


A 55-8275 thru 53-8322, 


54-1231 thru 54-1325 


B 54-1326 and subs 


UNITS USEABLE ON 
PER ASSY. CODE 
NP 
1 
6 
2 A 
2 B 
4 A 
4 B 
4 
1 
1 
1 
Ji 
1 
6 
1 
1 
2 
1 A 
1 B 
1 
1 A 
1 
1 A . 
1 Α 
1 Α 
1 
1 
4 
A 
4 A 
1 A 
4 A 
4 A 


_— en ντ 
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Group Assembly Parts List 





T. O. 1F-86K-4 
FUSELAGE RADIO (Cont) 





F-86K-4-74-8 


I FIGURE 243B - AN/APX25 S.I.F. RADAR SYSTEM (MODIFICATION) 
» 422D Changed 26 May 1961 








Section τί 


T. Ὁ ος Group Assembly Parts List ` 
FUSELAGE RADIO (Cont) 


FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
2138 AN/APX25 S.I.F. RADAR SYSTEM (MODIFICATION) 

-1 KY95/APX25 . CODER, AN/APX25 (AERNO 81-1911) (GFAE) (RDI 2200) . . . . + + 1 
MT1151/APX25 . MOUNT, (AERNO 81-4404) (GFAE) . . s + + + + + + * * * * ° ng 1 
242-712514 . SHELF, KY95A/APX25 coder, assy of . . . + + + + + * * * As 1 
AN520-10R8 SCORES aaa < ο a 4) ees ἜΑ ORR a Ss 8 

-2 F245 /APX25 ` FILTER, AN/APX25 radar sys (AERNO 81-3105) (GFAE) . . . +. +. + 1 

(RDI FL200) 
ATTACHING PARTS 
AN515-8R6 s SCREW o ο ο E ᾷ ο iow Gom δε ώς We AONO OUR πες RD SO S Ue SL Iw. a 4 
2w18-8 . WASHER, (North American). . . s + + + + + * + . + th n * ° n 4 
S ss ¿A 
-3 No Number. . AMPLIFIER, Type B7A (Spec 21074D) (GFAE) (RDI 331). . . +. + + 1 
242-710024 . TRAY, Support MEl € B7A radio ampl fus sta 12.75 to h.75, + + 1 
PM assy of 
-4 No Number . AMPLIFIER; Single channel integral slaved gyro magnetic . . . ` 1 
compass type A2 (Spec MIL-AG589) (AERNO 60-1702) : 
(RDI 326) 
AN3199-2 NE Πλ o a A xr xxl 2 
4BA6162 . νιν Ὃν hd ο ο ο ο 2 ! 
AN365-832 L UNU νην ESA Up PS: S ο ο Gee ath, ο OF “o: YS 4 

-5 AN3436-2-6 . TERMINAL BLOCK ASSY, (RDI TB1180) Z ΗΝ . ; 1 
397-6 . COVER, (Henry Engineering). . . + + + + * * ees 3 7 1 
242-740019-11 ` WIRING HARNESS ASSY, AN/APX25 S.I.F. radar. . . . + + «::.. 1 

-6 MS25183-20-27P ` . CONNECTOR, RT279/APX receiver transmitter (RDI P202-1) . . 1 

-T MS25183-18-1S ` ` CONNECTOR, RT279/APX to KY95/APX25 (RDI P200). . . . + + : 1 
242-740019-31 . WIRING HARNESS ASSY, AN/APX25 S.I.F. radar. . . +. + š 1 

-8 MS25183-20-27P . . CONNECTOR, KY95/APX25 coder (RDI P202) . . ... + + +. * + 1 

-9 AN3102A20-27P ` . CONNECTOR, (Fus sta 45.5 disc.) (RDI 7200) . . . . . + + 1 
242-740019-21 ` WIRING HARNESS ASSY, AN/APX25 S.I.F. radar. . . . + + + + + + 1 

-10 MS25183-20-278 ` . CONNECTOR, (Fus sta 45.5 disc.) (RDI P201) . . . . . + +. + 1 
242-740019-51 . WIRING HARNESS ASSY, AN/APX25 S.I.F. radar. . . . + + + * * * 1 

-11 MS25183-18-1S . . CONNECTOR, (Type B7A ampl) (RDI 1521). . . + + + es ees 1 
242-740019-61 . WIRING HARNESS ASSY, AN/APX25 S.I.F. radar. .... mites 1 

-12 MS25183-20-27S ` . CONNECTOR, (Type A2 gyro compass ampl) (RDI 662) . . : + + 1 

-13 MS25183-20-27S CONNECTOR, (C1128/APX25 cóntrol) (RDI a) (see fig. 225) . . Ref 

-14 RT220/ARN21 RECEIVER-TRANSMITTER, AN/ARN20 (see fig. 243). . . . . + + + + + Ref 

-15 RT279A/APX RECEIVER-TRANSMITTER, (Spec MIL R8326) (see fig. 247). . . . . + Ref 


TT 
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. Section. 11 
Group Assembly Parts List T. ο. I1F-B6K-h 


FUSELAGE RADIO (Cont) 


F-86K-4-71-5D ` 





FIGURE 244 - MISCELLANEOUS RADIO EQUIPMENT d 
you Changed 26 May 1961 





T. O. 1F-86K-4 
FUSELAGE RADIO (Cont) 


Section. ΙΙ 
Group Assembly Parts List 


FIGURE 4 UNITS USEABLE ON 


INDEX 


PART 





eir 


NUMBER NUMBER 
213-71031 
213-71131 
207-71031 

-1 AP2G11 *2*3 
PFSC3 1/2-38 *3 

-2 PF3 1/2-38 *3 

-3 PS2 1/2 *3 

-4 PC3 1/2 *3 
4P2G9 xh 

-5 4P2G9 #3 
4P2G13 *4 
213-71024 
PFSC3 1/2-38 

-6 213-71020 *3 
213-71023 *3 
po 1/2-38 ü 
σα A * 

-τ qa arre 
15c1-5 

-8 YHS62M1 
YHSF44 
192-54180 

-9 397-13 

-10 151-71048 *1 
RC2OBF151J 

-10A 190-71018 *1 
RCHOBE120J *1 

-11 AN3436-2-13 

-12 397-13 

-13 AN3436-2-13 

-14 AN3436-2-11 
397-11 

-15 AN3436-2-17 
397-17 

-16 371-12 

-17 4G1-12 

-18 165-71068 
RC21BE102K 

-19 165-71108 
RC21BE511J 

-20 ΑΝ3310-1 

-21 AN3436-2-5 
397-5 

-22 AN3436-2-9 
397-9 

-23 AN3436-2-4 
397-4 

-24 173-71012 
RC41BE47 OK 
2102-06-00 
213-71002 
207-71002 

-25 AN3100M22-19S 

-26 ` 4 P263 κ 

-27 201-71032 κ 
κι 


ο... ου ee 
425 


USEABLE ON CODE: 


Changed 26 May 1961 


1 


2 


3 4 5 6 7 NOMENCLATURE 


MISCELLANEOUS RADIO EQUIPMENT 


9 9 9 9 9 ὁ ὁ ο 6 ο ο 


5 + 0 5 + s ο 9 ο 9 t 


RADIO EQUIPMENT INSTALLATION, Fuselage 


RADIO EQUIPMENT INSTALLATION, 


` + ` 9 t n 


ee eee 


RADIO EQUIPMENT INSTALLATION, Fuselage (see figure 78 for . 


next assy and figs. 241 and 242 for additional bkan) 


next assy and figs. 241, 242 and 

breakdown ) 

next assy and figs. 241, 
breakdown) 

PANEL ASSY, Console closeout (use Geg ο. unti 

FASTENER ASSY, (Daus) SE : š 
FASTENER, (Dzus). xs ha Wao dc NS. ο 
SPRING, (Dzus). ¿a uQ e um ene E ie, 
CUP, (Dzus) . os AM ay καὶ TE? wed, Arun! SQ 

PANEL ASSY, Console éloséout (North American). 

PANEL ASSY, Console closeout . . . + + +s + + è n 

PANEL ASSY, Console closeout (North American). 

PANEL ASSY, ARN21 radio console closeout . 
FASTENER ASSEMBLY, (Dzus) . . . . + + + + 

PANEL ASSY, Radio console closeout " 

PANEL ASSY, Radio console closeout . . . + + 
FASTENER ASSEMBLY, (Dzus) 

PANEL, Control (RDI CN200) 


(see figure 78 for . 
243 for additional 


Fuselage (see figure 78 for . 
242 and 242A for additional 


exh). 


CARD, Frequency channel désignation. (North American) E . 
GUARD, Frequency instruction cará (North American) 


PLUG, (fuselage station 45.5 pressure panel) 
RING, Nylon (Burndy) . . . ae 
COVER ASSY, Elec pressurized connector panel . 
COVER, Elec terminal block (Henry Engineering) 
RESISTOR ASSEMBLY, Radio . . . 
RESISTOR, 150 ohm (Spec JAN- Β11 
RESISTOR ASSY, Radio and radar . 
. RESISTOR, 12ohm (Spec JAN-R11) (OHMITE) . 
TERMINAL BLOCK ASSEMBLY . .. πη 
COVER, Elec terminal block (Henry Engineering) 


) (onmite) : 


TERMINAL BLOCK ASSEMBLY . . « . + + seso . 
TERMINAL BLOCK ASSEMBLY . . š 
COVER, Elec terminal block (Henry "Engineering : 
TERMINAL BLOCK ASSEMBLY .. s 
COVER, Elec terminal block (Henry Engineering) ë 
TERMINAL STRIP ASSY, Pressure seal (North America 
GASKET, Terminal strip (North American). . . . + 
RESISTOR ASSY, Inst landing system radio... + 
. RESISTOR, 1000 ohm (Spec JAN- ed ete wth 
(Spec MIL-R11A) RC21BF102K) (Ohmite) 
RESISTOR ASSY, Radio inst landing system . . 
. RESISTOR, 510 ohm (Spec JAN-R11) (Ohmite) 


) (Burnay). : 


) 


9 + . > 9 9 9 n9 n 
3 9 ν 9 ο + ο > 9 9 o 
. . 4 9 +. e t| + 91 9 ια 


wae 5. `. ο ο tm on on 


RELAY, Stick microphone . . . s + + + + + «κος: 

TERMINAL BLOCK ASSEMBLY .. dir ati e u. re ου 

COVER, Elec terminal block (Henry Engineering) s acere 64 i 

TERMINAL BLOCK ASSEMBLY . .. $i i. wey e te «4 [8 

COVER, Elec terminal block (Henry "Enginéering) RN 

TERMINAL BLOCK ASSY . « , + « + © «© © © © 000... oss 

COVER, (Henry Engineering) . ος ue S ο Solna TITEL, E 

RESISTOR ASSY, Radio vhf navigation "E ὁ set ah Sal! Yah fey, OW 
RESISTOR, ÅT onm (Spec JAN-R11) (Ohmite (intrch wth 

(Spec MIL-R11A) Onmite RC41BF470K 
. TERMINAL, (Shakesproof) . . 
WIRING DIAGRAM, Radio equipment "(see figure ΕΝ 212 and 
243 for additional breakdown) 
WIRING DIAGRAM, Radio equipment (see figure 241, 242 and 


242A for additional breakdown) 
. CONNECTOR, (stick microphone relay) . 
PANEL ASSY, Console closeout (North American). . 
PANEL, Right hand radio console, assy ος x. αν Ὁ 


Refer to T. O. 1F-86K-535. 

*Removed from airpianes modified per T.O. 
Not used on airplanes modified per T.O. 1F-86K-548. 
Used on airplanes modified per T.O. 1F-86K-5h8. 


1F-86K-545. 


A 54-1231 thru 54-1325 
B 54-1326 and subs 
C 53-8273 thru 53-8322 


oe © . we 


* > > 9 ο s 9 5 . » 


PER ASSY. 


NP 
NP 


NP 


à) = re) 


H 





a E 


PND FPR Baa RP BEBE SL ES E. ES TO PO TO iH I EH IE IS ERP (0 FO I ES EB TO TO. E i ES ESTO 


= 


P = 


CODE 


w to > w tJ 








Section. II 
Group Assembly Parts List T. O. 1F-86K-4 





FUSELAGE RADAR FIRE CONTROL SYSTEM 





FIGURE 245 - MG4 FIRE CONTROL PRESSURIZING EQUIPMENT INSTALLATION 
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F-86K-4-74-6B 


Changed 26 May 1958 











Section. ΙΙ _ 
T. O. 18-86Κ-3 Group Assembly Parts List 
FUSELAGE RADAR FIRE CONTROL SYSTEM (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE : 
245 MG4 FIRE CONTROL PRESSURIZING EQUIPMENT INSTALLATION (Cont) 

207-74050 . PRESSURIZING EQUIPMENT INSTL, MG} fire control system (see . NP 


figure 247 for next assembly and figure 
251 for additional breakdown) 


-1 AN824-4D xr ce TEB UE Guests eae ιν le UR ee re «δι δι. eat om NU et Roo w 1 A 
-2 205-74049-39 . . LINE ASSY, MG} fire control pressurization system ... 1 A 
tee to gage 
-3 AW1 7/8-15BT11FY . GAGE, Pressure O.25PSIG (U.S. Gauge) . . . . . , + + + + 1 A 
AN816-4 we ere 'NTPPLECZ 444 9 E ο NU SUS. ἴθι ume ορ aet cao BP HBL V) Nore Cu: Ae τε 1 A 
-4 AN3022-8 . . SWITCH, (manual override pressure) . . . . . . eee soh 1 A 
-5 205-74049-41 . LINE ASSY, MG4 fire control pressurization system . s 1 A 
tee to 905 elbow 
-6 AN838-4D ο CELBOW: a DU Q a 1 
ANQ24-4D Se NUE ον eG PERN ο a) REARS M cel Μο ο ο Ομ 1 
2w18-716 . . WASHER, Flat (North American) . . +. . + + + + + + + + . . 1 
-7 3H214-34 . . HOSE, (North American) . . +. . , + + +s + + < + + + “s ene 1 
AN737TW22 z- ὦν OLAMPe “Ὁ Loic Anes E e wu x Ue τν νι ρα Ίο ses peas 2 
-8 AN807-4D š + ADAPTER . ç « ..... un ὃν. Se Vo a a Dd nens 1 
-9 AN6289D4 " ο NUL e Wo... vw) UR αὶ ον E ER Z E w Wo ES 1 
-10 AN6291-4 . ç$ REN A a a 29) ο ο ο WEM ain oi e τῳ 1 
-11 AN6290-4 š s; GASKET 4. 4-9 Be -ᾱ * diee A ο tee eet 1 
-12 AN893-2D n + BUSHING ...... ACE ever. aia ele, SY SI PN. "RP 1 
-13 AN6290-6 . . GASKET. pL s a> Vd za EM cep ye e 1 
-14 AN844-4D MY ee TEDBOW cme 0» ενα ee oos ο μα ο s 1 B 
-15 3H2L4-48 *1 . . HOSE, (North American) . . . . ac πμ ui ad Le UR < 1 B 
ANT3TTW22 *) .  JCLAMPO 2 a as S o icm. δν ies Jess we 2 B 
-16 AN839-4D XD ο AR AA 3 S A ο. ο ος σος Ne) τα) οφ ë 1 B 
2w18-716 *1 , . WASHER, Flat (North American) . . s POA 5 š d 1 B 
AN924 -4D pue uon Se NU es ue aa a νο ο απο. 1 Β 
-17 205-74049-47 *1 . . LINE ASSY, MG4 fire control pressurization system . . . + 1 B 
45? elbow to tee 
-18 AN804D4 WE.nx- A SUS te” τοπ a ey ὁ mois wwe. m Vas τό. δὲ εν 1 B 
2W18-716 *l . . WASHER, Flat (North American) . . +. s . , + + + + + ο + + 1 B 
AN924 -4D FU wise cde ONT μα ο ete “ον se O ο E ON 1 B 
-19 205-74049-51 *1 . . LINE ASSY, MG4 fire control pressurization system . . . . 1 B 
è tee to pump control switch 
-20 205-74049-49 *1 , , LINE ASSY, Moll fire control pressurization system . . .. 1 Β 
tee to radar interlocking switch 
-21 100-707-1 *1 . . SWITCH, Pressure (Great Lakes Mfg) (pump control) .... 1 B 
AN816-4D AL: Aut ερ, NIPPLE Z Sata wax ence ee ο ος ο στ Μα Ns 1 Β 
-22 100-707-3 *1 , . SWITCH, Pressure (Great Lakes Mfg) (radar interlocking) . 1 B 
AN816-4D * . . NIPPLE . οκ a ο ο re ee ο I eque IRR Lo o TREE 1 B 
-23 AN520-10R10 Wi a x i SCREW. onie wx Woo a X09 su e wis: τῷ; kan Sareea! a ος ο ο w 2 B 
AN365-1032 MT Q0, UNUT .ς wow S. ee se ὦ. a i δν A de e eo I w. 4-. ὁ 2 B 
-24 AN3320-1 *1 . . RELAY, (pump control) . . es + + + + + + + + + sosoo 1 B 
-25 AN515-6R7 Mer gr ο ο cc. QU ορ. "n^ s DIEA 2 B 
AN365-632 XE. m^ μμ X Wc» wm en mls. im ο”. e mar eh cR "EP" " 2 B 
-26 AN3311-1 *1 , , RELAY, (radar interlocking) . . . +. + +. +. + πο 1 Β 
-27 AN917-1D πι uw TEE ara a A Καὶ -ᾱ ο. ο -ϱ E ΕΤ s re e 1 Β 
-28 AN911-1D BY o NIPPLE ¿ 2 ο 4 02 €x 0 ἐς 99€ e ἃ Φα 9 A 1 B 
-29 420-72-0019 VALVE, (Hughes ) (furnished wth receiver-transmitter)(see fig μα Ref 
404315 CAP, (Hughes) (furnished wth Ὃ i fig. 247) Ref 
-30 205-74049-33 LINE ASSY, MG4 fire control pressurization system (see fig. 251) Ref 


USEABLE ON CODE: A 54-1231 and subs 
B 54-1276 and subs 


*1 Parts marked thus also used on airplanes 54-1231 thru 54-1275 when reworked per 
T. O. 1F-86K-542. 





Changed 20 February 1959 427 
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FUSELAGE RADAR FIRE CONTROL SYSTEM (Cont) 
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FIGURE 246 - FUSELAGE RADAR MGl FIRE CONTROL AND APX6 SYSTEM WIRING AND EQUIPMENT 


Changed 26 May 1958 
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T. 0. 1F-86K-4 


FUSELAGE RADAR FIRE CONTROL SYSTEM (Cont) 





FIGURE & 
INDEX NUMBER 


246 


-11 
-12 


-18 
-20 
-21 
-22 
-23 


-26 
-27 


-31 


-42 
-43 - 


-44 
-45 


-46 


PART 
NUMBER 


207-784031 


12894-506 
14134-506 
13512-506 -- 


1 


2 


3 4 5 6 7 NOMENCLATURE 


FUSELAGE RADAR MG4 FIRE CONTROL AND ΑΡΧ6 SYSTEMS WIRING AND 


14142-506 .— — —Às 


14140-506 
165-74139 
11780-501 
14138-506 
165-74163 
165-74163-5 
13123-506 
14128-506 
207-74003 


AN3106M32-13PY 
AN3106M32-13P 
AN3106M32-13PX 
AN3106M28-12P 
AN3106M20-27PX 
AN3106M20-7P 
AN3106M20-27P 
AN3106M22 -23S 
AN3106M22-14P 
AN3106M22-14S 
AN3106M22-14Sx 
AN3106M22-14SX 
AN3106M22-14P 
AN3106M24 -28S 
AN3108M28-12S 
AN3101M22-14S 
AN3108M1681S 
AN3106M28-28 
AN3100M28-2P 
AN3106M28-12S 
AN3100M28-12P 
YPV160 
YPV102P2 
AN3108M10SL3S 
AN3100M24-288 
AN3100M28-128 
AN3106M10SLHS 
AN3106M22-14Sw 
AN3106M22-14S 
207-74032 


AN3436-2-3 
397-3 
AN3436-2-9 
397-9 
AN3436-2-15 
AN3436-2-17 
397-15 
397-17 
205-74004 -25 


UG260A/U 
205-74004-26 


va274/U 
205-74004-3 


UG260A/U 
205-74004 -4 


207 -74033 
UG^92/U 
205-74004-5 


UG260A/U 
205-74004-6 


AN3436-2-4 
397-4 


USEABLE ON CODE: 


Changed 26 May 1958 


EQUIPMENT 


RADAR EQUIP. INSTL, Fuselage (see fig. 78 for next assy 


MG4 FIRE τον... AND APXÓ SYS WIRING INSTL, Radar fus canted. 


figs. 247, 248 
ANTENNA ASSY, Radar (North American Downey). . 
CONTROLLER, (North American Downey) . . .. 
MOUNT, Antenna (North American Povey, τ. 
BLOWER, Single (North American Downey 
BLOWER, Double (North American Downey) . . 
SUPPORT ASSY, AN/APG37 radar double blower 
BARORESISTOR, (North American Downey) .. 


* . ο s 


CONTROL, Pitch and roll (North American Downey) 


SUPPORT ASSY, Radar high voltage cable... 
STRAP, Radar high voltage cable support . 

TERMINAL BOX, (North American Downey). . 

MOUNT, Terminal box (North American Downey). 


MG4 FIRE CONTROL AND APX6 SYSTEM, Wire chart and 
(see figs. 247, 248, 250 & 251 for additional brkdn) 


canted sta 43.673 fwd (see fig. 78 for next 
figs. 247 and 248 for additional breakdown) 
TERMINAL BLOCK ASSEMBLY . .. 
COVER, Elec terminal block (Henry Engineering) 
TERMINAL BLOCK ASSEMBLY .. 
COVER, Elec terminal block (Henry " Engineering) 
TERMINAL BLOCK ASSEMBLY . . +. +. + + ° 
TERMINAL BLOCK ASSEMBLY . .. 
COVER, Elec terminal block (Henry Engineering) 


. CONNECTOR, (terminal box J1809) . . . "i 
. CONNECTOR, (terminal box J1810) . . . . + 

. CONNECTOR, (terminal box J1811) . . . . +. + 
. CONNECTOR, (terminal box 61808) . . . . . . 
. CONNECTOR, (terminal box J1805) . . . . . + 
. CONNECTOR, (terminal box J1806) . . . . +. + 
. CONNECTOR, (terminal box J1801) . . e Ὁ 
. CONNECTOR, (terminal box J1802) . . . oe 
. CONNECTOR, (terminal box J1803) . . Sw. ᾧ 
. CONNECTOR, (terminal box J1807 2 e ris 
. CONNECTOR, (terminal box J1808 ë 
. CONNECTOR, (radar antenna disconnect “31708 
. CONNECTOR, (radar antenna disconnect J1710 
. CONNECTOR, (radar antenna disconnect J1711 
. CONNECTOR, (radar antenna πο, vie And 
. CONNECTOR, (roll and pitch control) . . . 
. CONNECTOR, (single blower). . . . . . +. + 

. CONNECTOR, (sta 45.5 LH pressure disconnect 
. CONNECTOR, (sta 45.5 LH pressure disconnect 
. CONNECTOR, (sta Ca 5 LH pressure disconnect 
. CONNECTOR, (sta 45.5 LH pressure disconnect 
. FERRULE, RM πο ο ME NOR 
» FERRULE, (Burndy) <<. ο + € + + € sses κα 
. CONNECTOR, (baroresistor) . . š 

. CONNECTOR, (sta 63.5 LH pressure 'aisconnect) 
. CONNECTOR, (sta 63.06 LH pressure disconnect 
. CONNECTOR, (zero reference aiming circle) . 

. CONNECTOR, (A4 sight head J121) . . . . . + 
. CONNECTOR, (A! sight head J122) . . . +. + 


. 


and 250 for additional breakdown) 


and 


. + .... 0 s ο ο o 0. 


item list 


9 0 s 9 9 ° s 0 * 9 0 v. 0 * 6 s o * . 9 ὁ 9 ο + ° 9 3 9 


€ ° 9 $9 9 9 9 e c9? + 0 o e ὁ ο o ο 9 » oí; 


(GÀ FIRE CONTROL AND ΑΡΧ6 SYSTEM WIRING INSTL, radar fus 
assy and 


COVER, Electrical terminal block (Henry Engineering) 


CABLE ASSY, Elec synchronizer (J311) to radar test se 


(37206) co-axial 
. PLUG, (Industrial Products) . 


a € à s 9 9 9 + a 9 * 0 à e s » 9 9 q » 9 ° * $ o * * 5 


t 


CABLE, Elec synchronizer to radar test set (RG62A/U 


90 inches) 
TEE, (Industrial Products) . Roo. wed e 


CABLE ASSY, Elec synchronizer (3311) to pressure . . . 


disconnect co-axial 
PLUG, (Industrial Products) . S si fe 


. CABLE, Elec synchronizer to pressure disconnect ο ὁ 


(RG62A/U 24 inches) 


A 9 + e s 9 s * ο c] 9 s o9 $ e o ° 5 s 9 * ο ο 


sta 43.672 aft (see fig. 78 for next assy and fig. 247 


for additional breakdown) 
ADAPTER, Straight (Industrial Products). 


CABLE ASSY, Pressure disconnect to indicator power y 


supply (73102) co-axial 
. PLUG, (Industrial Products) . $5 


CABLE, Pressure disconnect to indicator power . . 


supply (RG62A/U 51 inches) 
TERMINAL BLOCK ASSEMBLY .. 


COVER, Electrical terminal block (Henry `Engineering) 


54-1231 thru 54-1325 
54-1326 and subs 


Section__11 


UNITS 


PER ASSY. 


= 
"U 


"olas |BEBHHMNINDIPIHIBIHIHIBHÀHBHIHF HB PEPE EERE OP BPR EEE RRR 


= 


PE HH FN HHFHBHHHHHH 


= 
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Group Assembly Parts List 


USEABLE ON 


Y > t > 


CODE 
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Section. 1 _ 
Group Assembly Parts List 


T. O. 1F-86K-4 = 
FUSELAGE RADAR FIRE CONTROL SYSTEM (Cont) 

















+ y 
TM ej ^ 
pa 921 


16 95 17 18 19 20 


12 F-86K-4-74-2B 


FIGURE 247 - FUSELAGE RADAR MG4 FIRE CONTROL AND APX6 SYSTEMS WIRING AND EQUIPMENT (Cont) 
UNITS. USEABLE ON 












* FIGURE 8. PART 
INDEX NUMBER NUMBER t 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
247 FUSELAGE RADAR MG} FIRE CONTROL AND APX SYSTEMS WIRING AND 
EQUIPMENT (Cont) 
207-74031 . RADAR EQUIP. INSTL, Fuselage (see fig. 78 for next assy)... NP 
and figs. 246, 248 and 250 for additional breakdown ) 
-1 12653-506 . . RECEIVER AND TRANSMITTER, (North American Downey) . . . + + 1 
-2 14132-506 ` . MOUNTING, Receiver and transmitter (North American Downey). 1 
-3 13231-506 ` | PANEL, Radar test (North American Downey) . e es sss so 1 
-4 11650-501 . . COMPUTER, Prediction (North American Downey) » « + + + ... 1 
-5 11700-501 . . COMPUTER, Ballistics and sighthead (North American Downey). 1 
-6 11710-501 . . MOUNTING, Computer (North American Downey) ο. « + e% + + ° 1 
+ 11467-501 “ROLL SERVO, (North American Downey) . , + + + + t * * + š 1 
- 14148-506 ` . POWER SUPPLY, Low voltage (North American Downey) . . e. 1 
-9 RT279A/APX . . RECEIVER-TRANSMITTER, e American Downey) (Spec . . . + 1 
MIL-R8326) (GFAE je North American Downey 
RT279/APX untl exh 
-10 MT1439/A . . MOUNTING, Receiver-Transmitter (North Amerisan Downey) .. 1 
-11 207-74050 . .  PRESSURIZING EQUIP. INSTL, Fire control sys (see fig. 251). NP 
-12 1ΑΟ1 . >- SWITCH ASSY, Interlock teras Switch) se 4 4o. o£ o£ a 2 
lAC1 . SWITCH ASSY, Interlock (Micro Switch) +. +. » + asa . 1. 1... > 1 Α 


αμα... oe 
lad deis" a NER μμ SERE ως dudit κου ο ώμο ο mnn Ed A αυ ο EC SS ως. ο ως. 


430 Changed 15 April 1960 ! 

















T. ο. 1F-86K-4 


FUSELAGE RADAR FIRE CONTROL SYSTEM (Cont) 


Section τι 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
247- 2: 14136-506 . . POWER SUPPLY, Indicator (North American Downey) . ag; 1 

-14 10662-401 . . POWER SUPPLY, Computer (North American Does) š 1 
-15 10746-401 MOUNTING Computer power supply (North American ` Downey) . 1 
-16 165-74070 ANTENNA, Radar AT234/APX (fus sta 168.5) . . Oe 1 C,D 
165-74070 ANTENNA, Radar AT234/APX (fus sta 310)' ο. > 1 B 
-16A 13317-506 MOUNTING, Radio equipment (North American Downey) . 9 š 1 
207 -74003 MG4 FIRE CONTROL AND APX6 SYS, Wire chart and item list g 5 1 
(see figs. 246, 248, 250 & 251 for additional brkdn) 
-17 AN3108M18-1S v. ue CONNECTOR, computer power supply J5004 "n š 1 
-18 AN3108M18-1P ar ἂν CONNECTOR, (computer power supply J5001) . . .. : 1 
-19 AN3108M18-4P Se $ CONNECTOR, computer power supply J5002) . . . . . . + + 1 
-20 AN3108M18-4PW . . . CONNECTOR, (computer power supply J5003) . . . +. +. + +. + 1 
-21 AN3106M20-T7PX . . . CONNECTOR, (low voltage power supply 4208) . . . . . + + 1 
-22 AN3106M28-2P . . . CONNECTOR, (low voltage power supply J205) . . . +. . n 1 
-23 AN3106M28-178 - . . CONNECTOR, (low voltage power supply 9999] $ . Ἐν e 1 
-24 AN3106M20-7SX " + . CONNECTOR, (roll servo J5805 . . ies 1 
-25 AN3106M1681S + . . CONNECTOR, (roli servo J5806 s š E %. 1 
-26 AN3106M22-14S E dw . CONNECTOR, (roll servo J5802 -Er š δὲ oe 1 
-2 AN3106M20-7S eL pus . CONNECTOR, (roll servo 35803 rr πω aid 1 
-2 AN3106M16S1P * . . CONNECTOR, (roll servo J5804 MC eS παν ” 1 
-29 AN3106M22-14P s . . CONNECTOR, (roll servo J5801 ofi ok, o UAM. μι’ INI Tue SSE. YQ 4 + 
-30 AN3106M16818 . . . CONNECTOR, (double blower) . . is BONS 1 
-31 AN3106M32-13S £ e CONNECTOR, (receiver and transmitter nio e as ὃς ον E, 1 
-32 AN3106M18-1S E" CONNECTOR, (receiver and transmitter J1102 go ae ert es 1 
-33 AN3100M18-98 - + . CONNECTOR, (test equipment power) . . Was cem fiae ; 1 
-34 AN3106M22-14S - . + CONNECTOR, (RH sta 45.5 pressure disconnect) IND ΡΕ š 1 
AN3100M22-14P + . . CONNECTOR, (RH sta 45.5 pressure disconnect Si Za: ne " 1 
-35 O6FN14S5S OR CONNECTOR, (1FF receiver Hic reed a toon) Se ae τᾷ š + 
-36 O6FN18-1P 2 es CONNECTOR, (1FF receiver transmitter) (Cannon) . . d.d 1 
-37 AN3106M21-28S . . . CONNECTOR, (prediction computer o ES y ç 1 
-38 AN3106M28-21S . . . CONNECTOR, (prediction computer J3301) . . z. de 1 
-39 AN3106M24-28SX - + . CONNECTOR, (ballistics and sighthead computer " 53002) μα: 1 
-40 AN3106M28-218Z + . . CONNECTOR, (ballistics and sighthead computer J3001) ... 1 
-H OA MS25183-28-25SX ΧΙ. . . CONNECTOR, (ballistics and EL e computer test): ar fo 1 C,D 
-41 AN3100A28-218 . . . CONNECTOR, (radar test set J7201) ..... Does 1 
AN3057-16A . ADAPTER . VA om S . < Q 1 
207-74032 | MO} FIRE CONTROL AND APX6 SYS WIRING INSTL, "Radar fus canted NP 
sta 43.673 fwd (see fig. 78 for next assy and figs. 
246 and 248 for additional breakdown) 
-42 2209-6 : + . CAP, Dust (Cannon) .. 1 
-43 173~-74010-21 . . BRACKET ASSY, Eh fire control sys test “equip. power recept. 1 
-44 UG212A/U + . ADAPTER, Right angle (Industrial Products) ... ο aed ave f 1 
(reoeiver-transmitter| 
-45 205-74004-23 . . CABLE ASSY, Elec sync (J308) to radar test set (J7203) . 1 
co-axial 
UG260A/U PLUG, (Industrial Products) . 2 
205-74004-24 š CABLE, Elec sync to radar test set (R062A/U ^ 93 inches) 1 
-46 205-74004-21 CABLE ASSY, Elec synchronizer (J301) to radar test set 1 
(37204 ) co-axial 
UG260A/U ç PLUG, (Industrial Products) . . 2 
205-74004-22 ; CABLE, Elec sync to radar test set (RG62A/U 98 inches) ; 1 
-47 49C6548-3 . FUSE BLOCK ASSEMBLY . . +. + POETE ES " 1 
4QA6549-1-5 . FUSE, Enclosure mechanism indicating aircraft ; 5 2 
-48 AN3436-2-13 $ TERMINAL BLOCK ASSEMBLY . . . on Ag . 2 
397-13 . COVER, Elec terminal block (Henry Engineering) š 2 
-49 AN3436-2-6 ` TERMINAL BLOCK ASSEMBLY . . ——— " 1 
397-6 . COVER, Elec terminal block (Henry Engineering) ur A 1 
-50 AN3436-2-15 e Ug TERMINAL BLOCK ASSEMBLY . . . . + E ET m 2 
AN3433-2-2 zoo πμ ΙΙ O AO 5 
AN3433-2-3 se BUS a e . "r 1 
397-15 ç COVER, Elec terminal block (Henry Engineering) Eni 2 
207-74033 MG} FIRE CONTROL AND APX6 SYS WIRING INSTL, Radar fus canted NP 
sta 43.672 aft (see fig. 78 for next assy and fig. 246 
for additional breakdown) 
-51 C3519 . . RELAY, (Comar) . "MCI E eis ας 1 Α 
-52 AN3436-2-7 + . TERMINAL BLOCK ASSEMBLY qe 1 
397-7 . COVER, Elec terminal block (Henry Engineering) š 1 
-53 AN3436-2-17 : TERMINAL BLOCK ASSEMBLY . . . να: 1 
397-17 ° COVER, Elec terminal block (Henry Engineering) š 1 
-54 213-74005-3 > CABLE ASSY, AN/APX6A radar co-axial ος 1 D 
UG59A/U A . PLUG, (American Phenolic) 2 D 
213-74005-4 ‘ : CABLE, Transmitter to antenna (RG87A/U 225 inches) . 1 D 
74213-225 . CABLE ASSY, (Univox) (use 213-74005-3 untl exh) Doro a 1 D 
213-74005-5 P CABLE ASSY, AN/APX6A radar co-axial á saa: ον 1 B 
UG59B/U a . PLUG, (American Are ἅν oUm (κι τῳ ἃ 1 B 
ο s . PLUG, (American Phenolic 1 B 
213-74005-6 š CABLE, Transmitter to disconnect (RG87A/U 260 inches) 1 B 
74213-219 CABLE ASSY, (Univox) (use 213-74005-5 untl Sm) eae 1 B 
-55 AN3436-2-10 TERMINAL BLOCK ASSEMBLY ........ E od ee 2 
AN3434-1 STRIP. ... à, ως rà 2 
397-10 COVER, Elec terminal block (Henry Engineering) "s 2 
-56 AN3436-2-2 TERMINAL BLOCK ASSEMBLY . . . $ ws 1 
397-2 COVER, Elec terminal block (Henry Engineering) 1 
*1 Used on airplanes modified per T.O. 1F-86K-549. 
USEABLE ON CODE: A 54-1231 and subs C 53-8273 thru 53-8322 
4-1231 thru 54-132 
Changed 15 April 1960 431 
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FUSELAGE RADAR FIRE CONTROL SYSTEM (Cont) 





FIGURE 248 - FUSELAGE RADAR MG4 FIRE CONTROL AND APX6 SYSTEM WIRING AND EQUIPMENT (Cont) 
432 
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FIGURE A 
INDEX NUMBER 


248 


-1 
-2 
-3 
-À 


-5 
-ó 
-7 
-à 
-9 
-10 
-11 
-12 
-13 
-14 
-15 
-16 
-17 


-18 


-19 


-20 


-25 


PART 
NUMBER 


207-74031 


14146-506 
12652-506 
12648-506 
12647-506 
207-74003 


O6FN24 -28P 
AN3106M32-138: 
AN3106M24 -20P 


AN3106M2À -28PX 


AN3106M24-285 
AN3106M21 -20S 
AN3106M2l -28P 
UG260A/U 
AN3106M20-27S 
AN3106M28-12P 
AN3106M20-27P 
AN3106M22-148 
AN3106M20-7S 
207-74032 


205-74004-11 


UG260A/U 
205-74004-12 


205-74004-27 


UG260A/U 
205-74004-28 


205-74004-7 


UG260A/U 
205-74004-8 


205-74004-9 


UG260A/U 
205-74004-10 


205-74004-17 
UG18B/U 
205-74004-18 
UG27D, 
205-74004-19 


UG260A/U 
205-74004-20 


13231-506 





T. O. 1F-86K-4 


FUSELAGE RADAR FIRE CONTROL SYSTEM (Cont) 


1 2 


3 4 5 6 7 NOMENCLATURE 


FUSELAGE RADAR MG} FIRE CONTROL AND APX6 SYSTEMS WIRING AND 


EQUIPMENT (Cont) 


. RADAR EQUIP. INSTL, Fuselage (see fig. 18 for next assembly 


M 


oe eee 
ee eee 


and figs. 246, 247, & 250 for additional breakdown) 
WAVE GUIDE, (North American Downey). . . . +. + + κο. 
AMPLIFIER, Eiectronic control (North American yc y 
SYNCHRONIZER, Electric Echa American Den (GFAE). . 
CONVERTER, Signal data (North American Downey o 
MG4 FIRE CONTROL AND APX6 SYSTEM, Wire chart and item lis 
(see figs. 246, 247, 250 & 251 for additional brkdn 


. CONNECTOR, (signal data converter J2301) (Cannon) . . 
. CONNECTOR, (signal data converter J2302 wen ES Gg 
. CONNECTOR, (signal data converter J2303 Wow Φα ᾳ. 
. CONNECTOR, (elec synchronizer J315) . . + + + + . * + 
. CONNECTOR, (elec synchronizer J316) Ὁ xo» τς Gw 
. CONNECTOR, (elec synchronizer J305) . . . + + + . +. ° 
. CONNECTOR, (elec synchronizer J314) . . . ... . + ++ 
. PLUG, (Industrial Products) (synchronizer 7311) +. + + 
. CONNECTOR, (electronic control amplifier J903). . . . 
. CONNECTOR, (electronic control amplifier J901). . . + 
. CONNECTOR, (electronic control amplifier J904)4 . 2s 
. CONNECTOR, (electronic control amplifier J905). . +. + 


CONNECTOR, (electronic control amplifier J902 


G4 FIRE CONTROL AND APX6 SYSTEM WIRING INSTL, Radar fus . 


canted sta 43.673 fwd (see fig. 78 for next assy and 
figs. 246 and 247 for additional breakdown) 
CABLE ASSY, Elec synchronizer (J309) to receiver and . . 
transmitter (J1105) co-axial 
. PLUG, (Industrial Products) . . . +. + + + + + + eao 
. CABLE, Elec synchronizer to receiver and transmitter 
(RG62A/U 54 inches) 
CABLE ASSY, Radar test set (J7207) to receiver and... 
transmitter (J1106) co-axial 
. PLUG, (Industrial Products) . . . . 


CABLE, Radar test set to receiver and transmitter . .”. 


(RG62A/U 65 inches) 
CABLE ASSY, Elec synchronizer (7302) to receiver and. . 
transmitter (61103) co-axial 
. PLUG, (Industrial Products) . +. . + + 
. CABLE, Elec synchronizer to receive 
(RG62A/U 52 inches) 
CABLE ASSY, Elec synchronizer (J303) to receiver and . . 
transmitter (J1104) co-axial 
. PLUG, (Industrial Products) . . . e + + e + + seee 
. CABLE, Elec synchronizer to receiver and transmitter 
(RG62A/U 53 inches) 
CABLE ASSY, Radar test set (J7205) to wave guide co-axial 
. PLUG, (Industrial Products) . . . +. + + e e + eù +. 
. CABLE, Radar test set to wave guide (RG5B/U 16 inches) 
PLUG, (Industrial Products) (radar test set) . 
CABLE ASSY, Elec synchronizer (J304) to radar test set . 
(37202) co-axial 
PLUG, (Industrial Products) . . . e + + + e e e e ° 
CABLE, Elec synehronizer to radar test set (RG62A/U . 
91 inches) 


and transmitter 


PANEL, Radar test (North American Downey) (see figure 247) . . 


Section. ΙΙ. 
Group Assembly Parts List 


UNITS 


PER ASSY. CODE 


= 
FU 


| o n|BHHHEBH 


HP PRA A A AA 


2 


PO. PNPNP PD μ PD P HI H πο Pp 


Ref 


133 


USEABLE ON 


Section. ΙΙ: 
Group Assembly Parts List 


FIGURE & 
INDEX NUMBER 


249 


434" 


-1 
-2 


-3 
-ῇ 
-5 


-6 


" FIGURE 249 - FUSELAGE STATION 124 RADAR AFT CABLE INSTALLATION 


PART 
NUMBER 


213-74034 


UG27D/U 
213-74005-7 


UG21D/U 
213-74018 
213-74005-8 
74213-218 - 
173-71044 *1 
MS21919WG11 
213-74005-9 


UG574/U 
UG59B/U 
213-74005-10 
74213-99 
UG212A/U 


1 
CAB 


T.O. 1F-86K-4 
FUSELAGE RADAR FIRE CONTROL SYSTEM (Cont) 


2 3 4 9 δι i NOMENCLATURE 


LE INSTL, Radar fuselage station 12^ aft 
PLUG, (Industrial Products) . . . . . 


CABLE ASSY, AN/APG6A radar co-axial (whn exh use Univox . 


74213-318) 
. PLUG, (American Phenolic) . . . . , + + + + + + x+ + 
. CONNECTOR, Radar cable quick disconnect, assy of . . 
. CABLE, Disconnect to fus break (RG87A/U 245 inches) 
CABLE ASSY, (Univox) (use 213-74005-7 untl exh)... 


INSULATOR, Radio fus sta 250.75 AN/ARC27 co-axial cable . 


CLAMP V ο. ον ον a SRL AE ILEM ET μου. 

CABLE ASSY, AN/APX6A radar co-axial (whn exh use Univox 
74213-99) 

. PLUG, (American His νεος Ade nev tan 

. PLUG, cli Phenolic EE EE 

. CABLE, Fuselage break to antenna (RG87A/U 72 inches) 

CABLE ASSY, (Univox) (use 213-74003-9 untl exh) . . . . 

ADAPTER, (Industrial Products) . . . 


*1 Not used on airplanes modified per T.O. 1F-86K-551. See fig. 243A for mod. 
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USEABLE ON CODE: 


A 





54-1526 and su 





Ε-86Κ-4-14-Ί 


UNITS USEABLE ON 
PER ASSY. CODE 
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mp i mm or» 
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Changed 11 May 1962 
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Section. ΙΙ — 


T. 0. 1P-86K-1 Group Assembly Parts List 


FUSELAGE RADAR FIRE CONTROL SYSTEM (Cont) 


THIS PAGE LEFT BLANK INTENTIONALLY 


Changed 2 December 1960 434A 
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Group Assembly Parts List ο 


FUSELAGE RADAR FIRE CONTROL SYSTEM (Cont) 
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^ FIGURE 250 - FUSELAGE RADAR MG4 FIRE CONTROL AND APX6 SYSTEMS WIRING AND EQUIPMENT (Cont ) 
ΠΠ: š Changed 2 December 1960 














FIGURE & 
INDEX NUMBER 


250 


-10 
-12 


-14 
-15 


-18 


-20 
-21 


PART 
NUMBER 


207-74031 


12651-506 
ANTHA3 
AN936A416H 
2W18-416 
AN365-428 
AN8013D2 
433D416-8 
ANY-24A 
165-51224 
14150-506 
13143-506 
14144-506 
AN515-6R6 
14130-506 
C1158/APX 
207-74003 


M9S 

H19 
AN3108M28-2S 
AN3108M20-27S 
O6FN24 -288 
AN3100M1485S 
459944 
201-74139-11 


MS25010-2 
AN3021-1 

201-74138 
201-74137 


PFSC3 1/2-38 
600A-GMPÀSSW 
4220-4 


1 


ae L 
XT 
*1 
*1 


*1 
el 
$1 


FUSELAGE RADAR FIRE CONTROL SYSTEM (Cont) 


1 2 








T. O. 1F-86K-4 


3 4 5 6 7 NOMENCLATURE 


FUSELAGE RADAR MG} FIRE CONTROL AND APX6 SYSTEMS WIRING AND 


. RADAR EQUIP. INSTL, Fus (see fig. 78 for next assy & figs. 


oe ee 
ee ee 


EQUIPMENT 


246, 247 and 248 for additional breakdown) 
INDICATOR, Flight (North American, Downey) . 


BOLT x06 tae ra O8 Den d VOUS ας te sS Rr Rr LEON eee 
WASHER . +. + + E AE A τῳ νὰ 
WASHER, Flat (North ολα). : OA Q CE νι τῷ 
NUT e. ee 307€ A ᾱ 9. 9 9 © ο ο ο ο ο 
WASHER . +. + or, a ο ο πουν 
SPACER, Bolt (North American) s eds su "WU 
BOLT . . .. . oe o . . 
BRACKET, Pilot's instrument “panel “radar scope supportin 
CONTROL, Antenna hand (North American, Downey) . . . . 
CONTROL, Radar set (North American, Downey) . . . + + 
VISOR-FILTER ASSY, (North American, Downey). . . . +. + 
SCREW .. * š eo @ "ων eS 
CONTROL, Indicator (North. American, `Downey) όν ον 


PANEL, Radar set control {ΡΕ (Spec MIL-C8327) . 


. HOOD, (with I cable opening) ο νε d? tels 
. CONNECTOR, (flight indicator JO90l) i. ei ο vet ues 
. CONNECTOR, (I.F.F. control panel) . . . 


ese c] ett s s ὁ n on 


CONNECTOR, (antenna hand control disconnect) (Cannon) 


CONNECTOR, (radar scope camera) . . . +--+ + +. + 4 1 


RADAR SCOPE RECORDER, (Lockheed) . ë 

PANEL, Signal data recorder Nadar console “control. . 
switch, assy of 

. LIGET ASSY. Vier ο e ο A les ο ο ο” 

. SWITCH. . . .. £ . 

. PLATE, Signal data recorder, “Nadar console “control; 

. PANEL, Signal data recorder, Nadar console control, 


assy of 
. . FASTENER, (Dzus) . . (Uk U.: o4 w” 3 ο 28 -ᾳ 
š TERMINAL BLOCK, (Kulkà). . . v IE 
. . COVER, (Los Angeles Standard Rubber) ο eat eius pie 


*1 Used on airplanes modified per T.O. 1F-86K-547. 


USEABLE ON CODE: 
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A 54-1231 and subs 


B 53-8273 thru 53-8322 
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6 34 
F-86K-4-74-5D 
FIGURE 251 - MG! FIRE CONTROL SYSTEM PRESSURIZING EQUIPMENT INSTALLATION (Cont) 
FIGURE & PART i UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. . CODE 
251 MG4 FIRE CONTROL PRESSURIZING EQUIPMENT INSTALLATION 
207-74050 . PRESSURIZING EQUIP. INSTL, MG4 fire control system (see . . . NP 
fig. 247 for next assy and fig. 245 for 
additional breakdown) 
-1 AN924-6D a cel RAE ο ὃς dione ihe moe. dde VV HE ο LEV RUNE πα διὸ 1 
2W1V37-26-62 - . WASHER, Plain (North American) . ............. 1 
2W18-916 + . WASHER, Flat (North American) . . . . . ......... 1 
AN833-6D A A tea m 4 m W le m) Bh (e ci Ue 3L A IE tie 1 A,B 
AN832-6D sc oue. UNION signans Rt a Eros sos 1 C 


————————————————————————————————————— M — HÀ 
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Section ΙΙ 


. O. 1F-86K- 
T. O. 1P-86k-4 Group Assembly Parts List 


FUSELAGE RADAR FIRE CONTROL SYSTEM "(tont ) 


E PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
251 
-2 205-74049-3 . . LINE ASSY, MG! fire control pressurization system . . . . 1 A,B 
90? elbow to 45” elbow 
205-74049-53 . . LINE ASSY, MG} fire control pressurization system . . + 1 C 
union to 90? elbow 
-3 AN837-6D ^ ELBOWS 2 Si 2 ο ok ES τι Ἵν a νοις 1 A,B 
AN833-6D κ ELBOW > 00 ao oe ce S Ὁ Ορ ο ο το τὲς de os 1 C 
AN924-6D NU ο as al e a ra aia ala ος 1 
2W1AL36-28-64 ` 1 WASHER, Plain (North American) . . . s . + + + + + * +. * 1 6 
-ᾱ 205-74049-5 . . LINE ASSY, MG! fire control pressurization system 1 
45% elbow to union 
-5 AN832 -6D s dw UNION ο a ο g UU 9 09 09 WU 3: κ amo] πα ses om, S NES 1 
AN924-6D - xy NUT. C a ae ο ET T A A as 1 
2w18-916 ` 1 WASHER, Flat (North American)... . s . + + + + + + ° * n 1 
-6 205-74049-7 . LINE ASSY, MG! fire control pressurization system i-re κ 1 
union to dehydrator 
-7 AN833-6D . ELBOW +... . ὁ ο «© © © © © © «© s, ROS eiue εν. x e WU 3 2 
AN6289D6 s RUT hee w e ww lev v. Quen ew: ο 2 
AN6291-6 e αν RING I sc deo» Ge E i Ἡ des E Eo wwe UE Cs Ce 2 
AN6290-6 . o GASKET > . + ὁ + © © © © ὁ ὁ ο n ο t n9 TECUM RP PES 2 
-8 0309-4 ` ' DEHYDRATOR ASSEMBLY, (Rosseter). . . . . + + + + er n ° 1 
-9 205-74049-9 ` . LINE ASSY, MG} fire control pressurization system ... + 1 
dehydrator to pump 
-10 1177-74041 *1 . . SUPPORT, Radar pressure system pressure switch . . . . + + 1 A,E 
-11 AN815-6D , . UNION . . : .. +s s s s 4 s s s s m + s t] 9 | 9] | t] 9] 9 ° 1 
AN6290-6 . . GASKET . . 0 « e e e mom om om ὁ om wt mo mm . om o t ot ong ng 1 
-12 RG9065A ` . COMPRESSOR, Elec motor driven air (Romec) (intrch wth . . 1 
Romec RG9065B) 
177-74043 . . SUPPORT ASSY, Radar pressure system pump . . +. s + + +... 1 
-13 205-74049-13 *1 . . LINE ASSY, ΜΑΝ fire control pressurization sys pump to tee 1 A,E 
205-74049-45 *2 . . LINE ASSY, MG} fire control pressurization sys pump to tee 1 F 
AN919-6D . . REDUCER . + < ee ee S w . . oom om ο . 9 . t n 9 t] n n9 ng 1 
AN6290-6 s o. GASKET aov Vo voee Φος o8 We RD 9.  ὁ A Νο. ού ο 1 
-14 AN824 -4D *1 . . TEE . 2... s s s s s s os s e + + q s st s e t t m rn t! ng] 1 ΑΕ 
-15 205-74049-15 *1 . . LINE ASSY, MG4 fire control pressurization system . . .. 1 A,E 
tee to pressure switch ç 
-16 SA198A/U xl . . SWITCH ASSY, Pressure (Great Lakes Mfg.) d Wu mcus dev y 1 A,E 
-17 205-74049-17 *] . . LINE ASSY, MG4 fire control pressurization sys tee to tee. 1 A,E 
-18 ANB24 -4D AR E ON oe wie - 1 
-19 205-74049-19 . . LINE ASSY, MG} fire control pressurization system . . . + 1 
tee to relief valve 
-20 100-621-2 . . VALVE, Relief (Great Lakes Mfg)(whn exh use Tavco 2394226) 1 
-21 205-74049-21 . . LINE ASSY, MG4 fire control pressurization system tee .. 1 
to 90° elbow 
-22 AN833-4D I. 5 SELBOW- le ws veu e ee Sad el yet Se Sa pu de ce er a Se 2 
AN924-4D xoc. AUT a e O AA ο us 2 
218-716 . . WASHER, Flat (North American). . . . +. + + + e s + + * * ng. 2 
-23 205-74049-23 . . LINE ASSY, MG4 fire cont pressurization sys 90? to tee . . 1 
-24 AN80! D4 ç cw TERE o o£ ο 9 € € € 00 Ὅς e AA ο en ὦ 1 
AN924-4D ο ἄρα μα O A τῷ a^ doc Ce] vete] e rá 39 ce 1 
218-716 . . WASHER, Flat (North American). . . +. + + + + +e * * * n 1 
-25 205-74049-25 . LINE ASSY, MG4 fire control pressurization system .. . 1 
: tee to 45° elbow 
-26 AN837-4D La δν e a 24 ee ces ο Sar ο ie oh SE SE e Te. a 1 
AN924-4D "EDU APP c E 1 
2W1V29-18-62 . . WASHER, Plain (North American) "νυ wet ey oe Sa 1 
2W18-716 ` ` WASHER, Flat (North American). . ; . . . + + + + +... + ° 1 
-27 205-74049-27  *3 . . LINE ASSY, MG4 fire control pressurization system 45% .. 1 A,B 
elbow to reducer (use 205-74049-43 unti exh) 
-28 205-74049-55 ' . . LINE ASSY, MG} fire control pressurization system 45? . , 1 ο 
elbow to reducer 
-29 AN919-6D . . REDUCER . « « « « « ὁ © «© © © © © © © © © © © t t] e t] 95 t| 1 
-30 205-74049-35  *3 . . LINE ASSY, MG! fire control pressurization system . .. 1 A,P 
reducer to power supply 
-31 205-74049-57 *4 . . LINE ASSY, MG} fire control pressurization system .... 1 C 
reducer to power supply 
-32 205-74049-31 . . LINE ASSY, MG fire control pressurization system . . .. 1 
tee to 90° elbow 
-33 205-71019-33 . . LINE ASSY, MGN fire control pressurization system . . +. . 1 A 
90? elbow to tee 
205-74049-37 . . LINE ASSY, MGr fire control pressurization system ... + 1 B,C 
90? elbow to tee 
-34 AN3320-1 *) . . RELAY, (air compressor) , . + + + + + + + + * + + + oeo 1 A,E 
207-74003 . MG4 FIRE CONTROL AND APX6 SYS, Wire chart & item list (see . 1 
figs. 246, 247, 248 & 250 for additional breakdown) 
-35 AN3106B10SL3S . . CONNECTOR, (pressure switch) . . . + + + + * ee * * * n ng 1 
AN3057-HA x 45. ADAPTER 20. £0 € e so K mom n νεο md on 1 
-36 AN3106M16-118 . . CONNECTOR, (compressor). . .- . s + + + * * * * * * * * n ng 1 


*1 Not used on airplanes modified per T.O. 1F-86K-542 . 
*2 Used on airplanes modified per T.O. 1F-86K-5h2. 
*3 Removed from airplanes modified per T.O. 1F-86K-549. 
«xl Used on airplanes coded "A,B" when modified per T.O. 1F-86K-549. 
USEABLE ON CODE: A 53-8273 thru 53-8322 C 54-1325 and subs E 54-1231 thru 54-1275 
B 54-1231 thru 54-1325 D 54-4811 and subs F 54-1276 and subs 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER l 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
252 205-61001-21 ARMAMENT INSTALLATION, M24 20MM gun IH ...... š ? , NP 

205-61001-22 ARMAMENT INSTALLATION, M24 20MM gun RH .. x eie NP 
-1 207-61002-1 ARMAMENT EQUIPMENT INSTALLATION, M24 20MM ' gun 18 vot de A NP 
(see figure 253 for breakdown) 
207-61002-2 ARMAMENT EQUIPMENT INSTALLATION, M24 20MM gun RH . . . . . . NP 
(see figure 253 for breakdown) 
-2 No Number . GUN ASSY, Aircraft 20MM type 24A1 (AERNO 93-1365) (GFAE) . 2 
-3 No Number . du. oM M-24 gun type J5 (Spec MIL-H5294) (AERNO 52-2772) 2 
GFAE 
No Number . HEATER, Feeder type Al (GFAE) . . ... v^ ο 2 A 
-4 No Number . FEEDER ASSY, Type M2E7LH (GFAE) . ........... 2 B 
No Number . FEEDER ASSY, Type M2E7RH (GFAE lp κ o VE ive e os sd κῶν λος 2 B 
No Number . FEEDER ASSY, Type M2E5LH (GFAE SAVE š S ας ias Sal Car τῳ . 2 A 
No Number FEEDER ASSY, Type M2E5RH (GFAE EUMD ES š ὡς Wy. Ore ç 2 A 
-5 c10493-1 . FLEX, Chute assy LH AEN ç A ç 2 
C10493-2 š FLEX, Chute assy RH (Nobles A : 2 
-6 7860 . CHUTE ADAPTER, 20MM ammunition feeder '(Nobies) | x 4 
-7 D410-6 . EJECTION CHUTE, 20MM flexible link (Townsend Eng. Prod. E . 2 ü 
-8 207 -61010-1 . BOX ASSY, Ammunition complete LH . . . . . > 2 
207-61010-2 . BOX ASSY, Ammunition complete RH . . : . £ JS 2 
-9 207-61011-1 5 BOX ASSEMBLY, M24 gun ammunition LH ¿ . a 1 
207-61011-2 s BOX ASSEMBLY, M24 gun ammunition RH . . H š Ss 1 
-10 205-61013 . + . HANDLE ASSEMBLY M24 20MM ammunition box . ë PES 2 
-11 205-61012-1 + . COVER ASSEMBLY, moh gun ammunition box LH . . en οὔ 1 
205-61012-2 . . COVER ASSEMBLY, M24 gun ammunition box RH . . x > τα ï 
-12 205-61018 š SHAFT, M24 20MM ammunition box roller . s LA é 2 
-13 GTM1OOC ç ROLLER ASSEMBLY, 20MM gun (Gliderateeve) . νὰ 1 
-14 AN365-1032 T NUT... TN la ο 1 
-15 2W1-16-14-50 : WASHER, Plain (North American) . . . . ; ; ; iov 2 
-16 NASH2HT6-142 š SPACER, BIVet SX ^x wow. RA Scis iust ται We S e -ᾱ 1 
-17 AN3-26A . BOLT .. Em E : 1 
-18 A047 -5025608 š BOLT, (supplied with gun) s V. Rh ανν 4 
-19 205-61070-3 . ADAPTER, M24 20MM gun rear mt roller ° (altered from 205-61070). 2 
-20 AN4-11 . BOLT.. ë vis ο ο ο Cg ο ο 19 
2W18-416 . WASHER, Flat t {norin American) EY os Y ve ess de Me 24 
AN310-4 . NUT vt M p Gel vee e P E ER E 12 
-21 AN4-12 . BOLT... ο tas AY τόν AE He ας 4 
2W18-416 +. WASHER, Flat (North `American) a> oie; d xx qu. ler ορ vec ten καὶ τὲ 4 
AN310-4 . NUT ba tie Je, ο. cay “ὁ. NUUS νο ο ο αμ... 4 
-22 AN503-416-12 . BOLT... ο ο Weta αν 4 
-23 205-61082-1 . BRACKET ASSY, EN gun “manual charger fwd LH . ... ae τῳ 2 
205-61082-2 . BRACKET ASSY, M24 gun manual charger fwd RH . . . . . Σ 2 
-24 AN3H5A . BOT... "er s lw ; 4 
-25 207-61026 . BRACKET, Mel 20MM. gun "manual charger ΥΘΑΥ . ..... + 2 
207-61027 . SHIM, M24 20MM gun manual charger Pear era Sr el af a 2 
-26 AN3H3A s BOLT. , . ee ec cR EO UE Q 4 
2W18-10 . WASHER, Flat (North. American) d PEN EA 4 
-27 205-61084-21 š BRACKET ASSY, M24 20MM gun manual char. er `handle support LH 2 
(use 205-61084-1 or -11 untl exh 
205-61084-22 BRACKET ASSY, M24 20MM gun manual charger handle support RH 2 
(use 205-61084-2 or -12 untl exh 
-28 205-61083 CHARGER ASSY, M24 20MM gun manual m exh use 213-61083) 2 
213-61083 CHARGER ASSY, M24 20MM gun manual (use 205-61083 untl. exh) . . 1 
207-61019 . DETENT, M24} 20MM gun manual charger plunger Boer 2 1 
-29 A073-7238444 SCREW, (supplied with gun) . . A ; 2 
-30 5-61061 ANCHOR ASSEMBLY, M24 gun feed mechanism slide' 2 2 
-31 2W18-516L WASHER, Flat (North American) . š NA 1 
-32 AN394-23 PIN ¿ > . . ο ο ο 1 
-33 205-61062 . BRACKET, Moy gun “peed mechanism anchor attaching: TEC 1 
-34 205-61067 . SWIVEL, M24 gun feed mechanism anchor iue 1 
-35 2W18-416L . WASHER, Flat (eran American) . . . . joi ον tone 1 
-36 AN394-21 PIN 2 E ES 1 
-37 205-61064 FITTING, M24 gun “feed mechanism slide anchor. uick-disc 1 
-38 213-61008 PLUG, M24 gun blast tube (use 205-61008 untl exh EN S 2 
USEABLE ON CODE: A 53-8273 thru 53-8322 
B 55-1231 and subs 
Changed 26 May 1958 439 
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FIGURE 2 - M2% 20MM GUN ARMAMENT EQUIPMENT INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 34 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
253 207-61002-1 ARMAMENT EQUIP. INSTL, M24 20mm gun LH (see fig.252 for next assy NP 
207-61002-2 ARMAMENT EQUIP. INSTL, M24 20mm gun RH (see fig.252 for next assy NP 
-1 205-61003-31 . PANEL INSTALLATION, M24 gun blast LH . . . . , + + + + + + + * 1 A 
205-61003-32 . PANEL INSTALLATION, M24 gun blast RH . . . . + erue he rs nm 1 Α 
205-61003-21 . PANEL INSTALLATION, M24 gun blast LH... +. + + + + + s eee 1 B 
205-61003-22 . PANEL INSTALLATION, M24 gun blast RH . . . . + + + + +... ΕΝ 1 Β 
-2 213-61040-1 . . PANEL ASSEMBLY, M24 gun inboard blast LH . . + + + + + +. +. 1 
213-61040-2 . . PANEL ASSEMBLY, M24 gun inboard blast RH . . +... + + + + + 1 
-3 213-61040-41 . . PANEL ASSEMBLY, M24 gun inboard blast LH ......... 1 
213-61040-42 + . PANEL ASSEMBLY, M24 gun inboard blast RH . . . + + +s + èo 1 
-4 207-61041-1 . . PANEL ASSEMBLY, M24 gun blast outboard LH . . . . . . . e 1 B,C 
207-61041-2 . . PANEL ASSEMBLY, M24 gun blast outboard RH . . . . . . . +. . 1 B,C 











T. O. 1F-86K-4 
FUSELAGE ARMAMENT (Cont) 


Section. Ir _— 
Group Assembly Parts List 


gg T R K 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER i 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
253 205-61041-31 . . PANEL ASSEMBLY, M24 gun blast outboard LH. . . . . + + + * * 1 D 

205-61011-32 . . PANEL ASSEMBLY, M24 gun blast outboard RH. . "AN 1 D 
-5 9017-6108 8-1 . . MUFFLER ASSEMBLY, M24 gun deflector LH ... $ s oes Ὅς ce 1 ° 
207-61048-2 ` i MUFFLER ASSEMBLY, M24 gun deflector RH +... . + + + + s + + 1 
-6 AN310-4 NUDE a a e ο, ας ο e a ὃς N 5. Ὁ e S cas 4 
-7 213-61050 : WASHER, M24 20mm gun blast tube aft . . . . + + + + + + soso 4 
-8 213-61049 Š WASHER, M24 20mm gun blast tube fwd. . ο VS td 08 ee v d 2 
213-61049 2 WASHER, M24 20mm gun blast tube forward . . . . . + + * ess 2 B,C 
213-61048 ; WASHER, M24 20mm gun blast tube forward outboard . . . +. + : 2 D 
-9 NAS43-4-24 : SPACER, Screw and bolt e SWIG) a e oo ae is. deb 8s -ᾱ 2 
NAS43-4-20 . . SPACER, Screw and bolt (sta 12.75 vo ee s ο ο ΕΣ 9 
-10 AN4-10 . . BOLT, ise 4.75 A E Be pele 2 
AN4-12 . . BOLT, (sta 12.75 κ. 4 αφ. a ee ee ee Ὁ τὰ 2 
-11 207-61051 . . TUBE ASSEMBLY, M24 gun inboard blast . +. . + + +. +. esas eo 1 
-12 205-61042-21 . . TUBE ASSEMBLY, M24. gun outboard blast . . . . . + + + * . * +. 1 B,C 
205-61042-31 . . TUBE ASSEMBLY, M24 gun outboard blast . . . +. s + + + * . +. +. 1 D 
-13 AN6-11A BORO sa aa Ὅᾳ ο ο ο ο ο ο ο ο. 8 
-14 218-616 . WASHER, Flat (North American) . . +. + + + + + + + + + s ° ° . +. 8 
-15 AN365-624 o NUT O .....oo.o.»o ὁ ves 9 ὁ ὁ 9 sve se vee ος ο. 8 
-16 AN12H22A .. BOLT AAA E E O ὁ w. cho. αὶ δ ὁ 2 
-17 157-61019 . WASHER, Front gun mount bolt lock . . , + + * * * * * © * * * n 2 
-18 AN315-12 e NUT oW 9 on ὃν Ὁ ο ο ᾱ Ὁ cm lm 4 a W. Φ 4 4 ὁ 4 οἱ ο UY 2 
-19 207-61020-5 . FITTING ASSEMBLY, M2! 20mm gun front inboard . . e e.s + + + ο. 1 
205-61058 . . PIN, M24 20mm gun front mount locking . e. + + eses * ee 1 
-20 73-2026 . MOUNT ASSEMBLY, 20mm fixed gun forward . ο «ο + + e e © © n S 2 
-21 207-61021-5 . FITTING ASSEMBLY, M24} 20mm gun front outboard . e . + + + + è 1 
205-61058 . . PIN, M24 20mm gun front mount locking . . e. + + esere 1 
-22 AN395-29 s: SPINS Iw Le E RA WI ^ ο 2 
-23 2W18-516 . WASHER, Flat (north American) . . « . «+ ὁ ο ee ee ee ewe 2 
-24 205-61060 . ROD ASSEMBLY, M24 gun feed mechanism slide anchor . . .. + + ° 2 
-25 2w18-416L . . WASHER, Flat (North American) . +. . + + + + + + ee + + eae 1 
-26 AN394-21 we ox PIN. oe s oartu (X X RR EE A E 1 
-27 205-61067 . . SWIVEL, M2! 20mm gun feed mechanism ancho exce we: Sar, exes Te 2917 1 
-28 205-61068 . . ROD END, M24 20mm gun feed mechanism anchor e . e.s + + * * 0. 1 
-29 AN365-524 e + NUT... S s s ὁ e e e e e ο ὁ ὁ 6 o ὁ » o e 0 ο * ° ° ° ° ° 1 
-30 205-61063 + . ROD, M24 gun feed mechanism slide anchor α . e ... ++ ese 1 
-31 2W17-716 + + WASHER, Corrosion resistant steel (North American) . . . + + 1 
-32 205-61066 . . SPRING, Compression . . . . + + + + + + + + + * t m * * ° tm n 1 
-3 205-61065 + . SLEEVE, M24 gun feed mechanism slide anchor. . . . +...» 1 
-3 205-61051-7 . ROD, Μοὶ gun ammunition box hanger +. . . + + + + + + + * * * * n 1 
-35 205-61051-5 . ROD, M24 gun ammunition box hanger +. . . + + + + + + + * * * t n 1 
-36 AN3-5A 2. BOIT. ὃν +s +s <q s e a ο) e e e €! e s e. ὁ e e e e e Ὁ. a o d o ao 2 
2W18-10 . WASHER, Flat (North American) α . . . + + + + + ee + ° * ° on ng 2 
-37 AN3-6A . BOLT . . ee s e ee ὁ e e e e e ὁ 0 o ὁ o o 6 ° ° s 0 ee ° ° 2 
2W18-10 . WASHER, Flat (North American) . . e + + +s + + s + + + eee * ° 2 
-38 205-61032-21 . CHUTE ASSEMBLY, M24 gun case ejection inboard LH . . e s . e eè 1 A 
205-61032-22 . CHUTE ASSEMBLY, M2! gun case ejection inboard RH: X θείον Ge, diet mg 1 A 
205-61032-1 . CHUTE ASSEMBLY, M2! gun case ejection inboard LH . . . . + + + + 1 B 
205-61032-2 . CHUTE ASSEMBLY, M24 gun case ejection inboard RH . . . . s +s + 1 B 
-39 AN3-5A A A E wow e CR e QN sir a 12 
2W18-10 . WASHER, Flat (North American) . . . . + s s s s eee eee ee 19 
-40 205-61028 . CHUTE ASSEMBLY, M24 20mm gun link inboard . . e + + + + * * * * 1 
-41 205-61029 . CHUTE ASSEMBLY, M24 20mm gun link outboard . . e , + + + + * * * 1 
-42 205-61033-1 . CHUTE ASSEMBLY, M2! gun case ejection outbaard LH . . . + + +. 1 
205-61033-2 . CHUTE ASSEMBLY, M24 gun case ejection outboard RH ο . . + . « « 1 
-43 AN5-10A « BOLT... « ο ὁ «e » e ο e ο ὁ * » à ὁ e ὁ ewe e cee wm ο. ο 8 
-44 2W18-516 . WASHER, Flat (North American) . ee + + + + + eee eee eee 16 
-45 AN365-524 e ΝῚ . «αν Ὁ δ ος ὦ ὁ sales ee a a ὁ ο ele 8 
-46 74-1220 . MOUNT ASSEMBLY, 20mm fixed gun rear LH Pe ο δα quie ος Ὅν ate 1 
74-1220-1 . MOUNT ASSEMBLY, 20mm fixed gun rear RH (Tison) e . «+ + + . . ° 1 
-47 207-61031-1 . TRAY ASSEMBLY, M2! gun fwd amm box loading complete IH . e.. + 1 
207-61031-2 . TRAY ASSEMBLY, M24 gun fwd amm box loading complete RH . . +. » + 1 
-48 207-61032-1 . TRAY ASSEMBLY, M24 gun aft amm box loading complete LH . . . +. + 1 
207-61032-2 . TRAY ASSEMBLY, M24 gun aft amm box loading complete RH . . . » + 1 
-49 AN253-2-2875 z oe A S 9 Ὁ «6 ὁ m9 s ο ὦ m m ο S ο  ὁ ᾱ- κ 1 
-50 207-61033 + . LOCK ASSEMBLY, M2! gun ammunition box . ο ο ο RES 1 
-51 AN365-1032 « . NUT... ^ © © © ο © ὁ ο ὁ ο ὁ 9 « 9 ο 3; 9 c € ο... ... 2 
-52 2W1AL13-14-40 + . WASHER, Serrated α. . +. + + +s © © s © © © s © © © s t t] 9 t9 n9 4 
-53 NAS43-3-13 + . SPACER, Screw and bolt . . e * ο ο ὁ ο ο * *» 9 ο ο 9 ^ ο ο 2 
-54 AN3-7 aer BOLT a S x s € e e o e € U e o o A ὁ o o ° ° -φ 5 Ὁ ᾱ 2 
-55 207-61034-1 . . TRAY ASSY, M24 gun fwd amm box loading LH . . . + + + * * * * 1 *1 
207-61034-2 + . TRAY ASSY, ΜΟΝ gun fwd amm box loading RH e a < < 900 9 w 1 *2 
207-61035-1 - . TRAY ASSY, M2} gun aft amm box loading LH . . . + + + * + * ° 1 *3 
207-61035-2 . . TRAY ASSY, M24 gun aft amm box loading RH . e e + ee .. 1 *Y 
-56 WU1026-1 . . SUPPORT ASSY, M24 gun amm box tray fwd (Weste Urn) .... 1 *1 
(1ntrch wth Cromer 13130-1 or Elliot 1027-1) 
WU1026-2 . . SUPPORT ASSY, M24 gun amm box tray fwd (Western Urn) . . . . 1 *2 
(intreh wth Cromer 13130-2 or Elliot 1027-2) 
WU1027 . . SUPPORT ASSY, M24 gun amm box tray aft (Western Urn) .... 1: ΞΟ 
(1ntrch wth Cromer 13131 or Elliot 1028) 
*1 (used on 207-61031-1 m *2 (used on 207-61031-2 RE 
*3 (used on 207-61032-1 only *4 (used on 207-61032-2 only 
*5 (used on 207-61032-1 and -2 only) 
USEABLE ON CODE: A 54-1231 and subs C 54-1231 thru 55-1300 
B 3-8273 thru 53-8322 D 54-1301 and subs 
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Section. ii. 
Group Assembly Parts List 


T. O. 1F-86K-4 


FUSELAGE ARMAMENT (Cont) 














F-86K-4-69-1 
FIGURE 254 - A4 GUN BOMB ROCKET SIGHT INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER l 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

254 205-69001-11 SIGHT INSTALLATION, A! gun bomb τοοεκοῦ............... NP 
-1 NAS221-10 . SCREW, Brazier head Phillips recess steel 10-32 4 1... v e 4 
-2 2W18-10M - WASHER, Flat (North American) . . . . . . . . . τ; 4 
-3 10644-701 + CIRCLE ASSY, Zero reference (North American Downey) . . . .. 1 
-4 187-69009-15 + LOCKING ASSY, A! sighthead combining glass holder . . . , . . 2 
-5 2W18-416 - WASHER, Flat (North American) . . . ων e . , ç . ¿ . ¿ 2... . 6 
-6 s1452-048 + NUT, Barrel (Elastic) . . . . ... ... .. . ¿ ¿ 00.2 2 
205-69012 - HOLDER ASSY, A4 gunsight reflector glass ......4.... 1 

-7 205-69011 + + RETAINER, ΑΝ gunsight reflector glass lower ....... 1 
-8 205-69010-1 + + RETAINER, AH gunsight reflector glass upper LH. . . . + < 1 
-9 205-69010-2 + + RETAINER, A! gunsight reflector glass upper RH . . . . . . 1 
-10 205-69009 - . GLASS, Ah gunsight reflector , . . , . ο cs s sç s s s νο 1 
-11. AN500AC416-22 SOOSCREW ç 2.71 S ο ο ο e ὅντα Whee οὐ... 4 
-12 205-69002 + ADAPTER ASSEMBLY, A! sighthead mounting . . . . . . . . , . . 1 
-13 AN364B720 $e NULO μα A a csetera cant ta pu: OE 2 
-14 2W18-716L + + WASHER, Flat (North American). .........008 eee 2 
-15 172-69006 + + PIN, A! sight adapter supporting . . . . . . . . . a . 2 
-16 667499 + SIGHTHEAD, Type A! gun bomb rocket sight (North American . . 1 


Downey 
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Group Assembly Parts List T. O. 1P-B6k-h 


FUSELAGE ARMAMENT (Cont) 








F-86K-4-66-1B 


FIGURE 255 - GUN CAMERA AND GUN CAMERA DOOR OPERATING EQUIPMENT 
442B Changed 26 May 1958 





Section. ΙΙ _ 


(s ss Group Assembly Parts List 


FUSELAGE ARMAMENT (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEK NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
255 GUN CAMERA AND GUN CAMERA DOOR OPERATING EQUIPMENT 
165-6601! . CAMERA INSTL, Wing outer panel leading edge gun . . . . + + * NP A 
165-6601! -11 . CAMERA INSTL, Wing outer panel leading edge gun . . . . +. + + NP B 
242-66014 . CAMERA INSTL, Wing outer panel κο ης edge gun b ABE πο tan Š κος NP C 
ip AN5OLA10-6 m SCREW . . ; : ree 8 B,C 
-2 2418-10 . . WASHER, (North American) ads eli 8 B,C 
x AN960D10 uo. ~- WASHER: oe 2€ x 3 Gl RIO De E ᾱ ο. e tb Q AS ον ψ ug 4 A 
AN365-1032 ge μμ s< e ο ο S ο”... 4 A 
-3 AN3-4A κ... ο BOLT uoueege sume Ss ce E ainsi Ae W ain, Sao coe 4 B,C 
AN3-5A . . BOLT ... à A 
-4 No Number ^. MOUNT, Gun camera Type 2108 (Huber) . vo Sot RO Sy: S 1 B,C 
No Number . . MOUNT, Gun camera Type Cl (GFAE) . . . + + + + + + + . +. ° 1 A 
-5 No Number gh. E CAMERA, Gun σι Type N9 Ἐν “δ, 8 1 B,C 
No Number . . CAMERA, Gun (GFAE)(Type AN- N6) (Type "NÓ camera "mày "be used 1 A 
as a substitute) 
091601 . . CARTRIDGE, Film 16 mm disposable (Bell and Howell) 1 B,C 
(used with Type N9 camera) 
-6 21412-66011 z ‘a “SPRING; Tension ¿ s spe h w < SU ἂν o ys. WIE ο Sere 2 ς 
-7 242-66015 ; CLIP, Gun camera WOP 6-3 extended leading edge . . . . . . 1 C 
205-6602! H CABLE INSTALLATION, Wing gun camera door actuating (see . .. NP A,B 
figure 80 for next assembly) 
205-66024-11 . CABLE INSTALLATION, Wing gun camera door actuating (see . . . N; ς E 
figure 80 for next assembly) 
-8 205-66026 . . CABLE ASSY, Wing gun camera door actuating aft ...... 1 A,B B 
205-66026-11 . . CABLE ASSY, Wing gun camera door actuating aft EE 1 c 
-9 AN664C2 G. S TERMINAL ie cnt eee te 2o πο Ta ο ο NK ta, Des De er ο 1 
-10 205-66026-3 . . . CABLE, Wing gun camera door actuating . πο... i 
-11 AN8016-3 v NL τό CASING Be ries WO Le. I BLS όν. (δὲν We τὰ; cds ra HENCE E EA 1 
AN8004-1 cos ee SCAR ος 22790 UR" a lis οί το, Ter δι Merete? y MCI τὸ ue 2 
-12 AN669S2RH CERE: . TERMINAL... . ος WU ο Ἂν, SE W E € lQ 1 
-13 10C2D10-16 1/4 . . CONDUIT, (North American) πω πω iss p οκ. 1 
-14 AN155-8S £ +. BARREL . . ο ο . Ea Sa, "E ë το. Sor tan ey -ὁ 1 
-15 205-66025 . . CABLE ASSY, Wing gun câmera door actuating fwa Ρα... 1 
-16 AN669S2LH ΕΝ TERMINAL e et ins. * 4 ᾱ, ee ἃ ws 1 
-1 205-66025-3 + . CABLE, Wing gun camera door “actuating. 4: cuis μα 1 
-1 AN8016-3 š « CASING . 4 4 +ç +s +S s s κ a s 0 κ Φα o o 4o e s s 9 X κ 1 
AN8004-1 a tee ve TORR l1 € 4 KU a. ge Z τῶι Φ ᾱ- a S: a 4, * Ta Sa De €. S 2 
-19 AN667-2 e + . TERMINAL , , , . +< < © © © © © e ὁ o e ο 9 + 9 o ° ο. n9 1 
-20 AN393-11 ko ΕΙΝ. ὡς Ὁ A ον. W e.e ο ο ο, Ne ώς g. αν δι Το 1 
-21 165-66024 CLIP, Wing gun camera door actuating cable to nose gear ο unte ¿Re E 
(see figure 294) 
-22 165-34510 ARM, Aux landing extension cyl trun actuator (see fig. 294) . . . Ref 
-23 165-66009 DOOR ASSY, Wing outer panel leading edge gun camera sliding . . . Ref 
(see figure 23) 
-24 242-66010 SPRING, Tension (see figure 23A) . . . 2 + + + + + + + + . + . o Ref 
USEABLE ON CODE: A 53-8273 thru 53-8322, C 56-4116 and subs 
B 54-1231 thru 54-1350, 


55-4811 thru 55-4936 


e + + neo q  w= w _sD s — F Γ᾽ 
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Group Assembly Parts List T. O. 1F-86K-4 





FUSELAGE ARMAMENT (Cont) 





F-86K-4-61-3 


FIGURE 255A - GAR-8 SIDEWINDER MISSILE PYLON AND ADAPTER EQUIPMENT (MOD) 


442D T š f Changed 16 October 1959 


Section. Ir 


T. O. 1F-86K-4 Group Assembly Parts List 


FUSELAGE ARMAMENT (Cont) 


FIGURE 8 PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
255A *1 GAR-8 SIDEWINDER MISSILE PYLON EQUIPMENT (MOD) 

-1 202-681002-1 . PYLON ASSY, GAR-8 sidewinder missile LH . . . . . + 1 A 
2o2-681002-2 . PYLON ASSY, GAR-8 sidewinder missile RH š 1 A 
ATTACHING PARTS 
-2 MS20005-28 bas BOLTO SL oe aa κ -ᾱ- CUP oer dee Rie er teh ν- 1 φον. ο 2 Α 
-3 MS20005-30 v BOLT.. A 2 νε xe dw... ὁ cele E, Sho Me I qe ος Σια Kel ier ios 1 Α 
-4 MS20002C5 . WASHER .. 3 A 
-5 MS20004-10 . BOLT, pa with 173. -14009- 1 “and -2 leading edge) . E 1 Α 
MS20001 -8 . BOLT, (used with 201-14009-1, -101 and -2 ἘΦΗ͂ΚΕ edge) . 1 Α 
-6 MS20002C4 s+ WASHER go SW eg ew 1 A 
-7 2W18-416M . WASHER, (North American) AR A 
_ 
-8 202-681003 . . SUPPORT, Launcher GAR-8 sidewinder missile pylon, fwd 1 A 
(LH and RH) 
-9 202-681004-1 . . SUPPORT, Launcher GAR-8 sidewinder missile pylon, front . 1 A 
Spar IH 
202-681004-2 . . SUPPORT, Launcher GAR-8 sidewinder missile pylon, front 1 A 
spar RH 
-10 202-681005-1 . . SUPPORT, GAR-8 sidewinder missile pylon wing rear spar LH 1 A 
202-681005-2 . . SUPPORT, GAR-8 sidewinder missile pylon wing rear spar RH 1 A 
-11 202-540005 . . PANEL ASSY, Elec relay pylon GAR-8 sidewinder missile A 1 “A 
(used in LH wing pylon) 
-12 202-540005-3 . . . PLATE, Elec relay pylon panel (LH) 1 A 
-13 202-540005-7 a ο BRACKET, Elec relay pylon pensr (m) n 1 A 
-14 AN507-832R10 soe BORM is ὁ. ο Ὁ Dies τὰ 1 A 
AN961-8 £ « + WASHER «. ..... š . EAS 2 A 
AN936A8B e «e WASHER . . » : « 2 E 2 A 
AN341-8 +... NUT . νο ο ο 9 A 
-15 AN3436-1-7 we “Wy ὁ TERMINAL “BLOCK ASSY "E Ὃν “δρ πτερά ο ο απο 1 Α 
397-7 . . . COVER, (Henry Engineering) MO E απ δ. ας 1 A 
-16 AN3436-1-9 ww e TERMINAL BLOCK ASSY . . . ο ο ο συ 1 Α 
397-9 e: COVER, (Henry Engineering) ου p. as 1 Α 
-1T AN520-10R8 > fe SCREW A O ds QU Woe, qd dul SD SS 6 A 
-18 202-540005-11 . . PANEL ASSY, Elec relay pylon GAR-8 sidewinder missile . | 1 A 
(used in RH wing pylon) 
-19 202-540005-5 . . + PLATE, Elec relay pylon panel . . . . . . + . $6; 1 A 
-20 202-540005-9 £u -ᾱν y BRACKET, Elec relay pylon panel . . . . . . . + + Q 1 A 
-21 AN507-832R10 s ve SCREW . . ο Mr EE EC Oo aa ο. 1 A 
AN961-8 £ Uo WASHER ν op we Ὁ κα oe 26 ox y M - A ο Kal: cen ie 2 A 
AN936A8B |. e cae WASHER e € € Ue Rae SR Ὁ SU $7 ek, lich Sy ον. S, ΑΧ, Ya 2 A 
AN341-8 - » . NUT ` αι a edd. ος S. ua S ος 2 A 
-22 AN3436-1-6 PRECES TERMINAL BLOCK “assy i vs yee as ss ο αἱ pret Yar Š ; 2 A 
397-6 > d COVER, (Henry Engineering) νο ο ο ο EE 2 A 
-23 AN520-10R8 "B SCREW "ue sc ha tw yr 5 A 
202-540002-101 + . HARNESS ASSY, “Elec GAR- 8 Sidewinder "missile (zu) δν δὲ A 1 Α 
-24 9224-3823 . . . RELAY, (Leach) (LH missile fire) (North American... 1 A 
Spec NA5-7820-22 ) 
-25 9225-3823 . . . RELAY, (Leach) (RH missile fire) (North American . 1 A 
Spec NA5-7820-22) 
-26 9224 -3823 . . . RELAY, (Leach) (LH power interlock) (North American . 1 A 
Spec NA5-7820-22 ) 
-27 MS25183-20-27P . . . PLUG, ig pylon to wing disconnect) . es 1 A 
-28 MS25183-20-278 o Le PLUG, (pylon to IH Aero 3B Launcher) "S 1 A 
202-540002-111 a Us HARNESS ASSY, Elec GAR- 8 sidewinder missile (RH) . ç 1 A 
-29 9224-3823 +. . RELAY, (Leach) (RH power interlock) (North American » 1 A 
Spec NA5-7820-22) 
-30 MS25183-20-21P . + . PLUG, in to wing disconnect RH) . P E ws 1 A 
-31 MS25183-20-278 - . . PLUG, (pylon to RH Aero 3B Launcher) Ἐν δι ον ο a δν 1 Α 
-32 SL1421 . . BARRELNUT, (Shur-Lok) . : πμ” 2 Α 
-3 294088 . . RETAINER, (United-Carr) " "DP TRO ERU LE 2 A 
-3 202-681002-23 + . FAIRING, GAR-8 sidewinder missile “pylon "1H ae a r 1 Α 
202-681002-24 . . FAIRING, GAR-8 sidewinder missile pylon RH. . cat us t 1 A 
-35 202-681002-7 + . DOOR, GAR-8 sidewinder missile pylon : ΓΝ E 1 A 
-36  7815-416-1% ` | SCREW, (North American) me AUS Gig ὃν αλλον ΣΟΙ ' ΤΑ 
-3 NAS557-8C . . GROMMET .. RUE eee ο” 1 Α 
-3 5W1-6-39-0 . . WEATHERSEAL, (ioe Weinen ο ο eR TI VG, «Ὁ τ pu ar D 2 A 
-39 5W1-8-27-0 » WEATHERSEAL, (North American an ffe; Ss 1 A 
-40 AERO3B ` LAUNCHER, Guided missile (Benrus) (BuAer 58A119D100) . .. 1 A 
(attaching bolta supplied with Launcher) (refer to 
T.0. 1111-3-15-4 for bkdn) 
-41 242-140123 . DECAL, αι τει ττο, wing exterior pylon and adapter . . . . 2 A 


*] Used on airplanes coded A when modified per T.O. 1F-86K-546, 


USEABLE ON CODE: A 53-8273 thru 53-8322, 
54-1232 thru 54-1350, 
55-4811 thru 55-4906 
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F-86K-4-68-1 


FIGURE 255B - GAR-8 SIDEWINDER MISSILE PYLON ADAPTER EQUIPMENT (MOD) 


FIGURE & 
INDEX NUMBER 


255B 


PART 
NUMBER 


*] NOTE: For the 
242-681001-1 


242-681001-2 


-1 242-681003-1 
242-681003-2 
-2 5W1-8-10-0 
-3 5W1-8-23-8 
-4 242-681001-3 
242-681001-4 
-5 242-681002-1 
242-681002-2 
-6 242-681004-1 
242-681004-2 
-7 242-681005 
242-681005-3 
-8 242-681002-3 


USEABLE ON 
CODE 


UNITS 


1 2 3 5 ó 7 NOMENCLATURE PER ASSY. 


attaching parts for 242-681001 adapter see figure 255A. 

GAR-8 SIDEWINDER MISSILE PYLON ADAPTER EQUIPMENT (MOD) 

a ARTENE iy sidewinder missile pylon fwd LH, assy of . 
mod 

bcd GAR-8 sidewinder missile pylon fwd RH, assy of 
mod 


4 


+ + SHIM, Launcher support GAR-8 sidewinder missile pylon LH 
. + SHIM, Launcher support GAR-8 sidewinder missile pylon RH 
- . WEATHERSEAL, (North pipi Td pa Mom μετρ qr et eed ce 
+ + WEATHERSEAL, (North American) (top). μον. 
FAIRING, GAR-8 sidewinder missile pylon adapter LH 
. FAIRING, GAR-8 sidewinder missile pylon adapter RH . 
ADAPTER, GAR-8 sidewinder missile pylon aft LH, assy of een 
. ADAPTER, GAR-8 sidewinder missile pylon aft RH, assy of (mod 
+ + SHIM, Wing rear spar GAR-8 sidewinder missile pylon LH 
: SHIM, Wing rear spar GAR-8 sidewinder missile pylon RH . 
MOLDING, Closeout GAR-8 sidewinder missile pylon, assy of 
(LA Standard Rubber) 
. MOLDING, (Sponge rubber, 1" x 1 1/4" x 37 1/2") ... 
WEB, GAR-8 sidewinder missile pylon adapter . . . . . . . 





πη. NPE Eee PHY 
DP m mim p i p > > p 


*1 Used on airplanes modified per T.O. 1F-86K-546. 


USEABLE ON CODE: 


53-8273 thru 53-8322, 
54-1232 thru 54-1350, 
55-4811 thru 55-4906 


A --ὔ-θθθθθθθθθθθθθθθθθθθθθθθθθθ-------- 
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F-86K-4-22-1B 


FIGURE 256 - FURNISHINGS INSTALLATION 


i Changed 26 May 1958 








Section. ΙΙ 


T. O. 1F-86K-4 Group Assembly Parts List 
FUSELAGE FURNISHINGS 





FIGURE & PART UNITS USEABLE ON. 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
256 165-53001 FURNISHINGS INSTALLATION. . οὐ y (miu. ες ee CRY εν cy Cher SS. «ος πε’ d NP 

-1 $P1561-1032-9 . SCREW ASSEMBLY, (Shakeproof) . i Ras ty. Z EB 

-2 165-31229-361 . FLOOR ASSEMBLY, Fuselage sta 58. 625. to 82. ο "Anboard eC τῷ «ο i Α 
165-31229-371 . FLOOR ASSEMBLY, Fuselage sta 58.625 to 82.0 inboard . . . . 1 B 
999! 7P.130 . . RECEPTACLE, (United-Carr) . . od cS URL 2 

-3 165-74164 . . DOOR ASSY, Radar high voltage power Supply access V ο κ bg 1 
99836 >. “ar, a Se) GRINS (Uni ted- app) C ος Ὁ sho a τετ ο T AP ο ον a Og Ls 2 
98265-1-.130 ` o. STE, (United-Carr) . E 2 

-4 45B7509 . MIRROR με Rear vi ion type ΑἹ (Liberty Mirror) L: πο 1 

ATTACHING PARTS 

-5 AN350-1032 . NUT .. snd: Wa E A RE que pa ca ος. a 1 

-6 NAS43¢3-192 | SPACER, Screw dRnd HORE gee OR E E S MU eM OE. ORC Te 1 

-7 AN3-35A e BOLT a ο ο a Sa ees. NUR o 1 

ian s εναν» 

-8 165-53026 . BOOT ASSEMBLY, Pilot's control stick . " 2 . 1 

-9 AN229-2BL10 . FASTENER . . . ...... $e "D š I 

-10 AN227-11 . . BUTTON. PET E -ᾱ OR è V s. EE 12 
AN227-12 s e SOCKET: % 307889. οσο. — . š "n 3 12 
AN227-13 . v. OTUD S. veri. m ee os š y £ WORE ὧν τς, ὁ £ S . EP 1 
AN227-14 . EYELET .. . ος e mW WE tenes e κριῷ. η τῷ. να δα 1 

-11 171-53103 ç CASE ASSEMBLY, Airplane data HE ο ο Perce cc 1 

-12 NAS221-9 . SCREW, Brazier head Phillips recess "10- -32° . QA αι W S: te 4 

-13 165-53112 a CABLE) ASSEMBLY, Pilot's ejection seat personal leads disc . . 1 

-14 165-53112-3 . . CABLE, Pilot's ejection seat personal leads disconnect . . 1 

-15 165-53112-5 š . TUBE, Pilot's ejection seat personal leads disconnect . . . 1 

-16 AN42-3A . ve BOLT O O CE Ueck0604. A RS a RAE τῳ 1 

-17 AN668-2 T. A TERMINAL τα νὰ eges o dec counsel nist lac wo Wg Lese uper οφ, END τ 2 

-18 AN393-7 ow PIN wo x š 2 

-19 165-53103 . SPRING, Pilot's personal “leads quick. disconnect lock. clip . .2 

-20 AN393-27 5 PTN ve FEET 2 

-21 190-53009-200 . SEAT ASSY, Pilot's ejection fus fig. `257_ for breakdown] ES d C 
190-53009-300 . SEAT ASSY, Pilot's ejection (see fig. 257 for breakdown Ç 1 D 
No Number . PILOT'S EJECTION SEAT GUN FIRING EQUIPMENT, . . . . + + + + + NP 

(see figure 258 for breakdown) 

-22 187-53176-5 . BLOCK, Pilot's ejection seat back filler . . . . + + + + * * * 1 
NAS221-8 . SCREW, Brazier head Phillips recess 10-32 . . . , + +. + + +. * 1 
2W18-10M ; WASHER, Flat (North American) ... ο ο ο 1 

-23 192-53285 ë CUSHION, Pilots ejection seat, assy of <° ὃς ὥς E Sar a 1 

-24 51H19603 *2 . BELT ASSY, Aircraft safety lap automatic opening type ΜΑ3 ^s 1 

(Spec MIL-R9233A) (AERNO 45-1716) (GFAE) 
55H3581 *3 . BELT ASSY, Aircraft safety lap automatic opening type MA6 .. 1 
(Spec MIL-R25170) (AERNO 45-1722) (GFAE) s 

-25 187-53081-3 . BELLCRANK ASSY, Ejection seat automatic lap safety . . . . . 1 

belt release 

-26 NAS223-24 . SCREW, Brazier head Phillips recess alloy steel 5/16- ob a 1 

-27 4B2185-100 : BUSHING, Spacer (North American) ...:. ο d, ar 1 

-28 2W18-516 . WASHER, "plat (North American) ve ecu 1/29 ο ο OE A h nt 1 

-29 AN364-524 .. ΝΠ... e 1 

-30 187-53090 . SPRING, Ejection Seat “automatic παρ. safety belt release «€ s 1 

-31 187-53087 . SCREW, Ejection seat automatic lap safety belt release . . . . 1 

-32 2418-4161 ` WASHER, Plat (North mio s. τν ο... 2 

-33 AN364-428 . NT .. * ee 1 

-34 187-53086 . ROLLER, Ejection seat “aa tomatie “lap "safety belt "release $ os 1 

-35 M4 2 INITIATOR, Delay (Frankfort Arsenal πὲ ἜΘ -1) (GFAE) 1 

-36 AN4-5 . BOLT. . z A ὁ 9  ὁ 2 

-37 2418-116 ` WASHER, Flat t (North American) iode ὃς ule ge etis νων 2 

-38 AN365-428 . NT .. Vox Cw DI 36. A RS MM 2 

-39 AN393-7 s PIN .2 `; EDAM ΡΟ E NS 1 

-40 2W1AL12-14-32 . WASHER, Plain (North American) NES A da ἐς i 

-41 165-53024 *1 . COVER, Cockpit fus sta 74 to 79.5 LH floor assy `of NE 1 
165-53025 *1 . COVER, Cockpit fus sta 74 to 79.5 RH floor assy of . . . . . 1 

-42 1B3738-42 *2 . HOSE ASSY, Safety belt release (Stanley) (intrch wth . . .. 1 

Ν No Weatherhead 148-52977) 
-43 R5306-0620 *3 . HOSE ASSY, Safety belt release (Resistoflex) . . . T E 1 
-44 54D19600 . BELT ποσο Aircraft safety shoulder adjustable type MB3 "EE i 
GFAE) 
AN393-13 ie RN. ον αν; Q E VK ο CIE Te δα ας νὰ να δι RTI we 1 


*1 Refer to T.O. 1F-86K-511. 
*2 Parts marked thus are not used on airplanes modified per T.0. 1F-86K-538. 
*3 Parts marked thus are used on airplanes modified per T.O. 1F-86K-538. 


USEABLE ON CODE: A 53-8273 thru 53-8322 D 54-1251 and subs 
54-1231 thru 54-1300 E 53-8273 thru 53-8322 
B 54-1301 and subs 54-1231 thru 54-1350 
C 53-8273 thru 53-8322 55-4811 thru 55-4836 

54-1231 thru 54-1250 F 56-4116 and subs 
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FIGURE 257 - PILOT'S EJECTION SEAT ASSEMBLY 
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Section. 11 - 


T. 0. 1F-86K-4 Group Assembly Parts List 


FUSELAGE FURNISHINGS (Cont) 


--ὗ A A A A AAA AA AAA ——MHÀÀ— ÓÀÓ —Ó—ÁHj"jtÓ———— 222 ο ο ο . m — PURI RR 


FIGURE & PART š UNITS USEABLE ON 
INDEX NUMBER NUMBER ro3:2.—. 3 4 5.6. 7 NOMENCLATURE PER ASSY. CODE 
257 190-53009-200 SEAT ASSY, Pilot's ejection (see figure 256 for next assembly) . Ref A 

190-53009-300 SEAT ASSY, Pilot's ejection (see figure 256 for next assembly) . Ref B 
No Number . PILOT'S EJECTION SEAT GUN FIRING EQUIPMENT, (see figure... NP 
258 for breakdown) 
-1 165-53017-200 . BUCKET ASSY, Pilot's ejection seat . a 1 A 
165-53017-300 . BUCKET ASSY, Pilot's ejection seat . . . .. . + . +. Ç 1 B i 
-2 4B2088-008 . . BUSHING, Press-fit flanged (North American) . . . ; 2 
-3 165-53093-3 . . GUIDE, Pilot's ejection seat folding armrest LH y 1 
165-53093-4 . . GUIDE, Pilot's ejection seat folding armrest RH ç 1 
-4 190-53093 . . HEADREST ASSY, Pilot's ejection seat . +. . + + s es * * « 1 
-5 165-53051-300 "CARRIAGE ASSY, Pilot's ejection seat (see figure 260 and .. 1 
261 for breakdown) 
165-53051-400 . CARRIAGE ASSY, Pilot's ejection seat (see figure 260 and .. 1 B 
261 for breakdown) (use 165-53051-300 untl exh) 
-6 165-53131 . SPRING, Tension . . . . + + +s + + + eee + s s ee t] n tn oo 2 
-7 AN3-10A » BOLT i 4o. € ο 5 ο ὁ 9 o* 6 Ὁ 9 ο ο ὁ ο  ὁ ὁ 6 ὁ ὁ ο. 2 
-8 NAS43C3-36 . SPACER, Screw and bolt . . . . + +s + + s + + + ee + + ° * ° 2 
-9 AN365-1032 » NUT .  « e» ο e e e « * wm we ὁ 0 £* ὁ € 6 9 c 9 9 . $ | ο. t 2 
-10 165-53101 . FITTING ASSY, Pilot's personal leads quick disconnect upper . 1 
-11 NAS221-30 . SCREW, Brazier head Phillips recess alloy steel 10-32 . . . + 2 
-12 AN365-1032 S ONUT Z4. ο 3 c9 οἱ E ur US. ντο, ode ps Eo ο 2 
-13 AN393-13 pi PIN a ο TM; ο Le ο ος $ ο Maes qued. 1 
-14 165-53130. . LINK ASSEMBLY, Shoulder harness inertia ree $e: fecus Kap e Lust ie 1 
190-53092 . REEL ASSEMBLY, Pilot's ejection seat inertia. . . . + + «+ * i 
-15 0-4600-0-4497 . . REEL, Inertial (Amer. Seating) . . +. + + + + eee * * * ° 1 
-16 190-53080 . . LEVER, Ejection seat inertia reel manual lock . . + + . +. 1 
-17 NAS222-11 ` SCREW, Brazier head Phillips recess alloy steel 1/4-28 . . . 4 
-18 AN960DÀ16 . WASHER . ç < « 4 © © © © © © © © © © ο om «ο o9 +... n ] t1 9 9 n 4 
-19 AN365-428 κ μμ a dioec e “os TI lek vs at M ob? 2 ο jeu RI ce as eee wares w 1 
-20 1K6 . KNOB, Control (North American). . . . . + + + + ee sceso 1 
-21 AN509-10R8 . SCREW... ο © e e © © © © ο t ο 5 t] ο ὃν cv € ὁ ο. Ὁ 1 
-22 ΑΝΟΘΟΡΙΟ . WASHER . . , + +s s +s © s © e s s ooo o sooo t 9 t] 9 9 ng 1 
-23 190-53097 . CLAMP, Pilot's seat inertia reel lock cable casin SUUS «Φν ve 2 A 
-24 190-53141 . LINK, Pilot's ejection seat lap belt extension (use . . . ο ο 2 
190-53095 untl exh) 
-25 AN5-13A s “BOLT 4 050. € 90€ 9,79 09 aa o € 4 ὁ ὁ Ὁ s 2 
-26 1B21S5-006 . BUSHING, Spacer (North American). . . . + + + + ee * * * * ° 2 
-27 2W1A1,20-24-6)4 . WASHER, Plain (North American). . . . + + + + + * eee * * n 2 
-28 AN365-521 Μα e ο X^ ua sq ee A eL ae 2 
-29 NAS222-13 ` SCREW, Brazier head Phillips recess alloy steel 1/4-28 . . . 4 
-30 AN5-23A . BOET v rece. we 0€ 79 ^ las 0€ A oe ο 4, Ὁ “κ 9 
-31 AN4-7A s BOLT: σον seo $e 0e ecw um um WP m Ow, ee we (ol IS Ὅς, ee: ees 4 
-32 AN960DH16 o “WASHERS. ο ο ο ee ee ο ο... 8 
-33 AN960D516 . WASHER . . . . + + +< s e ὁ s 0 ὁ s s s s s m ο + 9 t 9 9 ° ° 2 
-34 AN365-428 s Μα eh: ecu seres OS Se eh ο ον ο... 8 
-35 AN365-52! L UNUT ¿ í sca wt $c» ην whe I.e S VUES De dev eet Roe SV UA 2 
-36 165-53067 . PIN, Pilot's seat adjustment . . . + + + + + * . . * * * ng Y 2 
-37 190-53089 . LINK ASSEMBLY, Pilot's seat adjustment pin . . +. + + + * * +. 2 
-38 AN393-9 n PINO. . ος ca co eRe a. eu we al m | o A 4 
-39 190-53088-3 . ARM, Pilot's seat adjustment . , . . + + + + * * * * * * * ng. 1 
-40 AN386-1-7A . PIN «we e 6 5 » 5 e s 4 o4 e 4 4 4 4 9 o ο Ὁ e ὁ 9 e ° < ° Š l 
-41 AN975-3 . WASHER . « « « + + © .. ο... ERECTO RI: 1 
-42 AN364-1032 ¿ NUT . « ç ^ e « te e e ὁ à ο » ὁ 6 e * ο 9 » 6 2 * 8 5 5 9 t9 t l 
-43 190-53085-1 . SPRING, Pilot's ejection seat adjustment pin LH ο e$ Q € 1 
-44 190-53085-2 . SPRING, Pilot's ejection seat adjustment pin RH . . . . + + + 1 
165-53069-31 . HANDLE ASSEMBLY, Pilot's seat adjustment . . . . + + sees 1 
-45 190-53088-3 . . ARM, Pilot's seat adjustment . . . . . + + + . ee * * * ° 1 
-46 AN836-1-7A ¿na COPEN o Q sy ο, ο a e Dal sn Ye A nne s ϐ 1 
-47 AN975-3 ETC MM X a ο a e ο c 1 
-48 AN364-1032 e a NUL 2 40. 9 9 a 9.9 ὁ ὁ- ο ο 9 e O Φ ὁ c ο e: * a 1 
-49 165-53069-17 . . HANDLE WELD ASSEMBLY, Pilot's seat adjustment . +. + . +. + 1 
-50 15 . . TIP, Crutch (Rubbereraft). e e e + + + + + + + ee ° ° * ° 1 
-51 NAS221-6 . SCREW, Brazier head Phillips recess alloy steel 10-32 . . . à 1 
-52 NAS43C3-5 . SPACER, Screw and bolt . . , . + + + + + + + + s m ° * ° ° 1 
-53 2W18-10L . WASHER, Flat (North American) . . . . + + + + + ee t ° ° ° 1 
-54 AN364-1032 νην RR RR MO 1 
190-53136 . TUBE ASSY, Pilot's ejection seat automatic lap belt . . . + + 1 
initiatior actuating torque 
-55 190-5314 . . LEVER ASSY, Pilot's ejection seat automatic lap safety . . 1 
belt release initiator 
-56 190-53132-3 . . ARM, Pilot's eject seat automatic lap belt release initiator 1 
-57 AN386-1-7A < ca PEN E το a E A A 1 
-58 AN975-3 . . WASHER . . « +... s s +s s s s s . s s ° s e + s t9  ] t| t] Š 1 
-59 AN364 -1032 v Ux μμ Sa ο E EE SUS Se, ΙΙ ΕΙ ΜΡ, 1 
-60 190-53131 . LINK, Pilot's eject seat automatic lap safety belt release 2 | 
initiator 
-61 AN393-7 ιν. ge d x ee a A e Vom Qs A Ar sepe cec 1 
-62 2W1AL12-14-32 ` WASHER, Plain (North American). . . . + + + +e * * * ° t n ° 1 


USEABLE ON CODE: A 53-8273 thru 53-8322 
54-1231 thru 51#-1259 
B 54-1251 and subs 


— ee ee ————————————————— Ah 
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Section. 1 _ 


T. ο, 1F-86K-4 Group Assembly Parts List 


FUSELAGE FURNISHINGS (Cont) 


UNITS 


FIGURE & PART USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
258 PILOT'S EJECTION SEAT GUN FIRING EQUIPMENT AND ELECTRICAL LIGHT 

INSTALLATION 
No Number PILOT'S EJECTION SEAT GUN FIRING EQUIPMENT, (see figure... NP 
257 for next assembly) 
-1 190-53076-1 . . REST ASSEMBLY, Pilot's ejection seat folding arm LH . .. 1 Α 
(see figure 259 for breakdown) : 
-2 190-53076-2 . . REST ASSEMBLY, Pilot's ejection seat folding arm RH . .. 1 A 
: (see figure 259 for breakdown) 
190-53076-101 REST ASSY, Pilot's ejection seat . . . . . e se The 1 B 
folding arm LH (see fig. 259 for breakdown) 
190-53076-102 . REST ASSY, Pilot's ejection seat . . . . + + + ee * so 1 B 
folding arm RH (see fig. 259 for breakdown) 
-3 NAS222-15 SCREW, Brazier head Phillips recess alloy steel 1/4-28 . . 2 
-4 2W1AL16-32-72 . WASHER, Plain (North American) . . . . + + + + + + * eee 1 
-5 4B21S4-011 . . BUSHING, Spacer (North American) . . . , + + + + * ... . +. 2 
-6 AN960D!16 s . WASHER . 2 o. 9 9 . 9 S 90v ο £9 9 * € 9 9 4 c e m oe 8 
-T AN365-428 zc NUT ο ο ο ο ο ο, A ce 39 Dép τὲ 2 
-8 190-53090 . . TUBE, Ejection seat folding arm rest interconnect "RE 1 
-9 AN386-1-8A: " PIN i. ο ὃν dec] sos a vm vue SH oh ee w 2 
-10 AN975-3 . ο» WASHER . . 4. « « ὁ . ο © «© © © ο ο s Nae ιν vow te 2 
-11 AN365-1032 . ne MUT uw κεν. ta tet ee οἱ EC Luo τς ve τι d τὸν e isis 2 
. -12 2W1AL45-32-62 . WASHER, Plain (North American) . . . . , + + + + * * š 1 
š -13 MS28741-4-0404 . . HOSE ASSEMBLY ..... + © © © © © © © . o... $n ww oe 19 1 
-14 MS28741-4-0474 . . HOSE ASSEMBLY, (RH). . . . +... + +s + s s 4 or o . . eee 1 
-15 MS28751-5-0380 . HOSE ASSEMBLY . . . « +. +. +. +... © © © © © © © om ot Q ot +. 1 
-16 1112-538469M1 . . VALVE, Check (Parker Aircraft) (intrch wth Air Products 5455) 1 
AN921-1 μπιν, κ ο το s. GE. oum w 1 
No Number . PILOT'S EJECTION SEAT GUN FIRING EQUIPMENT, (see figure 256 . NP 
for next assembly) 
-17 AN816-4 + « NIPPLE . . < ο 4 © « © © © © ὁ ὁ ο < ο 3 n z U a 1 
-18 M5 . . CATAPULT, Pilot's ejection seat (GFAE) š ο Εκ ος ὃς 1 
-19 AN398-73 Pe 9. αμ (Um ο CW Yaun ο ο ον ο. Ese 1 
-20 165-53111-1 . . LOCK ASSY, Pilot's ejection seat gun LH . . . + + + * * * 1 
165-53111-2 . . LOCK ASSY, Pilot's ejection seat gun RH . . . . + +* * * + 1 
-21 AN3-5A s ar BOLT. era s ὁ; a D et soo δν s. ὁ cit, Pes Gece La go ο 4 
-22 . ΑΝΟΘΟΡΙΟ + « WASHER. . & 4 + 6 +< o + + ὁ oo oo e s 4 4 o ° ° ow i. 4 
-2 M3 . . INITIATOR, Pilot's ejection seat (GFAE). . . . +... ese 2 
-2 NAS222-22 ` . SCREW, Brazier head Phillips recess alloy steel 1/4-28 . . 2 
-25 NAS222-13 . . SCREW, Brazier head Phillips recess alloy steel 1/4-28 . . 2 
-26 NAS43DD4 -32 . . SPACER, Screw and bolt . . . . + + + + eee ELT 2 
-27 ΑΝΟΘΟΡΗ16 v o. πιο ο mcns ο ο ο ου Ta n ia 4 
-28 AN365-428 » o. μα aa e, τὰ, ο ο de re e Ic woe εφ. oe 4 
-29 190-53082-1 . . LINK, Ejection seat trigger to initiator LH . . . + US 1 A 
190-53082-2 . . LINK, Ejection seat trigger to initiator RH . . . . +... 1 A 
201-53170-1 + . LINK, Ejection seat trigger to initiator LH . . +... + +. 1 B 
201-53170-2 . . LINK, Ejection seat trigger to initiator RH . . . + + .. 1 Β 
-30 AN393-15 io ee OPIN: aw ee το ον Taran E tens he Te en s Scu coh, de erm. ña 2 
-31 AN393-9 el BIN, ai e a Ὁ, "αν ὢ -ᾱ- ἃν AS x at 2 
-32 2W1AL12-12-51 ... WASHER, Plain (North American) . . . . , + . + + ee eee 2 
-33 165-53151 *1. . LOCK ASSEMBLY, Pilot's ejection seat folding armrest . . . 1 
(whn exh use 190-53147) 
-34 151-53072 . . PLACARD, Ejection seat firing handle lock warning . . . 1 
-35 165-53151-3 . . FLAG, Pilot's ejection seat folding armrest lock 4 HR 1 
-36 165-53125 *1. . . PIN ASSY, Pilot's ejection seat ground safety . . 4 1 
-37 134-31925 . . < PIN, Engine mount removable pin retaining . . +. . + :: 1 
190-53147 *1. | PIN ASSY, Pilot's ejection seat single safety (use 165-53151 1 
untl exh) 
-38 2525 *1. . . PIN, (Price, D.W.). . . + + + + + + + + νο. ° 5.» 1 
190-54030 . ELECTRICAL EQUIPMENT INSTALLATION, Pilot's seat (see figure . NP 
18 for next assy) 
-39 A4Q950A1-24 . . LIGHT ASSEMBLY, Thunderstorm (Grimes). . . . . + + + * * + 2 
AN515-8R7 ο. ο ΒΟΠΕΝ osos SU Sy ceo a να, ο lr o8 A "δ δν ὁ Sepia 8 
: AN365-832 V NUDO qoas cac ec thes Qiu as κεν Me, ἃν ο ἄν a ἃ 8 
-40 566A780 . CORD SET, (General Electric) (intrch wth 4198064 . . . . . . l 
group 2 cord) 
-41 AN3107B16S8P CONNECTOR, (reading lights) . . . . + + + + + + + * eee 1 
AN3057-8A ADAPTER , . +. +. o ο E 1 


all ground safety locks and pins see fig. 344A. 
53-8273 thru 53-8322 

54-1231 thru 54-1250 

B 54-1251 and subs 


*1 For location of 
USEABLE ON CODE: A 
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FIGURE 259 - PILOT'S EJECTION SEAT FOLDING ARMREST ASSEMBLY 
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T. O. 1F-86K-4 
FUSELAGE FURNISHINGS (Cont) 





Section 1 _ 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
259 190-53076-1 REST ASSEMBLY, Pilot's ejection seat folding arm LH . . . . + Ref A,C 
(see figure 258 for next assembly) 
190-53076-2 REST ASSEMBLY, Pilot's ejection seat folding arm RH . . . . . + Ref A,C 
(see figure 258 for next assembly) 
190-53076-101 REST ASSEMBLY, Pilot's ejection seat folding arm LH . . . . . . Ref B 
(see figure 258 for next assembly) 
190-53076-102 REST ASSEMBLY, Pilot's ejection seat folding arm RH . . . . ἃ Ref B 
(see figure 258 for next assembly) 
-1 190-53077-1 + SUPPORT ASSY, Pilot's ejection seat folding armrest LH... 1 A,C 
190-53077-51 . SUPPORT ASSY, Pilot's ejection seat folding armrest LH . 1 B 
-2 190-53081 + + RETAINER, Pilot's ejection seat inertia reel locking lever 1 
(used on LH armrest only) (whn exh use 
190- 53159) 
-3 AN509-10R18 e . SCREW... gä 1 
-4 NAS221-6 + . SCREW, Brazier head Phillips recess alloy steel 10-32 ας 1 
-5 AN365-1032 . ο NT. . . P š . š. SUT c9 ας 2 
190-53077-2 . SUPPORT ASSY, Pilot!s ejection Seat "folding armrest "RH OE 1 A,C 
190-53077-52 . SUPPORT ASSY, Pilot's ejection seat folding armrest RH... 1 B 
-6 165-53104-3 . . FITTING, Pilot's ejection seat armrest extension . EN 1 
(used on RH armrest only) 
-7 165-53080-31 . SUPPORT ASSY, Pilot's ejection seat pilot's arm LH . . . , + 1 
165-53080-32 . SUPPORT ASSY, Pilot's ejection seat pilot's arm RH . . . . ο 1 
-8 187-53063 . . PAD, Pilot's ejection seat pilot's arm . .. , + secs x 1 
-9 165-53094-3 . FITTING, Pilot's ejection seat armrest attaching . . . . .. 1 
-10 AN509-10R16 DEN cio ce μι ο ο ο (Oi Ee ser τῷ hei “w 8 
-11 AN509-10R17 . SCREW ... cem Aid A Cas cu πο 11:0. 197 09,78 1 
-12 NAS43DD3-40 . SPACER, Screw. and “bolt a aa le tee ta a ia 1 
-1 AN364-1032 . NT ,. . . $179) 56 Wed 19. € 3 
Il 165-53160-3 . TRIGGER, Pilot's ejection seat catapult gun firing οι erre. τὸν Se 1 ΑΟ 
201-53171 A TRIGGER, Pilot!s eJSorion Seat catapult gun firing . . . + . 1 B 
-15 190-53098 . SPRING, Tension . .. ο λε δις 1 
-16 190-53083-10 . LATCH, Pilot's ejection seat armrest down. (use 190-53083 ας 1 
untl exh) 
-1 AN509-10R17 . SCREW .. ο ο se a ο ου ο 2 
-1 4B21S3-024 . BUSHING, Spacer “(North American) . EA δν” δι E ION Se INT jS 2 
-19 AN364-1032 « NUT ..... AA δν ο ο δις ο δις 2 
-20 190-53078-3 . LINK, Ejection seat "folding “armrest upper LH... + < +< ο o 1 
190-53078-5 . LINK, Ejection seat folding armrest cd RH... ο ὁ ο ο ο 1 
-21 AN509-10R20 + SCREW . $577 mc) μου 1 
-22 4B21S3-031 . BUSHING, Spacer ` (North American). da Ὁ." are 1 
-2 AN364-1032 . NT .... που Be siw . oe ο ο ο 1 
-2 AN509-10R17 . SCREW, Brazier head Phillips recess 'alloy steel 10- 32 ... 1 
-25 190-53086-5 . SPACER, Ejection seat folding armrest lower link . . . +. + + 1 
on LH armrest only 
-26 4B1986-015 . BUSHING, Press-fit plain πο. American) (on LH armrest . . 1 
oniy 
-e 2W1AL13-20-32 . WASHER, Plain (North American) (on LH armrest only) .... 1 
-2 AN365-1032 . NUT, (on LH armrest only) . .. vile «Ὁ 1 
-29 190-53094 , CUSHION, Pilot's ejection seat armrest folding link oe ο ο 1 
-30 AN515-6R12 . SCREW . . ο ka Visa TEs s. μα ο δ." lo ro -- 1 
-31 2W18-6 . WASHER, Flat (North American) νον Ρεν 1 
-32 AN364-632 . NUT ..... .. ¿Ua ας Tn $$. a 1 
-33 190-53079-1 + LINK ASSEMBLY, Ejection seat folding armrest lower LH ei. ὁ 1 
190-53079-2 . LINK ASSEMBLY, eS seat iun armrest lower RH ... 1 
-34 AN509-10R23 . SCREW .. ww a eh “ol. 1 
-35 165-53092 + FOLLOWER, Pilot!s ejection Seat “armrest "guide. ο. ο e. 1 
-36 AN364-1032 e NUT .... . 4) x ue wie i 
-37 190-53139 . SPRING, Pilot!s ejection Seat "folding “armrest "link (use * ὁ 1 
165-53081 until exh) 
-38 AN509-10R19 . SCREW .. oe ee ο we 1 
-39 190-53076-3 . SPACER, Pilotis ejection seat folding. armrest. e ° e e ° oo 1 
-40 4B2183-27 s BUSHING, Spacer (North American) . Seu ee $ E Pa 1 
-41 AN364-1032 « NUT . ν . ¿ δι ow γω Ὁ, QI ὁ, eS τὸ 1 
165-53152 « BRACKET ASSY, "Pilotis. ejection seat "armrest extension . . ο 1 
fitting roller (on RH armrest only) 
-42 165-53153 + . PLATE, Pilot's ejection seat armrest extension fitting . 1 
roller bracket inner 
-43 165-53154 + . PLATE, Pilot's ejection seat armrest extension fitting . 1 
5 rolier bracket outer 
-44 AN509-10R14 . . SCREW, Brazier head Phillips recess alloy steel 10-32 . . 1 
-45 165-53114 + . ROLLER ASSY, Pilot's ejection seat armrest extension > 1 
fitti 
-46 ΡΝ3Α - + . BEARING, "Isorpington) OMe i Actes ο ο Oo ο ρα -1 
-47 ΑΝΟΘΟΡΙΟ dic Ὃ WASHER να Ὁ I om) 0x2 Αα πι AAA ARA ὦ Vs 1 
-48 AN365-1032 e e ΜΕ κ κ alas. AAA AAA ανν S UR e 1 
-49 NAS42C8-20 s> 1 SSPACER, Rivet νι a ese AU wee IS ETE RIDE EUR “Se nen ors 2 
-50 NASH2C8-19 > SPACER, Rivet . . . aro eitis un πα S latae recu S 1 
-51 AN509-10R14 ῷ SCREM, (on RH armrest only) UR ο ο ο ο πω 1 
-52 2W1C12-18-40 > WASHER, Plain (North American) (on RH armrest only) . . . . 1 
-53 AN364-1032 : NUT, (on RH armrest only)... . ον e bee ew . 2... 1 
-54 2W1AL12-20-62 a WASHER, Plain (North American) . . . . + + + + + s < + + ο AR 
USEABLE ON CODE: A 51-1231 thru 54-1250 
B 54-1251 and subs 
C 53-8273 thru 53-8322 
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Group Assembly Parts List T. O. 1F-86K-4 
FUSELAGE FURNISHINGS (Cont) 














F-86K-4-22-5 


FIGURE 260 - PILOT'S EJECTION SEAT CARRIAGE ASSEMBLY 
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Section rr _ 
T. O. 1F-86K-4 Group Assembly Parts List 
FUSELAGE FURNISHINGS (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
960 165-53051-300 CARRIAGE ASSEMBLY, Pilot's ejection seat (see figure 257 for . . Ref A 


next assy and fig. 261 for additional breakdown) 
(whn exh use 165-53051-500) 
165-53051-400 CARRIAGE ASSEMBLY, Pilot's ejection seat (see figure 257 for . . Ref B 
next assy and f1g. 261 for additional breakdown) 
(use 165-53051-300 untl exh) 


-1 165-53073-21 . SUPPORT ASSY, Pilot's ejection seat footrest . . +. . + + + . 1 
-2 165-53073-22 . SUPPORT ASSY, Pilot's ejection seat footrest š do ο p di 1 
-3 165-53091-1 . . FITTING, Pilot's footrest support tube lower LH T i 1 
. 165-53091-2 . . FITTING, Pilot's footrest support tube lower RH XE ν 1 
-4 165-53090-3 . . FITTING, Pilot's footrest support tube upper LH MA E 1 
165-53090-4 . . FITTING, Pilot's footrest support tube upper RH .. š 1 

-5 NAS221-13 . SCREW, Brazier head Phillips recess alloy steel 10-32 . . . . 6 
AN960D10 SCMASHER ον τος παῖ uoc Wech μοι ο ia ον Se ος ο Ba πας e R 6 
AN365-1032 A ο ο ου 6. 

-6 AN509-10R40 o eines (ar ο aie Coote al iid Ie cee ο ο ου. 4 
AN365-1032 s UNUT Z voces S es id a S ο ah Eos] Ta Pod e Ce 4 

-T 165-53051-11 . TUBE, Pilot's ejection seat . . . . . + + * . * * * * * 2 
-8 AN3-15A E μμ ων ASIS ο ον ο ο ea io «30 
AN960D10 τ να rm ο mos a NUM daa (ee 8 80 
AN365-1032 νο... ο Dod Ae A A 30 

-9 165-53060 . TUBE, Pilot's seat adjustment . ; er x 2 
-10 AN3-21A . BOLT . « « « 3 «© © © © © © © © e $ o. 4 
AN960D10 . WASHER +... « «© «© «© © © USE vs . 4 
AN365-1032 e ΝΟ 40436 ο ο moo ᾱ Q αἱ ο ο VOU veli. σῶν d 4 

-11 165-53055-3 . FITTING, Pilot's seat carriage lower joint LH . . +. . + + + Y 
-12 165-53055-4 . FITTING, Pilot's seat carriage lower joint RH . . . - +. + 1 
-13 165-53072-100 . BRACKET ASSY, Pilot's seat inertia reel support . 2 a . + + 1 
-14 165-53056-3 . FITTING, Pilot's seat carriage forward joint . . . + + +. - 2 
-15 165-53051-9 . TUBE, Pilot's ejection seat . . . . eee ee ee * * n n n 2 
-16 165-53051-7 . TUBE, Pilot's ejection seat . . . . . . + * * * * * * * n ° 2 
-17 AN3-15A SABOR ç < ç ο νυν e ον ος αι A A ο δν e AE 4 
-18 AN3-16A 2 BOLT v e ox 4909 ΝΙΝΟ ΡΥ, τοι Sew oet e 2 
AN960D10 . WASHER α. . +. +. + © + © < © © © © © © * * ° š "E 6 
AN365-1032 O eo £ Sl E Ον ΙΙΙ ΡΥ, 6 

-19 165-53089 . TUBE, Pilot's ejection seat center roller support . . ΓΝ 1 
-20 165-53051-5 . TUBE, Pilot's ejection seat . . . . . + +: + * * * +. ° ed 2 
-21 165-53054-3 . FITTING, Pilot's seat carriage center joint . . . . + "jas 2 
-22 165-53053-3 . FITTING, Pilot's seat carriage upper joint LH . . +. + COD ER 1 
-23 165-53053-4 . FITTING, Pilot's seat carriage upper joint RH . e ο dae 1 
-24 165-53088-200 . TUBE ASSY, Pilot's ejection seat shoulder harness support . . 1 
-25 AN3-22A ME μι μμ rae ο ο ο ϱ ο ο... 4 
AN365-1032 2. NOT το, 37m a es ta, SPS oes δν Ἔ zo js 4 

-26 165-53051-3 . TUBE, Pilot's ejection seat . . . . + + s o s . 1. . . . t ° t 1 
-27 190-53127 . BRACKET ASSY, Pilot's ejection seat auto lap safety belt. 1 

initiator mounting 

-28 201-53151-1 . CASE ASSY, Pilot's aux map LH (used on 165-53051-400 s è 1 
-29 201-53151-2 . CASE ASSY, Pilot's aux map RH (used on 165-53051-400 only à 1 


USEABLE ON CODE: A 53-8273 thru 53-8322 
54-1231 thru 54-1250 
B 54-1251 and subs 
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S.ction.. 11 
Group Assembly Parts List T. O. 1F-86K-4 
FUSELAGE FURNISHINGS (Cont) 
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1 F-86K-4-22-6 


FIGURE 261 - PILOT'S EJECTION SEAT CARRIAGE ASSEMBLY (Cont) 
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Section. i: 
T. O. 1P-B6K-h Group Assembly Parts List 
PUSELAGE FURNISHINGS (Cont) 


I ———————MÀ—M—— 


FIGURE & PART š UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
261 165-53051-300 CARRIAGE ASSY, Pilot's ejection seat (see fig. 257 for . . . .. Ref A 


next assy and fig. 260 for additional breakdown) 
(whn exh use 165-53051-400) 
165-53051-400 CARRIAGE ASSY, Pilot's ejection seat (see fig. 257 for ..... Ref B 
next assy and fig. 260 for additional breakdown) 
(use 165-53051-300 untl exh) 


-1 165-53057-1 . REST, Pilot's ejection seat foot LH. . . . , + + + esso L 
-2 165-53057-2 i REST; Pilot's ejection seat foot RH. . PETS 1 
-3 NAS221-11 . SCREW, Brazier head Phillips recess alloy steel 10- 32. 4 

ΑΝΟΘΟΡΙΟ + WASHER S N ee πο g ο ο” Er E 4 

AN365-1032 s NUTS g ST s V QF tui Saa wi Ue 4 
~4 165-53099 . BEAM, Pilot's “ejection seat “foot rest support. A -ᾱ; Ἕν νά αν 1 
-5 165-53058-5 ` FITTING ASSY, Pilot's seat adjustment IH . . . . . + + + +. +» 1 
-6 165-53058-6 . FITTING ASSY, Pilot's seat adjustment RH . "IE δὲ "S A 1 
4 4B19B6-114 . . BUSHING, Pressure fit plain (North American). PEPELEA . 1 
- AN5-17A & BOLT. ο 409 Ὁ ees atm SQ far ο νο RR ete SE " 4 
-9 AN5-20A ME uno Wu. ο a ο cb Sa ο Ga Be gee Rus Ην 4 
-10 AN960D516 . WASHER. . "n d ὃς 5 8 
-11 4B21S5-100 . BUSHING, Spacer “(North American) ni PCE 5 y: 4 
-12 165-53063 . BUSHING, Pilot's seat adjustment fitting š ο ως e A š 4 
-13 165-53062 . ROLLER, Pilot's seat adjustment fibttingi «Qs o9 au 9 > 8 
-14 AN365-524 s SUNUTI.. 0€ £ W. ο ους 8 
-15 165-53071-3 . FITTING, Pilot's ejection seat t carriage "side roller support. 2 
-16 AN4-17A ve. BOLT 2. ce e$ Ros πμ - o ο d 4 
-17 ΑΝΟΘΟΡΙΟ ον. νιν ο a Oe a BQ 4 
-18 AN365-428 e NUTT vos Tu 4 
-19 NAS223-20 . SCREW, Brazier head “Phillips recess alloy steel 5/16- eu. E 2 
-20 2W1AL20-22-64 ` WASHER, Plain (North American) . . MC PN. 2 
-21 4B2185-012 . BUSHING, Spacer (North American) . EE 2 
-22 165-5307! . ROLLER ASSY, Pilot's ejection seat carriage side S 2 
-23 4B19S7-012 . . BUSHING, Press fit plain (North American) . . . . + š; “ef te 1 
-24 AN365-524 NUT. 6. ee ἂν tac techs σας 2 
-25 165-53066 . ROLLER ASSY, Pilot's ejection "seat carriage. ins en ES 6 
-26 4B19S8-016 . . BUSHING, Press fit plain (North American) . . M 1 
-27 165-53059 . PIN, Pilot's seat carriage roller e — ie te τρ : 6 
-28 AN386-1-8A PIN a 440 EAS a A ο 6 
-29  AN975-3 s WASHER o 4 Wege eoe er e ea, Ree ἂν O 6 
-30 AN365-1032 . NUT. : gui SID. Sra E 6 
-31 187-53018 š SADDLE, “Ejection seat catapult gun attaching . td oe, ee a ak ON die 1 
-32 NAS222-27 . SCREW, Brazier head Phillips recess alloy steel 1/4-28 . . .”“. 4 
-33  NAS222-29 . SCREW, Brazier head Phillips recess alloy steel jM 28. E 1 
-34 AN960D416 ν WASHER SU ὦ, o. ^os Ue το. VOR γα e 1 anye AC 5 
-35 AN365-428 ο NUT iiaa s ο cies rice is τν “8 5 
-36  180-53085 . BUMPER, Bjection seat `catapult gun saddle. «ov sk o oy, des 1 
-37 AN23A28 κ BOLT + a νο Sy je δ δν ον ἘΝ 1 
-38 2W1AL14-20-64 . WASHER, Plain ` (North American) . Qoo.) xn val vele. de) SE go ULT ὃ 2 1 
-39 AN364-1032 ν. NUT ο «ο ο UR οκ a ο) ντι α Ὁ iif εν, πιο, αὶ τὲ M 1 


USEABLE ON CODE: A 53-8273 thru 53-8322 
54-1231 thru 54-1250 
B 54-1251 and subs 
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FUSELAGE OXYGEN 










F-86K-4-73-1A 


FIGURE 262 - FORWARD FUSELAGE OXYGEN SYSTEM EQUIPMENT 
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Section. 1 _ 
T. O. 1F-86K-4 Group Assembly Parts List 
FUSELAGE OXYGEN 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
262 207-73301 OXYGEN SYSTEM EQUIPMENT INSTALLATION, Forward fuselage . . . + NP 
f . (see figure 78 for next assembly) 
-1 165-73348-20 . REGULATOR ASSY, Type D2 oxy press. (altered from Aro Equip . 1 A,B 


17550) (Aro Equip. 17550 intrch wth Aro Equip. 17000B, 
17000C, 17500 or 17500A) 

165-73348-30 . REGULATOR ASSY, Type D2A oxy press. (altered from Aro Equip. 
15155) (Aro Equip. 17550 intrch wth Aro Equip. 17000B, 
17000C, 17500 or 175004) 


= 
a 


AN823-5D . ELBOW, (assemblies on oxygen flow dedigator)*s PORT Oe es 
-2 AN6003T24A . TUBE ASSEMBLY Wo e by To Tai A ci tig O πο 
AN737TW46 + CLAMP .. E d uu κο αν ο ο ο ο.” 
-3 AN6003-24A . TUBE ASSEMBLY ον νο cen Nal te, Ne š Sc ST. St St py ras ie 
AN737TW46 o PC LAMP. |e -ᾱ QUY δν. το. “Wt oo IIS os E ο. 
-4 .AN931-24-28 : <| GROMMET . "n ES . # sU - : eS 
-5 8C7B3-15 . COVER, (North ' American) a A 3 
-6 10C2B} 2 CONDUIT, (North American) . e s ceci w see eee ο š B 
-7 165-73347 . COVER, Oxygen pressure regutator το seat line ... . . ... B 
-8 AN515-8R7 . SCREW . Gi Mgt tg Uu. eie le “Ἔν teh see TE . B 
2418-8 . WASHER, Flat (North "iwesicaH) μμ Ze muse xo OW aie B 
AN365-832 ac NUD atten cba te: sate 6 esse: ο C aI Ve iet ο ο ete ον B 
-9 165-73312-51 . LINE, Pressure A to coupling . . . « s ο ο © ο ... B 
-10 AN931A16-22 è GROMMET $e ον ap de DLE B 
-11 3H2-14-12 . HOSE, (North American) . ο Lig! ENT Ne. cim Yel, s IRI ο. B 
AN737TW44 3 CLAMP DC REM ο EC. . αν οι 6. o dr s. ὁ Β 
-12 165-73312-41 . LINE, Coupling to seat . . . . e + +s s= + e + + s + + ew ο B 
-13 AN931A14-20 š GROMMET "m » 0$. -—-— e B 
-14 165-73312-95 . LINE ASSY Pressure "regulator to Seat «les WoSe 5$ ra D 
-15 TE60-À . GROMMET, (North American) ... A 5 ο D 
-16 . AN6039-5-14 . HOSE ASSY, (bulkhead fitting to elbow on oxygen flow .. š 
indicator) 
-17 205-73312-49 LINE ASSY, Bulkhead fitting to bulkhead fitting distribution 


-18 205-73312-47 
-19 AN6033-1 

-20 205-73312-43 
-21 205-73312-31 


LINE ASSY, Bulkhead fitting to check valve +. . . . + + « ° 
VALVE, Low pressure oxygen check type "D" . . .... I 
ΓΙΝΕ ASSY, Bulkhead fitting to check valve RH distribution 
LINE ASSY, Check valve to union LH distribution . . . + + 


ἘΦ p ED FEN EPR 3 FD r IH [O [0 DO IP 2 IIO E IR = -! 


AN815-5D . UNION .. RECETTES 
-22 205-73312-29 . LINE ASSY, Bulkhead "fitting to union LH "distribution Mor EE 
-23 AN837-5D . ELBOW .. B^ ^ οἱ WU AR ο. .4, (ο "ὁ τὰ, 6) 29 
-24 2W18-816 . WASHER, Flat (North ` american). eee eae a ο Ανν da 
-25 AN924-5D we NUT 2.6 ο ο wo ο. ὁ. Ὁ 09. 9. το; vr ns o ὁ) ον T T .ᾳ 
-26 AN833-5D e ELBOW . .. roec Re aca O A, αι ee ee oe 
-27 2W1V32-28-62 . WASHER, Plain "(North American) a S αφ) Ls AR e i rV. a 
-28 AN6024-6 - VALVE, Low pressure oxygen filler ο Εν ο ο ους 
-29 AN509-10R10 . ‘SCREW .. -——"—— dán 
-30 2W18-10 +. WASHER, Flat (North “Amertcan) ο ONT Ὅς MENT X πο 
-31 AN365-1032 i NUT". ei ve RUE a έν 
-32 205-73338 DOOR ASSEMBLY, "oxygen filler "valve "(see figure 90) . . "n Re 


54-1231 thru 54-1275 
53-8273 thru 53-8322 
54-1276 and subs 
54-1231 and subs 


USEABLE ON CODE: 
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FUSELAGE OXYGEN (Cont) 





F-86K-4-73-2B 


FIGURE 263 - INTERMEDIATE FUSELAGE OXYGEN SYSTEM EQUIPMENT INSTALLATION 
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Section. Ir _ 
T. 0. 1F-86K-4 Group Assembly Parts List 
FUSELAGE OXYGEN (Cont) 


FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
263 207-73302 OXYGEN SYSTEM EQUIPMENT INSTALLATION, Intermediate fuselage . . NP 
(see figure 110 for next assembly) 
-1 M58-100 . CYLINDER, Oxygen type B3 (Spec MIL-C5436) (AAF stock No. .. 1 
358145) (D.K. Mfg) 

-2 165-73345-20 . SUPPORT ASSY, ygen cylinder fuselage sta 138 7/8 ΕΝ ς 1 

-3 420-75-600SH 5 . CLAMP, oni oe ew ο . 2 

-h 165-73345-16 - CLIP, Oxygen cylinder fuselage "station 138 1/8 AN n 1 

-5 AN4-5A . BOLT .. vos Το ο) οὐ”). οφ P 2 
9Ν18-816 . WASHER, Flat ` (North American) . ° SEA Ὅλον ρολο. 2 

-6 No Number . CYLINDER, Oxygen type D? (Spec MIL- "05887) ) (x. Mfg) . ... 2 

-7 165-73340 . SHROUD ASSEMBLY, Oxygen cylinder LH . . . a saa q 1 

-8 165-73340-10 . SHROUD ASSEMBLY, Oxygen cylinder RH... ee eae eS I = 

-9 325-63-575SH . CLAMP, (Marman) (intrch wth National Utilities E ο Te kaa so 1 

U12-.625-5.750S) 

-10 NAS43C4-40 . SPACER, Screw and bolt ... UAR νης E MEN s quc Ὁ à 
2W18-416 - WASHER, Flat (North American) . A AU es Tee 18 4 
AN365-428 NUDE S αμ ke τῳ eoe cia! Nop ϱ Be Sensor ας es ον let mL EE 4 

-11 AN822-5-4D s ΒΙΒΟΝ (uy ce: whe e š I ο ο A mius Sis aQ 3 

-12 AN6036-1 . VALVE, Low pressure oxygen check. style α lll... Nn 2 
AN914-2D . ELBOW. . «^ erue ο αν, A ASA ee ος ὃς U^ ᾱ ὃν "d y 2 

-13 AN6039-5-32 . HOSE ASSEMBLY E 29i ας. ἐν ο 0) 9 Sy Te ler vet VD ο dec Ue vas wel S i 1 

-14 AN815-5D . UNION .. Wwe. Te vue E š Does 1 

-15 205-73312-41 . LINE ASSEMBLY, “Check valve "to elbow $2 Tav μον w or ride 1 

-16 AN6036-1 . VALVE, Low pressure oxygen check style G . y " a kag 1 
AN915-2D . ELBOW . . . . ο 1 

-17 205-73312-39 . LINE ASSY, Tee. to center ‘cylinder check valve Sa en eee 1 

-18 AN824-5D . + ΤΕΕ y i£ : . Ea (wo wu e. Dena ak ὃν αὐτὰ S τρ 1 

-19 205-73312-55 . LINE ASSEMBLY, Union to filler tee. eee "CAN ας. 1 

-20 165-73312-69 . LINE ASSEMBDI; RH cylinder elbow to bulkhead fitting Sip Le v 1 

-21 AN837-5D . ELBOW... . κα var qe: fa) τα wa i. ST, wok 1 
2W18-816 . WASHER, Flat (North American) scere van Sere ο ο ο e UR S rau 1 
AN924-5D e NUT Vo τν ἐ» ὧν “Q 1 

-22 205-73312-25 . LINE ASSEMBLY, “Bulkhead fitting to ' bulkhead fitting RH 1-5 1 A 

distribution 

-23 165-73312-67 . LINE ASSEMBLY, Union to RH cylinder check valve vs "n 1 

-24 AN815-5D . UNION. + E O 0809... F τς. ey ka. ο. 1 

-25 165-73312-63 . LINE ASSEMBLY, Elbow to union . . . . + . + < x HORE 1 

-26 AN824-5D κ ΤΕΕ 30.5 a Ss: w; Φ' a 1 

-27 165-73312-59 e LINE ASSEMBLY, "Union. to LH cylinder check valve $ XE. de. Seay OS 1 

-28 205-73312-53 . LINE ASSEMBLY, Tee to union . . . oe ο ow ο ng 1 

-29 205-73312-51 : . LINE ASSEMBLY, LH cylinder elbow to check valve. distribution 1 

-30 AN6033-1 . VALVE, Low pressure oxygen check style D . . ο ο ο” 1 

-31 205-73312-37 . LINE ASSEMBLY, Check valve to bulkhead fitting ge Naess eae 1 

-32 AN815-5D + UNION... oe ὁ ο ο 1 

-33 205-73312-57 ` LINE ASSEMBLY, Check valve to bulkhead fitting LH . . . . . . 1 

distribution 

-34 205-73312-59 . LINE ASSEMBLY, Bulkhead fitting to bulkhead fitting RE: 55-322 1 B 

distribution 

-35 AN833-5D . ELBOW . . ο eros is E ο e e "ἃν ae hs 1 B 
2418-816 - WASHER, Flat "(North American) πα, a) Sat bs Oem A Ges da 1 B 
AN924-4D . NUT... E o. τῷ. oe ο a apy 1 B 

-36 205-73312-61 1 LINE ASSY, Bulkhead fitting to bulkhead fitting ἨΗ ο ώς 1 B 

distribution 


USEABLE ON CODE: A 53-8273 thru 53-8322 
54-1231 thru 54-1250 
B 54-1251 and subs 
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x FUSELAGE HEAT AND VENT 








F-86K-4-53-2 


` FIGURE 26h - ENGINE AIR INLET DUCT TO FUSELAGE STATION 143 SURFACE ANTI-ICING SYSTEM EQUIPMENT INSTALLATION 
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FIGURE & 
INDEX NUMBER 


26h 


-22 
-23 
-eh 
-25 
-26 
-27 


-28 


-29 
-30 
-31 


-32 
-33 


-34 
295. 


-36 
-37 
-38 
-39 


-40 
-41 


PART 
NUMBER 


207-53311 


165-53407-95 
4pe-24-14 


AN737TW66 
165-53418 
4D2-12-14 


AN737-34 
165-53417-11 
42-32-14 


AN737TW74 
213-53407-13 


213-53407-11 
207 -53381 
207 -53382 
207 -53379-11 
207 -53407-9 
207 -53407-7 


16623-275 
42902-2758H 
207-53378-31 


207 -53390 
207-53390-11 
207 -53393 


207 -53386 


AN507 -8R12 
30086-1 
165-53624 
AN365-1032 
AN520-10R7 
18423-0-350 
2W18-10L 
AN3-3A 
165-53628 
17893-350SH 
17886-350 
207-53377-51 


207-53388 


207-53376 
207-53383-3 


- 207-53383-5 


207 -53384 
207 -53385-3 
207 -53385-5 
207 -53348 


` 16623-275 


42902-275SH 
207-53391-11 
213-53507-39 


213-53332 


205 -53704 
AN365-832 
AN507-832-4 
30058-31 


205-53705 
98292-2-.270 
99836 


*3 
*3 


*2 
*3 


*1*3 


1 





T. O. 1F-86K-4 
FUSELAGE HEAT AND VENT 


2 3 4 5 6 7 NOMENCLATURE 


HEAT AND VENT SYSTEM EQUIPMENT INSTL, Eng air inlet duct to. . 


9 9 e e ο 9 ο ο | ο ο ο 


*] Use 207-53391 to 
κο Not used on airplanes modified per T.O. 1F-86K-534. 
*3 Used on all airplanes when modified per T.O. 1F-86K-534. 


USEABLE ON CODE: 


A 53-8273 thru 53-8322, 


gether with 207-53407-117 unti exh. 


fus sta 143 surface anti-icing (see fig. 80 for next assy) 

LINE, Anti-icing system fuselage station 5 to 18 . 

DUCT, Wire supported flexible t 
untl exh 

CLAMP: e Lu: tunes a ο ο πο S97 Ue det πας 

DUCT ASSY, Anti-icing system glide path antenna middle . . . 

DUCT, Wire supported flexible (North American) . . . . + + . 
(use 165-53410-5 untl exh) 

CLAMP ov ot ce te e S seo te ve vy. Φος Pw, Sele 

DUCT ASSY, Anti-icing system glide path antenna . +. . . . + 

DUCT, Wire supported flexible (North American) (use . . . . 
165-53410-15 untl exh) 

[umi MDC" 

LINE, Heat and vent system fus sta 37 15/16 to 1! 1/2 engine 
inlet anti-ice (use 207-53407-13 untl exh 

LINE, Heat and vent system fus sta 63 3/4 to 37 19/16 engine 
inlet anti-ice (use 207-53407-11 untl exh) 

DUCT ASSY, Heat and vent system fus sta 74 3/4 to 59 15/16 . 
engine inlet anti-ice 

GASKET, Heat and vent system engine inlet fus sta 70 1/4 . 
anti-ice 

DUCT ASSY, Heat and vent system fus sta 93 13/16 to 75 engine 
inlet anti-ice (use 207-53379 untl exh) 

LINE, Heat and vent system fus sta 105 1/2 to 94 engine inlet 
anti-ice 

LINE, Heat and vent system fus sta 12% 5/8 to 105 1/2 engine 
inlet anti-ice 

SLEEVE, (Marman) (whn exh use Marman 17886-275) . . .... 

CLAMP, (Marman) (whn exh use Marman 17893-2758H) . . . + + + 

DUCT ASSY, Heat € vent sys surface anti-ice take-off (use . 
207-53378 or 207-53378-21 untl exh) 

DUCT ASSY, Anti-ice system WOP leading edge inboard LH main 

DUCT ASSY, Anti-ice system WOP leading edge inboard LH main 

PLATE, Heat and vent system engine inlet surface anti-ice . 
take off 

GASKET, Heat and vent system fus sta 128 5/16 surface anti- 
ice sealing 

SCREW .. 


e.s a o 


TEMPERATURE PICK-UP (Airesearch) (use Airesearch 30086 untl exh) 


SEAL, Anti-icing system skin temperature sensing element . 

NUT ο. ο ο Te aa ο a cie ο ο 8 Ye) ου 

SCREW . « . . » ὁ 0... ο «ο», n 

THERMOSWITCH, (Fenwal) (use Fenwal 18423-350 untl exh) . . 

WASHER, Flat (North American) . .'. . . + + + + + + + + ° 

BOLT , . . se +< s ^ e e e ὁ s e s e s ὁ s 0 0 ὁ e s ο 

BRACKET, Anti-icing system air temp. sensing element suppo 

CLAMP, (Marman))- e ο al < σα cQ e ο) Je c n^ a sel Me Ὁ eis 

SLEEVE, (Marman) (intrch wth Flexco 4495-350) . .. .... 

DUCT ASSY, Heat & vent sys wing surf. anti-ice distributing 
(use 207-53377, 207-53377-31 or 207-53377-41 until exh) 

GASKET, Heat and vent system RH wing Supply duct sealing . . 

ELBOW ASSY Heat and vent sys fus sta 124.388 surface anti-ice 

PLATE, Heat and vent sys fus sta 121 3/8 surface anti-ice . 
sealing LH 

PLATE, Heat and vent sys fus sta 121 3/8 surface anti-ice 
sealing RH 

GASKET, Heat and vent sys fus sta 121 3/8 surface anti-ice . 
sealing 

FLANGE, Heat and vent sys fus sta 191 3/8 surface anti-ice . 
sealing LH 

FLANGE, Heat and vent sys fus sta 131 3/8 Surface anti-ice . 
Sealing RH 

DUCT ASSY, Heat and vent sys surface anti-ice RH supply .. 

SLEEVE, (Marman) (intrch wth Flexco 4495-275) . . . .... 

CLAMP, (Marman) . e . + . + sw s < hoe v ον ὁ «4 e a 

DUCT ASSY, Anti-ice system WOP leading edge inbd RH main . . 

LINE, Heat and vent sys BP} 1/2 to 27 3/4 RH wing surface 
anti-ice supply (use 207-53407-117 together with 
207-53391 untl exh) 

BRACKET, Heat & vent sys wing anti-ice duct support (used 
with 213-53407-39 and 207-53391-11 only) 

BOX ASSY, Heat € vent sys surface anti-ice air control... 

Ὁ NUTS ορ νο ο tt iai BS uu ον Uer serus. Peu ao i ο isla, e Spica y 

"Manu MR" X uuu 

. REGULATOR, Temperature electronic flow control (anti-icing 

(Airesearch) i 
. SUPPORT ASSY, Heat and vent temperature regulator . . 
. “STUD, (United-Carr) . : «e 4 i 4 X xw d w € ae ἃ 
PIN, (United-Carr) . . . 


EDIT 


55-4811 thru 55-4936 


PER ASSY. 


North American) (use 165-53410-11 


` 


) 


Section. 1 _ 


UNITS USEABLE 


CODE 
NP 


m 


HPN | 


Pip H BRB 


PRWWR e e e HB PRP 


Pere. H 


N D a 


Group Assembly Parts List 


ON 


54-1231 thru 55-1350, 


Changed 16 October 1959 
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T. O. 1F-86K-4 
FUSELAGE HEAT AND VENT (Cont) 
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FIGURE 265 - FUSELAGE STATION 135 TO 279 1/4 SURFACE ANTI-ICING 
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HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION 








-F-86K-4-53-3A 


Changed 26 May 1958 





Section ΤΙ _ 


T. O. 1F-86K-4 Group Assembly Parts List 


FUSELAGE HEAT AND VENT (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
265 201-5330 HEAT AND VENT SYSTEM EQUIPMENT INSTL, Fus sta 135 to 279 1 Ter NP 

surface anti-icing (see figure 110 for next assembly) 
-1 207-53407-109 LINE, Heat & vent system wing surface anti-ice air fus sta . i 
135 to 146 
-2 325-63-369SH . CLAMP, (Maman) . . 4 Q +... ee te hh κος 1 
-3 AN3-4A de BOB p Wow UE) ο ee oe dh stg m Vm ime se RT $: y 2 
-À AN960D10L . WASHER . . + + 2 
-5 207-53352 . SUPPORT, Heat and “vent system fus sta “146 1/8 surface “anti- ice 1 
supply line 
-6 165-53480-11 . INSULATOR, Anti-icing system duct clamp .. "P 1 
-τ 207-53407-41 . LINE, Heat and vent system surface anti-ice supply fuselage 1 
station 146 1/8 to 157 1/4 . , "Vis 1 
-8 42902-3.50SH . COUPLING, Quick coupler coded channel "band (marman) | I El δ» J 2 
16623-350 . SLEEVE, Channel band (Marman) .. 2 
-9 202-5307 -57 . LINE, Heat and vent system fuselage station 157 1/4 to 187 15/32 1 
anti-ice 
-10 AN3-6A € ¿BOE T y Ter e . . 5 
-11 173-53478 . PLATE, Anti- icing system fuselage "sta "187 duct Seal "retainer š 1 
-12 173-53477 % GASKET, Anti-icing system fus sta 187 duct seal . Is 1 
-13 165-53471-31 . DUCT ASSY, Anti-icing system fuseläge station 188 to 215 N s 1 
-14 42902-3.50SH . CLAMP, (Màrman) os 2 
16623-350 Ñ SLEEVE, Channel band (Marman) `(intreh wth Flexco 4495- -350) š 2 
-15 AN365-1032 c. μμ lume S: mese αμα ο ο ον ον ο.” 8 
-16 AN3-4A . ΟΤΙ. το ulie cw) wo Wo ον ος We Resume W ie Tes e Dal im ues Ὁ, X US 8 
-17 ΑΝΟΘΟΡΙΟΤ, « WASHER . . + + "Ur DN Ea 8 
-18 165-5341 . GASKET, Heat ana vent "fuselage sta 217. 354 insulating noe A 1 
-19 165-53730-21 . DUCT ASSY, Anti-icing sys fus sta ohio 35^ to shut-off valve ë T 
-20 AN363-1032 ὃν. NUT. ο ος Se -ᾱ- A eig A . — vus ἃ 10 
-21 AN960D10L « WASHER . $ 9 ο ὁ 9 € «Ὁ € ο a ὁ. ο ο ὁ ὁ € P. -- de Sn 10 
-22 AN3-6A s JBOLT.u x $ PP 10 
-23 165-53497 . GASKET, Anti- ice system pressure limiting “valve "flange MESES 1 
-24 165-53676-20 . VALVE ASSY, Anti-icing system pressure limiting (see . . . + + 1 
flgure 266 for breakdown 
-25 165-53735-11 . CLAMP ASSY, Anti-icing sys high press. duct connecting... . 2 
165-53734-11 + . CLAMP, Anti- icing system high pressure duct connecting .. 2 
16528-63-479SH . . CLAMP, (Marman) . . PIE er 1 
-26 5R13-11 . RING, Heat and vent sealing (North American) . Batra sth es 2 
-27 108505 . VALVE ASSY, Motor actuating butterfly (Whittaker) ROW) ἃ wU QU ᾱ 1 
(use 100383 untl exh 
-28 165-53735-7 . CLAMP ASSY, Anti-icing system high pressure duct connecting . 2 
-29 165-53734-7 . . CLAMP, Anti- icing system high pres iure duct connecting .. 4 
-30 16528-63-429SH . . CLAMP, (Marman) . . ET XII 2 
-31 165-53426-3 . RING, Cabin air and vent icing flexible joint seal . . z 1 
-32 10689-100 . DUCT ASSY, (Solar) (use Stewart-Warner 710709 or Solar 10689 ` 1 
unti exh 
-33 710712 . DUCT ASSY, eu e d^ Sowa o νεὼ Av τὰν ee ο το l 
-34 710710 . DUCT ASSY, (Stewart-Warner . Rp Kak: “o Sala 1 
-35 165-53426-3 . RING, Cabin air and vent icing flexible joint! seal š Ρ 1 
-36 165-53469-131 . DUCT ASSY, nae icing system fus sta 220 (use 165- 53469- 121° . 1 
untl exh 
-37 207-53407-125 LINE, Anti-icing system fuselage station 232 to 245 (use... 1 
165-53607-123 untl exh) 
-38 17893-2508H . CLAMP, (Marman "DE 2 *1 
17886-250 . SLEEVE, (Marman) (intron wth Flexco 4h96- 250) eee ον. 2 *1 
-39 AN365-1032 es NUT  ὃ τρ s aie tin bs, San Cohen 4242 E τονὲ 3 
-40 165-53461 . SPACER, Anti- icing System insulating AMEN πῶς. E EM 8 
-41 AN3-6A + BOLT... . .. 4 
-42 165-53650-11 . FITTING ASSY, "Heat ana vent system fuselage "station 250 "m 1 
empennage anti-ice duct 
-43 165-53715 . INSULATOR, Heat and vent sys sta 250 empennage anti-ice duct . 1 
-44 165-53409-3 . HOSE, Heat and vent σα silicon poe ciate a See, eg BE ate is 1 
AN737-82 $ CLAMP . ο ο A as A να 2 
-45 165-53652-11 . DUCT ASSY, Heat “and vent Sys fus sta 250 to `279 "uA 1 
empennage anti-icing (use 165-53652 untl exh) 
-46 165-53607-129 . LINE ASSY, Pressure limiting valve fus sta 209 to DUO vus ο ὁ 1 
-47 165-53408-13 . HOSE, Heat and vent system cabin air connecting . . . Sy tes 1 
AN737-30 ` CLAMP a Yel lq ea a. τῳ A ον ια rel E T T -ᾱ . 2 
-48 AN960D10L . WASHER... be hee Deu Tw ues m^ wo e PQ OS, UL UR) de o (δ. ce e OS. TR 8 
-49 17893-350SH . CLAMP, (Marman) - VER. i Bt aoe ος 1 
17886-350 . SLEEVE, (Marman) (1ntreh wth Flexco Ἠφό- 350) š τω πο 1 
-50 325-63-369SH . CLAMP, (Nutt-Shel) . ER s 1 
165-53480-11 INSULATOR, Anti- icing "system duct “clamp lA. Obs ὃν «QA vatis is 1 
-51 42902-2.50SH CLAMP, (Marman) "EL 2 
16623-250 SLEEVE, Channel band (marman) (intreh wth Flexco 4495-250) 2 
*1 Use Marman 42902-250SH together with 42737-2500 untl exh. 
Changed 26 May 1958 463 
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Group Assembly Parts List T. O. 1F-86K-4 
FUSELAGE HEAT AND VENT (Cont) 








FIGURE 266 - ANTI-ICING SYSTEM PRESSURE LIMITING VALVE ASSEMBLY 
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Section. II . 


T. O. 1F-86K-4 Group Assembly Parts List 


FUSELAGE HEAT AND VENT (Cont) 


AA A A ο x = Te Ta ETT awe 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


266 


165-53676-20 


AN365-832 
AN515-8R8 
165-53682 
AN4-6A 
AN935-416L 
ANQ60D416L 
165-53681 
AN394-13 
AN960D416L 
AN486-2 
165-53680 
165-53678 
165-53690-3 
165-53687 
AN4-10A 
2W1AL16-20-64 
AN935-416L 
NAS43DD4-~9 
2W2SP28-19-25 
2w2sP28-24-25 
52-028-125-0625 
165-53679 
165-53795 


AN4-7A 
ANQ35-416L 
ANQ6OD416L 
165-53677-10 


M6101AS 
NAS50-56 
B610AS 
165-53683 
AN6290-12 
165-5368 
165-53691 
165-53685 
AN960D616 
165-53709 
NAS51-37 


VALVE ASSEMBLY, Anti-icing system pressure limiting . . 
(see figure 265 for next assembly) 


NUT . . +s +s +s s +s + + + s s om s om < om m om ° ° ° n9 tg. 


SCREW .. 


BOLT . , 4. +< + + + . s s s ὁ ο e ° looa 9, n 
WASHER +. e . + + + + * > * + . + . + + n . n 9 t] ng 


. PLATE ASSEMBLY, “anti- icing system pressure limiting “valve. 


WASHER +. +. + + 
PISTON, Anti- icing system. pressure limiting "valve. 


CLEVIS . . e + ο & Ὁ . . 
LEVER, Anti- racing” system pressure "limiting valve è 
CYLINDER, Anti-icing system pressure limiting valve 
COLLAR, Anti- -icing system pressure limiting valve . 
SPRING, Anti-icing system prepaure limiting valve . 
BOLT .. RECEN M m 
WASHER, Plain “(North American) . : 


ΔΛ. τ. 


. WASHER . . +. . . + + + + * s . . s . om m t] ° t 5 t9 ng: 


` WASHER... + Hirn que 
+ SPACER, Screw and "bolt RES 


WASHER, Thrust ponn american} a 

WASHER, Thrust (North American . 

ROLL PIN, (Elastic) ... : : 

SHAFT, Anti- -icing system pressure limiting valve x 

BUTTERFLY, Anti-icing system pressure limiting valve 
(use 165-53488 untl exh) 


. BOLT... ο s s ə ὁ s o e e wo e ° ° ° ° ° . 
- WASHER . . 4 « + + + + + ee * * ° ° * t9 
WASHER . +. + . ο 


; HOUSING ASSEMBLY, “anti- icing system. pressure limiting 


valve (use 165-53677 untl exh) 

BEARING, (Torrington) . νο 
. RING, Internal retainer Snap n A τ . 
` BEARING, (Torrington) . +. + 
FITTING, Anti- -icing pan pressure limiting valve 
GASKET . . +. + 2 
POPPET, Anti- icing System pressure limiting “valve 
SPRING, Compression . + 
PLUG, Anti- icing system pressure 
WASHER e 
SPACER, Anti- -icing system pressure limiting "valve 
RING, External retainer . . . + + e * ° 


eee 
. 


limiting valve 2 


* ` 2 9 ο 2 t$ ο 0 6 ο 
`. ° o... ew 9 ο ο 5 


e.e è . 


5 . 9 ο 9 ο 9 9 5 * 9 


e es. eee ee 2! © $2 2 T" . o o o . . 9 . e 


oe * ο ο o oe’ 


+ ° ο ° s t ο 9 ο 9 ο 


oe @ ο 


Ref 


που Epp PPR HRP RP BPH HEP A A HEHEHE HH OO 
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Group Assembly Parts List T. O. 1F-86K-4 
FUSELAGE HEAT AND VENT (Cont) 








F-86K-4-53-4 


FIGURE 267 - PUSELAGE STATION 279 1/4 TO TAIL SURFACE ANTI-ICING SYSTEM EQUIPMENT 
466 





FIGURE & 
INDEX NUMBER 


267 


-15 
-16 


17 
-18 
-19 
-20 
-21 
-22 
-23 


-24 





PART 
NUMBER 


165-53310 


165-53316-9 
42902-250SH 
16623-250 
AN363-1032 
AN3-4A 
165-53461 
165-53318-11 
4p2-24-20 
AN737-58 
165-53480-19 
AN737 -58 
165-53607-79 
4D2-24-14 
AN737-58 
165-53407-107 


165-53407-108 
165-53323 


AN737-58 
2W1AL108-64-64 


165-53315 


4D2-8-14 
AN737-24 
165-53407-99 
4D2-8-14 
4D2-8-14 
AN737-24 
165-53607-29 
AN815-8D 
165-53314-1 


165-53321-1 


Changed 26 May 1958 





T. O. 1F-86k-4 
FUSELAGE HEAT AND VENT (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 
HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Fuselage sta . 
279 1/4 to tail surface anti-icing (see figure 119 


for next assembly) 
DUCT ASSY, Anti-icing system fuselage station 284 to 31 


E 
2 
CLAMP, (Marman) a A Ye? SS Oa 
SLEEVE, (Marman) (1ntrch wth h295- 250) . qe fat Meh ast Pee 
ΠΤ’, νο Qus GeO E ο Ws, Wee eee ep qe 
BOLT v 26x κα Ωρα 


SPACER, Anti- icing system insulating š -ᾱ 

DUCT AŠsy, Anti-icing system fuselage station, 319 “aye 
DUCT CONNECTOR, Air non-wire bado (North: American) 
CLAMP . .. 5 $ 

INSULATOR, Anti- licing system duet "clamp wies nba e ο, T CN 
. CLAMP o. ow š 


DUCT ASSEMBLY, Anti- licing "system vertical stabilizer inlet 


. DUCT CONNECTOR, Air non-wire supported (North American) 
+ CLAMP ..... . 
. LINE, Anti-icing System `fuselage station 319 to "308" $ 
horizontal stabilizer LH 
. LINE, Anti-icing system fuselage station 319 to 328 
horizontal stabilizer RH 
CONNECTOR ASSY, Anti-icing system horizontal stabilizer 
flexible 
. CLAMP ... ADM RE CE MESES 
. WASHER, Plain ` (North American) . MN : 
DUCT ASSEMBLY, Anti-icing system fuselage. station "348" F 
to 305 
. DUCT CONNECTOR, Air non-wire süpported (North American) 
CLAMP .. E 
LINE, Anti- -icing system fuel vent strut . 
. DUCT CONNECTOR, Air non-wire supported North American) 
. DUCT CONNECTOR, Air non-wire supported (North American 


. CLAMP ... S: Ao e Aere LU. UEM" "ο. ὃν ee Se 
+ LINE, Anti- -icing system "fuel vent strut . .. + + + + 0. 
UNION e.. . 


DUCT ASSEMBLY, Anti- -icing system "horizontal Stabilizer. 
inlet Lit (see figure 75) 

DUCT ASSEMBLY, Anti-icing system fuselage station 335 to . 
348 LH (see figure 121) 


. 


to... e 


` `. . . ο ο. 


Section. 11 _ 


UNITS 


PER ASSY. 


NP 


ΓΣ Όρο; NOOS + P Μο ED HÀ ΦΑΝ D I P = 


= 
o 


Ref 


Group Assembly Parts List 


USEABLE ON 
CODE 


467 








Section ΙΙ _ 


Group Assembly Parts List ae E 


FUSELAGE HEAT AND VENT (Cont) 








F-86K-4-53-6A 


FIGURE 268 - COCKPIT AIR WINDSHIELD RAIN REMOVAL AND RADOME ANTI-ICE 
HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION. 





^ FIGURE & PART 3 UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
268 213-53302 HEAT AND VENT SYSTEM EQUIPMENT INSTL, Cockpit air windshield rain NP 
removal and radome anti-ice (see fig. 78 for next assy) 
No Number + MISCELLANEOUS HEAT AND VENT SYSTEM CONTROL EQUIPMENT, . . . . NP 
(see figure 269 for breakdown) 
-1 4D1-6-202 - DUCT, Wire supported flexible (North American) . . . . . +. + 1 
165-53721 + COVER, Heat and vent system radome anti-icing flexible duct . 1 
-2 AN737-56 - CLAMP . Wo fol as, Neu de! ar Sat ο gs fen te Sakae eo αν ᾱ; ο... 2 
-3 297-53407-103 + LINE, Heat and Vent sys sta 2 to sta 9 radome anti-ice . , . 1 
-ῃ 9213-5333 - DUCT ASSY, Heat and vent sys sta 2 to 23 radome anti-ice. 1 
-5 213-53322 . DUCT ASSY, Heat and vent sys sta 29 to 34 radome anti-ice . . 1 
242-533011 *7 . DUCT ASSY, Radome anti-ice, fus sta 29 31/32 to 35, assy of . 1 


468 i Changed 26 May 1961 








| 268-6 4D2-24-14 





FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
DUCT CONNECTOR, Air non-wire supported (North American) . 3 
AN737-58 NR , 6 
-7 hpe-2h-h DUCT CONNECTOR, Air non-wire supported (North American) $ 1 
-8 105675 VALVE ASSY, Hot air shut-off (Whittaker). ο απο” ç 1 
-9 165-53522 CLAMP, Heat and vent system 1 1/2 dia. connector. : ; 8 
5R13-3 RING, Heat and vent sealing (North American). . . + + + š 1 
22218-63-233SH CLAMP, (Marman) . . + . + + + + + s ee t ot t t t t t n š 4 
-10 2213-53321 . DUCT ASSY, Heat and vent sys sta 37-46 radome anti-ice. š 1 
213-53321-11 *7 . DUCT ASSY, Heat and vent sys sta 37-46 radome anti-ice. 1 
-11 C15-11150 CLAMP ASSEMBLY, (Marman) . . . + + + + + + + + + + + + ° ° . 1 
-12 213-53320 DUCT ASSY, Heat and vent sys sta 50 rain removal and . . . +. 1 
radome anti-ice 
213-53320-11 DUCT ASSY, Heat and vent sys sta 50 rain removal and 1 
radome anti-ice ] 
213-53325 . GASKET, Heat and vent sys sta 80 anti-ice and rain removal 1 
-13 C15-11200 . CLAMP ASSEMBLY, (Marman) . . . +. + + + + + s + + + ee ee 5 
-14 213-53107-35 LINE, Heat and vent sys sta 48 1/8 windshield rain removal . 1 
(use 207-53407-123 untl exh) 
213-53407-37 LINE, Heat and vent sys sta 48 1/8 windshield rain removal . 1 
-15 42902-200SH CLAMP ASSEMBLY, (Marman) . . . . + + + + + + + + + + + n n +. 1 
16623-200 SLEEVE, (Marman) . . . . +- + + + +s + + + s + + + + oh sm . nm on 1 
-16 213-53313 DUCT ASSY, Heat and vent sys anti-ice and raln removal et 1 
-17 213-53312 DUCT ASSY, Heat and vent sys anti-lce and rain removal MSS 1 
-18 AN500A8-5 SOREW . cR « € xe.) δ S. ap μον te m E ere aS Ri 8 € < ie 3 
-19 2W18-8L WASHER, Flat (North American) . +. +. + ss + + R "o 3 
-20 AN6227-13 PACKING . . xo e © © © © © © l `“ om om om ο ο» PAN 1 
-21 18423-0-275 THERMAL SWITCH, (Fenwal) ο RO ο UE, μυς ο. 1 
Ἱ -22 D10109-100 VALVE, Solenoid shut-off (Com-Air) ο. «ὁ “er ο) Wed dei wu s ee 2 
-23 42535-150SH CLAMP, (Marman ) "MM Bee ον HE οφ elt φ, ἃ See ee ᾱ; QU IO 2 
16623-150 SLEEVE, (Marman) (intrch wth Flexco 4495-150)... . se.. .2 
' -24 4p2-8-14 DUCT CONNECTOR, Air non-wire supported (North American) . . . 4 
AN737-30 A μμ By Son ο ο eh, LN εφ. E πα... 8 
-25 201-53407-5 . LINE, Heat and vent sys windshield anti-ice & rain removal . 1 
-26 201-53407-39 . LINE, Heat and vent sys windshield anti-ice € rain removal . 1 
-27 4p2-8-26 ! DUCT CONNECTOR, Air non-wire supported (North American) . . + 1 
-28 4pe-12-14 . DUCT CONNECTOR, Air non-wire supported (North American) . . . 7 
AN737-34 2 CLAMP. oo 2 309€ 4 763: X. a ο στ ο ο » 
-29 295202A16 . GROMMET, (Monadnock Mills) . . . + + ee e t + + + +. reo 5 
-30 213-53407-7 . LINE, Heat and vent sys heat exchanger inlet anti-ice sta , , ] 
33-51 x 
213-53407-45 *7 . LINE, Envr sys exch inlet anti-ice fus sta 51 7/8 to 68 1/4 1 
-31 213-53407-5 . LINE, Heat & vent sys heat exchanger inlet anti-ice sta 51-68 1 
: 213-53407-31 . LINE, Heat € vent sys heat exchanger inlet anti-ice sta 51-68 1 
-32 213-53407-41 . LINE, Heat € vent sys heat exchanger inlet anti-ice sta 68-75 1 
-33 213-53407-43 . LINE, Heat € vent sys heat exchanger inlet anti-ice sta 75-97 1 
-34 207-53407-67 . LINE, Heat & vent heat exchanger inlet anti-ice sta 98-123 . 1 
-35 213-53407-9 . LINE, Heat & vent sys to heat exchanger inlet anti-ice . . . 1 
| (use 207-53407-69 untl exh) 
-36 207-53334-11 DUCT ASSY, Heat and vent sys heat exchanger inlet anti-ice . 1 
(use 207-5333 together with 4D2-12-14 untl exh) 
hpe-12-20 . DUCT CONNECTOR, Air non-wire supported (North American) . . . 1 
AN737-34 . CLAMP . . . . 6 «© © © © © © © © © « o9 ὁ 9 0 9 9 ὁ ee é n 2 
207-53340 GASKET, Heat and vent sys heat exchanger. inlet anti-ice line. 1 
-37 C55-11200 CLAMP, (Marman) (intrch wth C15-11200) 9 9 « ο 9 ὁ ο ὁ 9 ο ο 2 
-38 207-53407-83 LINE, Heat é vent sys rain removal & anti-ice sta 56-64 . . . 1 
213-53407-33 LINE, Heat € vent sys rain removal & anti-ice sta 56-64 . . . 1 
-39 213-53315 DUCT ASSY, Heat € vent sys rain removal & radome anti-ice . . 1: 
213-53319 GASKET, Heat and vent sys rain removal and radome anti-ice . T 
-40 213-53329 . DUCT, Heat & vent sys fus sta 75 to 93 rain removal & anti-ice 1 
-41 207-53407-79 LINE, Heat & vent sys rain removal & anti-ice sta 93-105 .. 1 
-42 213-53316 DUCT ASSY, Heat and vent system pressure limit valve station 1 
105 rain removal and radome anti-ice 
-43 108002-4 . VALVE ASSY, Pressure control (Airesearch) . . boa. eS 22: ο 1 
-44 ANS22-4D . ELBOW. .-. « « e © © © «© ο © © © © © © © ο ὁ t] xw | ο ο. ο 2 
-45 AN515-8R26 e SCREW . « « « « ο ο »e e © e © oo... e © * ce 9 ο 5. 5 E52 * 2 
E -46 2W18-8L . WASHER, Flat (North American) . . e . + + + + ee ee * * ° n 2 
-47 2W1AL12-20-125 . WASHER, Plain (North American) . . +. + + + + + ee ee eee 2 
-48 10141-100 . VALVE ASSY, Solenoid shut-off (Carma) . . . . e + + «,» eee 1 
-49 213-53407-19 . LINE ASSY, Heat & vent sys sol valve sta 116 7/8 static press. 1 
-50 213-53407-15 . LINE ASSY, Heat & vent sys press. valve to sol valve static . 1 
-51 43668-1758 . CLAMP, (Marman) . . . . . + + + + e o + + ee + s + . + * t ° 1 
5R13-3 . RING, Heat and vent sealing (North American) . . . . - « «. 1 
-52 213-533177 DUCT ASSY, Heat & vent sys rain removal & radome anti-ice supply 1 
-53 4D2-16-4 DUCT CONNECTOR, Air non-wire supported (North American) . . . 1 
-54 C15-11175 . CLAMP ASSY, (Marman) . .. + + + + ee + + + * ° * om nm n 1 
-55 AN816-4D o NIPPLE 6... . * ο ο ὁ ο 9 oe we ο ὁ 5 5- * e . a 1 
-56 C55-11200 ` CLAMP ASSY, (Marman) (intrch wth Marman C15-11200) . . 2 . + ? 
*] When parts marked thus are exh use 213-53320-11 together with 213-53407-31, 
213-53407-33 and 213-53407-37. 
κο Use 213-53320 together with 213-53407-5, 207-53407-83 and 213-53407-35 until exh. 
+2 Use 207-53407-63 untl exh. 
* Use 207-53407-65 untl exh. 
*5 Nuco KU50-150SH clamps are intrch wth Marman 422997 12084. 
*6 Not used on airplanes modified per T.O. 1F-86K-548. 
*7 Used on airplanes modified per T.O. 1F-86K-548. 
| Changed 26 May 1961 
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FIGURE 269 - MISCELLANEOUS HEAT AND VENT SYSTEM CONTROL EQUIPMENT 


F-86K-4-53-7B 





UNITS USEABLE ON 








FIGURE & PART 
INDEX NUMBER NUMBER Ts 2: Bid. 5. Gé 2 NOMENCLATURE PER ASSY. CODE 
269 No Number : MISCELLANEOUS HEAT AND VENT SYSTEM CONTROL EQUIPMENT, πρ ον ον NP 
(see figure 268 for next assembly) 
-1 4p2-12-14 . DUCT CONNECTOR, Air non-wire supported (North American) . 2 
AN737-38 Se ΜΜ Sob a a ear 29. wo SUR ia al ΜΕΤ. 4 
-2 165-53344-1 . OUTLET ASSY, Heat and vent sys cockpit air pilot's foot LH 1 
-3 165-53344-2 + . OUTLET ASSY, Heat and vent sys cockpit air pilot's foot RH 1 
-h 165-53386 ` TUBE ASSY, Heat and vent system temperature fuselage 1 
station 77 to 111 cockpit air LH 
-5 165-53387 . TUBE ASSY, Heat and vent sys fus sta 77 to 116 cockpit air RH + 
-6 4D2-20-15 . DUCT CONNECTOR, Air non-wire supported (North American) κ. 6 2 
AN737-48 z μμ μα a a A a A ud su hu el ἡ 4 
165-53330-10 . SHAFT ASSY, Heat and vent system cockpit air diverter valve . 1 
-T 165-53330-5 . . ROD, Heat and vent system cockpit air diverter valve . 1 
-8 165-53796 "| HANDLE, Heat and vent system cockpit air diverter valve 1 
AN316-4R . . NUP . , + + + + ees $ L xq ο urena So ο 1 
AN935-416L sU Ww WASHER UG eed. ar 79 00 79cm mode m ee 1 
470 Changed 11 May 1962 | 
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FUSELAGE HEAT AND VENT (Cont) 





Section ΙΙ _ 


Group Assembly Parts List 


lU  rTAauA— n F nT AO —__ S a _ U MA 
PART 


FIGURE & 
INDEX NUMBER 


269-9 


' 
== 


' 
NO 00-1 OWN E MA O 





-68 


NUMBER 


165-5330 
NAS221-7 
165-53392 
3F116-1042 
165-53380 
165-53331-5 
165-53622 
165-53621 
AN365-1032 
AN3-10A 
2W18-10L 
NAS427K15 
AN210-1B 
AN320-3 
2W1AL13-24-64 
AN23-9 
AN3-7A 
4B21B3-009 
2W2B13-16-62 
165-53612 
165-53611 


AN3-6A 
2W1-12-20-60 
ΑΝΘΟΟΤ-Τ 
165-53377 
165-53390 
2W18-10 
AN210-1B 
AN310-3 
AN3-6 

HF3 

2W11-3 
AN315-3 
NAS221-7 
AN914-1D 
259A1M4T 
165-53407-77 
AN825-4D 
10212-200 
165-53577 
2W18-10L 
AN3-20A 
AN822-4D 

165 -53407-65 
AN924-4D 
2w18-716 
AN837-!D 


MS28741-4-14 1/2 


165-53708 
AN3066-20 
2418-3016 
AN737-48 
165-53408-3 
165-53408-5 
AN737-58 
165-53529-10 
207-53407-25 
4D2-16-14 
AN737-44 
207-53335 
207-53339 
207-53326 


207-53341 
165-53522 
5R13-3 
22218-63-233SH 
4D2-12-14 
207-53407-31 
165-53793 
165-53793-11 
165-53794 
207-53395 
207-53395-11 
207 -53397 
213-53407-23 


213-53407-25 


207-53407-37 
295202-18A 


USEABLE ON CODE: 


TT ea _______—_  _ r m o 
471 
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1 


` ° ° t] 09 5 n 


$8 t] s o 9 9 α 


2 3 4 5 6 7 NOMENCLATURE 


SUPPORT ASSY, Heat & vent sys cockpit air diverter valve 
SCREW, Brazier nead Phillips recess alloy steel 10-32 
CONTROL ASSY, Heat and vent system canopy defrost . . . . 

CONTROL HEAD, Friction (American Chain & Cable) .. 

BRACKET, Heat and vent sys canopy defrost flex control 

HANDLE, Heat and vent system cockpit air diverter valve 
GUARD, Heat and vent system diverter valve . . . . a . .. 
CABLE ASSY, Heat and vent system diverter valve . . . . . 
NU 2 ερ Pe. MS tae ος E Ro E. 8 so A CALOR 
BOLT .. "EE 3 
WASHER, Flat ` (North American) . Sed de καν pc a ete Mar de » 
PIN; Pulley guard. latina v9 9 ο X An ele UU cs 
PULLEY Role Ὁ am ui t X LRL omae EU κ. RTI REOR I 
ουν ο ο e BIS 2 
WASHER, Plain (North American) ὃν) τὸ eet V ος A 
BOLT wo de a ia E RAE IA TR A wat ο. wo CS 
BOLT 4 4. xU» cx eae Me eas Ue 
BUSHING, Spacer (North American) Sede Mercer p 163 ον; US 
WASHER, Thrust (North American) . 

LEVER ASSY, Heat and vent system diverter valve control 
BLOCK, Heat and vent system diverter valve control . 

pulley support lower adjustment 

BOLT we as EA «uu Wu xc eo Oo RA 
WASHER, Plain (North. American) ο MERE EC E 
PACKING ç" Ὁ. 

FITTING, Heat and vent sys `canopy defrost control bulkhead 
CLIP, Heat and vent system canopy defrost flexible control 
WASHER, Flat (North Baer seam) λος ο Paha? dea og A 


. t| ο. 


PULLEY 4 ao ^e 99s a E Ὃν See ae oS rates y Sa ë 
NUT t yu w S de ef ç. SU Siya S a uq a AQ. erred pao ἠδ YY I Ὅν ὦ 
BOLT . E A ο ο τέο E E E EE AN es Ὁ, NDS, 
ROD END, (Heim) PEUT qd e ο. 
WASHER, Tab lock (North American) . νην .ν 
NUT i xs ë 


SCREW, Brazier head Phillips recess alloy steel loi 36 i 
ELBOW... - ο. W- αν Taos τε 


CHECK VALVE, (James- Pond- Clark) . . 
TEE . . 9. cwn ὁ Tele E T -φ 


LINE ASSY, Canopy seal check valve to ground check. tee M 


REGULATOR, `Poppet valve (carma) ην ο σον SR IS Ue Ces Ya 


SPACER, Heat & vent sys canopy seal press. regulator. . 
WASHER, Flat (North American) . .............. 
BOLTA 2.2 35M 9 ^Wele ο Cm Um sep. s ο τμ vie Ὁ. Cer hirer UE 
ELBOW . . . πο. 
LINE ASSY, canopy seal "regulator to flex line ETT ç 
NUT . . ου. of Nad We πο ts 
WASHER, Flat “(North American) Κο μον 
ELBOW. . gie iur ο τῷ νον ol Wael. ge uem BEAL OD itis 


HOSE ASSEMBLY PED . 


wot + + 9] + + 09 n 


SEAT, Heat and vent system canopy defrost connecting 
NUT . . " πο ‘ 
WASHER, Flat (North American) ERA So aevum ὃ 
CLAMP . . . . PES dc 


HOSE, Heat and “vent system cabin air connecting ETE 
HOSE, Heat and vent system 1 1/2" dia. connecting . . . 
CLAMP . . . . . . Si ve^ Cre e. ο κι HE) τάς ay E ᾱ . 
DUCT ASSY, Heat and vent sys `canopy defrost valve to canopy 
LINE ASSY, Heat and vent sys windshield defrost take-off 
DUCT CONNECTOR, Air non-wire supported (North American jis š 
CLAMP . . .. . 
ELBOW ASSY, Heat “and” vent sys sta 121 windshield defrost “ 
GASKET, Heat and vent sys sta 121 windshield defrost . . . 
ELBOW ASSY, Heat and vent sys windshield and radome anti-ice 
take-off 
GASKET, Heat & vent sys sta 122 windshield & radome take-off 
CLAMP, Heat and vent system 1 1/2 inch dia. connector . . . 
RING, Heat and vent sealing (North American) wi Je ta “s: . 
COUPLING, (Marman) . . . . . : 
DUCT CONNECTOR, Air non-wire supported ` (North American) ý 
LINE, Heat and vent sys windshield defrost sta 66 . . > 
TUBE ASSY, Heat & vent sys sta 66 windshield defrost . 
TUBE ASSY, Heat € vent sys sta 66 windshield defrost 
GASKET, Heat ἃ vent sys sta 66 windshield defrost tube . . 
DUCT ASSY, Heat & vent sys sta 70.25 windshield defrost " 
DUCT ASSY, Heat & vent sys sta 70.25 windshield defrost " 
GASKET, Heat & vent sys heat exchanger inlet anti-ice line 
LINE, Heat & vent sys windshield defrost sta 72-93 (use . . 
207-53407-27 together with 207-53407-97 untl exh) 
Heat & vent sys windshield defrost sta 93-102 (use 
207-53407-97 together with 207-53407-27 untl exh) 
Heat and vent sys windshield defrost sta 102-177 . . 
(Monadnock Mills) .. PEE: - š aa dá de 


LINE, 


LINE, 
GROMMET, 


53-8273 thru 53-8322 
54-1231 thru 54-1325 


B 54-1326 and subs 


UNITS 
PER ASSY. 


` + n n - * a 9 * a 4 4$ ο ο 


a 
"E | |! OORPEN PRN EPR Ee Peppy PRP RP ENP RP RPP RP HPP ο HP νι) 


1 


1 3 | 


je 


ia O + 





Papp) p) 55 


m 


CODE 


UL Um 








USEABLE ON 
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FIGURE 270 - CABIN AIR REFRIGERATION UNIT HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION 
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T. O. 1F-86K-4 


Section. ΙΙ _ 
Group Assembly Parts List 





FUSELAGE HEAT AND VENT (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ο 7 NOMENCLATURE PER ASSY. CODE 
270 207-53303 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Cabin air . NP 
refrigeration unit (see figure 78 for next assembly) 
No Number REFRIGERATION UNIT AND MISCELLANEOUS EQUIPMENT, is m NP 
(see figure 272 for breakdown) 
No Number FUSELAGE STATION 151 TO 187 CABIN AIR REFRIGERATION , NP 
EQUIPMENT, (see figure eth for breakdonn) 
Ed AN365-1032 NUT .. Wee ite SA ον 6 
-2 218-101, WASHER, Flat (North American) Usus Vuoi n aat ο... yd 6 
-3 AN3-5A BOLT 3:3. REF: 6 
-4 165-53405 GASKET, Heat and vent “system fuselage station “is! 562. E 1 
canted cockpit pressure control bulkhead seal 
-5 190-53401 . DUCT ASSY, Heat and vent system cockpit air vent supply . 1 
line RH 
-6 165-53408-5 HOSE, Heat and vent system cabin air connecting 5 1 
-7 ANT3T-56 CLAMP sta e RES 2 
-8 165-53407-43 LINE, Heat and vent system cabin air supply to press. "web ; 1 
-9 190-53398 DUCT ASSY, Heat and vent system cockpit air vent supply line 1 
IH 
-10 3902-40-13 DUCT CONNECTOR, Air non-wire supported (North American) 1 
(use 165”. 53410- -17 untl exh) 
AN737-91 CLAMP . .. " w 2 
-11 165-53608 . DUCT ASSY, Heat "and “went supply line and diverter valve : š 1 
-12 AN515-6R4 , SCREW < lox e ὅγε - ὁ ag, ba ee ! 2 
-13 AN936B6 š WASHER . . ¿rta : 2 
-14 165-53618 . PULLEY, Heat and vent System diverter valve rea TAL ; 1 
-15 165-53617 . SHAFT, Heat and vent system diverter valve . . . n 1 
-16 165-53616 GATE, Heat and vent system diverter valve ο... ; 1 
-17 165-53615 HOUSING, Heat and vent system d diverter valve . . 1 
-18 AN365-1032 NUT 5 "SEC O au e . 6 
-19 2W18-10L . WASHER, "Flat (North American) ο de ies we el TEL τς. Qn. iw : 6 
-20 AN3-6A s ‘BOLT ç o. ώρας 6 
-2i 165-53619 . BRACKET, Heat “and vent system “diverter valve pulley. νο tat ον 1 
-22 165-53620 . GASKET, Heat and vent system fuselage station 118.562 , A 1 
canted diverter valve 
-23 165-5339! . DUCT ASSY, Heat & vent sys cockpit air € vent supply line .. 1 
-24 165-53408-7 . HOSE, Heat and vent system cabin air προ σα ο tT x 1 
AN737-74 CLAMP M Wt. iE. 3 fe cies E τε — JACET 2 
-25 22218-63-2338H CLAMP, (Màrman) ' EY — se 4 
-26 165-53522 . CLAMP, Heat and vent System 1 “1/2 diameter connecting iW. ἃ" 8 
-27 5R13-3 . RING, Heat and vent sealing (North American) . s 5 
-28 104258-1 . VALVE, 1 1/2 ee shut-off (Airesearch) (use Airesearch "104258 1 
untl exh 
-29 151-53567 . FITTING ASSY, Heat and vent system static line filter .... 1 
-30 151-53567-3 + + UNION, Static line filter fitting assembly . . . . .... 1 
(altered from AN832-4D) 
-31 151-53565 . . FILTER ASSY, Heat and vent system static line end cap... 2 
-32 AN921-1D st ^e "NUT ος e g orem vete ie ue nae ὦ ορ, αν WU ar E d 
-33 AN960-716L v ο "WASHER A ο το ue ver οι ον, fala “ο, e ἵν S AR ees s Uk Le οὔ ek i ces lie T 
-34 AN902-4 . . GASKET .. 5 Eden EU AA re 1 
-35 18282 . DUCT ASSEMBLY, (Hàmilton Standard) . ae ae PEN POEM d 
-36 33500-05 . TEMPERATURE PICK-UP, (Airesearch) worm DET 1 
-37 AN365-1032 NUT .. Š $ $ S ΠῚ s ; 8 
2W18-10L WASHER, Flat (North American). De A aa e 8 
AN520-10R6 SCREW .. . . ΠΝ 8 
-38 30058-32 REGULATOR, Electronic “temperature. control (canopy) ο αν ae ES 1 
(Airesearch 
-39 30058-33 REGULATOR, Electronic temperature control (cockpit) ..... 1 
(Airesearch) 
-40 2W18-10L WASHER, Flat (North American) . . . . . .......... 6 
AN520-10R6 . SCREW . ... 6 
-41 30190-2 . BRACKET, Regulator shock mounting "(Atresearch) (use 30190- E 1 
unti exh 
-42 165-53408-5 HOSE, Heat and vent system cabin air connecting ...... 2 
AN737-56 CLAMP . . ΠΗ . : FECE COE 4 
-43 165-53607-85 LINE ASSY, Heat and vent sys ground press. fus sta 118 to 144, 15 A 
207-53407-119 LINE ASSY, Heat and vent sys ground press. fus sta 118 to 144, 1 B 
-44 165-53607-89 LINE ASSY, Canopy seal press. regulator tee fitting to sta 152 1 
165-53607-13 LINE ASSY, Grid press. check cant fus sta 132 to 118 . . . . . 1 A 
AN832-4D < OJNION ç í ο fe ος a es 91 ο a CE, al tee Tar ος wes Se Je, W 1 A 
ANQ24-4D a ΝΟ 1 70.929 94 ee ee he a O o e vm ee eei oe, at ve 1 Α 
-45 AN815-4D UNION .... Bhai, ο va Bcd a esse fan we de. oio 2 
-46 501320 AIR CONDITIONING UNIT ASSEMBLY, (see figure 272) . . . . . . ... Ref 
-47 For continuation of these lines see figure 271 . . . . . + + + +. ` ° ὁ . $e . Ref 
-48 For continuation of these lines see figure 280 . . . . .... 42€ ye ὃν eee ne def 


USEABLE ON CODE: 


A 53-8273 thru 53-8322 
B 54-1231 and subs 


SS = OF ee ss 
Changed 26 May 1958 
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T. O. 1F-86K-4 
FUSELAGE HEAT AND VENT (Cont) 


Section ΙΙ. 


Group Assembly Parts List 


ee ee nS TY 





FIGURE Ë PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 34 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
271 No Number FUSELAGE STATION 154 TO 187 CABIN AIR REFRIGERATION EQUIPMENT, . NP 

(see figure 270 for next assembly) 
-1 43688-300 . CLAMP, (Marman) ("T" bolt part No. SA4511-8) . . . . +. + , 
-2 5R13-9 . RING, Heat and vent sealing (North American) . . +. . + + * ° 
-3 165-53717 . DUCT ASSEMBLY, Heat and vent system refrigeration unit ... 1 
discharge (use 165-53545 untl exh) 
-4 165-53717-7 ; HINGE, Heat and vent system refrigeration unit discharge , 1 
-5 AN365-1032 soc NUT . do o£» A A A κα ο δα Ἡ 
-6 NAS221-41 . . SCREW, Brazier head Phillips recess alloy steel 10-32 . + 1 
-7 NASH2DD5-10 . . SPACER, Rivet . . + + +s © + + + * . . . . ο + + tf + n8 t9 n9 2 
-8 165-53547 . DUCT ASSEMBLY, Heat and vent system refrigeration unit . . . 1 
discharge center 
-9 AN520-10R10 πο: νυ ΙΝ, U mw o q rece S SEP 8 
-10 165-53509 . GASKET, Heat and vent system refrigeration unit . . . + + +. ° 
discharge duct 
-11 165-53508-9 . HOSE, Heat and vent system cabin air connecting . +. +. . + + + | 
AN737-107 «e COLAMP s 2 6 4. ὁ: Ὁ ὁ AS E A INL A) ie w Uw 2 
-12 22218-63-284SH . CLAMP, (Marman) . . . + + + + s s + + s sot t eee es 2 
-13 165-53523 . CLAMP, Heat and vent system 2 dia. connecting +. . +. . + - š 4 
-14 5R13-5 ` RING, Heat and vent sealing (North American) . . + ....-. 2 
-15 S82828 . CONNECTOR ASSY, (Plexonios)(intreh wth Circle Weld CWC1015) 1 
-16 3H2L8-61 . HOSE, (North American) . . . + + + + + + ee * * * ° * ° °" ° 1 
-17 AN737-30 > CLAMP lee 09 50 eh €» cu». (εφ 9) 9o δν αι ce ie 09, 0€ ss Se e 0 2 
-18 1800156 . DUCT ASSY, Heat & vent heat exchanger (Stainless Steel Prod.) 1 
-19 754 -32-2-8HT ` CLAMP, (Adel) . . . e e + + a + + s s s s sot t s m t n e t ng 1 
-20 AN3-12A -' BOLT qu end ts LED Ν' οὶ eee A co S rid 5 2 
-21 165-53372 . SEAL, Heat and vent sys cockpit duct bulkhead fus sta 187 κ 1 
-22 165-53371 RETAINER ASSY, Heat and vent system cockpit ducting bhd é 1 
fuselage station 187 
23 22218-63-284SH . CLAMP, (Marman) . . . . + + ee . t + t ees oe: Ὃν ἃ 2 
165-53523 . CLAMP, Heat and vent system 2 dia. connecting . +. + Oe FSS 4 
5R13-5 . RING, Heat and vent sealing (North American) . + di. ee) 2 
-2h 106695 ` VALVE ASSY, Butterfly (Whittaker) . . s « «e t + t rt t n ° 1 
-25 AN3-5A s BOLT e ew ew ν Ket ce d Go E Aure Ἡ è v er DEI fei A s. ve 4 
2W18-10 1 WASHER, Flat (North American) . . . e+e ee +... t n t n n 
-26 ANSH3A - BOLT e ο Se ya. ο ος τ.µ ο ο ο... 2 
-27 207-53345 . BRACKET ASSEMBLY, Heat and vent system ground pressure .. + 1 
shut-off valve support 
-28 AN364-428 NU Vo uo. 909 ai AA tae ç 2 
-29 2W18-116L ` WASHER, Flat (North American) . s s e+e . t t t t tn 2 
-30 5B6-16 ` BOLT, "U" type (North American) . . s s e s se s t ee te t ° 1 
-31 165 -53600 . BLOCK, Heat and vent system ground pressure line support .. 1 
-32 ANQ24-4D D CNUT ic wa een a UR AU, E E e Ee at SAS 3 
-33 AN832-4D e UNION a 2 wo c ja A A s e 3 
-34 AN816-4D o NIPPLE Sosna ας, ο, ᾱ- a IT ο ο E ο 1 
-35 207-53407-91 . LINE ASSY, Heat & vent sys ground press. check sta 168 to 187 1 A 
207 -53407-51 . LINE ASSY, Heat & vent sys ground press. fus sta 168 to 187 . 1 B 
-36 190-53607-17 . LINE ASSY, Heat € vent sys ground press. check sta 184 to 145 1 A 
165-53607-45 . LINE ASSY, Heat & vent sys ground press. fus sta 184 to 145 . 1 B 
-31 190-53607 -25 . LINE ASSY, Canopy seal ground pressurization fuselage . . . + 1 Α 
station 187 to 159 
165-53607-53 . LINE ASSY, Canopy seal ground press. fus sta 187 to 152... 1 B 
-38 207-53407-95 . LINE ASSY, Canopy seal pressure fuselage sta 168 to 187... 1 Α 
207-53407-55 . LINE ASSY, Heat and vent sys canopy seal ground pressure .. 1 B 
. fus sta 168 to 187 
-39 AN393-13 4 ἜΙΝ cae ὁ O acvxe A ο - T Bots ei «εὐ Ὁ 1 
-}0 2W18-10L ` WASHER, Flat (North American) . . . s + + + + + + * * * * * ° 5 
-41 AN365-1032 a NUT . 2. « « « o ο ὁ « s ὁ . otn n t9 . e où κ ὁ ο ὁ 7 6 € 2 
-42 AN3-4A BOLT . . 4 4 » © © e e e ὁ w$ e e * * e ὁ * 6 . ὁ * * * * * 2 
-43 165-53602 . CLIP, Heat and vent system ground pressure shut-off . . +. + 1 
valve cable support 
-44 165-53604-10 . CONTROL ASSEMBLY, Heat and vent system ground pressure . . . 1 
valve (use 165-53604 untl exh) 
3A1023 CONTROL ASSEMBLY, Flexible (Shakespeare) . . . . + + eee i 
-45 AN3-4A BODD ic 2o δν € 9 ο ο Ὁ 90$ C9 09s. -ᾱ- Ve Ue OC i Sor ce “w s cer τῷ 2 
2W18-10L WASHER, Flat (North American) . . . s s + + e eee * ° ° ° 2 
-46 102013 CONNECTOR ASSY, (Flexonics) (use 882839 untl exh) . . . + + . 1 
-47 165-53341 COVER ASSY, Heat and vent system flexible duct cabin air . . 1 
-48 AN737-74 ΑΕ eel X EROR dee ο ca a ο te Nene es πο is 1 
-49 207-53346 . DUCT ASSY, Heat and vent system fuselage station 187 ... 1 
ground pressure 
-50 For continuation of this line see figure 270 . . . . + + + ess ses * +. ° " Ref 
-51 For continuation of this line see figure 116. . . . . + + + * +... * * * * ° ++. Ref 
-52 For continuation of this line see figure 313 . . e + + + es eses * * * ` * * n Ref 


USEABLE ON CODE: A 51-1231 and subs 
B 53-8273 thru 53-8322 
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ο, ο, Ab Group Assembly Parts List 


FUSELAGE HEAT AND VENT (Cont) 


_ ο ας A A A U U rali HM LL A nn 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
272 No Number REFRIGERATION UNIT AND MISCELLANEOUS EQUIPMENT . . +. . +< + + + * NP 

(see figure 270 for next assembly 
-1 501320 *] . AIR CONDITIONING UNIT ASSEMBLY, (Hamilton Standard) (use... 1 
18196 untl exh) 

-2 ANY-YA ; BOLT: S ο e. ο ο ο oes Du, ο ο e “By CR ος e et nci 4 

AN935-416L . WASHER . . +. + sc E urs 4 
-3 105685 . VALVE ASSEMBLY, “Motor "actuating “butterfly ` (¡mittaker) ` a Q 1 
-4 165-53572 . VALVE ASSEMBLY, Heat and vent system canopy defrost manual . . 1 
z5 AN365-632 wx NUD ON Vo e ran RR 2 
-6 AN515-6-18 . + SCREM . . . . ος ο fe, co Se Vs ο ο ο 2 
-T AN3166-1 D 1 ACTUATOR; Limit switch class "A" πο ο ο ο 1 
-8 AN3210-1 FE" MICROSWITCH ilv δι” v CIA ES Se ο S. ο ME ERE 1 
-9 AN365-1032 c cs μμ μα ο... "νο πμ 2 
-10 AN501-10-10 e ο SCREW. ὁ ὁ «αι CAUSE EUER REN is Tel A. cu) 2 
-11 AN96OD10L + + WASHER .... aa Es $7 te i oW e ὃν CEA το ue 2 
-12 165-53562 . . BRACKET, Heat and vent system temperature control sw support 1 
-13 105705 . +. VALVE ASSY, Manual butterfly (Whittaker) (use Whittaker. . 1 

WMBOO9-1 1/2 untl exh 

-14 165-5374 . ACTUATOR ASSY, Heat and vent sys canopy defrost valve Sw . 1 
-15 AN3-4A a BOLT a e fe Pee Φ cw Φα $ 19; v w c c9 3 
-16 2W18-10L . WASHER, Flat (North American) ue EE 3 
-17 165-53556 h SUPPORT ASSY, Heat and vent sys refrigeration "unit turbine i 1 
-18 165-5355! . CUSHION, Heat & vent sys refrigeration unit turbine support . 1 

420-75-363SH . CLAMP, (arman κ ο ο μα ο μασ RS : 1 
-19 22218-63-233SH . CLAMP, (Marman ç ë € x "E 3 
-20 165-53522 . CLAMP, Heat and vent system 1 "ae dia' connecting € Ace ος ος | 6 
-21 5R13-3 . RING, Heat and vent sealing (North American) aa da ERE 3 
-22 207-53338 P DUCT ASSY, Heat & vent sys canopy defrost . . . +. . š orm 1 
-23 AN816-10D . NIPPLE, Flared tube and pipe thread «ο ο ο. 1 
-24 207-53337 . DUCT ASSY, Heat and vent sys windshield and *padome anti-icing. 1 

ny" 
-25 33500-05 . TEMPERATURE PICK-UP, (Airesearch) "mn i oe: UR T 
-26 190-53466 +. INLET ASSY, Heat and vent sys refrigeration ‘unit cooling Pee 1 
-27 190-53468 . . CONNECTOR, Heat and vent system cooling air flexible . .. 1 
-28 190-53786 . CLAMP, Heat and vent system refrigeration unit cooling air. . 1 
inlet ΓΞ from Marman Jor 63-7138) 

-29 ANY-12A . BOLT... . 5 MES 8 
-30 165-5356! . SEAL ASSEMBLY, Heat "and “vent system “heat exchanger ram air ios 1 
-31 165-53516 . SEAL ASSEMBLY, Heat and vent system head exchanger outlet . . 1 
-32 AN515-8R8 » SCREW «eee eee ee ον om o hom +. +... sus t n! n s 4 
-33 AN935-8L . WASHER... . . e ed E h 
-34 165-53514 .. RETAINER, Heat and vent system plenum chamber "shaft seal REC 1 
-35 165-53510 . SEAL, Heat and vent system plenum chamber shaft . . .. + e 1 
-36 2W18-10L . WASHER, Flat (North American) . . . & o x I Éa 2 
-37 165-53415 . CLEVIS, Heat and vent system cooling air door actuator os tator ve 1 
-38 AN394-11 y -PIN e a o AR c 1 
-39 AN393-19 a PIN o£. ox . . . Rr" 1 
-40 165-53416 . ROD, Heat and. “vent system “cooling air door actuator νο 1 
-41 AN3H10A . BOLT... SR Lr RR πο ον ας S Ca Cae saya nu 1 
-42 2W18-10L Í WASHER, Flat (North “Rmepiean) sitate 09 mew ον ο 1 
-43 165-5337! . LEVER, Heat and vent system heat exchanger: actuator νο ATE 1 

4B19S3-007 . BUSHING, Press-f1t plain (North American) . . . » + eom us 1 
-44 165-53368 . CAM, Heát and vent system cooling air door switch .. , + : i 
-45 AN365-632 « NUT ... ο  « ὁ ὁ we m ο 0. ο t9 4 de Αα; Aas "ον Dm ER E Té 2 
-h6 AN515-6R32 . SCREW . . a Do ον ον ὁ 6 τὰ δν να 2 
-47 AN3166-1 1 ACTUATOR, Limit switch Claes O e eee one ed 2 
-48 AN3210-1 « SWITCH... +. via ο E ae E 2 
-49 165-53367 . BRACKET, Heat and “vent system cooling: air door switch ο ware Q 1 
-50 AN3-27A . BOLT... oder qucm OM ο cx S OP ιδ τὰ 4 
-51 30672-1 . ACTUATOR ASSEMBLY, (Airesearch) -— —— ete ο ὃς νι a 1 
-52 AN507 -10R10 . SCREW ο +. ac ue cal RU cos else VOLES a 2 
-53 2W18-10L . WASHER, Flat {north American) e s ο ο 4 ο * 4 * 9 s o : 5 2 
-54 AN365-1032 . NT .. oe ewe a: Wace, E oe 2 
-55 165-53420 . SHAFT ASSEMBLY, `Heat and vent ‘inlet "housing ο ο Rer rr V, ev e 1 
-56 AN364-1032 x Ux AAA ST E O ο E a 1 
-57 AN975-3 . . WASHER . 2. 6 + +s s = s s e © € © e soolo t9 9 9 f] 19 9 f 1 
-58 ΑΝ386-1-ΤΑ wo Ὁ PIN < š w 4e Ka ο e AA 1 
-59 165-53570 . . ARM, Heat and vent "system cooling air door e ο .... 4 ο 1 
-60 165-53502 A S SHAFT, Heat and vent system cooling air door actuator . . . i 
-61 165-53568 + . LINK, Heat and vent system cooling air door +. . + sse" iind 1 
-62 14B2183-008 ο Sç BUSHING, Spacer (North American) . M E 2 
-63 165-53505 < FITTING, Heat and vent system air cooling door "iink e NS 1 
-6h 165-5352! ° BRACKET, Heat and vent system air door actuator . . . + < + 0. 1 
-65 8c4-3 COVER, Switch protector (North American ). E ER 2 
-66 165-53573-10 DOOR ASSY, Heat and vent sys cooling air (see figure 113) suse REL 


*) Refer to T. O. 15A3-2-19-501 for modification instructions. 
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Section. II 
: T. O. 1F-86K-4 
Group Assembly Parts List 





FUSELAGE HEAT AND VENT (Cont) 














F-86K-4-53-11 








FIGURE & UNITS USEABLE ON 
INDEX NUMBER NUMBER l 2 3 4 5 6 7 NOMENCLATURE i PER ASSY. CODE 
273 207-5330} HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Canopy defrost... NP 
and pressure control (see figure 78 for next assembly) 
-1 165-53h08-11 +. HOSE, Heat and vent system cabin air connecting e . . e e. 2 
AN737RM34 5 CLAMP al w uw DUST AC NA IN VELIE HE IE. ο Ger Ὃς ο... ον š 4 
-2 AN520-416R13 . SCREW .. πο et cal Ga ο qia p. ο 1 
-3 453D4+16-6 . SPACER, Bolt (North American) és n ο ὑφ cee aah eee Wu 4 
-4 165-53348-3 . CLIP, Heat and vent system cockpit air duct "support vis o 4 
-5 165-53593 . TUBE ASSEMBLY, Heat and vent system canopy defrost LH .... 1 
-6 4D2-20-14 . DUCT CONNECTOR, Air non-wire supported (North American) . . . 2 
AN737-48 £ UCLAMP- 1544 aa e! ue A Cb A a ὁ Dee φ ee 4 
-7 AN742-22C s CLAMP (v ντα ᾱ NEO e hs tale! 0610187 98, 082 9. 971878, A d 
AN520-10R12 . SCREW .. ez ieu Des SAS: Cp Ce e w U A 1 
2W18-10 +. WASHER, Flat (North American) ata a A nalas 1 
-8 201-53339 . DUCT ASSY, T and vent sys canopy "LH art (use ^ 165- 253727 e Ὁ 1 
unti exh 
165-5359} + . ELBOW ASSY, Heat and vent system canopy defrost LH .... 1 
201-53339-3 . . TUBE, Heat and vent system canopy LH duct +. . oc ie c» i 
-9 165-53107-25 . LINE ASSEMBLY, Heat and vent system canopy seal connect PPP 1 
-10 165-53407-19 . LINE, Heat and vent system canopy defrost connect ο . . . + > 1 
-11 AN365-1032 κ NUT. qs ei Ce er cmm ος 19.09 19] le ῳ 0:8 ILU e Se ONU νο Q. Q 197.6 6 
-12 AN3-5A ». BOLT-. 4s Vw Wo. ew moy. i Le» A 6 
-13 2W18-10 . WASHER, Flat (North American) Wie ο Lue Tal ο Dei can ο.” 12 
-14 MS28741-4-7 . HOSE ASSEMBLY 9; ὁ c ὁ: . oe ο» ο ο ο 1 
-15 165-53405 . GASKET, Heat and vent system fus sta 118. 562 canted cockpit . 2 
pressure control bulkhead seal 
-16 201-53338 . DUCT ASSEMBLY, Heat and vent system canopy RH aft (use "EET 1 
165- 53728 untl exh) 
165-53585 . . DUCT ASSEMBLY, Heat and vent system canopy defrost inlet . 3: 
201-53338-3 . TUBE, Heat and vent system canopy RH duct . . < + + è e « ο 1 
-17 165-53588 . TUBE ASSEMBLY, Heat and vent system canopy defrost RH . . . . 1 
-18 3H2-4-12 . HOSE, (North American). νο Tes eh τῳ YO ates we e pel wi 9. Se es Is 1 
AN737RM22 . CLAMP o os é ww ῳ wj oov :Φ..Φ is 2 
-19 102052-6 1 REGULATOR, Cabin pressure (Airesearch) (use Airesearch + . + . 1 
102052-1 untl exh) 
-20 151-5356T . FITTING ASSEMBLY, Heat and vent system static line filter .. 1 
-21 151-53565 e . FITTING ASSEMBLY, Heat and vent sys static line end cap .. 2 
-22 AN924-4D š, ΝΟ Ὁ ος 9909-9 ο e 9 9 moe ene i * oe ὁ) ee 1 
-23 AN960-716L > ο WASHER .. 2. 2. ὁ ο . eee se 9 | 09 ο ο n ο PP l 
-24 AN902-4 . + GASKET .... oo. a Roy’ Ve ce cay ο. 1 
-25 151-53567-3 + . UNION, Static line “filter fitting assembly uid, δή Sp)" ie) 716 1 
(altered from AN832-4D 
-26 AN6270-4-9 1/2 . HOSE ASSEMBLY . , , + + + ο + s s s ὁ s o, oe ED 1 
-27 AN822-1D . ELBOW .. . EET 1 
-28 13688-4150 . CLAMP, (marman) “(Hei bolt “part no. SAN511- -8) š ο μα. 1 
-29 165-53580 š GASKET, Heat and vent system regulator mounting flange el car’ 1 
-30 AN837 -4D š rd Wis 6B ο A ο 19 0 ο AIL Uo tec Say X Fel en pell 1 
-31 AN924-4D . . W ο τὲ ο dE ἃ Φ ve eie ὁ; ο. AN Ὁ 1 
-32 2W18-816 š WASHER, “Plat (North παν ορ νο αν we ate ae ber IE 1 
-33 AN365-1032 ο «ΝΟΕ: w^ a wo A W I δν a 92 9208 092089 Q. Q: Ca Se 2 
-34 AN520-10R6 . SCREW .. Ν ο τως E τῷ 2 
-35 165-53587 . CLAMP, Heat and "vent system canopy seal disconnect è . . a +... 1 
-36 8-101 > COUPLING, (Wiggins) < . . . . . see ee eee ww ee eae 1 
-37 8-110 . NIPPLE, (wiggins) ens : A $ 2 ë κ 1 
-38 165-53706 ç HOUSING ASSEMBLY, Heat and vent system canopy defrost upper . 1 
-39 165-53707-11 . SEAL, Heat and vent system canopy defrost connector . . . . ο 1 
(use 165-53707 untl exh) 
-40 320-63-275SH + CLAMP, (Marman) ......... . . É . .. we we we ee ew 1 
-41 AN365-1032 . NT .... . (atenta ee Cat aur MU 8 
-42 2W18-10 . WASHER, Flat (North “american) = ον αν E 8 
-43 165-53591 . GASKET, Heat and vent system dump valve "mounting ον ζω, 2 Mel ἃ 1 
-44 550120-5 . DUMP VALVE, Solenoid cabin safety (Pacific Airmotive) .... 1 
(whn exh use Hamilton Standard 516013) 
-45 For continuation of these lines see figure 268 . . . « . . , + + + +s + s + s © s . . Ref 
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FIGURE 271 - RADAR AND INVERTER COMPARTMENT HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION 
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F-86K-4-53-12A 








FIGURE & 
INDEX NUMBER 


274 


-43 


-44 
“45 
-46 
-47 
-48 
-49 
-50 
-51 


PART 
NUMBER 


207-53307 
207-53307-11 
207-53307-21 


AN3-3A 
2w18-10L 
AN365-1032 
207-53362-11 


4pe-24-14 


AN737TW58 
4D2-28-14 
AN737TW66 
207-53363 


4D1-5-046 


AN737TW48 
AN520-10R10 
2W18-10 
2W1AL13-20-61 . 
AN365-1032 
207-53375 
AN520-10R14 
2W18-10L 
NAS43DD3-26 
207-53367 
AN392-71 
2W18-4L 
NASh2-h-22 
207-53372 
NAS42-4-8 
207-53370 
4D1-5-074 
AN737TW48 
4p2-20-14 


` AN737TW48 


207-53365 
207-53369 
AN503-8-6 
AN935-8L 
207-53368 
AFB126-400 
AN737TW82 
503-8-4 
AN935-8L 
2W17-8M 
207-53366 
207-53358 


207-53407-115 *1 . 


213-53318-21 *1 








T. O. 1F-86K-4 
FUSELAGE HEAT AND VENT (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 


HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Radar 
compartment (see figure 78 for next assembly 
figure 274A and 275 for breakdown) 

HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Radar 
compartment (see figure 78 for next assembly 
figure.275 for additional breakdown) 

HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Radar 


Section. 11 _ 


UNITS 
PER ASSY. 
and inverter NP 
and 
and inverter NP 
and 
and inverter NP 


l DUCT ASSY, Heat and vent system fus sta 5.344 LH side . 


compartment (see figure 78 for next assembly and 
figure 275 for additional Urgakaonn) 
. BOLT . ο ο E τὲ,» IT ο. 
. WASHER, Flat ` (North American) . ο aE A que PL οφ. Te 1 
NUT. . ΝᾺ τς, erase 


cooling air supply (use 207-53362 untl exh) 
. DUCT CONNECTOR, Air non-wire supported (North American) . . . 
(use 165-53410-11 untl exh) 
CLAMP . . x . +. > š 
. DUCT CONNECTOR; Air non-wire “supported "(North American) 
. CLAMP . . . . "s 
. DUCT, Heat and “vent system 'füselage Station 11 ΠΒ es 
LH side cooling air supply 
DUCT, Wire supported (North American) (use 152-53336-55 . . + 
untl exh) 
Io ¿CAMP $0 -ᾱ- ten oe. δι Ye Wo ο. ZO 7 i-e 
. SCREW... SS 
` WASHER, Flat (North American) . . 


.. 


. WASHER, Plain (North American) 


NUT... : : 
VALVE ASSY, Heat “and vent system equi 


o 
+ ° Heo e e peo oo» 


+ SCREW . .. . 


ir 
WASHER, Flat (North American) ; 


pe 
s.s Me ο s ο « 
0 
p 


w 
+ 9 Ίο» ο 
” 


| SPACER, Screw and bolt . . . . ; ¿+ 
. COVER ASSY, Heat & vent sys equipment 
$e BIN oes ves 


po 
ο 


DEC 3 é < w w 6 ὁ n 


« «Ε΄. ο 9 Oe = ο 


WASHER, Flat (North. American) 3s 
SPACER, Rivet .. Sore. sg πα. FS 
GATE ASSY, Heat and “vent sys equipment cooling air valve 
SPACER, Rivet .... S š 
HOUSING ASSY, Heat & vent sys "equipment cooling “air “valve 
DUCT, Wire supported (North Amerlcan) s αμ ο 
CLAMP... 
DUCT CONNECTOR, Air non-wire supported (North American) š 
(use 165- 53410-9 untl exh) 
CLAMP .... 
ELBOW, Heat and vent "system ground "blower 
DUCT ASSY, Heat and vent system equipment 


. 


valve 


eee 5 4 s e e 9? 0 9 0 9 e n e ° ος 


air supply 
cooling air 


SCREW se 4 49 ἃ 09 *o€9 € 9 ὦ ο. Ὁ; Ὁ ww cR w e eo . 
WASHER . . +. . . ο ο . 
GASKET, Heat and “vent sys equipment cooling air blower ae 
BLOWER, Axial flow (Industrial Design Lab) ........ 
CLAMP 4 4 ¿U r x ee AO RA AA AR 
SCREW ACs. Ὁ. A a κ αι A ARA ee eS 
WASHER .... $ 24 € ae -ᾱ- n9. ο E ie 


WASHER, Corrosion resistant steel de 

SCREEN ASSY, Heat & vent sys equip. cool air supply blower 

DUCT ASSY, Heat & vent sys fus sta 20 LH side cooling air 
supply i 

LINE, Heat & vent sys fus sta 12.75 LH side cooling air supply 

DUCT ASSY, Heat and vent sys fus sta 12.75 ARC/34 cooling . . 
air (use 213-53318 untl exh) 


9 w 9 e s 9 v + +£ 5 ç + ο 


. 
. 
. 
. 
. 
. 
. 
. 
. 


4D2-24-14 *1 . DUCT CONNECTOR, Air non-wire supported (North American) . . . 
(use 165-53410-11 untl exh 
AN737TW58 *1, CLAMP... ὁ e ὁ ὁ o... < ο ο ο ο ο . EIS oe cele Sp: $ 
AN365-832 + NT... oie! ART Οδ wara 16 29, a (αὶ W 
2w18-8 . WASHER, Flat ` (North American) . Εν ο ο ον. é 
AN515-8R12 » SCREW... + . . . Š 
165-53756-15 + SEAL, Heat & vent sys fus sta 12. 5 & 20. 9 radar cooling air. 
165-53755-13 . PLATE, Heat & vent sys fus sta 12.75 .& 20.9 radar cooling air 
165-53756-13 . SEAL, Heat € vent sys fus sta 12.75 & 45.5 radar cooling air. 
165-53755-5 . PLATE, Heat & vent sys fus sta 12.75 € 45.5 radar cooling air 
165-53756-17 ` SEAL, Heat and vent sys fus sta 30.8, 33.5 and 45.5 . . . . . 
radar cooling air 
165-53755-15 . PLATE, Heat and vent sys fus sta 30.8, 33.5 and 45.5 . . + + 
radar cooling air 
AN515-8R7 4. SCREW «22... eS, aie? ape ls ko ata ο dee ο Oe, eae ο 
2w18-8L . WASHER, Flat (North American) . . +. +. + + + + s s + + ee ee 
201-53334-1 . SCREEN, Heat and vent sys fus sta 63 5/8 to 68 5/8 side duct LH 
201-53334-2 . SCREEN, Heat and vent sys fus sta 63 5/8 to 68 5/8 side duct RH 
165-53757-1 . SCREEN, Heat and vent sys fus sta 68 5/8 to 73 5/8 LH... . 
165-53757-2 . SCREEN, Heat and vent sys fus sta 68 5/8 to 73 5/8 RH . zs 
165-53758-1 . SCREEN, Heat and vent sys fus sta 73 5/8 to 78 1/4 LH . . . « 
165-53758-2 . SCREEN, Heat and vent sys fus sta 73 AN το 78 1// ΠΗ... . 
165-53752-11 . - SEAL ASSY, Heat and vent sys fus sta e 12 3/4 IH .. 
207-53333 . SEAL ASSY. Heat and vent sys fus sta -} A t 12 3/4 RH .. 
*1 Used on airplanes coded "A" when modified per T.O. 1F- 86K 5^7. 
USEABLE ON CODE: A 53-8273 thru 53-B322 B 5h-1326 and subs C 55-1231 thru 
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Group Assembly Parts List 


USEABLE ON 


CODE 
A 


B 








Section. ΙΙ . 
Group Assembly Parts List T. ο. 1F-86K-4 


FUSELAGE HEAT AND VENT (Cont) 








F-86K-4-53-16 
FIGURE 274A - RADAR AND INVERTER COMPARTMENT HEAT AND VENT 
SYSTEM EQUIPMENT INSTALLATION (53-8273 thru 53-8322) 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
274A 207-53307 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Radar and inverter . NP A 


compartment (see figure 78 for next assembly and 
figures 274 and 275 for additional breakdown 





-1 MS21919DH24 *1 5. LAMP ç vo: ο se Bel se an Ged lee wel Ride ole, 18, 0 ee 1 A 
AN365-1032 κ]... NUT. serie veces was ο ο ο ο Νο είς δ s 1 A 
2W18-10L *1.. WASHER, Flat (North American) +. . » + < +s +s s s * + 0. 0... 2 A 
AN520-10R14 #10. 0S ος Hele W es eg a Bele hee eu Bye pe ο ο. Ὁ E 1 A 

-2 AN737-TW58 IN E ο RTI Sel Leek ο wn Or Za RN 2 A 

-3 AD2-24-14 *l. CONNECTOR, (North American) . .. ... ο s + s + s < + + * ο 1 A 

-4 207-53407-107 *l . LINE ASSY, Heat and vent sys fus sta 20 LH side cooling air . 1 A 

supply 

-5 4D1-6-120 *1., PLEX HOSE, (North American) .... .. + s +< s s ο s s ο ο ο 1 A 

-6 1190-53314 ¥1l : DUCT ASSY, Heat and vent sys ARC-27 electronic cooling... . 1 A 

-7 190-53315 *1 MANIFOLD ASSY, Heat and vent sys ARC-27 electronic cooling . . 1 A 


*1 Removed from alrpianes modified per T.O. 1F-80K-547,. 
USEABLE ON CODE: A 53-8273 thru 53-8322 
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Section. ΙΓ 
Οτουρ Assembly Parts List : T. O. 1F-86K-4 





FUSELAGE HEAT AND VENT (Cont) 





F-86K-4-53-13A 


FIGURE 275 - RADAR AND INVERTER COMPARTMENT HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION (Cont) 
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Section ΙΙ Ἢ 
τ. O. 1F-86K-4 Group Assembly Parts List 


FUSELAGE HEAT AND VENT (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER i 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
275 207-53307 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Radar and inverter NP A 


compartment (see fig. 78 for next assembly and fig. 274 
and 274A for additional breakdown) 

207-53307-11 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Radar and inverter NP B 
compartment (see fig. 78 for next assembly and figure : 
274 for additional breakdown) 

207-53307-21 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Radar and inverter NP σ 
compartment (see fig. 78 for next assembly and figure 
274 for additional brsakdown) 


-1 AN509-10R8 . SCREW... ὃν. le se Tw, ο LES Ss eir eS 4 
2W18-10L +. WASHER, Flat ` (North American) . νο ο ο τῳ τον AS à 
AN365-1032 ex -NUT ος x ο m RE E 4 

-2 207-53315-11 . ELBOW ASSEMBLY, Heat “and “vent system sta 95 9/32 equipment 1 

cooling air 

-3 4D1-5-135 . DUCT, Wire supported (North American) Eug wee e vi void n des 1 
AN737TW56 e TEAM. a he ee κι OK o a Ὁ ee ae A 2 

-4 295202-24¢ . GROMMET, [Honsunook MILIS. VW Site er auis Texte 2h a m e 1 

-5 AN737TW48 . CLAMP. . . . ο. ON SU pO κο et, ο οὶ ο ο 1 

-6 207-53354 +. SHROUD, Heat and “vent system expended ammo bay blower . . . . 1 

-7 AN365-1032 . NUT... cx S UW οτι A 4 

-8 2W18-10L . WASHER, Flat “(North American) . lee del ao ee E 4 

-9 AN3-5A v d BOLT x4 ΠΠ ΠΣ 4 

-10 207-53323 . GASKET, Heat and vent System "equipment “cooling. air p a ie 1 

-11 207-53320 » VALVE ASSEMBLY, Heat and vent system equipment cooling air M 1 A 

by-pass 
207-53320-11 + VALVE ASSEMBLY, Heat and vent system equipment cooling air . 1 B,C 
by-pass 

-12 AN520-10R14 - . SCREW ... aS 92 δὲν a eee w Ae 2 

-13 2W18-10L . . WASHER, Flat (North American) A ον ver SYN νην 2 

-14 NAS43DD3-24 + . SPACER, Screw and bolt . . é ος I Eon 2 

-15 207-53367 - . COVER ASSEMBLY, Heat and vent system equipment NR NEC EE I 

cooling air valve 

-16 AN392-71 - . PIN .. ο Ολο ο ο κ ES 1 

-17 2W18-4L + . WASHER, Flat (North. American) ο ας "alts ο ος 1 

-18 NAS42-4-16 - + SPACER, Rivet .. og Sa ο ee le 1 

-19 207-53322 . . GATE, Heat and vent "system equipment cooling air by-pass . 1 

Í valve 

-20 NAS!2-1-10 . . SPACER, Rivet . . φον) qI a 1 

-21 207-53321-31 + + HOUSING ASSEMBLY, Heat and vent "system equipment "ET 1 

cooling air by-pass valve 

-22 4p2-20-14 . DUCT CONNECTOR, Air non-wire supported (North American) . . . 1 

(use 165-53410-9 untl Bx) 
AN737TW48 + CLAMP ο μμ i TURA a a Nero ον ο. 2 

-23 AN503~-8-4 . SCREW vw 2E Me um, δι i ta A lena ὦ A ο ο O ὃς 8 

-24 AN935-8L «- WASHER v 4 aa arl g. a A ο sŠ h 

-25 2w17-8M - WASHER, Corrosion resistant steel (North American). LET 4 

-26 AN737TW82 . CLAMP... ES S afe 1 

-27 207 -53325 - DUCT ASSEMBLY, “Heat and vent "system equipment cooling — n 1 

air aft blower 

-28 207-53368 . GASKET, Heat and vent system equipment cooling air blower . . 1 

-29 AFB126-400 . BLOWER, Axial flow (Industrial Design Lab.) . . . . + + + +. + 1 

-30 207-53366 + SCREW ASSEMBLY . . asa < < = ο © © ^ © ο ο © s ὁ s ὁ e ο ο 1 

-31 4pe-8-14 . DUCT CONNECTOR, Air non-wire supported (North American)... 2 

(use 1655311303 unti exh) 
AN737TW26 . CLAMP... oe Ὁ 4 

-32 207-53347 < DUCT ASSEMBLY, “Heat and vent "system ram air anti- ice CES 1 

-33 4p2-12-14 . DUCT CONNECTOR, Air non-wire supported (North American) . . . 1 

(use 165-53410-5 untl exh) 
AN737TW38 . CLAMP... . . . o. ὁ 9 ο ο on on 2 

-34 207-53357 *1 - DUCT ASSY, Heat and vent sys “rus "sta 22. 15 RH side cooling . 1 Β 

air supply 

-35 207-53357-11 κο . DUCT ASSY, Heat and vent sys fus sta 22.75 RH side cooling . 1 Cc 

air supply 
-36 4D2-16-12 *2 . DUCT CONNECTOR, Air non-wire supported (North American) . . . 2 C 
AN737-44 *2 . CLAMP . . . . . . ΚΗ eh ui ως τὰ 4 σ 
-37 213-53407-27 *2 . LINE, Heat and vent system "ARN/21 cooling air St& . 2 4 er ὁ 1 C 
14.75 to sta 25 

-38 213-53407-29 *2 . LINE, Heat and vent system ARN/21 cooling air sta . . . . . . 1 C 
25 to sta 35 

-39 207-53348 DUCT ASSEMBLY, Heat and vent system surface anti-ice RH . . . . Ref 


supply (see figure 264) 


*1 Removed from airplanes modified per T.O. 1F-86K-549. 
*2 Used on airplanes coded "A,B" when modified per T.O. 1F-86K-549. 


USEABLE ON CODE: A 53-8273 thru 53-8322 
B 54-1231 thru 54-1325 
C 55-1326 aná subs 


————— ο ος, A A A N A έξι ο σελ τα, τι A 
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F-86K-4-33-1A 


FIGURE 276 - MAIN ALIGHTING GEAR INSTALLATION ^ 
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FIGURE & 
INDEX NUMBER 


276 


-1 
-2 
23 
-} 


PART 
NUMBER 


165-33011-101 
165-33011-102 
151-33515 
AN320-5 
AN365-524 
AN960-516 
AN5-12 
ANS5-14A 
NAS72-5-010 
140-33152 
4B16CP8-19 
AN320-3 
AN960-10 
AN3-10 
NAS72-3-005 
2140-33151 

! B16CP6-9 
NAS76A5-024 
AN23-36A 
140-33127 
140-33128-3 
140-33128-4 
AN960-10 
AN365-1032 
AN23-12 
AN960-10 
140-33362 
AN320-3 
140-33351-1 
140-33351-2 
140-33353-1 
140-33353-2 
4B16CF7-12 
140-33357-1 


140-33357-2 


4B16RP6-8 
140-33358-1 


140-33358-2 


4B16RP6-8 
AN365-128 
2W18-416 

AN -20A *2 
NAS72-4-105 
2W1AL29-24-20 
2W1AL29-24-64 
165-33101-201 


165-33101-202 


ATTACHING 
AN364-720 
NAS143-7 
NAS143-7C 
EWB18-7-40 


AN365-1032 
AN960-10 
AN3-27A 
140-33126 
2W1-106-80-125 
140-33125-9 
2W1C114-76-10 
151-33354-3 *? 


1 


MAIN ALIGHTING GEAR INSTALLATION LH (see figure 9 for next assy 
MAIN ALIGHTING GEAR INSTALLATION RH 


5. 9 + * + + ὁ ο 9 . 


9 9 9 ο ° ο . 





T. O. 1F-86K-4 
ALIGHTING GEAR 


NOMENCLATURE 


2 3 4 5 6 7 


SPRING, Main landing gear uplock latch .. 


oe s * o 


NUT Wee ww ο a one) WU A ο . x . ... 
NUT ..4 a οι s ο) ve ee es a «Φον G ο 3 . 
WASHER . . . . - + « . ο ο ο ο es Ὁ oe 
BOLT ... Gy tse ο cate ο oe ο ο oe eo ° 
BOLT . . ... "E . . . eee we 


BUSHING, Clamp-up steel chrome plated "p 
ARM ASSY, Main LG downlock actuating bellerank support 
. BUSHING, Sintered oil impregnated (North American) 


NUT ος 4o Ra ὁ κ 
WASHER. 4 $» < ο Q e κ Αἱ ue A 4 4 ὁ su S ον 
BOLT ... + e e oto s ο ο n n9 


BUSHING, Clamp- up Steel chrome "plated TEC 
BELLCRANK ASSY, Main landing gear downlock actuating 

BUSHING, Sintered oil impregnated (North American) 
. BUSHING, Plain press-fit bronze . . +. +. +... ee 
BOLT -4 ο 2 32.2890 ᾱ e a er Se, m .ᾱ 
STOP, Main landing gear trunnion . . . +. 
SHIM, Main landing gear trunnion stop . . 
SHIM, Main landing gear trunnion stop . . 


2% © ot n 
e 5 s 9 +... 9 9 s 9 9 9 + c9 9 9 :»»» 


WASHER . 4 3 - - x να 8 Se X εαν 3 

NUD lI νο 4 € 4€ deco o 7*9 ow Ux, δν ο Ue LT E 

BOLT ο e». RR ο e ο LR cer one 
WASHER . +. + Nor las la Oa i ο OE a ey 
SPACER, Main landing gear strut door link ....e. 
NUT ¿ < . 40 RR κά 
DOOR ASSEMBLY, “Main landing gear "strut LH ë cae) larvae 
DOOR ASSEMBLY, Main landing gear strut RH. $ Ses ο 8 


. HINGE ASSEMBLY, Main landing gear strut door LH 

HINGE ASSEMBLY, Main landing gear strut door RH .- 

. BUSHING, Sintered oil impregnated (North American) 

. FITTING ASSY, Main landing gear strut door actuating T 
link forward attaching LH 

. FITTING ASSY, Main landing gear strut door actuating ἢ 
link forward attaching RH 

. . BUSHING, Sintered oil impregnated (North American). 

. FITTING ASSY, Main landing gear strut door actuating . 
link aft attaching LH 

. FITTING ASSY, Main landing gear strut door actuacting 
link aft attaching RH 

. . BUSHING, Sintered oil impregnated 


North American) 


e e © è : . . ο o> 


( 
NUT ; 0. 4 Q es . 
WASHER, Flat Dorm American) . . . + ... 
BOLT ... Ds 
BUSHING, Clamp- up steel chrome ‘plated . 
WASHER, Plain ERE American ARA c ELE 
WASHER, Plain (North American "T . 
CHASSIS ASSY, Main alighting gear LH "(see 
breakdown) 
CHASSIS ASSY, Main alighting gear RH (see figure 277 for 
breakdown) 


. 
. 
. 
. 


figure 277 for 


PARTS 


BRACKET, Main landing gear strut door hinge "TH 


NUT oe eo eo ww 

WASHER, X4130 or equiv "125,000. to 145, 000 psi countersunk 

WASHER, X!130 or equiv 125,000 to 145,000 psi countersunk 

BOLT, 12 point external wrenching (North American). . . . 
(use North American 5B24-7-40 untl exh) 


e €» © © © © © ο s ο 2s o ° 9 * o .. 


WASHER: ` Dr Roh wa c uc 
BOLT... Wars d 


NUT, Main landing gear "trunnion . 
WASHER, Plain (North American) 
PIN, Main landing gear trunnion 
WASHER, Plain (North American). 


. . t .. 
Dee . csee 
ose ee ewe 
Fee ew 5-751751 5 
eee ` ° woe 
Hs ο ο o » » » 


a 


8. 


«1 Quantity as required to maintain .002-.025 GAP 
*2 AN4-20A bolt & NAS72-4-105 spacer together wth 151-33354-3 € -4 bracket 


are intrch wth AN4-15A bolt & NAST2 


015 spacer together wth 151-33354-1 


(Use AN4-15A, NAS72-4-015 & 151-33354-1 € -2 unti exh ) 


see figure 9 for next assy 


à 9 9 € e 9 a c9 | 


` . 9 ` | 9 ο n 


eee ο ° eee 


. * 9 t] 5 ο 
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USEABLE ON 
CODE 


*1 
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FIGURE 277 - MAIN ALIGHTING GEAR CHASSIS ASSEMBLY 
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Section. ΙΙ κ 


T. O. 1F-86K-4 Group Assembly Parts List 


ALIGHTING GEAR (Cont) 


FIGURE 4 PART UNITS USEABLE ON 
INDEX NUMBER NUMBER Ἱ 3 EE NOMENCLATURE PER ASSY. CODE 
277 165-33101-201 CHASSIS ASSY, Main LG LH (see figure 276 for next assembly). Ref 

165-33101-202 CHASSIS ASSY, Main IG RH (see figure 276 for next assembly). Ref 
-1 AN924-6D « NUT ας ος A OY 2 


-2 AN832-6 UNION . . ; ; NP: ..- 


* 9 9 * * ο. n9 


| LINK, Main LG strut door (use 151-33360-3 untl exh). 
WHEEL, Extra high press. 26 x 6.6 type VII (Bendix Products) 
(Spec MIL-W5013A) (GFAE) 


-30 172-33360-3 
-31 147063PM1 


. 3 
š ον ος ss C NES 2 
-3 165-58814-85 . LINE ASSY, Union upper strut to union lower strut LH side . 1 
165-58815-83 . LINE ASSY, Union upper strut to union lower strut RH side . 1 
-4 AN837-6 . ELBOW. . . ο «© © o © © © © ο 9 ὁ 9 ο ὁ ο ὁ 9 ὁ ὁ 0 5 ο ο ο 1 
-5 AN6271-6-19 + HOSE. ASSEMBLY y ç - Ὁ «6 9 ο 59 £9 9 ὁ 4 4 5 ὁ ὁ 4 ὁ ὁ Ὁ 1 
-6 165-58823-23 . LINE ASSY, Brake press. union lower strut to axle LH . . . + 1 
165-58823-25 . LINE ASSY, Brake press. union lower strut to axle RH .... 1 
-7 AN919-6 é REDUCER s ο ο oy uem ο ο U G SGT NA oce ur ο ο ey οφ, se 1 
-8 AN6290-1 ve (GASKET τος ὁ. ses ο ας δν. SIS w ow. Wr les (m a ee οὖν ὃν, “t 2 
-9 AN927-4 a] ἜΙΪΡΟΝ:Σ oe 5 Ὁ Ὁ Ὁ ὦ OUS ο o a e AA τος ς we 1 
-10 AN815-4 S, UNION Ὁ g uen ος o So ct ek ele δ ANS CS; ο er cd ος ὃς dey. ο δι τί) pce 1 
-11 3H3-4-12 3/4 . HOSE ASSY, Plastic covered (North American) . . . . . + + . + 1 
-12 151-5818 . BOLT, Hydraulic brake universal axle . Mp 1 
-13 AN6290-5 er (GASKET ο ο. 8 4 c dec s w v δ μις το a τν WA ee e Tr 1 
-14 143-5 z COUPLING; (Aeroquip). ¿x z cece se. ve wie 6 ο) κ a Ts 1 
-15 140-58393 . CAP, Hydraulic brake universal axle . . . . + + + + sss èo 1 
-16 . AN900-8 s GASKETS X. 42») 2.29 wc Ve RV O Su Gw R GU. IA Ves ο us 2 
-1T 43678 . SUPPORT, 3/16 T-bolt special fitting (Marman) . PER 1 
-18 13769 . SUPPORT, T-bolt special fitting (Marman). . . . . . + + + + > 1 
-19 - 165-58165-1 . BRACKET ASSY, Hydraulic brake main alighting gear axle LH . . 1 
165-58165-2 . BRACKET ASSY, Hydraulic brake main alighting gear axle RH . . 1 
-20 4144104 . NUT, Static ground wire attaching plate (on LH side only) . . 1 
-21 6G1-12-0 *1 . GROUND ASSY, Airplane static (North American) (LH only) . . . 1 
(use North American 4W2-12-0 untl exh) 
-22 AN365-1032 wo NUD s ede mte κο Wc M Zw ISI w ο IA εν ο αρ ο 2 
-23 AN960-10 + WASHER . . « ο ο . ο ο ο € aa ce «6 de ce 4. ος es 8! WO le 2 
-24 AN3-14A . s^ BOLT "^64 š$ a ο ea ος Te wg E E uw ce 2 
-25 AN960-1016 e WASHER C ç sey we o» o a A A 9T Sep e 6 
-26 140-33356-5 . PIN, Main landing gear strut door link attaching . . . +. . + 1 
-27 151-33359 . LINK ASSY, Main landing gear strut door actuating . . . . +. + 2 
-28 140-33361 . . END, Main landing gear strut door link . . . . . + . . ο» 1 
-29 AN316-5R ο, “αν WUT ad. C. wore . dee 1 
" eee 1 
A cts). 1 


ATTACHING PARTS 


-32 AN363-820 we NUT uo uuo oae We κ. ὦ ῳ 9 ᾱ A RR e AO ΦΚ ΦΚ le a s 12 

-33 2W18-816 . WASHER, Flat (North American) - +. +. - + + + + + + + + eee 24 

-34 ANB-14A οὐ πώ E RA ο ο ο aa 19 

ας ως 

-35 No Number . TUBE, E x 6.6 extra high press. type VII (Spec MIL-T5014B. . 1 
GFAE 

-36 No Number + CASING, 26 x 6.6 extra high pressure 14 ply type VII . . . . 1 
(Spec MIL-C5041) (GFAE) 

-37 147062M-C . BRAKE, 11 1/2 x 8-4 rotor disc type VII (Bendix Products) . . 1 
(Spec MIL-W5013A) (AAF dwg S46G1213) rie wth 
147062M-CR, 147062FM-C and 147062PM-C) (GFAE) 

-38 9153AL . STRUT ASSY, Main LG shock strut LH (North American Spec... 1 
173-933102-3) (Cleveland Pneumatic) 

9153AR . STRUT ASSY, Main LG shock strut RH (North American Spec . . . 1 

173-933102-4) (Cleveland Pneumatic ) 

-39 165-33526-11 . GUARD, Main alighting gear hydraulic brake . « . . í` e + + o 1 
pressure line 

-40 173-33836-11 . BUMPER, Main allghting gear wheel door . .. , + , + + + * ο 1 

-41 146383 COVER, Rotor disc brake (GRAF) (see figure 344). . . . . . . . + Ref 


*1 Cut wire to correct length (12 inches) 


— — — ——————ÉÓÓ € ————————À À-u— MÓ— K P r n PV,  —,>——ə—ə—v,Ü] OO 
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FIGURE 278 - MAIN ALIGHTING GEAR WHEEL DOOR INSTALLATION 
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F-86K-4-33-4 














FIGURE & 
INDEX NUMBER 


278 


PART 
NUMBER 


165-33033-105 
165-33033-106 


AN365-524 
4p2185-112 
AN5-20A 
AN320-3 
AN23-14 
165-33313-1 
165-33313-2 
AN944-301 
AN320-3 


165-33341-1 
165-33341-2 


AN320-3 
AN23-13 
165-33348-3 


MD36-14 
AN316-6R 
165-33348-19 


165-33349-3 
165-33350-3 
AN365-1032 
AN960D10 
AN3-10A 
AN960C10L 
AN23-13A 
157-3332! 
F34-14 
AN316-4R 
157- 33326 


Ls3 
157-33324-3 


157-33328-3 
157-33325 
AN23-13 
165-33348-5 


MD36-14 
AN316-6R 
165-33348-21 


165-33349-3 
165-33350-3 
207-33301-1 
207-33301-2 
AN365-624 
AN960C616 
1p21s6-102 
AN6-21A 
AN365-428 
ΑΝΟΘΟΡΗ 161, 
AN960D416 
4B2154-022 
ANY-14A 


DOOR INSTALLATION, 





T. O. 1F-86x-4 


ALIGHTING GEAR (Cont) 


2 3.4 5 6 7 NOMENCLATURE 


DOOR INSTALLATION, Main alighting gear wheel LH (see figure 


110 for next assembly) 
Main alighting gear wheel RH (see figure 
110 for next assembly) 


NUT Alii a SU O: e ves νᾶ, δε αὶ ο eee o 3⁄8 veo m de it esc I. C To 
BUSHING, Spacer (North American) . . . e + . + + + + eee 
BOLT: laica το ο Ὁ U ον Ww ο Jm, ο RITE Ὁ CY OS vm -ᾱ 

NUT ος. ο ο e wem va a ce TE 

BOLT 


BELLCRANK ASSY, Main alighting gear wheel door cyl pivot LH . 
BELLCRANK ASSY, Main alighting gear wheel door cyl pivot RH . 


FITTING? uu 43» x*€ € eoX*X X X doe αν να 0 4 0E. 9 de AR 
NUT ^£ a κα x 
BOLT 
ROD END, “(Hai teo) 
NUT... 5. ter όρο te 
ROD END, (Heim) . ove de «ἃ e 
SHAFT ASSY, Main alighting gear wheel door torque LH a 

(see fig. 279 for breakdown and attaching parts) 
SHAFT ASSY, Main alighting gear wheel door torque RH . . + 
(see fig. 279 for breakdown and is pants), 
NUT? ç 6 < wo 9 wo 33 9-99 
BOLT ..--. «κ. ν E 
ROD ASSEMBLY, Main 'alighting | gear wheel door lock . 
actuating torque shaft A. 

ROD END, (Hein) $a = E 

NUT ce we re 

ROD SUB-ASSY, “Main alighting gear “wheel ` door lock 

actuating torque shaft operating 
. . CLEVIS, Main LG wheel door lock operating rod . 
PLUG, Main LG wheel door lock ad rod . 

NUT . . . .. . View. ο. . 
WASHER . 
BOLT ue x 
WASHER 
BOLT .. 
BUNGEE ASSEMBLY, “lighting | gear wheel door “toggle lock 
. ROD END, (Heim) X. CRT qs LEO RT ÍA ee κ ο 


Ç ο ode do cw c9 E ὁ - ο ο ο Φ. 4 


$09) ο os Ὁ. ο ο ο ο 5 ᾱ ὁ Ὁ ὁ ο . `Q 


. 9 ee 


. . * e n 
. FECE es Yo a 


. e. o o ù o» o o o o oo o o o 


e... 
. 
ee ee 
. 


NUT .. . 
FITTING ASSY, “lighting gear wheel door “twa lock bungee 
BEARING, Self aligning (Heim) . . fe ῳ 
SPRING, Alighting gear wheel door toggle lock. πο 

(altered from Muehlhausen M6) 
PLUNGER, Alighting gear wheel door fwd lock bungee . 
HOUSING ASSY, Alighting aii wheel door fwd lock bungee 


BOLT SMe . S rog 

ROD ASSEMBLY, Main 'alighting | gear wheel door look 8D ο “ο 
actuating torque shaft operating 

ROD END, (Heim) ... ts aS ast duc ám Tena ie 

NUT .. . 


TUBE SUB-ASSEMBLY, Main 'alighting gear wheel door lock š 
actuating torque shaft operating 
CLEVIS, Main LG wheel door lock operating rod . . . 
š . PLUG, Main LG wheel door lock operating rod . . .. 
DOOR ASSY, Main LG wheel LH (see fig. 290 for ror breekdown) 
DOOR ASSY, Main LG wheel RH (see fig. αλά for breakdown 
NUT . . « 6 © ew we n n on n . cta de . 
WASHER . + 275 8^. Yas! ἃν «ον ον tele 
BUSHING, Spacer (North American) SU un ee hate da Ate 
BOLT . PE "IE 
NT... a a E E τίς, 
WASHER . « + +. +... © © © © * * ° 
WASHER . « +. +. + © + + * * © * ont . . . Pe 
BUSHING, Spacer (North American) . . +--+ +++ * + ° 
BOLT e s < woe 9 9 w e RA eR ea κ 


ee . 9 


..... 
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FER PEE E AE rp = 


πο ο νο ο ο p Pree PERE ΕΕ} Επ} HiEERF F 


Group Assembly Parts List 


USEABLE ON 
CODE 





491 








Section i1. T. 0. 1F-86K-4 
Group Assembly Parte List ALIGHTING GEAR (Cont) 





F-86K-4-33-3 


FIGURE 279 - MAIN ALIGHTING GEAR WHEEL DOOR TORQUE SHAFT ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER ] 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
279 165-33341 -1 SHAFT ASSEMBLY, Main alighting gear wheel door torque LH . . . . Ref 
(see figure 278 for next assembly) 
165-33341-2 SHAFT ASSEMBLY, Main alighting gear wheel door torque RH . . . . Ref 
(see figure 278 for next assembly) 
ATTACHING PARTS 
-1 AN365-428 NUT, (on LH side only)... ..... oo... ........ 4 
-2 AN! -15A BOLT, (on LH side only). . v ....... ο; ; 4 
πο παν 
-3 AN364-1032 e NUD uS a at foc ob E a s e ο « 3 
-4 AN975-3 Sy WASHER Y ο ο ο jaa la ra ch en a aah a ὦ 3 
-5 AN386-2-11A S ΕΙΝ. ea D πο «δν Goi fet iach ay sae -ο) a: ΩΜΗ... oe we 2 
-6 157-33542 + BELLCRANK, Main alighting gear uplock bungee ç reee e le 3 
-7 165-33352-3 . SUPPORT ASSY, ke alighting gear wheel door torque (on LH . 2 
side only 
165-33352-5 . SUPPORT ASSY, Main alighting gear wheel door torque (on RH . 2 
side only) 
-8 NAS2-101 - . FITTING, Lubrication. . . . . . . . . . . . 4 .. eee 1 
-9 LSS12 + . BEARING, Self aligning Lee DP" δὲν eee ο ο 1 
-10 4B21812-010 . BUSHING, Spacer (North American). . . . . . . . , + , , eee 1 
-11 165-33342 + SHAFT ASSEMBLY, Main alighting gear wheel door torque . . , , 1 
-12 , AN364-1032 A ο oo] πουν: 4 
-13 AN975-3 «ow CWASHER 20.15 ο ο att a € Decet D S oca a Lue 1 
-14 AN386-1-9A JEUNE I APERIRE a 4 
-15 165-33343-3 + + FITTING, Main alighting gear wheel door torque shaft... 1 
end (forward end only) 
-16 165-33343-5 + . FITTING, Main alighting gear wheel door torque shaft end . 1 
(aft end only) 

-17 165-33342-3 + . TUBE, Main alighting gear wheel door torque shaft . . .. 1 
-18 AN386-2-10A s SPIN ne ar 4o mW m. Glo e whom x o v ceo y ια «ἀπο “< Ü < ws 1 











T. ο. 1F-B6K-h Section. 1 _ 
ALIGHTING GEAR (Cont) Group Assembly Parts List 





F-B6K-4-33-5 


FIGURE 280 - MAIN ALIGHTING GEAR WHEEL DOOR ASSEMBLY ------ 
—_—_  _ m Ia ee 
PART UNITS USEABLE ON 


FIGURE & 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
280 207-33301-1 DOOR ASSY, Main alighting gear wheel LH (see figure 278 .... Ref 
for next assembly) 
207-33301-2 DOOR ASSY, Main alighting gear wheel RH (see figure 278 . . . . Ref 
for next assembly) 

-1 165-33303-1 + FITTING ASSY, MLG wheel door aft hinge LH. 706 ὁ E 1 
165-33303-2 - FITTING ASSY, MLG wheel door aft hinge RH qt do RE. ae a 1 

-2 NAS2-101 + + FITTING, Lubrication . . . . . . . . . . . .. $T aol Ty ει ος 1 

-3 4B2086-007 +. BUSHING, Press fit flanged (North American) . . . . . .. 2 
-4 165-33302-5 + FITTING ASSY, MLG wheel door forward hinge ΤΗ 1; κος μις, δρ a 1 
165-33302-6 - FITTING ASSY, MLG wheel door forward hinge RH. ea a 1 

-5 MS15001-1 + + FITTING, Lubrication . . . . . . . . . . . . .. o 8 ο ο ο 1 
-6 4B19S8-030 + + BUSHING, Press fit plain (North American) zh AS rer eee 2 1 
-7 165-33304-1 - SUPPORT, MLG wheel door forward lock roller IH ....... 1 
165-33304-2 + SUPPORT, MLG wheel door forward lock roller RH ....... 1 

-8 165-33305-1 - SUPPORT, MLG wheel door aft lock roller LH ........ 1 
165-33305-2 . + SUPPORT, MLG wheel door aft lock roller RH M Jefe? at ολα 1 

-9 157-33306 + FITTING, Main alighting gear wheel door roller .... ea 2 
-10 NAS42DD5-52 e GSRACER, RiVet νο m ap ai ele Ee wc p ee £03 9» X Y Q qu y 
-11 NAS42DD5-56 "SPACER, Rivet . 2 4 2 a xo 209 v 43; 9 ae a 4 
-12 AN365-524 s NUR Qo eo S x άν nie és), ee δν τ) Ee Meee ασ SP et meses he tig ὁ εν eos 2 
-13 AN5-21A » BOT. 684m xod. vs pos Q Ομ” cM M CEP 1 
-14 157-33307 - PLATE, Main alighting gear wheel door roller adjustment . . . 4 
-15 RBC74164 + ROLLER BEARING, (Roller Bearing) . .. . ....... DI 2 
-16 AN5-22A s BOPP 2 arte «tele rele Tous y eb Geb LS UM Der rz S REC 1 
-17 157-33307 - PLATE, MLG wheel door roller adjustment ...... ον Πῶς ἐς, "W 3 
-18 2w18-516L - WASHER, Flat (North American) ...........2.2.... 1 
-19 2W1AL20-14-32 - WASHER, Plain (North American) ..............,. AR 
~20 207-33306 - FITTING, Main alighting gear wheel door roller .. AP EE 2 

ος — M ———À——MÁ— 22 l i l A UU A NS A — = 


493 











Section. ΤΙ 





Group Assembly Parts List T. O. 1F-86K-4 


ALIGHTING GEAR (Cont) 





F-86K-4-33-6A 


FIGURE 281 - MAIN ALIGHTING GEAR EMERGENCY LOCK RELEASE 
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Section. II Ἢ 


T. O. 1F-86K-4 . 
Group Assembly Parts List 


ALIGHTING GEAR (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
281 165-33036 LOCK RELEASE INSTALLATION, Main alighting gear emergency . . . . NP 

(see figure 110 for next assembly) 
-1 AN365-428 NUTS inn rid RE A ος a Sa R ὃ ον sah το ve Te χο ο Š 4 
-2 AN4-10A BOLT .. š + 
-3 NAS222-22 SCREW, Brazier “head Phillips recess s alloy Steel L 1⁄4- 28 . 1 
-4 AN4Y-14A BOLT .. να. I ° 2 
-5 NAS376-2 PULLEY, Secondary control Ls es s 6 
-6 AN24-14A BOLT s Mone αν ον Be! Sg Se "κου, νην Εαν , 2 
-7 AN4-7A BOLT w y <" Sox ο r ο. 5 2 
-8 4s3-416-6 SPACER, Bolt ` (North American) ο Sx cad tae : 2 
-9 AN365-1032 NUT. 412 -ᾱ & < š Τῷ eyes «ὦ Uk κ) o > 2 
-10 AN960-10 WASHER . « « 4. «© © © © rn Q hrs " 1 
-11 AN3-11A BOLT UE eo e see yw ο gre a ος Ver, cu ο ος ος n 1 
-12 AN210-1A PULLEY . ..- ας Qu aeves a UN Cee oh.” οὶ ο μα E 
-13 165-3363! GUARD, LG emer lock release sta 187.406 upper pulley cable . 1 
-14 AN393-13 PIN. . $ + 3 
-15 165-33676 CABLE ASSEMBLY, Main “landing. gear emergency lock “release ç 1 
-16 AN320-3 μμ 4784 Pas μα ο ος Ps š " 4 
-17 AN23-12 BOLT ο. S 4 
-18 173-33678 . CABLE ASSY, Main 'alighting | gear uplock outbd emer release . . 2 
-19 ΑΝΙ55-168 . BARREL . 5 2 
-20 173-33677 . CABLE ASSY, Main 'alighting gear uplock: inbd emer “release. A 2 
-21 AN365-428 O 6... uo Sn wc wo ETS A $us 2 
-22 AN960-416 - WASHER +... +. + +. ο ών E RR AR Ge Sed A 2 
-23 ANÀ-35A . BOLT, i RH side only) "νη ui ME Ate das Tq via ανα 1 
AN43-35A . BOLT, (on LH side only) . . E le oe 1 
-24 165-33606-2 . ARM ASSEMBLY, Alighting gear solenoid valve actuating RH . 1 
165-33606-1 . ARM ASSEMBLY, Alighting gear solenoid valve actuating LH . + 1 
-25 4B21S4-300 . BUSHING, Spacer (North ώς ao vat yao a a απο Θ 
-26 AN365-1032 ov NUTAG 229 x ον mo ὦ Ses e Mie e We V Wr Quy m ο quote ου 5 
-27 AN3-6A . BOLT .. Z gat eee at eure d, το) a Yasta, Z NIA 2 
-28 2w18-10 . WASHER, Flat ` (North American) . Gy Tor vds ia. τις Side k ae is 3 
-29 AN3-6A e BOLT 4 a €. s à sra σος 3 
-30 ANGI. 428 zc NUT. eee κ, X κ 9v ar a ss e RD τὰν ao dE 2 
-31 AN3-10A a BOLT. .. Ὁ eck el yw ὁ 5 3 ^ 6 «t it E 1 
-32 AN393-11 . PIN. ite? Au. ο Οσο OQ ES. OS 1 
-33 HRBL3 ` ROD END, “(Halreo) . ο ο ο ο μμ as" M. cem de 6: 4 
-34 AN665-21R . TERMINAL . +. + a! doas Z. U cm SN. Ve ede der TT ὦ; ὁ, DAN Heh ο en et Se 1 
-35 165-33617-7 . ROD, Alighting gear solenoid valve actuating . . +. + + + . + 1 
-36 165-33617-9 . ROD, Alighting gear solenoid valve actuating . . etwas we? dora 1 
-37 165-33617-3 . ROD, Alighting gear solenoid valve actuating . : NE 1 
-38 165-33617-5 . ROD, Alighting gear solenoid valve actuating . ee e δν 1 
-39 AN315-3R - NUT . sae o... ον. e oo 8 
-40 165-33612 š BUNGEE ASSEMBLY, Alighting gear solehoid valve (see oat thle te 3 
T. O. 16Ci-1-114 for Deacon) 
-41 AN393-17 . PIN... FE MEME 1 
-42 165-33609-11 . ARM, Alighting gear Solenoid “valve "actuating aS ce Stag λῶν a ο 1 
-43 AN4-10A . BOLT "m > ec ο ο n on ο 1 
-44 165-33604-11 . BELLCRANK ASSY, Alighting gear “solenoid valve actuating 2^ eas 1 
-45 4B2184-017 . BUSHING, Spacer (North American) . . + . + + + + + + + ο n 1 
-h6 AN960-10 . WASHER .. $. € 9.09. δ. Say ey ere ώς SUQ WL N 2 
-47 4B21S3-018 . BUSHING, Spacer (North American) al er ὃν lene a e ο... 2 
-h8 165-33641-2 5 BELLCRANK ASSEMBLY, Main alighting gear wheel door . eee 1 
emergency lock release actuating RH 
165-33641-1 . BELLCRANK ASSEMBLY, Main alighting gear wheel door . +. . +. + 1 
emergency lock release actuating LH 
-49 AN960D10L + WASHER . . 4 . . » © © © ew e ὁ 9 «a ὁ ὁ 9 9 * 9» ὁ 6 * c5 ο 1 
-50 AN365-1032 « NUT . 1 < ο « ὁ « : e» ^ o ^» e 4 9 ὁ ὁ ? ὁ ὁ * à ^ . . 9 39 9 
-51 AN960-10 + WASHER « ......2^25^5.; i de ο ο ον, ο ο ο NP ο δν TOT) os 2 
-52 AN3-11A . BOLT .. . ο “WOW Ὁ ο ο 4 
-53 4B2183-018 . BUSHING, Spacer (North American) A 5 Ae LOW a a 2 
-54 165-33658 ` BELLCRANK ASSY, Main alighting gear uplock emer actuating . . 2 
-55 165-33659 . SPRING, Tension e ο ο ο ο ος W. 4 187 78 “ὁ, AE ἐφ 2 
-56 140-33625-1 ` BRACKET ASSY, LG emergency “release flap sta 5 5/8 LH . . . + 1 
140-33625-2 . BRACKET ASSY, LG emergency release flap sta 5 5/8 RH .... 1 
-57 AN316-4 ¿ ΝΠ... < s w YO w ORO, Re Pm e δι Fe ee pe “a Be Se U ντα Š 2 
-58 AN960-416 . WASHER . . E ay YR SY a TY 2 
-59 5B2-16 . BOLT, Adjustment 5/32 (North American) are ο NE c 2 
-60 AN3-6A ο BOLT r Z Da AU NOE. vas fas cs Ra or ο νο το πο 1 
-61 AN960-10 a WASHER . ο ο ο < «© © © © © m ο 5 0... ὁ e ο ὁ 9 ὁ ο c5 5 9 ο c3 1 
-62 AN365-1032 . NUT 4 "ej 4; aaa i kU w. 909, Ye ee 09 e a ὁ EmA ia 2 
-63 AN3-4A a BOLT e * 4 » ὁ ος . . . >. a . .. 2 
-64 165-33633 + SUPPORT ASSEMBLY, Auxiliary alighting gear emergency lock . ὁ 1 
release fuselage station 187.406 upper pulley 
-65 4B20S4-013 . . BUSHING, Press fit plain (North American dy Lut dy tare: oa ο 1 
-66 4B2083-011 3 BUSHING, Press fit plain (North American ιών δν 1 





495 





Section 11 — T. ο. 1F-86K-4 
Group Aeseculpby Parts List ALIGHTING GEAR (Cont) 








F-86K-4-33-9A 


FIGURE 282 - MAIN ALIGHTING GEAR INDICATOR AND SEQUENCING MECHANISM INSTALLATION 
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Section. ΙΙ 


. 0, -86K-4 > 
A Group Assembly Parts List 


ALIGHTING GEAR (Cont) 


FIGURE 4 PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
282 173-33801-1 MECHANISM INSTALLATION, Main alighting gear indicating and . . . NP 

sequencing LH 

173-33801-2 MECHANISM INSTALLATION, Main alighting gear indicating and... NP 
sequencing RH 

No Number . MAIN ALIGHTING GEAR OPEN AND CLOSED INDICATING AND ..... NP 


SEQUENCING MECHANISM ASSEMBLIES, (see fig. 
296 for breakdown) 


-1 173-33831-21 . MECHANISM ASSEMBLY, Main alighting gear ground safety LH , . 1 
(whn exh use 173-33831-31) (see fig. 286 for 
breakdown 
173-33831-22 + MECHANISM ASSEMBLY, Main alighting gear ground safety RH , . 1 
(whn exh use 173-33831-32) (see fig. 286 for 
breakdown 
173-33831-31 . MECHANISM ASSEMBLY, Main alighting gear ground safety LH .. 1 
(use 173-33831-21 untl exh) (eee fig. 286 for 
breakdown) 
173-33831-32 . MECHANISM ASSEMBLY, Main alighting gear ground safety RH .. 1 
(use 173-33831-22 untl exh) (see fig. 286 for 
breakdown 
ATTACHING PARTS 
-2 AN365-1032 . NUT COE MEL 4 
-3 2W18-10L - WASHER, Flat (North American) . . .............. 2 
-4 AN520-10R20 ο SCREW 47... se eig GR a io. e iv y c A 2 
-5 AN315-3R a NUT et μα Mog TIR) ο atasi. αν Do E eiui ak Thee ie ἢ 2 
-6 AN936B10 sc WASHER Ge» e Wow wa cx ο ο ὃς od o φ. ὃς ὃν ο α A S 2 
-T NASÍ3C3-30 . SPACER, Screw and bolt . ................... 2 
-8 ΑΝΟΘΟΡΙΟΙ, s WASHER: us s Uca sa) wis U S raro ug! ο) ἃν e Neh RO le gs ως κ ie Le AR 
-9 2W1AL13-14-32 . WASHER, Plain (North American) . . . ............ AR 
-10 AN365-1032 AR ΝΟ, RN 2 
-11 AN3-11A πο. ΙΙΙ lov el ο ννἮν Ë WI Nm deed ecole 1 
να aa 
-12 176-33811-11 . MECHANISM ASSEMBLY, Main alighting gear downlock indicating . 1 


and sequencing LH (whn exh use 176-33811-21) 
(see figure 287 for breakdown) 

176-33811-12 . MECHANISM ASSEMBLY, Main alighting gear downlock indicating . 1 
&nd sequencing RH (whn exh use 176-33811-22) 
(see figure 287 for breakdown) 

176-33811-21 + MECHANISM ASSEMBLY, Main alighting gear downlock indicating . 1 
and sequencing LH (use 176-33811-11 untl exh) 
(see figure 287 for breakdown 

176-33811-22 + MECHANISM ASSEMBLY, Main alighting gear downlock indicating . 1 
and sequencing RH (use 176-33811-12 untl exh) 
(see figure 287 for breakdown) 

ATTACHING PARTS 


-13 AN960D10 un WASHER: PLI" 1 
-14 5B1-15DH . BOLT, Adjustment 1/8 (North American) . . . . . . e . s , we gt 
-15 140-54104 . PIN, Main alighting gear down position indicating . . . . . . 1 
" switch clamp 
-16 AN365-1032 y NUT wee e iter SS dae GS Ομ LATO Mea Td ο ᾱ- 4 «ds 1 
-17 AN3-4A s BOLT E ο ο efe sre ui OP ut ginti Taie. oy dat Pen Be dus y 1 
-18 176-33827 5. SPRING: Tension i ὃν eo a 7o Φιν le. Ue Wiss iE vao TR c) Goce ας TES ἐς 1 
-19 AN315-3R μια ο cow Dh tene rw E ο ο A tbs eer eb 1 
-20 NAS428K3-13 . BOLT, Adjusting crowned hex hea Rite Jat Lac ο μμ. 1 
-21 176-33826 . CLIP, Main alighting gear uplock indicating and sequencing . 1 
mechanism spring 
-22 AN320-3 s ο ο m, αν ον e ie ο De Dots ο”... 1 
-23 207-33301-1 DOOR ASSEMBLY, Main alighting gear wheel LH (see fig. 280) . . . Ref 
-24 151-54380 CAM ASSEMBLY, Main alighting gear uplock sequence switch . . . . Ref 


(see figure 17) 
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Section. ΙΙ. T. ο. 1F-86K-4 
Group Assembly Parts List ALIGHTING GEAR (Cont) 








F-86K-4-33-10 


FIGURE 283 - MAIN ALIGHTING GEAR UPLOCK INDICATING AND SEQUENCING MECHANISM ASSEMBLY 


πε μαμα...“ απ. A RM ο 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


283 176-33821-1 MECHANISM ASSEMBLY, Main alighting gear uplock indicating and . Ref 
sequencing LH (whn exh use 176-33821-11) 
(see figure 296 for next assembly) 
176-33821-2 MECHANISM ASSEMBLY, Main alighting gear uplock indicating and . Ref 
sequencing RH (whn exh use 176-33821-12) 
(see figure 296 for next assembly) 
176-33821-11 MECHANISM ASSEMBLY, Main alighting gear uplock indicating and . Ref 
sequencing LH use 176-33821-1 untl exh) 
(see figure 296 for next assembly) 
176-33821-12 MECHANISM ASSEMBLY, Main alighting gear uplock indicating and . Ref 
sequencing RH (use 176-33821-2 untl exh) 
(see figure 296 for next assembly) 





-1 AN365-428 to NODE 47.5. a we Ao ῳ ea o e oce ce. UU a oie" 1 

-2 AN960DÀ 16 . WASHER . ... . ο. EE + woe a “ὁ ere w ed eo 1 

-3 AN520-416R14 « SCREW . ¿ + + » » * « oos ο ὁ à š “A ds e 1 

-4 ΑΝΟΘΟΡΙΟΙ, » “WASHER - s 2 4 ο a € € 9 9*5 . o ce eee 1 

-5 AN393-17 . PIN eredi £ peo ο O ο ο ο ΜΕΡΗ 1 

-6 176-33828 . EYE, “Main alighting gear uplock indicating and sequencing . . 1 "^ 
turnbuckle 

-τ AN155-328 @ BARREL ^ κ.α 4 4 6 ο ὁ x € ὁ €. 9 9 X 9 $09 49 cm m ὁ 1 

-8 AN165-22LL αι BYE: ο ον PEE ος ely e Kus calce Lo a. ο. V. [e d$ ee M RO Le 1 

-9 176-33829 . ARM, Main alighting gear uplock indicating and sequencing . 1 
mechanism 

-10 AN365-1032 FE NUT e A AO 2 

-11 AN960D10 + WASHER ... νο ον... ET eR E ee ο ο ο HS. efti us 2 

-12 AN3-22A © “BOUT? 12 y Ter Kein, SY la ie Neid. Ve Tie ο ay ὁ T RD Sat zoe Me 1 

-13 NAS221-36 . SCREW, Brazier “head Phillips recess alloy steel 10-32 . . . . 1 

-14 2HA1 LH-1 " SWITCH ASSY, Enclosed Loin Switch ο ο ο ο ο” E 

2HA1 RH-2 + SWITCH ASSY, Enclosed (Micro Switch . m 1 

-15 176-33823-1 . BRACKET ASSY, Main alighting gear uplock indicating ana oe 1 

sequencing mech LH 
176-33823-2 . BRACKET ASSY, Main alighting gear uplock indicating and . . 1 

sequencing mech RH 

-16 165-33540 LATCH ASSY, Main alighting gear uplock (see figure 17)... . . Ref 
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T. ο. 1F-86k-4 


ALIGHTING GEAR (Cont) 


Section. i1 ` 


Group Assembly Parts List 








F-86K-4-33-7 
FIGURE 284 - MAIN ALIGHTING GEAR WHEEL DOOR CLOSED INDICATING MECHANISM ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

284 173-33840-1 MECHANISM ASSY, Main alighting gear wheel door closed indicating Ref 

LH (whn exh use 173-33840-11)(see fig. 296 for next assy) 
173-33840-2 MECHANISM ASSY, Main alighting gear wheel door closed indicating Ref 

RH (whn exh use 173-33840-12)(see fig. 296 for next assy) 
173-33840-11 MECHANISM ASSY, Main alighting gear wheel door closed indicating Ref 

LH (use 173-33840-1 untl exh)(see fig. 296 for next assy) 
173-33840-12 MECHANISM ASSY, Main alighting gear wheel door closed indicating Ref 

RH (use 173-33840-2 untl exh)(see ΠΕ 296 for next assy) 
-1 144 -58136 SPRING, Tension . . +. . . . +. < < o Ic 1 
-2 AN365-428 NUT £o. 5 ᾱ a καν τα ee ἃς € -ᾱ A 1 
-3 AN4 -10A BOLT 4 e w 0 dee 799 ee αἱ ee ce «Ὁ Mel ee a ὁ ϱ ἃ 1 
-h AN316-!R NUT . . . . "ECCO 1 
-5 173-33842-11 STRIKER, Main gear door closed indicating Switch ` (use a aa “Ὁ 1 

173-3382 untl exh) 
-6 173-33841-1 ARM, Main gear door closed indicating switch LH... κ 1 
173-33841-2 ARM, Maín gear door closed eee switch RH... sig 1 
-τ AN365-1032 NUT: YX Ua a w. ee ee ος a ceed —— eter Goris! eh WU U S S 4 νον 4 
-8 AN960D10 WASHER . x . . « © e © © © © © © © © ο ο AA E ψ 4 
-9 NAS43DD3-32 SPACER, Screw and bolt .... + + «ο. . š αν 1 
-10 AN520-10-36 SCREW . . . o » +< < < = o» 4; as Ya a οὐ e or fe] s 1 
-11 AN42-16A « BOLT . L4 ww el es ere ο ee es Φα ee 1 
-12 AN509-10-29 SCREW 4 ο, -ᾱ- 5. aaa e ο ὁ ὁ aa ὧν x 2 
-13 173-33845-1 BRACKET, Main gear door closed indicating mechanism LH "S 1 
173-33845-2 BRACKET, Main gear door closed indicating mechanism RH .. . 1 
-14 173-33843-1 SUPPORT, Main gear door closed indicating mechanism LH . . . 1 
173-33843-2 SUPPORT, Main gear door closed indicating mechanism RH . .. 1 
-15 1HA1LH SWITCH ASSY, Enclosed LH πος Sutton) A IE 1 
1ΗΑ1ΒΗ SWITCH ASSY, Enclosed RH (Micro Switch o... n! t9 n 1 
-16 2W1-13-1h-20 WASHER, Plain (North American) . w. 2 
-17 157-33306 FITTING, Main alighting gear wheel door. roller (see figure 2 280). Ref 
-18 AN5-22A BOLT, (see figure 280) . . . . . . + por Md. “6 Ref ; 
-19 AN365-521 (see figure 280) . : "e Ref 
-20 2W18-516L ASIE Flat (North American) (see figure `28o) : Ref 
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Section. ΙΙ _ 
Group Assembly Parts List 








T. O. 1F-86k-! 


ALIGHTING GEAR (Cont) 


` F-86K-4-33-12 


FIGURE 285 - MAIN ALIGHTING GEAR WHEEL DOOR OPEN SEQUENCING MECHANISM ASSEMBLY 
PART 


FIGURE & 


INDEX NUMBER NUMBER 
285 173-33850-11 
173-33850-21 
-1 AN393-19 
-2 AN960D10L 
-3 173-33859-11 
-4 4B18-5-64 
-5 NAS42DD5 -48 
-6 ANQ60D4L 
-7 AN392-9 
-8 173-33853-1 
-9 173-33853-2 
-10 AN365-428 
-11 AN960D116 
-12 ANH -7A 
-13 193-31862-11 
-14 1HA1 LH 
-15 ANQ60D4 
-16 AN392-17 
-17 173-33851 
-18 173-33852 
-19 173-33858 
-20 AN365-1032 
-21 AN960D10 
-22 4B21S3-014 
-23 AN3-17A 
g ο 173-33856 
-25 165-33303-1 
-26 173-33855 
-27 173-33860 


1 2 3 4 5 6 7 NOMENCLATURE 


MECHANISM ASSY, Main alighting gear wheel door open sequence 


UNITS 
PER ASSY. 


(on Ref 


USEABLE ON 
CODE 


LH side only)(whn exh use 173-33850-21)(see fig. 296 for 


next assy) 

MECHANISM ASSY, Main alighting gear wheel door open sequence 
LH only) (use 173-33850-11 untl exh)(see fig. 296 for 
next assy 

s ἘΡΩ͂Ν; πω o a a oat ου NW tet Seeds d Due τῷ 

. WASHER . š oe 

BELLCRANK ASSY, Main alighting gear wheel door. open "E 
sequence switch LH 
BUSHING, Shoulder (North American) . . . . . . . + 
4. SPACER; Rivet: ç v Ὁ 4 ο 209 wo uw co v e Sa -ᾱ 
WASHER ... si AA der us rael a v eie 
PIN... > . ο . . 
LINK, Main alighting gear wheel door open sequence "switch 


. 


. LINK, Main alighting gear wheel door open Sequence switch 

. NUT... . WO ως, ier ue om . ο. 

. WASHER ... x . e -—— 
BOLT, (used in reversed position) . ur 


STOP, Aux LG wheel door locked indicating m mech assembly 
SWITCH ASSEMBLY, Enclosed (Micro Switch) š T 
WASHER . . ο Se 29 a CA eV LE πα ον e Ve ο ους 
PIN 5 Ὁ. a 
ARM, Main alighting gear “wheel “door open. sequence switch 
ROD, Main alighting gear wheel door open sequence switch 
adjustment 
ROD END, Main alighting gear wheel door open sequence . . 
switch adjustment 
4s NUT IGI. ya qe) c2 wn ws ο, vin i Ea er as ο, 
- WASHER .. E ος 
BUSHING, Spacer (North Anerian)” FEA 
BOLT . PES Wc Aone ον can 
SPRING, Tension “(see figure 296) . a x X mos 2f 
FITTING, Main alighting gear wheel door “aft "hinge £o a ja a 
(see figure 280) 
BRACKET ASSEMBLY, Main landing gear wheel door open . . . 
sequence mechanism (see figure 117) 
LINK ASSEMBLY, Main landing gear wheel door open sequence 
switch connecting (see figure 288) 


(on Ref 


Prey 


POPE PREP RENEE PH EHD 


zu 
0 0 
RH PHP 


las] 
O 
in] 


———M—M—ÓÓ—ÓÀMÓM—MÀ— MÀ ÁÓÉ—— ο ον“ μμ ος µου μυ e$ 
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FIGURE & 
INDEX NUMBER 


286 





T. O. 1F-86k-4 


ALIGHTING GEAR (Cont) 


FIGURE 286 - MAIN ALIGHTING GEAR GROUND SAFETY MECHANISM ASSEMBLY 


PART 
NUMBER 


173-33831-21 
173-33831-22 
173-33831-31 
173-33831-32 


AN365-428 
AN960D! 16L 
NAS222-13 
AN960D10L 
NAS43C3-14 
191-33835-11 
191-33835-12 
AN393-11 
176-33834-11 
176-33833-10 


176-33833-20 


AN361 -1032 
NAS43C3-6 
AN509-10R37 
NAS221-38 
2HA1 LH-1 
2HA1 RH-2 
AN3-11A 
173-33832-11 
173-33832-12 


1 2 3 4 5 6 7 NOMENCLATURE 


MECHANISM ASSY, Main alighting gear ground safety LH 
(whn exh use 173-33831-31)(see fig. 282 for 
MECHANISM ASSY, Main alighting gear ground safety RH... 
(whn exh use 173-33831- 32) 
MECHANISM ASSY, Main alighting gear ground safety LH-(use 
173- 33831- 21 untl exh)(see fig. 282 for next assy) 
MECHANISM ASSY, Main alighting gear ground safety RH (use 
173- -33831- 22 untl exh)(see fig. 282 for next assy) 
NUT a AD do CK UR κο κα OUT e e Ro Ὁ, AR a (Q 
WASHER .. . 
SCREW, Brazier head Phillips recess alloy steel i 1⁄4- 28 
WASHER . .. x Uk ik š 
SPACER, Screw and bolt os ο ο 


next assy) 


(see fig. 282 for next assy) 


CLIP ASSY, Main alighting gear ground safety mechanism LH s 
CLIP ASSY, Main alighting gear ground safety mechanism RH 


` PIN... ο 
. LINK, Main alighting gear ground safety mechanism br 


. ARM, Main alighting gear ground safety mechanism (used on 


173-33831-21 aná -22 only) 


ARM, Main alighting gear ground safety mechanism (used on . 


173-33831-31 and -32 only) 
NUT 5.2.5 s "un aoe a νὰ Lodo RS δὲ OC OE em LS ee 
SPACER, Screw and bolt 
SCREW... ο . 
. SCREW, Brazier head Phillips recess alloy steel 10- 32 
. SWITCH ASSY, Enclosed (Micro Switch K^. ο ὃν $E JE A 
. SWITCH ASSY, Enclosed (Micro Switch ey ass BP 
κ BOET κ ce ο ο. s " 
. BRACKET ASSY, Main alighting gear ground "safety mech τῇ 
BRACKET ASSY, Main alighting gear ground safety mech RH 


* => * => o > e obvo ooo‘ o 





Section. Ir _ 


Group Assembly Parts List 


F-86K-4-33-8 


UNITS 


PER ASSY. 


Ref 


|! Pipih r= 


F = = = > = = °) S) 


USEABLE ON 
CODE 








501 


Section. ii 





Group Assembly Parts List | T. O. 1P-86k-4 
ALIGHTING GEAR (Cont) 








F-86K-4-33-11 


FIGURE 287 - MAIN ALIGHTING GEAR DOWNLOCK INDICATOR AND SEQUENCING MECHANISM COMPLETE CLAMP ASSEMBLY 
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Section ΙΙ _ 


T. ο, 1F-86K-4 Group Assembly Parts List 
ALIGHTING GEAR (Cont) 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
287 176-33811-11 MECHANISM ASSEMBLY, Main alighting gear downlock indicating and Ref 


sequencing LH (whn exh use 176-33811-21) (see figure 
282 for next assembly 

176-33811-12 MECHANISM ASSEMBLY, Main alighting gear downlock indicating and Ref 
sequencing RH (whn exh use 176-33811-22) (see figure 
282 for next assembly) 

176-33811-21 MECHANISM ASSEMBLY, Main alighting gear downlock indicating and Ref 
sequencing LH (use 176-33811-11 untl exh) (see figure 
282 for next assembly) 

176-33811-22 MECHANISM ASSEMBLY, Main alighting gear downlock indicating and Ref 
sequencing RH (use 176-33811-12 untl exh) (see figure 
282 for next assembly) 


=Ë 191-33816 3. ¿SPRING Tension, v eov ων e ος ο) ew Uv ov U ος PES 1 
-2 AN320-3 $5 NUT Vou 62 uw wd ces et IS m IS 8 eo ὃς οι UI us ee Ὁ 1. 
-3 AN960D10 « WASHER ο κ £o 09. E WI WOW 0€ κ. ὦ, WOW. Xo E c» 09 c Ce ὁ ὁ 1 
-4 4B20B4-004 . BUSHING, Press-fit flanged (North American) . . . . . . + + x 1 
-5 AN365-1032 s NUT. ο ο E ὃς E lm ow ον oce Tari wr ve (w 3 
-6 AN960D10L +. WASHER .....-+-e..e. ο Ze 2: “ë wn EAS το, εί Se e 4 
-7 AN936A10 s WASHER. uo Live e yo ems REDEANT 1 
-8 AN315-3 ME Ae NS μα σα RA cca 1 
-9 26002 . NUT, (Nutt-Shel). . . . . +. . HERE IE S, a 1 
-10 AN520-10R28 s GOCREWOS 2 é ὦ ο ὁ ο: ee ο ως cw Ma apie A A e 1 
-11 AN520-10R24 s MBCREW 4.7.4 ο ο. ο. w U. ας use Ue Fe ᾱ- et xU E A W a νι, SSS 3 
-12 1HA1 LH . SWITCH ASSY, Enclosed Wee o: ΕΕ SQ 1 
1HA1 RH . SWITCH ASSY, Enclosed (Micro Switch), . . . + + < + e < èe ο e 1 
-13 2W1C17-16-32 . WASHER, Plain (North American). . . . . + + + + s c + ee ae 1 
-14 AN500A8-6 4 SCREW! ΟΕ eee i er ὡς Vm ο. mo Ro w e ME. $ Cou τών οι e e e δν ὁ Se 2 
176-33813-1 . ACTUATOR ASSY, Main alighting gear downlock indicating and . 1 
sequencing mechanism LH 
176-33813-2 . ACTUATOR ASSY, Main alighting gear downlock indicating and . 1 
sequencing mechanism RH 
-15 176-33813-3 . . SHAFT, Main alighting gear downlock indicating and . . . . 1 
sequencing mechanism actuator 
-16 176-33814-1 . . ACTUATOR, Main alighting gear downlock indicating and .. 1 
sequencing mechanism LH 
176-33814-2 . . ACTUATOR, Main alighting gear downlock indicating and . . 1 
sequencing mechanism RH 
-17 AN364-428 ο) ONU 4. 7 wt κ ο m wert) Sap a eV lim ver απο 1 
-18 AN960D416 s WASHER? -=s a Qe ο vel Se sp el 9 ον a A Re 1 
-19 AN4-7A e. BOLT -- -ῳ tance se, Sta 0 9 A Sie A ee S 9 m etter on eie 1 
-20 176-33817-1 . SLEEVE, Main alighting gear downlock indicating and..... 1 
sequencing mechanism LH 
176-33817-2 . SLEEVE, Main alighting gear downlock indicating and . . . .. 1 
sequencing mechanism RH 
-21 176-33815-1 . TAB, Main alighting gear downlock indicating and . . . . +. + 1 
sequencing mechanism adjustment LH 
176-33815-2 . TAB, Main alighting gear downlock indicating and . . . ... 1 
sequencing mechanism adjustment RH 
-22 AN365-1032 «s ΠΤ ie 49 ow ^. eek a a e LS SU. Se, 2 
-23 AN3-4A a BOLT: ea a a a a a te) te 2 
-24 176-33819-1 . ANGLE, Main alighting gear downlock indicating and . . . . + 1 
sequencing mechanism indexing LH 
176-33819-2 . ANGLE, Main alighting gear downlock indicating and . . . +. + 1 
sequencing mechanism indexing RH 
-25 176-33812-1 . CLAMP ASSEMBLY, Main alighting gear downlock indicating and . 1 
sequencing mechanism ΤΗ 
176-33812-2 . CLAMP ASSEMBLY, Main alighting gear downlock indicating and . 1 


and sequencing mechanism RH 
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Section. i: — x 
Group Assembly Parts List T. ο. 1F-86K-4 
ALIGHTING GEAR (Cont) 








F-86K-4-33-13 


FIGURE 288 - MAIN ALIGHTING GEAR WHEEL DOOR. OPEN SEQUENCE SWITCH LINKAGE ASSEMBLY 


FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
288 173-33857-31 LINKAGE ASSEMBLY, Main alighting gear wheel door open . . . .. Ref 


sequence switch (on RH side only) (see figure 296 
for next assembly) 





-1 AN364-1032 g κ ia ASE 1 

-2 AN960D10L w, WASHER . $9.9 oe de A) Te le. 7 9 08. Ww Ce 2€ ο φον ο Ὁ ο . ὁ ο 2 

-3 AN3-5A . BOLT 4... š. 4 4 W lw o ὁ "ec 9 ὁ ο ὁ ος 6 o αὶ je 1 

-4 173-33860 . LINK ASSY, Main alighting gear wheel door open sequence . . . 1 
switch Hane m 

-5 LSS3 . . BEARING, (Heim). ὃν μα... 2 

-6 173-33866 . SPACER, Main landing gear wheel door open sequence EH: 1 
switch linkage : 

-T 173-33861 . BOLT, Main alighting gear wheel door open sequence . . ... 1 
switch adjustment 

-8 AN960D516L . WASHER ... as, o ο ο ὁ 2 

-9 173-33862-5 . NUT, Main alighting gear “wheel door open' sequence do oe ee 1 

` adjustment ; 

-10 173-33864-3 + BELLCRANK ASSEMBLY, Main alighting gear wheel door ..... 1 
open sequence switch RH 

-11 173-33862-3 + NUT, Main alighting gear wheel door open sequence . , , . . . 1 
switch μερα 

-12 AN960D10 . WASHER .. . 4r lues a) hr el ο) ών wita e; Cu ο III ves v 1 

-13 NAS43C3-4 . SPACER, Screw and bolt isis ο, E d. vel Veces S O ES ος mss AD wie 2 

-14 AN393-15 e TREN V S6. : Ὁ; ὁ 1 

-15 173-33863-1 . LINK, Main alighting gear wheel door open Sequence "switch ç ὦ 1 
adjustment LH 

-16 173-33863-2 . LINK, Main alighting gear wheel door open sequence switch . . 1 
adjustment RH 

-17 NAS42DD5-18 SPACER, Rivet... eS) ο ὃν di φίλῳ; etter «ο mies o. 1 

g -18 173-33856 SPRING, Tension (see figure 296) ` y ο iene ο. 
-19 165-33303-2 FITTING, Main alighting gear wheel door `aft "hinge ee e ο ὁ ο « Ref 


(see figure 280) 
A κο ας Ες UY τ S 
. Changed 26 May 1958 








FIGURE & 
INDEX NUMBER 


289 


T. O. 1F-86K-4 


ALIGHTING GEAR (Cont) 


FIGURE 289 - AUXILIARY ALIGHTING GEAR STEERING CONTROL ASSEMBLY 


PART 
NUMBER 


165-34701-20 


AN365-1032 
AN960-10 
AN3-7A 
AN365-1032 
AN3-20A 
2W1AL4O-40-125 
165-34710 
B20B4-006 
165-34705 


AN975-3 
AN386-1-11A 
AN386-1-13A 
165-34713 
2W1-40-64-28 
165-34704-5 


B542 
4B20B4-011 
165-34702 


B538 
P5/8MM 
165-34711 
165-34712 


1 2 3 4 5 6 7 NOMENCLATURE 


CONTROL ASSEMBLY, Auxiliary alighting gear steering 
see figure 295 for next assembly) 


BOLT ... 
WASHER, Plain (North ees ο, fs 4 
PLATE ASSEMBLY, Auxiliary alighting gear "steering š 
BUSHING, Press fit flanged (North American) . . . 
BUNGEE ASSEMBLY, Aux alighting gear steering overload 
(see T. O. 16Ci-1-11! for breakdown) 


+ WASHER . . . + + +< ὁ + a ο ὁ t we 9 ὁ ὁ ο 5 ὁ ο ο ο ο 
€ PIN . . + 2 04 o m κ w 9 ο ὁ ο 4 s 4 ὁ ο ὁ ο ὁ -ᾱ 
PIN... . * ὦ * ο * 4 ὁ 
. ARM, Auxiliary 'alighting gear steering . oe ee 
. WASHER, Plain (North American) .. six e EA ο E 
QUADRANT ASSEMBLY, Auxiliary alighting gear steering 
sector 
. BEARING, (Fafnir) .. "FE 


. . BUSHING, Press fit flanged (North ` American) recs 
. FITTING ASSEMBLY, Auxiliary alighting gear steering. 
sector support 


NEN BEARING, MN UR "ρον 
. . SEAL, (Sealol). S ees, BS EU sel Φὶ ww e. Ὃς 
. PULLEY, Auxiliary alighting gear steering . . . . .. 


SHAFT, Auxiliary alighting gear steering . 





Section ΙΙ . 


Group Assembly Parts List 


F-86K-4-34-7A 


UNITS 


PER ASSY. 


Ref 


HPH HEHN BPE PER HIDE HINU HU IO 


USEABLE ON 
CODE 


—  n—rsI— n "_o,SÍ— m. n  Ə — o _ A- ou— -—  .Ñ cəəə>əÑsə>sr> Əs...,:-><5sssvspÑ a1- #]as+"uab>sx+<=r+s +s+áÁ< ə&s,@q;,+Wd — O.  .Ñxü5. ..ƏÜ—..D:-ə-oy o>-Q— T. M. QÇ ÁCç@—-r 
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ALIGHTING GEAR (Cont) 





F-86K-4-34-3 


FIGURE 290 - AUXILIARY ALIGHTING GEAR INSTALLATION 
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Section. ΙΙ — 


T.O. 1F-86K-4 Group Assembly Parts List 
ALIGHTING GEAR (Cont) 


FIGURE & PART 
UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
290 165-34011-101 ALIGHTING GEAR INSTALLATION, Auxiliary (see figure 90. . . +. +. + NP 
for next assembly) 
-1 151-34141-30 . BRACE ASSEMBLY, Auxiliary alighting gear (see figure 298 fe 1 


for breakdown) 
ATTACHING PARTS 


-2 AN310-9 NUT et, x $ -ᾱ- SOY παω Ae Vy -ᾱ- δὲν EUST ον ος. Sp USU a. Roos 1 
-3 AN960D916 uo “WASHER: «ὁ ar oai 5 Serum ha a od) ah uM AN A AR 3 
-4 165-34527 . BOLT, Auxiliary alighting gear drag brace anchor . . . .. + 1 
ενος. 
-5 165-34370 . DOOR ASSEMBLY, Aux alighting gear strut (see figure 299... 1 
for breakdown and attaching parts) 
-6 165-34101-101 . CHASSIS ASSEMBLY, Auxiliary alighting gear (see figure 1 
292 for breakdown) 
ATTACHING PARTS 

-T 140-34128 NUT, Auxiliary landing gear trunnion pin V^ Mur Rcs, Tus 2 
-8 2W1AL74-44-91 - WASHER, Plain (North μμ, ° ο ο ο ο - AR 
-9 2W1AL74-44-20 . WASHER, Plain (North American) . . κ a cru. CAR 
-10 140-34127-3 . SHIM, Auxiliary landing gear trunnion pin La RARA AR 

140-34127-4 . SHIM, Auxiliary landing gear trunnion pin. . . . + + + . so AR 

τον PA 
-11 . AN310-7 . NUT... "Ac cC" 2 
-12 2W1-28-24-64 . WASHER, Plain (North american)" ; JD EQ EE m w 2 
-13 140-34181 . MECHANISM ASSEMBLY, Nose gear rotating A Q Q Q> $ 2. sqa ο 1 
-14 AN310-4 š NUT .. . er sa bach gloves, wat ο 2 
-15 2418-116 . . WASHER, Flat (North american) 6 
-16 NAS5S4-11 . . BOLT, Close tolerance alloy steel "YA ενα erii p p: 2 
-17 172-34185-7 . . LEVER ASSEMBLY, Auxiliary alighting gear oleo rotating . 1 
mech 
-18 ATH . . . BEARING, Heavy duty needle (Torrington) . . A 1 
-19 140-34183 . . LINK, Nose gear rotating mechanism oleo lever connecting ç 1 
-20 15450-34184 . . LINK ASSEMBLY, Nose gear rotating mechanism fitting lever. 1 
connecting 
-21 NAS2-101 . . . FITTING, Lubrication . 1 
-22 172-34185-9 . . LEVER ASSEMBLY, Auxiliary alighting gear rotating “mechanism 1 
fitting connecting 
-23 ATH . . . BEARING, Heavy duty needle (Torrington) . . p 1 
-24 No Number . AUXILIARY ALIGHTING GEAR UPLOCK AND SUPPORT EQUIPMENT ea.’ NP 
| (see figure 291 for breakdown) 

-25 152-34161 FITTING ASSEMBLY, Auxiliary landing gear drag brace fuselage . . Ref 


attaching (see figure 83) 
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Group Assembly Parts List T. ο. 1F-86k-4 
I ALIGHTING GEAR (Cont) 








FIGURE 291 - AUXILIARY ALIGHTING GEAR UPLOCK AND SUPPORT EQUIPMENT 
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F-86K-4-34-4 

















T. O. 1F-86K-4 
ALIGHTING GEAR (Cont) 


Section. ΙΙ _ 


Group Assembly Parts List 





TIGURE E PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
291 AUXILIARY ALIGHTING GEAR UPLOCK AND SUPPORT EQUIPMENT 

No Number . AUXILIARY LG UPLOCK EQUIPMENT (see figure 290 for next assy). NP 
-1 173-34824 s ca SPRING; Tension +, 4 4 4 4.4 ve mos. a δι Q a oy i 
-2 AN365-1032 eR NUT S e xu x Ue vos ον Ress ου ---- "P i 
-3 ΑΝΟΘΟΡΙΟ so ο WASHER U cue ο ο ο ο Seas d.c Bie ILU SR a, Ὁ era ne 1 
-4 ANH2-HA «Ce GBOLTO a δ wo mua νι VOR cR m uo ue up. a We So S 1 
-5 AN365-1032 Sr. αν μμ a ο ο E e gae b a ee AL ed 2 
-6 AN960D10 we, AMAS HER uo. oem cv ow Dar Yee tee Wes Me 098709 ο Ves Pines fb má 2 
-T AN3-10A & uw BOLT ç. ç ν΄ ῳ a αμα ore κ) Tai Nodes iude tes ¥en net Se 2 
-8 AN960D716 ο WASHERS Ρο wt ο veh eroe Ue ie Me vete προς Slee 1 
-9 AN320-7 a NUT ie series, ο OP Gor TS ο T Re Le ο ae NIS ας μα, 1 
-10 1512-34514 + + SHAFT, Auxiliary landing gear uplock torque . . . .... 1 
-11 2WlAL28-26-614 + . WASHER, Plain (North American) . . . . e .. sle es ewe AR 
-12 453D716-11 + + SPACER, Bolt (North American). .............. 1 
-13 140-34510-1 + + ACTUATOR ASSEMBLY, Nose gear uplock latch , . . . . . . . 1 
-14 AN315-3R a sae as ΙΕ ΨΥ Dex aO e eter RIDE e E TA eer E TY. plo 1 
-15 5B1-6 + + >» BOLT, Adjustment 1/8 (North American) . . ab. , , . . . 1 
-16 140-34510-3 + + + ARM, Nose gear uplock latch actuator. . . sie . . s o & 1 
-17 165-34531-101 + + LATCH ASSEMBLY, Auxiliary alighting gear uplock . . . . . 1 
-18 4B16CF7-16 +. + BEARING, Sintered oil impregnated (North American)... 2 
-19 165-34531-5 + + + ΒΠΑΖΕ LATCH ASSY, Auxiliary alighting gear uplock . . . hi 
-20 165-34540-10 ++. + + HOOK, Auxiliary alighting gear uplock. . . se , + . 1 
-21 165-34544 + + + + ARM, Auxiliary alighting gear uplock . . . . . . . . 1 
-22 151-34516 m yx + SHAFT, Auxiliary landing gear uplock . .:. . . . . . 1 
-23 AN365-1032 sue μον cede cu^ ue aa re a sa eoe 1e 1 
-24 ΑΝΟΘΟΡΙΟ ο WASHER 454595 δν ο ο Sa ο a de μμ”... 2 
-25 1B21S3-00! + + + BUSHING, Spacer (North American). . , ss , e ee eee 1 
-26 AN3-6A > ο SBODTO vow ο Je eR ο uel ον ο “μμ μμ... 1 
-27 173-34829 + + + TRIGGER, Aux alighting gear uplock indicator ..... 1 

and sequence mechanism 

-28 AN960D10 odes ax WASHER: "uoc xou vos Wow -- DES Be WU | sev E a a 2 
-29 2W18-10L s. WASHER, Flat (North American) . . . . es , . , e ees 2 
-30 NAS43DD3-16 + <e . SPACER, Screw and bolt ¿ s e < ο ο 1... w ὁ w ο eee 1 
-31 AN161-16RS πο ar ie. tiep m O ο ο ας 1 
-32 AN393-25 "Πα: κο ἘΝ Lar SU itis; Fer ies qi e Qu QUT ce 1 
-33 2W18-516L + + + WASHER, Flat (North American) . . . s ss . + + s + ee 1 
-34 AN320-10 μμ tee A oe AR PE Id ra ql e 1 
-35 AN960D1016 s, ce WASHER > oa e a ο far" ces ΙΙ a on et Q, Bw oie je 2 
-36 151-34508 - . BOLT, Auxiliary alighting gear retractable cylinder ... 1 

i bellcrank pivot 
-37 165-34532-11 . FITTING ASSEMBLY, Auxiliary landing gear uplock support... Ref 

(see figure 89 for next assembly) 

-38 HSBG7 s. . "HEARING, (Adel) s ene 94 w x 6 9 ae ew Sea ος Se, ας δι 1 
-39 165-34511 FITTING ASSY, Auxiliary alighting gear actuating cylinder . . . Ref 


‘attaching (see figures 89 and 300) 





509 








Section ΙΙ 


Group Assembly Parts List T. 0. 1F-86K-h 
ALIGHTING GEAR (Cont) 








F-86K-4-34-5 


FIGURE 292 - AUXILIARY ALIGHTING GEAR CHASSIS ASSEMBLY 
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Section ΙΙ. 


T. O. 1F-86K-h 
Group Assembly Parts List 


ALIGHTING GEAR (Cont) 





FIGURE:& PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
292 165-34101-101 CHASSIS ASSY, Aux ΕΠ gear (see. fig. ae for next assy)’ . Ref 

-1 AN365-428 NUT 6 ο oS ο š : MEE ; 2 
-2 ANH -11A . BOLT ... ur iei de. 2 
-3 151-3103 . LINK ASSEMBLY , “auxiliary landing. gear shinny damper : 1 
ATA . . BEARING, (Torrington), 1 
-4 AN365-1032 z a NDD A e ter y š Scat Pc 1 
-5 AN3-12A w “BOLT: os « > 1 
-6 187-34753-3 . ARM, Auxiliary “landing gear steering damper drive shaft 1 
actuating 
-7 AN960D816 e WASHER. C4 m e taka I RD oe e be iiU de ος q ὃν AL ES AR 
-8 AN960D816L i WASHER j WS Ax ὦ Mie PG Ul EL USE Led s . š AR 
-9 AN565C10-8 z “SCREW oe: Q. e AO ὧν ο ᾱ- αι Ca $ 1 
-10 AN340-10 uec NUTO.— ὦ 1 
-11 151-31652 . RETAINER, Auxiliary LG "steering centering Spring 1 
-12 193-34669-11 . SPRING, Auxiliary LG steering shaft centering . PO EE 1 
-13 AN503-6-4 - SCREW.... σ᾽ 1 
-ih uJ214 . TUBE ASSY, Aux LG steering (Apex) (North American “due λος 1 
152-35631) 
-15 Πο STEERING DAMPER UNIT ASSY, (Haskel) (use Haskel 2022 untl exh) 1 
ATTACHING PARTS 
-16 AN365-720 NUT . . ο dh Wise er 2 
-17 2W1AL28-24-32 - WASHER, Plain n (nort American) ee ee Hd 2 
-18 ΑΝΤ-26Α .OOGBOLTO ο < 2 RI eve ρου 2 
νο ενώ 
-19 151-58524 . ELBOW, Hydraulic universal e ae tube size ...... ἃ 1 
-20 AN833-1 u ELBOW s 4 3934 ὅ; Let kt “eo eee s 1 
-21 AN6227-6 a PACKING ora Bonera sec nel σῷ, Cae oo er met ce, A A ee es ea a ee “w š 1 
-22 AN6227-7 ¿ma PACKING: ος oun ἃ; - ὦ. yU Se, δ. oye oy ον wi A iL. ets yis i 2 
-23 AN6291-4 ο ο qe ο as SR ο Γκ. 1 
-24 AN6289D4 a μι ο dh Sot ο ο ο ο A Ὃν ο Ὅς mo TUE er E 1 
-25 AN924-4D EE, PET A ο 2 
-26 AN833-4 . ELBOW soir ο A ο ane NU ο in H ο. - a 2 
-27 151-58825-63 . LINE ASSY, System return from shimmy damper to hose . z ` 1 
-28 151-58825-65 . LINE ASSY, System pressure from shimmy damper to hose . . . . 1 
-29 151-58504 š . BRACKET, Hydraulic nose gear steering hose support ..... 1 
-30 9152 . STRUT ASSY, Aux LG shock (Cleveland Pneumatic)(North . . . . 1 
American epee 173-934102-10) 
-31 AN960D4+16L . WASHER . . A te dy. ος -ᾱ, TA 1 
-32 AN394-21 | PIN s J. a Q 1 
-33 165-34376 . LINK ASSEMBLY, “aux 'alighting gear strut door ‘actuating EIS το 1 
-34 AN320-3 . NUT :ν'-ᾱ. εἰ 5 Er se δρ ἃ LA EU se ο πο 1 
-35 AN960D10 ὦ των WASHER Ex ya oy ot, «ντο e Tag cR I Men te S mese dh o s. TT RO AES URS εν m OE SIR SY 1 
-36 AN23-21 a” ας. BOLD i, ο΄ wl) ο ο A “Sei ον 3-4 1 
-37 NAS43C3-10 . + SPACER, Screw “and “bolt POET T 2 
-38 165-34391 . . LINK ASSY, Aux alighting gear strut rear door actuator . . 1 
-39 4B16CP3-6 . . . BEARING, Sintered oil impregnated (North American) ᾧ 2 
-40 151-34364 . . END ASSY, Aux LG door actuating link rod .. EU s 1 
-41 AN316-6R Eosi NUDO ος š 1 
-42 165-34377-5 ` il LINK ASSY, Aux alighting gear strut fwd door actuating : 1 
-43 LSS3 . . . BEARING, (Heim)(intrch wth Halfco HSBG3) .. ES 1 
-44 140-34111-505 . TRUNNION ASSY, Aux LG (see figure 294 for breakdown) $ s 1 
-45 No Number . CASING, 22 x 7.25 low profile 8 ply type VI (Spec . . . 1 
MIL- 05081) (GPFAE) 
No Number . TUBE, 22 x 7.25 - 11.50 low Fara type VI class "2". 1 
(Spec MIL-T5014A) (GFAE) 
-46 No Number . WHEEL eee 22 x 7.27 - 11.50 type VI (Spec MIL-W5013B) 1 
GFAE) 
-47 165-34688-21 . RELEASE ASSY, Aux alig.ting gear two bar swivel . . . . . . 1 
(see figure 293 for breakdown 
-48 15158525 . BOLT, Hydraulic universal fitting Y4 tube size . . . . .. 1 
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F-86K-4-34-6 
FIGURE 293 - AUXILIARY ALIGHTING GEAR TOW BAR SWIVEL RELEASE ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER t 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

293 165-34688-21 RELEASE ASSEMBLY, Auxiliary alighting gear tow bar swivel . . . Ref 
(see figure 292 for next assembly) 
-1 165-34694 . CLIP, Auxiliary alighting gear swivel tow wedge . . . . . . . 1 
a -2 165-34689-11 κι . WEDGE ASSY, Auxiliary alighting gear tow bar swivel . . . 1 
-3 165-34695-10 . SHAFT ASSY, Aux alighting gear swivel tow wedge... κ ως 1 
-4 165-34695-3 . . PIN, Auxiliary alighting gear swivel tow wedge Shaft . . . 1 
-5 165-34690-10 . . KNOB, Auxiliary alighting gear swivel tow wedge ... ë 1 
-6 165-52420 - . SPRING, Rudder control pedal engaging . . es + + + . . + 1 
-T 2w1-24-24 -32 . . WASHER, Plain (North American) . . . Qoa Sete το 1 
-8 165-34692 . . PIN, Auxiliary alighting gear swivel tow wedge Woo ος 1 
-9 165-34691-10 + . SHAFT, Auxiliary alighting gear duscibbect wedge lock . . 1 
-10 165-34697 Ç SWIVEL, Auxiliary alighting gear tow bar . . . "P 1 
-11 165-34688 -3 ` CABLE, Auxiliary alighting gear tow bar swivel release... 1 
RA2487-2 BALL FITTING, (Amer. Chain and Cable) CN c. W Ὁ 2 
A *1 For location of all ground safety locks and pins, see fig. 344A. 


512 Changed 16 October 1959 
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ALIGHTING GEAR (Cont) 
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F-86K-4-34-8 
FIGURE 294 - AUXILIARY LANDING GEAR TRUNNION ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
294 140-34111-505 TRUNNION ΠΕΡΙ Auxiliary LG (see figure 292 for next assy) . Ref 
-1 AN365-1032 τ ο ο RON e 3 
-2 AN960-10 ° WASHER . ο ο. £s do are a A W G r9 3 
-3 RBA143-16 . CLINCH BOLT, ` (Rosan). " deri as 3 
-4 151-34651 . FITTING ASSY, Auxiliary alighting gear "steering support NR 1 
-5 NAS2-101 e . FITTING, Lubrication . . . + oe . anie, 1 
-6 151-34674 . . BUSHING, Auxiliary alighting gear "steering support fit ing, 1 
-T 140-34126 . PIN, Auxiliary landing gear trunnion support RH . e . . + < + 1 
-8 AN365-428 e NUT o Ὁ ee ce ee a -ᾱ- ὁ -ᾱ- e ὃς 4. ϱ AAA 1 
-9 AN960A416L + WASHER . , ο + + +s + ο ο +. By eee a Ὁ ὁ αὶ 4 4 δ! 4 we 1 
-10 AN4-24A « BOUT . . ο +< s s ὁ e» e ὁ ο e ος ο oe 4 9 ὁ 4 ο 9 ὁ ο ο 1 
-11 AN365-524 . NUD a ο le a e το a a e ia A 2 
-12 AN960A516 . WASHER "DEI ο 4 
-1 AN5-31A « BOLT ... . oe "m co... 4 4 4 Ὁ 4 ὁ * €* 2 
-1 140-34125 . PIN, Auxiliary landing gear support ΤΗ. wie eve S: ὁ 1 
-15 165-34510- -3 . ARM, Auxiliary landing gear extension cylinder trunnion . e . 1 
actuator 

-16 140-34113-3 . BUSHING, Auxiliary landing gear trunnion bo side). . . . . 1 
140-34113-4 ; BUSHING, Auxiliary landing gear trunnion (right side)... . 1 

-17 151-34116 . BEARING, Auxiliary LG trunnion .. ο ον 2 
-18 140-34114 . BUSHING, Auxiliary LG drag brace attachment pin dae cane ene sce 1 
-19 151-34112-15 . FITTING, Auxiliary landing gear trunnion . .. AE UNO 1 
-20 140-34117 . PLATE, Auxiliary landing gear strut instruction data "ur 1 
-21 NAS2-101 . FITTING, Lubrication . . ο . + +< s * * s © se e ee we o... 1 
-22 AN365-428 Νο ο ος wh τα ανα a re aw fe Ve nas Bs ee νι a e 1 
-23 AN960A! 16L . WASHER , , » + + s +s s s e s e s s s αὶ ο 4 ᾱ- 5 + ο) ο 4. κ 1 
-24 AN4-21A « BOLT ... .. oe ee 1 
-25 165-34530 . PIN ASSY, Auxiliary alighting geàr drag brace attaching e ere 1 
-26 NAS2-101 . . FITTING, Lubrication... . a mie e. re cs 1 
-27 165-66024 . CLIP, Wing gun camera door actuating "cable to nose gear... 1 
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Section ΙΙ. 


T. ο. 1F-86K-4 


Group Assembly Parts List 


ALIGHTING GEAR (Cont) 





FIGURE 295 - AUXILIARY ALIGHTING GEAR STEERING SYSTEM 


514 





FIGURE & 
. INDEX NUMBER 


PART 
NUMBER 


165-31037-20 
165-31701-20 
AN520-10R6 


207-34748-5 
207-34748-7 


ATTACHING 


AN509-416-15 
2W18-416 
AN365-428 


205-34754 
173-34753 
AN155-16S 
NAS427K16 
AN393-33 
2W1AL12-12-32 
NAS427K18 
NAS427K20 
NAS427K24 
AN365-1032 
2w18-10 
AN3-15A 
AN3-16A 
165-34738 
AN201KP3A 
AN365-428 
2W18-416 
2W1-16-24-63 
AN4-15A 
165-34737-3 
165-34737-5 
165-34736 
165-34732 
AN4HOA 
2W1-16-20-63 
2W1-16-20-32 
2W1-16-20-20 
165-34734 
AN364 -624 
2W1-24-28-42 
2Ν18-616 
NAS224-28 
165-34735 
165-34733 
BRAGP 
RL28SB8 
RD206SH6.5L 
173-48799-3 
173-48799-4 
165-34731 


187-34753-3 


1 


PA 


$$ 9 9 ee SSS s 9 à c9 o9 9 * 9 9 * 9 c£ 9 9? E 5 9 $9 o5 


FI 


ARM, Auxiliary alighting gear steering damper drive shaft 


T. O. 1F-86K-4 


ALIGHTING GEAR (Cont) 


2 3 4 5 6 7 





NOMENCLATURE 


STEERING SYSTEM INSTALLATION, Auxiliar 
(see figure 80 for next assembly 
CONTROL ASSY, Auxiliary alighting gear steering . . . . + .. 


(see figure 289 for breakdown) 


SCREW . 4. % e 4 o9 ο ὁ s. 
COVER ASSY, Auxiliary alighting 
COVER ASSY, Auxiliary alighting 
RTS 
SCREW 04 sls ce ARA 
WASHER, Flat (North American) . 
NUT o4 ^w. 4o. ὁ. ὁ- o Cap ὁ 
CABLE ASSY, Auxiliary alighting 
CABLE ASSY, Auxiliary alighting 
BARREL . « «ο + + + + © © * ο ο 
PIN, Pulley guard . . . . a 
PIN, Pulley guard . . . e + + 
WASHER, Plain (North American) 
PIN, Pulley guard . 
PIN, Pulley guard . 
PIN, Pulley guard . 
NUT ¿+ x +< κ.α €* ` 


. . e s 


. 


BOLT op ioo» 
BOLT .... 


` 
oe e o o 
ee ο ο o 
. ο 2 : 
ee ο oè o 
. 6 9; o 


ROLLER ASSY, Auxiliary alighting gear 


. BEARING . . . + + + s ο ο ο 
NUT sic yl eI ta ου 
WASHER, Flat (North American) . 
WASHER, Plain (North American). 
BOLT- 5.3... 9 e^ e ver 


SHIM, Auxiliary alighting gear clutch 
SHIM, Auxiliary alighting gear clutch 


PLATE, Auxiliary alighting gear 


PULLEY ASSY, Auxiliary alighting gear 


. BOLT... 
WASHER, 
WASHER, 
WASHER, 


. ο . > 


Plain 
Plain 


NUT . 


1 WASHER, Plain (North American 
. WASHER, Flat (North American) 


SCREW, Brazier head Phillips 


. BEARING, (Torrington) . . 
. RING, (Rosan) . . . +. + + 
INSERT, (Rosan) . . . + 


FITTING, Fuel drop tank emergency jettison 
FITTING, Fuel drop tank emergency jettison cable RH 
TTING, Auxiliary alighting gear control support 


(see figure 91) 


actuating (see figure 292) 





Plai North American 
North American 


c 
North American : 
CAM, Auxiliary alighting gear clutch 


gear steering 
gear steering 


. 
. 
. 


gear steering 
gear steering 


oe . ο. 


n "d 


ct 


. . Qe ee : ooo‘ » 


. . 
e 
. 


c 
E 


clutch 


lutch 


. 
oe 
. 
oe 


. 
u 
u 

. 

. 


. . . 


oes 


. 
c 
. 
. 
. 
. 
. 
. 


oe ewe 
9 ` 0 e ο w. ο 


recess aluminum 
SUPPORT, Auxiliary alighting gear clutch . . 
PULLEY ASSY, Auxiliary alighting gear clutch 


9 . e o e o où 


“cable LH . 


Section r . 
Group Assembly Parts List 


UNITS 
PER ASSY. 


USEABLE ON 
CODE 


y alighting Bear . . . ο ο NP 


1 
(iate See a 3 
pulley .... 1 
pulley .... 1 
ὃς dae at Sa UE 4 
S Ces μμ. 4 
S eere ὃς p Us 4 
upper 
lower 


. . œ 


> 


5 Ó. 9 + 9 9 q 9 ç o» $ s + 0 o o | 9 | s ο 0ο. 


Hr < +< 9 + e» * ο s ο 0 + n ο 


Ὡς 


ee We e ......: ο 9 9 i 


s. 9 c 09» 9 0 © we 9 e c9 e sa ὁ < s 9 ὁ 9 ο Q o 9 ç t$ s ο ο » » 


o 
wo ο. te 


. 


e ° 2 © ο ΓΞ!» + © © » » 0 9 * we s » s » 0 o 9 9 » * 9 * * », e ο. 


P$ [ο IO IO IO IH IH ΕΞ RP ED. 15} I2. IE. OV JE TO IO FZ FPP AA 


1 
9 ° e ə e e ο s Pe»... 
4 


ee ee ο n 
9 9 9 ο ο ο ... 


= 
Ώ 


= 
O 
F5 


. 
. 
. 
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Group Assembly Parts List T. 0. 1F-86K-1 


ALIGHTING GEAR (Cont) 






N 
+ 






LOO 


K 


W 


F-86K-4-33-14A 


PIGURE 296 - MAIN ALIGHTING GEAR OPEN AND CLOSED INDICATOR AND SEQUENCING MECHANISM ASSEMBLIES 
516 Changed 26 May 1958 





FIGURE & 
INDEX NUMBER 


296 


-1 
-2 
=: 
4 
-2 
-6 
-T 


-8 


-12 
-13 
-14 
-15 
-16 
-17 
-18 
-19 
-20 
-21 
-22 
-23 


-24 
-25 
-26 
-27 
-28 
-29 


-30 


PART 
NUMBER 


No Number 
AN365-1032 
AN960D10 
AN3-23A 
AN365-1032 
AN960D10 
NAS221-39 
176-33824-1 
176-33824-2 


176-33821-1 


176-33821-2 


176-33821-11 


176-33821-12 


1 





T. O. 1F-86K-4 
ALIGHTING GEAR (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


MAIN ALIGHTING GEAR OPEN AND CLOSED INDICATING AND SEQUENCING 


MECHANISM ASSEMBLIES, (see figure 282 for next assembly) 
νττ.... 


BOBT- X os a ως ao Duy eoe oie re 
NUT wv cx ὁ x . P. 
WASHER . . . at, ο ο «κ. š Σ a 85) ας 
SCREW, Brazier head Phillips recess alloy steel 10-32 . . 
CLIP, Main alighting gear uplock indicating and sequencing 
mechanism bracket attach LH 
CLIP, Main alighting gear uplock indicating and sequencing 
mechanism bracket attach RH 
MECHANISM ASSEMBLY, Main alighting gear uplock indicating 
and sequencing LH (whn exh use 176-33821-11) 
(see figure 283 for breakdown) 
MECHANISM ASSEMBLY, Main alighting gear uplock indicating 
and sequencing RH (whn exh use 176-33821-12) 
(see figure 283 for breakdown) 
MECHANISM ASSEMBLY, Main LG uplock indicating & sequencing 
LH (use 176- 33821- 1 untl exh) (see figure 
283 for breakdown 
MECHANISM ASSEMBLY, Main LG uplock indicating & sequencing 
RH (use 176- 33821-2 untl exh) (see figure 
283 for breakdown) 


5. 5 a © © 5 . 9 « 5 . 
* * ese ooo o . 


. 
. . 
. 


ATTACHING PARTS 


AN3-3A 
AN960D10L 


---- 


173-33840-1 
173-33840-2 
173-33850-11 
173-33840-12 


2W18-516L 
AN960D10 
NAS43C3-28 
AN393-37 
173-33856 
AN364-1032 
ΑΝΟΘΟΡΙΟ 
AN960D10L 
AN3-5A 
4B21S3-100 ` 
AN3-15A 
AN3-14A 
173-33850-11 


173-33850-21 


AN960D10 
AN393-37 
AN365-1032 
14B2183-100 
AN3-15A 
173-33857-31 


207-33301-1 


BOLTS νο bio Qi quer bet ψελ ος Oe SA eS Ard uu. ρω ea Cay ολλ 

WASHER- ww. c4 o Oc. AA AR ῳ ο οἷ a Ως Wire 

MECHANISM ASSEMBLY, Main alighting gear wheel door closed . 
indicating LH (whn exh use ως ~33840-11) 

(see figure 284 for breakdown 

MECHANISM ASSEMBLY, Main alighting gear wheel door closed . 
indicating RH (whn exh use ER -33840-12) 

(see figure 284 for breakdown 

MECHANISM ASSEMBLY, Main alighting gear wheel door closed . 
indicating Lit (use 173-33840-1 unti exh 
(see figure 284 for breakdown) 

MECHANISM ASSEMBLY, Main alighting gear wheel door closed . 
indicating RH (use 173-33840-2 untl exh) 

(see figure 284 for breakdown) 

WASHER, Flat (North American) 

WASHER ... P^ 

SPACER, Screw and bolt" . 

PIN... Poa, v v 

SERING Tension 5. “Φ, -ᾱ . 
(on LH side only) š 

να is LH side Rr 

WASHER, (on LH side only 

BOLT, (on LH side only). : η 

BUSHING, Spacer (North American) (on. LH side oniy) š: 

BOLT, fon LH side only)... PI 

BOLT, (on LH side only) . . A 2^ ary Ng 

MECHANISM ASSEMBLY, Main alightin gear wheel door open . 
sequence (on LH side only) Rs exh use 173-33850- 23) 
(see figure 285 for breakdown) 

MECHANISM ASSEMBLY, Main alighting gear wheel door open. . 
sequence (on' LH side only) luse 173-33850-11 untl 
exh) (see fig. 285 for breakdown) 

WASHER, (on RH side only) . . . . . "p Pp 

PIN, fon RH side ο. pas: λεω Bit tate, wy reis ο Ge πα.” " 

NUT, (on RH side only e dele ve 

BUSHING, Spacer (North American) (on RH side oniy) ade 

BOLT, (ón RH side only) . . > PEN 

LINKAGE ASSEMBLY, Main alighting gear wheel door open oe 
sequence switen (on RH side only) (see figure 288 
for breakdown) 


. .. . 
. . . . . . 
. . o . > . 
. 8 . . . 
. . . 

. . 
. 


` < e t 9 9 n 9 
` * * < ot > 9 ο 
` 0 9 9 ὁ t 9 ο 
3 . + t] t ο * t9 


9 9 ο ο ο » ο 


. . 
. - 
. 2 © o o 
. . 
* 5 . . o . . 


* 9 + + t] * ο 9 t 
* "> * t 9 n 9| ο . 
3 * > > 9 * 9 n ο 


DOOR ASSEMBLY, Main alighting gear wheel LH (see figure 280) 





` ` ο ο 


UNITS 
PER ASSY. 


NP 


e. e Bee Peep 


gu ΛΑ) r) A 


= 


|BÁÓbBHHBHI 


Ref 


Section 11 . 
Group Assembly Parts List 


USEABLE ON 
CODE 
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Group Assembly Parts List T. ο. 1F-86k-4 
ALIGHTING GEAR (Cont) 





Mrz c te Ga $ 


F-86K-4-34-19 


FIGURE 297 - AUXILIARY ALIGHTING GEAR WHEEL DOOR ROD ASSEMBLIES AND ATTACHING PARTS 
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Section. ΙΙ κ 
Group Assembly Parts List 
ALIGHTING GEAR (Cont) 


DEC AU EIE c cL s RE RR Nt 
FIGURE & y PART UNITS USEABLE ON 


T. ο. 1F-86k-4 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7» NOMENCLATURE PER ASSY. CODE 
297 AUXILIARY ALIGHTING GEAR WHEEL DOOR ROD ASSEMBLIES AND 
ATTACHING PARTS 
-1 140-34554 + ROD ASSEMBLY, Auxiliary gear wheel door lock operating . . . Ref 


(see figure 305 for next assembly) 
ATTACHING PARTS 


-2 AN320-4 BUT s viv xs rs š 1 
-3 AN960D416 - WASHER . ......... R 1 
-4 AN24-13 a BOLT Ca a κ ρον O ο. 1 
-5 AN320-3 e. NUT a a a ae ee vee ον. ἐς ον φις . i 
-6 . AN960D10 - WASHER ... E tee d DE a ο μα... 1 
-7 4B21S3-007 + SPACER, (North American) wc TER ο eee votes πὰ Irae leo wee) CA da ges 1 
-8 AN23-17 = BOLD 04 ent πι 4x es WOOD. Wo how Po A 1 
aie HE ie 
-9 REB3N . . ROD END, (Fafnir) ο ee ο e AA ου... 1 
-10 AN316-4R za oce UNUT. uw VS CON ὃν. 1 
-11 1B0-31551-5 +. . END, Nose wheel door rear latch’ operating “rod 1 
(altered from North American 1R4-8) 
-12 140-34554-7 + + END, Nose wheel door rear latch operating rod ...... 1 
(clevis)(altered from AN481-9P) 
-13 140-34554-3 $ TUBE, Nose wheel door rear latch operating rod . . ey s 1 
-14 140-34551 9 ROD ASSEMBLY, Auxiliary gear wheel door lock operating . Ref 
(see figure 305 for next assembly) 
ATTACHING PARTS 
-15 AN320-3 NUT ο δρ τος ον Gees ipe fe S A . . 1 
-16 AN960D10 + WASHER .......».. at. a > 2 1 
-17 AN23-14 E BOLT ΝΙΝ a eis S X š 1 
-18 AN320-4 z ONUT ag un i.c a, ον ρω ee ss ; dea 1 
-19 AN960D416 s WASHER? cueca ceros Jesus . š d 
-20 AN24-13 ο *BOLT uree, w. w E SA ee ee SE < : ; 1 
Peu 
-21 REB3N € ROD END; (Pafnir) »--- $e 94 x 1 
-22 AN316-4R $C 5e SIND D a ο SA Eyer, τῷ tels et Bake ο ο“ aay fa 1 
-23 140-34551-5 + . END, Nose wheel door front latch to rear latch . . . . . . 1 
(altered from North American 1R4-8) 
-24 140-34551-7 + + END, Nose wheel door front latch to rear latch (clevis) 1 
(altered from AN481-9P) 
-25 140-34551-3 š TUBE, Nose wheel door front latch to rear latch . . . 1 
-26 140-34541-9 y ROD ASSEMBLY, Nose wheel door toggle attaching . . . . . . . Ref 
(see figure 305 for next assembly) 
ATTACHING PARTS 
-27 AN320-3 x NUTA RI E Ὁ Re RA ç` δ τό A £s ον ie ne 2 
-28 AN960D10 er WASHER: 6409 ὦ μ.ο Ὁ ο Ὁ ὦ. ὁ AIDE ο “μας E 2 
-29 AN23-15 a A «ose VN ere: 28" ve Du Άν, e τῷ Moree ὃς. ce . . . 1 
-30 AN23-21 . BOLT κ :.: P . e by ca μμ δ 1 
-31 165-34520 Ἢ +. SPACER, Auxiliary alighting gear. emergency release ..... 1 
-32 2W1AL12-16-16 . WASHER, Plain (North American) . . . . . . + + + + + + 0 + AR 
-—-*--- 
-33 HRBM3E . . END, Rod (Bsifao] Ὃν “eds fas κὸν ο Caves ορ» es, von η 2 
-34 AN316-5R + + NUT "E νε: 
-35 140-34541-9 . . NUT, Nose wheel “door toggle ο ορια rod ασ ο 1 
-36 165-35320 . ROD ASSEMBLY, Auxiliary gear wheel door forward lock . . . . Ref 
operating complete (see fig. 305 for next assy) 
ATTACHING PARTS 
-3 AN320-4 fos NUT. re X ο ESOS. a A e far Ser tes CS n velis 2 
-3 ANQ60D416 2; ENASHER ve. ο sieve oe ee alaq vey gst WENN en a we ee ο DE, ade SS 2 
-39 AN24-16 i BOLTS: as de et € 4t ἢ, ue, ο ο ο PI RR Jove ἃν RE ¿EQ ZQ 2 
niin oa η * 
-40 HRBM4E + . END, Rod (Ha1fco) A EE Eo 2 
-41 AN316-5R . + NUP... es ° 2 
165-34320-7 . . ROD ASSEMBLY, "auxiliary gear wheel door “forward. lock 1 
operating 
-42 165-33350-5 . . + PLUG, Alighting gear wheel door lock operating rod . . 2 
-43 165-34320-9 . ROD, Auxiliary gear wheel door. forward lock operating 1 
-44 165-34331 LATCH ASSEMBLY, Auxiliary alighting gear wheel door rear . . Ref 
(see figure 306) 
-45 165-34341 IDLER ASSEMBLY, Auxiliary alighting gear wheel door . . . . . . Ref 
(see figure 306) 
-46 . 165-34311 LATCH ASSEMBLY, Auxiliary alighting gear wheel door . . . . . . Ref 
(see figure 306) 
-47 140-384542 BELLCRANK ASSEMBLY, Nose wheel door forward lock operating . . . Ref 
(see figure 305) 
-48 140-34545 BELLCRANK ASSEMBLY, Nose wheel door hydraulic cylinder . . . . . Ref 


attaching (see figure 305) 











Section. ΙΙ. 


Group Assembly Parts List T. O. 1F-86K-4 
^. ¿GHTING GEAR (Cont) 








F-86K-4-34-9 


FIGURE 298 - AUXILIARY LANDING GEAR DRAG BRAKE ASSEMBLY 
520 





FIGURE & 
INDEX NUMBER 


298 
-1 
-2 
-3 
4 
-5 
-6 
-7 
-8 
-9 
-10 
-11 
-12 
-13 
-14 
-15 
-16 
-17 


PART 
NUMBER 


151-34141-30 
140-34146 
AN165-125RL 
AN316- TR 
AN365-428 
ANY4-17A 
2W1-17-20-63 
140-34155 
AN4-12A 
NAS72-4-010 
151-34145 
NAS2-201 
AN310-6 
AN6-22 
AN960-616 
AN960-616L 
NAS72-6-104 
176-34147-11 
AN944-101 
AN320-8 
165-34529 
AN960-816 
AN960-816L 
AN365-1032 
AN3-7A 
453-10-6 
2W1-12-20-31 
140-34149 
NAS205-16 
AN365-1032 
140-34150-3 
140-34150-5 
140-34150-7 
AN310-6 
AN6-27 
AN960D616 
151-34637 
165-34525-5 
NAS2-101 
151-34636 
NAS72-6-108 
2W1C21-32-2 
2W1C24-32-5 
151-34144 
AN320-7 
165-31528 
AN960-716L 
AN960-716 
151-34142-13 
117-33144 
NAS2-101 
151-34143-3 
NAS43DD4-16 
2W1-16-14-32 
4B2154-003 


1 


T. 0. 1F-86K-4 
ALIGHTING GEAR (Cont) 


2 3 4 5 6 7 NOMENCLATURE 





Section. ΙΙ _ 


Group Assembly Parts List 


BRACE ASSY, Aux landing gear drag (see figure 290 for next 


° 9 ° e c9 e e c9 c9 o c» 0 ὁ « » e o e * ο ο e ο o ο e 5 ο 


ROD ASSY, Auxiliary landing gear drag brace retracting 

sc LEXES κο iere qe fe O ο ο ο Los Taree ter ese 
sa Cue. Sy wee SO Rusa t uc e ο er τον NUR S E v Va 
NUT. V 7s ο e e moe LOG. ο va ae Ue ase 
BOLT ... ος ος oe ος ος ος 4 e να ον TR TU 
WASHER, Plain (North American). "νον 
SPACER, Auxiliary gear drag brace retracting rod ... 
BOLT ... " ο ο ο ας 
BUSHING, Clamp-up steel chrome "plated AR τ C ο. ee δν. 
BELLCRANK ASSY, Aux landing gear drag brace retracting 

«FITTING, Lubrication ¿ < & 6 4 ο € s e xk € εν è a ox 
NUT... Sai ο ient ue Noo a! Mae cae L| ret Ue m xe ο ο oc ive. Xe. TN ore 
BOLT- ο πο τομ 19 e ορ cS, Tei tener ce oe 
WASHER: vos 40€ rie οί AR Og Yel ¿e 
WASHER . .. e 9 9 0 9 9 9 ο ο s? ο 5 ὁ ο £ ο 
BUSHING, Clamp-up Steel chrome plated . , . + + +< + . . 
UNIVERSAL ASSEMBLY, Auxiliary alighting gear drag brace 
δ: ETT ING C ee ve! res 039 wp Dec» τού a Ye Roe LRL Ὁ 
NUT .... s. aie) κ 2 tes fed lee 
BOLT, Auxiliary IG 'arag brace universal joint . . . . . 
WASHER Koena a ο NUI UR. de UE ο ας RE δα.) ο) ο W 
WASHER. < ο ον dea 97» 1€ SU e 9l E Des WU e WU ἐν 
NUT: s: sys sal se UR ur o ον νι  -ϕ ee Tw et Ie ew nce. ve νο 
BOLT .. . CA QE 
SPACER, Bolt (North American) ERE PEDES 
WASHER, Plain (North American). . ; qo p^ dora ^ ὃν 
BLOCK, Auxiliary landing gear extended lock bearing . . 
SCREW, 100? flat head Phillips recess alloy steel 10-32 
NUT Leo s Té RC ο m m E me Tw ᾱ- Oo Ue 
SHIM, Auxiliary LG extended lock bearing block . . .. 
SHIM, Auxiliary LG extended lock bearing block . . . . 
SHIM, Auxiliary LG extended lock bearing block . . .. 
NUT. ο ο τς o ο wow δα RU -ᾱ, 18 τῳ ve ος TR Ve: Je 
BOLT La uw; Yer let Vir cs ὁ ve, ὧν war ο a Slt eee 
WASHER .. "I EL 
SPRING, Auxiliary LG “extended lock "RE CS e (6. ° 
LOCK ASSY, Auxiliary alighting ο extended . . ο, . . 
. FITTING, Lubrication... ec 9 ο ο ο » ο 
SPRING, Auxiliary LG extended lock “LH ° e s ο s e ὁ ο ο 
BUSHING, Clamp-up steel chrome plated . . . . , . + + . 
WASHER, Plain urn ο. + a St ee a h EL 
WASHER, Plain (North American ο 9. s s e o e ο ο ο 
RETAINER, ἘΜΈ landing gear drag brace pivot bolt. 
NUT... ο ὁ We EN E 
BOLT, Auxiliary La "arag brace knuckle Joint. x ç + woi 
WASHER € C 4.4. 6 (^e loo vice ο m v.i αἱ ο ie 6 ο ὁ ete 
WASHER . . . +. 5. ° e ο ὁ 0 ο ο ὁ 
LINK ASSEMBLY, Auxiliary “landing” gear forward drag .. 
. BEARING ASSEMBLY, Main LG side brace outboard link . 
« FITTING, Lubrication... e. . ......... 
LINK, Auxiliary landing gear aft “drag $309; ^, ο ο. 
SPACER, Screw and bolt ... & lw ter o Φα so. S ο 
WASHER, Plain (North American). πο dx UE πο ο 
BUSHING, Spacer (North Americàn). ο μα: 





assy) 


€ 9 . 9 0 o... 55... 9» 9 e * * ^ `. 0 * * 9 ? * v» e * à * ο * e * * e * ο * * o +... o... ο ο ο ον ο 
9 ° ° ° ° * ° 9 ° ə o o e o q * * 9» * ən à» o * o * o * e s o * e o s ο € * ο o 9» 9$ * € e ο 9 * ὁ * ο * ο ο ο 


€ ° ° ° ° ° ° ° 9 + 9 cv e 9 o e os e + 9 e * e ο 9 v» * s o o s o 9 q o o 9 + o o * ο € 9 o£: s ο ο ο 9] o ° n. n 


UNITS 


PER ASSY. 


Ref 


>> > . 
EID EE I ΕΙ [0 I EB. Z ZU. ID E I2. IL IJJ TO IA TO TO TO FO TO IP IB I. I. I ES Fp TO. IE TO. IP P IS 


> > 


USEABLE ON 
CODE 


9 


Section__ r: 


Group Assembly Parts List T. O. 1F-86K-4 
ALIGHTING GEAR (Cont) 








F-86K-4-34-10 


PIGURE 299 - AUXILIARY ALIGHTING GEAR STRUT DOOR ASSEMBLY 
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ALIGHTING GEAR (Cont) 


Section ΙΙ _ 
T. ο. 1F-86K-4 Group Assembly Parts List 





FIGURE & 
INDEX NUMBER 


299 


-1 
-2 
-3 
=l 
-5 
-6 


-52 


-54 


PART 
NUMBER 


165-34370 


ATTACHING PARTS 
Ν 


AN365-1032 
AN960D10 
AN960D616L 
AN3-13A 
151-34363 
AN310-3 
AN960D10 
AN23-16 
AN320-3 
AN960D10 
AN23-14 


AN310-3 
AN960-10L 
AN960-10 
AN3-10 
165-34371 
AN365-1032 
AN3-10A 
151-34354 
4B16CF5-9 
AN365-1032 
AN3-10A 
NAS43DD3-25 
151-34355 
165-34361 


HSB3S 
AN365-1032 
AN960D10 
AN3-14A 
NAS43DD3-44 
151-34358 


151-34362 
151-34360 
151-34359 


NAS2-101 
165-34386 
NAS43DD3-24 
165-34367-5 


4B16CcP3-8 
NAS43DD3-24 
165-34398-5 
4B16CP3-8 
AN365-1032 
NAS205-9 


A3235-020 
151-34370 


151-34375 
AN320-6 
AN960-616L 
AN960D616 
2W1-32-24-20 
2W1-32-24-10 
151-34374 


NAS2-201 
151-34371 


4B20B8-010 
165-34376 


1 2 3 4 5 6 7 NOMENCLATURE 


DOOR ASSEMBLY, Auxiliary alighting gear strut (see figure 
290 for next assembly) 


WASHER quf ο A E 
WASHER ¿ ww xXx 4 S w ex ew x 

BOUT . . . ο ο ο πο. Ca 
ο ρα Auxiliary landing gear strut forward door hinge 
BOUE Z ο e qe ως ο κ Ας 


NUT. Z ak w ο νο u, Ὁ tE ts a < τὸ 
WASHER- 3209 3. e Ga ο a ο ο RS ον” DRY Te 
WASHER . . . +... +. P 
BOLT .. . . š 
DOOR ASSEMBLY, "auxiliary lighting: gear Strut forward 5 
NUT ia remus š . š: 
BOLT . . 
FITTING ASSY, "Auxiliary “LG strut forward door “hinge 
BEARING, Sintered oil impregnated (North American) 
NUT o9 ο ο “ο ο e ών 6 wg VES ο) Ὁ 
BOLT .... tay Tes ο ο Si αφ τα ie. αφ, ab gy τ; τυ. Ξε 
SPACER, Screw “and “bolt sė Β 
FITTING, Auxillary LG strut “forward. door hinge folding X 
BOLT ASSY, Aux LG strut forward door actuating link 
attaching d 
. BEARING, (Adel) . sa e e . 2. eia ee eee 
νο με. ΝΟ we duy We es Yo Ὁ U mn dense. v) ca Quoi a De, O m 
s ux! WASHER. a ο pe ο ο te m PR ο Q ο 
+ « BOLT... uou mede da ὃν δν εδ γῶν ioo ví CUTS οὔ ἃ 
. SPACER, Screw “and “bolt IRE" 4 
. FITTING ASSEMBLY, Auxiliary landing. gear Strut forward 
door actuating link attaching 
. . NUT, Auxiliary landing gear strut forward door . . . 
actuating link attaching 
. . . BUSHING, Auxiliary landing gear strut forward door . 
actuating link attaching 
SUPPORT ASSEMBLY, Auxiliary landing gear strut... 
forward door actuating link attaching 
. . FITTING, Lubrication . . "RC TES 
DOOR ASSEMBLY, Auxiliary alighting | gear Strut aft ας 
SPACER, Screw and bolt . . . kx 
+ . HINGE ASSEMBLY, Auxiliary landing. gear Strut rear. “e 
door folding 
. . . BEARING, Sintered oil impregnated (North. American) š 
SPACER, Screw and bolt . . . š 
HINGE ASSY, Aux LG strut rear “door folding . 
BEARING, Sintered oil znpregnated (North American) 


NUT . 
SCREW, 100° flat head phillips recess “aluminum alloy 
10-32 
WASHER, Countersunk (Tinnerman) . 
FITTING ASSEMBLY, Auxiliary landing gear strut rear “door 
actuating link attaching 
. + BUSHING, Auxiliary οι. zd strut rear door bolt. 
. Se | 5 ser: τὰ, m, % ο) Ze $ 
. WASHER . . . « «© « =< à 
WASHER . . « + + + + + ο. ο. 
WASHER, Plain eee | 
WASHER, Plain (North American ` 
BOLT ASSEMBLY, Auxiliary landing gear strut rear 
door actuating 
ὃν +t FITTING, Lubrication . . > 
. . SUPPORT ASSEMBLY, Auxiliary landing geàr “strut. rear x 
door actuating 
. BUSHING, Press-fit flanged (North American) . .. 
LINK ASSEMBLY, Auxiliary alighting gear strut door actuating . 
(see figure 292) 


UNITS USEABLE ON 
PER ASSY. CODE 
Ref 


> 


P ΓΟ PO = += TO O == = t° n> FO r> FH H| Fš Fa pon PO IÓ ZJ IS PO 
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Section. i: _ 
Group Assembly Parts List 





T. O. 1F-86K-4 


ALIGHTING GEAR (Cont) 





FIGURE 300 - 
FIGURE & PART 

INDEX NUMBER NUMBER 1 

I 300 165-31511-11 

-1 AN365-820 

-2 AN960D816 > 
-3 151-34509 - 
-4 NAS75-8-122 . 
-5 AN365-428 9 
-6 AN960D416 ; 
-T AN4-27A š 
-8 NAS43C4-108 A 
B -9 165-3h512-11 s 
-10 HSBG7 z 
B -11 165-34513-11 2 
151-34505 F 
-12 AN320-4 . 
-13 AN960D416 y 
-14 2W1-16-12-25 : 
-15 AN24-14 . 
-16 AN24-17 : 
-17 13450-35507 . 
-18 140-34506 š 
-19 4B16CP4-12 4 
-20 4BIOCP4-7 š 
-21 151-34506 z 


FITTING ASSEMBLY, Auxiliary alighting gear actuating 


AUXILIARY ALIGHTING GEAR ACTUATING CYLINDER FITTING ASSEMBLY 


2 3 4 5 6 7 NOMENCLATURE 


attaching (see figure 89 for next assembly) 
NUT 4 4 xw ο ασ XX AO AAA OR A AAA 


WASHER a: e Woo € e κ. Rs Koo XR AAA 
BOLT, Auxiliary LG retractable cylinder bellcrank stop . 
BUSHING, Plain press fit steel. . . . . . . + + oeoo ο 
NUT 9€ 9.9. τὸ ϐ Ὁ s a as ο ke es e iue οἱ elt en Cle, je 
WASHER  . 4 ο $6 ο 9e 9 © 6 v ο ο ὁ ο ο ὁ Φ ο Ὁ ὁ 
SPACER, Screw and bolt . ο see < ο ο = ὁ ο  ὁ < ο ο ο 
FITTING ASSEMBLY, Auxiliary LG actuating cyl attaching LH 


. BEARING, (Adel). . . . . ; 


FITTING, Aux alighting gear actuating cylinder attaching R 
actuating 


BELLCRANK ASSY, Aux LG retractable cyl and uplock 
NUT Ὁ ove O ζω ο καν “gk μα 

s ΜΑΒΗΕΠ: 5-5 ο ο ο Za aie ies delos 

. WASHER, Plain (North American) . . . 

e "BOLD ο. qu uou re ur. Ie Ye se e s 


BOLT rs. eee. a pi a we 9779 ο ο ο ο ο 
BELLCRANK ASSEMBLY, Nose gear uplock operating 
LINK ASSEMBLY, Nose gear uplock operating ..... 
BEARING, Sintered oil impregnated ο. x 
BEARING, Sintered oil impregnated (North American). 


: BELLCRANK ASSY, Auxiliary LG retractable cyl actuating 


. 
. . 
oe . 
oe ο «ο 
. . . 
«. . 

. 


cylinder 


H 


F-86K-4-34-1 
UNITS USEABLE ON 
PER ASSY. CODE 
Ref 


oe ο ο 


ee ο eo we 
e... 9 e e o ο c | ο ο 


. 9 9 ο ο ° n 
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Changed 26 May 1958 











Section. ΙΙ _ 


T. O. 1F-86K-4 Group Assembly Parts List 


ALIGHTING GEAR (Cont) 





F-86K-4-34-15A 


FIGURE 301 - AUXILIARY ALIGHTING GEAR STEERING SAFETY SWITCH ASSEMBLY 


FIGURE & PART ` UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 34 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
301 173-34830-11 SWITCH ASSY, Auxiliary alighting gear steering safety . . . . . Ref 

(see figure 307 for next assembly) 
-1 AN365-1032 . NUT wj ul w^ ο ο. 5 9 o9 9 ὁ 6 9 ὁ 9 ο ο ο 2 
-2 AN960D10L š WASHER ο. οἱ 9€ a Φ Φ a O δις nay. oh να ie 2 
-3 AN3-54A 4 BOLT ç «© . Sr εἴν. eS 1 
-4 176-34831 . BRACKET, Aux 'alighting gear steering safety mech RH support š 1 
-5 NAS43DD3-174 + SPACER, Screw and bolt ..... 4^ sehe Nes M I8. Tu a SO: 1 
-6 NAS43DD3-24 . SPACER, Screw and bolt . . . se < «© © e © © © © © © . ww ^. 2 
-T AN3-26A . BOLT .. . 6 e o 1 
-8 173-34833 . BRACKET, Aux alighting gear Steering safety mech LH outbd A 1 
support 
-9 176-34832 . BRACKET, Aux alighting gear steering safety mech LH inbd Bue 1 
-10 2W18-6 . WASHER, Flat pee American) ..... $ eee eee ee 1 
-11 2w18-6 . WASHER, Flat (North American) . . +. . 4 I9 Sk 9 AR 
-12 151-54413-10 5 BRACKET ASSY, Elec aux wheel steering Safety switch &. woe Ye Ye 1 
-13 AN960D10L v- WASHER. ç ane C u p. roux wo EI S sal sg ο let quiu, τς w. RI S Tc e tas SQ F de 1 
-14 AN393-11 sOUPENCG Ax: IG: hers E oa be a 1 
-15 176-34835-3 . LINK, Aux alighting gear steering safety mechanism . . . .. 1 
-16 2HA1 RH-1 D SWITCH ASSY, Enclosed (Micro Switch) (use Micro Switch ... 1 
2HA1 RH untl exh) 
-17 AN365-428 £ NDD ο eet we Xo we ere de oad eie Rive xi BAS e ie. us 1 
-18 2418-416 . WASHER, (North American) +. : + + + + + + + + + + + + + hn n 1 
-19 ΑΝΗ ΤΑ . BOLT .. E < es l 
-20 176-3583 . ARM, Auxiliary alighting gear steering safety switch $$ 3 1 





μὶ 
Y 





Section. Iz 
Group Assembly Parts List T. O. 1F-86K-4 





ALIGHTING GEAR (Cont) 











F-86K-4-34-11A 


FIGURE 302 - AUXILIARY ALIGHTING GEAR EMERGENCY LOCK RELEASE 
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FIGURE & 
INDEX NUMBER 


302 


-1 
-2 
-3 
-À 


PART 
NUMBER 


207-34036 


AN365-428 
AN4-10A 
2w18-416L, 
AN219-2 
AN365-1032 
AN3-10A 
NAS43DD3-10 
165-34682 


165-34601 
165-34601-3 


165-34604 
5H2-11 
AN565A4-5 
2w18-10 
AN3-10A 
NAS43DD3-10 
205-34676 


RA2258-3 
205-3702 


AN155-16L 
165-34681 


NAS42DD4-28 
AN4-10A 
2W18-416L 
165-34645 


2w18-10 
AN396-55 
205-34636 
AN3H5A 
AN520-10R12 
173-34639 
165-34640 
173-34641-3 


165-34638 





T. O. 1F-86K-4 


ALIGHTING GEAR (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 


LOCK RELEASE INSTALLATION, Auxiliary alighting gear 
emergency (see figure 80 for next assembly) 
NUT ioa κ ο ii πο y ο ον ρου” 
BOLT < .. ας νε WU k ος Ἂν 
WASHER, Flat “(North American) ae 
PULLEY, Secondary control ....... 
μον αμ «Ὁ; γῶν “δὶ Pai ce ον 
BOLT s. ἐς τς DEEP" 
SPACER, Screw and bolt κας 
GUIDE ASSEMBLY, Alighting gear emergency “lock release 
cable 


HANDLE ASSEMBLY, Alighting gear emergency lock release 


operating 
CABLE ASSEMBLY, Alighting gear emergency lock 
release handle 


GUIDE, Alighting gear emergency lock release handle 


HANDLE, (North American) . . v9. ert S 
SCREW .. "ACER νο, 62 SE ere 

WASHER, Flat (North American) ο ο ὅν. ας ο 

BOLT .. c^ ΕΟΝ ας aos EX Ὁ ο. rr 

SPACER, Screw and bolt . ë 

CABLE ASSEMBLY, Auxiliary allghting gear emergency P 

lock release intermediate 
QUICK DETACHABLE FITTING, (Amer. Chain and Cable) 


CABLE ASSEMBLY, Auxiliary alighting gear emergency lock : 


release intermediate aft 
BARREL . 
SEAL, Auxiliary alighting gear "lock emergency release 
cable pressure 
SPACER” sider esse ος € eh ae pU (κ v enel tel af RU RR ee cee 
BOLT .. Eqs ο κκ duo ves T 
WASHER, plat "(North American) IS : 
BUNGEE ASSEMBLY, Alighting gear emergency auxiliary A 
wheel door lock (see T.O. 
WASHER, Flat (North American) v «$2799 re 
PIN ος ο 
BELLCRANK ASSEMBLY, Auxiliary alighting gear "door 
lock emergency operating 
BOLT 5 e$ ο ο ο ο ἃν ο το SEL Ss, vs Sa Jay ὁ 
SCREW . . 
SHAFT ASSEMBLY, Auxiliary landing gear “emergency “lock 
release selector valve reset 
LINK, Auxiliary alighting gear by-pass valve operating . 
(see figure 174) 
FITTING, Auxiliary landing gear emergency lock release . 
selector valve reset (see figure 174) 
ARM, Aux LG by-pass valve operating (see figure 174) . 


. 


16C1-1-114 for breakdown) 


. 


. 


Section. ΙΙ κ 


UNITS 


PER ASSY. 


NP 


ΓΡ) ΓΙΟ 0) 00-1 


FB 


πι PPQ PEED RP 


Ref 
Ref 
Ref 
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USEABLE ON 
CODE 
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Group Assembly Parts List 


F-86K-4-34-12A 








T. O. 1F-86K-4 
ALIGHTING GEAR (Cont) 





FIGURE 303 - AUXILIARY ALIGHTING GEAR WHEEL DOOR ASSEMBLY 
FIGURE: t PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
303 165-35301-301 DOOR ASSY, Aux alighting gear wheel (see fig. 305 for next assy). Ref 
(whn exh use 165-34301-401) 
165-34301 -401 DOOR ASSY, Aux alighting gear wheel (see fig. 305 for next assy). Ref 
(use 165-34301-301 untl exh) 
ATTACHING PARTS 
-1 AN5-22A BOLT gids ο um DTE Rowe ο ο E eR ο re i d 1 
-2 4B2185-029 BUSHING, Spacer (North American) . . . + A E 3. κ 1 
-3 AN5-16A BOLT . . . ο « «^«^ © ὁ .. 0... ο ο e 0 9 9 ο ο ο ὁ n 9 n9 1 
-4 2W18-516 WASHER, Flat (North American) . . . + + + + ee eee es Ne 2 
-5 4B2185-100 BUSHING, Spacer (North American) . +. s + + + + * * * * es S 1 
A ως 
-6 165-34303-11 . FITTING ASSY, Aux alighting gear wheel door aft hinge... 1 
-7 4B16CF7-13 ` . BEARING, Sintered oil impregnated (North American) . . . + 2 
165-34302-11 . FITTING ASSY, Aux alighting gear wheel door fwd hinge +. . » - 1 
(whn exh use 165-34302-21) 
-8 165-35302-21 FITTING ASSY,,Aux alighting gear wheel door fwd hinge . +. . + 1 
(use 165-34302-11 untl exh) 

-9 4B16RF7-13 : BEARING, Sintered oil impregnated (North American) . . + 2 
-10 AN365-524 ve NUD Z. uuu E ο m9 canoe Um TRI in e S A 2 
-11 ΑΝ5-21Α i BOLT (ok eoe ws E Cel ον Me ce C9 Wr ας s 5 κ ose 2 
-12 157-33307 . PLATE, Auxiliary gear wheel door roller adjustment .. TIE 8 
-13 RBC74164 ` ROLLER BEARING, (Roller Bearing) . +... + + +. * * + ° š 2 
-14 165-34305 . FITTING, Auxiliary alighting gear wheel door roller . . . +. + 2 
-15 165-34304 . FITTING, Aux alighting gear wheel door fwd roller support . . 1 
-16 157-33306 . FITTING, Alighting gear wheel door roller . . . + s + t ess ? 
-17 165-34308 . FITTING, Aux alighting gear wheel door aft lock roller sup . 1 
-18 165-34301-57 . TUBE, Aux alighting gear wheel door assembly . s s.s ss so 1 
-19 201-34312 . BRACKET, Aux alighting gear wheel door cable stop (used on . 1 


165-34301-301 only) 





Changed 15 April 1960 























Section i1 _ 


T. O, 1F-86K-4 
Group Assembly Parts List 


ALIGHTING GEAR (Cont) 





F-86K-4-34-17A 


FIGURE 304 - AUXILIARY ALIGHTING GEAR DOWNLOCK INDICATING AND SEQUENCE MECHANISM ASSEMBLY 


FIGURE & PART " UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
304 173-34810-11 MECHANISM ASSY, Aux alighting gear downlock indicating and . . . Ref 

sequence (see figure 307 for next assembly) 

-1 AN960D6L . WASHER . . . . - + s s e © a «δν om s e s e om e s ο...” + 
-ᾱ AN392-9 « PIN « 4 . 1 
-3 176-34809 . ROD, Aux `alighting gear downlock | indicating & sequence "mech s; 1 
-4 AN960D10L s. WASHER . . , , + + © © © © © © © © © . ee t] tg * ° . 2 
-5 AN393-13 . PIN... . PEE 2 
-6 176-35808 š BELLCRANK ASSY, Aux alighting gear " aownlock indicating | ope 1 

and sequence mechanism 
-T 157-54126-7 . LINK ASSY, Alighting gear safety actuator... bh haar τῷ 1 
-8 157-54127-3 . . CLEVIS, Alighting gear safety actuator link LH x 1 
-9 157-54127-4 . . CLEVIS, Alighting gear safety actuator link RH. . Φα 1 
-10 157-54128-5 ee TURNBUCKLE, Alighting gear safety actuator. . o... 1 
-11 2HA1 RH-2 . SWITCH ASSY, Enclosed (Micro Switch (use Micro Switch inei oe 1 

2HA1 RH untl exh) 
-12 AN365-428 2s NUZ. a κ. ο ᾱ Ὁ Toc eli cs . dci Mele $e Ais et bar ug W 1 
-13 AN960D1816L s “WASHER o6 < ὁ š ο 7» 9 09 ce ο oy e 6 9 ὁ Jee . are 1 
-14 AN} -7A ere BOLT- e x VIL. na ue ο ο ο a is . " š 1 
-15 173-34806 ARM. . . "E " Ba ME ανα P € 1 
-16 165-34525-5 LOCK ASSY, Aux alighting gear extended (see figure 298) ... Ref 
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ALIGHTING GEAR (Cont) 





FIGURE 305 - AUXILIARY ALIGHTING GEAR WHEEL DOOR INSTALLATION 
530 














Section ΤΙ _ 
T. O. 1F-86K-4 Group Assembly Parts Lis? 
ALIGHTING GEAR (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 01 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
305 w. 165-34033-10 DOOR INSTALLATION, Auxiliary alighting gear wheel ....... NP 

(see figure '80 for next assembly) 
-1 165-34301-301 . DOOR ASSEMBLY, Auxiliary alighting gear wheel (see fig. 303 . 1 


for breakdown and attaching parts) (whn exh use 
165-34301-401) 

165-34301-401 . DOOR ASSEMBLY, Auxiliary alighting gear wheel (see fig. 303 . 1 
for breakdown and attaching parts) (use 
165-34301-301 untl exh) 


-2 AN176-15A s ΒΘ το tein οι λος ἔφ, wU S tae es ὑόν ος e VW ecu ee QAQ TAS μι Ane 1 
-3 ΑΝΟΘΟ-616 > WASHER » & 9o e voa S. ο ῥεῖ ὃν 1 
-4 165-34320 . ROD ASSEMBLY, Auxiliary gear “wheel "door forward lock. a 1 
(see figure 297 for breakdown and attaching parts) 
-5 140-34545 . BELLCRANK ASSEMBLY, Nose wheel door hydraulic cylinder . . . 1 
attaching 
ATTACHING PARTS 
-6 AN365-624 NUD car er eue Set spa νο, bon St ee Ue agi ate μῶν δὲ tao ST Sets 1 
-7 AN960D616 «s WASHER. ce oe ο A ia Ger Ha S ele De! a ee ἃ 1 
-8 ΑΝ6-1ΤΑ + “BOLD > el aa ο ο G keto ae εν ο A as Te eras, 1 
ian PG: s ss 
-9 AR6-1 . . BEARING, (Torrington) . . Se helen? cee as asa 1 
-10 140-34541-9 . ROD ASSEMBLY, Nose wheel door toggle “attaching T a e 1. 
(see figure 297 for breakdown and attaching parts) 
-11 173-34537 + GUARD, Auxiliary alighting gear door lock toggle turnbuckle . 1 
-12 140-34542 BELLCRANK ASSEMBLY, Nose wheel door forward lock operating . 1 
ATTACHING PARTS 
-13 AN320-6 NUT es e m Ie a q. ο tee ες; νο; NY ἴδε, E lel eu INT €. Q 1 
-14 AN960D616 c “WASHER: χι UZ a ο ο e a VEU i Say CAO cda ee ας at a a 1 
-15 AN26-26 s BOLT (e 4n ege NOR ο curvis) ao ο xe? ο i due e d, eT Q 1 
---ᾱ--- 
-16 AR6-1 . . BEARING, (Torrington) . . —-L 950 1 
-17 140-34562 . SU RR ο Auxiliary alighting gear wheel door lock . . 1 
see T. O. 16C1-1-11^* for breakdown 
ATTACHING PARTS 1 
-18 AN320-3 NUES eL as E u WEE ο Se ο ον... : 
-19 AN960D10 S WASHER® zm; esl om m sr ΙΟ ο ο i 
-20 AN23-15 . BOLT +... s s e © s © s o s s o o e ° * ° ° ο el ον Kis d l 
-21 AN320-3 ο μυ Wu l ος ues de Eo) De Le Ten aa 1 
-22 AN960D10 . WASHER . . . + + + + + + s + om m t nm n -— ον ο. 1 
-23 AN23-10 BOE Lu x4 AAA Q a. AE eto A A 
-24 140-34567 `, PITTING, Auxiliary alighting gear wheel door lock bungee . . 1 
support 
: ATTACHING PARTS i 
-25 AN365-1032 A ο ο ο ου... : 
-26 AN3-17A S OBOLI i-e φορ e sae dido Elm arem Oe Sy e V Lee owe s 
---.*--- 
-27 140-34551 . ROD MH Vr d gear ne gp ον ο e at Be 1 
see figure or breakdown and ἃ 
-28 140-34554 . ROD ASSEMBLY, Auxiliary gear wheel door lock operating y i 1 
(see figure 297 for breakdown and attaching parts 
-29 173-34872 . TERMINAL, Auxiliary ΕΕ gear wheel door locked . . . . 1 
indicating mechanism 
-30 2w18-416M . WASHER, Flat (North American) . . . . + + + + + + . * * * * ° A 
p AN394-1 . PIN . ο s 
"33 201 34314 l CABLE ASSEMBLY, Auxiliary alighting gear “wheel door stop ES 1 
-33 11410-31029 . SPRING ASSEMBLY, Ammunition access door cable . acis 1 
-34 140-31030 . . HOOK, Ammunition access door cable oe ολ μα. 1 
-35 140-31050 . . HOOK, Ammunition access door cable νιν 1 
-36 140-31049 . . SPRING, Tension . . . (LEE 1 
-37 165-34341 IDLER a ix alighting gear wheel door . . . . . . Ref 
see figure 306 
-38 165-34331 LATCH Gene rr wd alighting gear wheel door rear . . . . Ref 
see figure 30 
-39 165-34311 LATCH eee ey alighting gear wheel door forward .. Ref 
see figure 3 
-4o 173-58045 CYLINDER ASSEMBLY, Hydraulic nose wheel fairing door operating . Ref 


(see T. O. 9H2-5-28-4 for breakdown) 
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KEE X F-86K-4-34-2 





FIGURE 306 - AUXILIARY ALIGHTING GEAR WHEEL DOOR LATCHES: 








II ]í]íjI—oce—ee— ο. ο. LLL 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
306 AUXILIARY ALIGHTING GEAR WHEEL DOOR LATCHES 
165-34311 . LATCH ASSEMBLY, Auxiliary alighting gear wheel door . . . . . Ref 
forward (see figure 89 for next assembly 
-1 AN365-624 a oe ΝΤ ο ο w^ ὃς S TOKO ο ae ο δν ο ies a DELL 2 
-2 2W1-24 -36-63 + . WASHER, Plain `(North American) dopo PEERS EE 2 
-3 AN960D616 s WI WASHER =s 2 wow X λον e y ela ion cat -ᾱ- Boe QA τὰ Cu Αν. τῳ a og 2 
-4 AN6-25A s € BOLT eis ιν W S τς 461998 O ΙΙ SS ws en SEL. 1 
-5 AN6-23A s. us BOLT ο ο ο equo cw EYE al WD QA etos 1 
-6 AN960D416L +. WASHER . S . « ο « ὁ ὁ ο ο ο ο ο ο ος ο. 1 
-T AN960D416 s e UNASHER Ze ie mo ο tor io Se aw v9 τσ τς γω τῷ cw MN o des Wo τὸν Y Peet Lb vee a 1 
-8 140-34538 + + PIN, Nose wheel door lock toggle operating . . . . . . . . 2 
-9 AN960D10 « re WASHER > o a e o do sueo E Oe xe “ὁ; Mer Ὁ Sie eo 9 7v ew 2 
-10 AN393-15 ο ΜΑ ie. esu κα ος απο ο. T 
-11 AN393-13 4 wo REIN . 4 oed ace Se es ug S ο Ug. Q Rove RW? Iw m n Cw L 
-12 AN365-428 0. Ντ. ud ues ο ο ier uh Wa de M E Sl B UE De. O^ ve ADIRI va 1 
-13 AN960D116L wow “WASHER a ο a ο ο ος ο Jak hen Bane wb Sel ne! Med Be Age net he 1 
-14 2W1-16-32-63 . . WASHER, Plain (North American) . . . . e s e ο; 1 
-15 AN!-16A sr re BOLT ο ei cervum τον ἐδ» ο So ο” 1 
-16 AN315-3 v- « NUT . š . à W, Geo et T ds aa A A «ᾱ “ὦ 2 
-17 2W1-12-20-64 AA WASHER, Plain "(North American) . ας ja vali οσο ος ος Vue 2 
-18 5B1-12 - + BOLT, Adjustment (North American). . s kw. bo E ὃς Ὅν ο ὃς 2 
n. 34568 ` BELLCRANK ASSEMBLY, Auxiliary landing gear wheel door . . 1. 
lock toggle actuator 
-19 140-34568-7 + + + BRAZE ASSY, Aux LG wheel door lock toggle actuating . . τν 
bellcrank 
-20 AR4 + + + BEARING, Needle (Torrington) .. é dio 1 
-21 140-34571-3 + + LINK ASSEMBLY, Auxiliary landing gear "wheel lock a «Ὁ 1 
toggle actuating 
-22 140-3573 . + . END, Auxiliary landing gear wheel door lock . . . . . . 1: 
toggle actuating link 
-23 AN316-AR V. wwe. κ wo. ο 4 W W ON. W VA αν We ο ο οφ» CT MY ce veo 9 9 ο 1 
-24 140-34572 + + + ROD, Auxiliary landing gear wheel door lock . . . . . + 1 
toggle actuating link 
-25 165-34319 + BELLCRANK ASSEMBLY, Auxiliary alighting gear wheel . . . . 1 
door toggle operating 
-26 AR6-1 + + + BEARING, Needle (Torrington) . . ο, 1 
-2T 165-34314-5 + + LATCH ASSEMBLY, Auxiliary alighting gear wheel door... 1 
forward 
-28 4B16CP4-9 + + . BEARING, Sintered oil impregnated Hor American). . . 1 
-99 4B16RP/-12 +» + BEARING, Sintered oil impregnated (North American). . ο 1 
-30 6NBCO14YZP + + . BEARING, Needle (Torrington) (intrch wth Torrington AT6) 1 
-31 165-34318-5 + + LINK ASSEMBLY, Auxiliary alighting gear wheel door .... 1 
lock toggle 
-32 AB16RP4-13 + + . BEARING, Sintered oil impregnated (North American)... 1 
-33 165-31312-11 + . FITTING ASSEMBLY, Auxiliary alighting gear wheel door .. 1 
forward hook support 
-34 140-34539 - . + BUSHING, Nose wheel door lock toggle stop . . . . . . ο 2 
-35 4B20S4-016 : BUSHING, Press fit flanged or American) . . . . . . 1 
-36 4B2086-100 š . BUSHING, Press fit flanged (North American) . . . . . . 2 
165-34331 ` LATCH ASSEMBLY, Auxiliary alighting gear wheel door rear .. Ref 
Son de (see figure 89 for next assembly) 
-37 AN365-624 Es a a er lw ο a Cee is 1 
-38 2w1-24-36-63 or vë WASHER, “plain " (North American) ο ο αμ. 1 
-39 AN960-616 sc. WASHER Z ea ls veles id cub ze e W w. δι e EE αυ 1 
-40 AN6-23A « ο BOLT ..... jr rre ie 1 
-41 165-34334-9 ` . LATCH ASSEMBLY, Auxiliary ο ο. gear wheel door rear . 1 
(use 165-34334-5 untl exh) 
-42 4B16CP4-9 - + . BEARING, Sintered oil impregnated (North American). 1 
-43 6ΝΒΟΟΙΗΥΣΖΡ + + . BEARING, Needle (Torrington) (intrch wth Torrington Από) 1 
-44 165-34332 + . SUPPORT ASSEMBLY, Auxiliary alighting gear wheel . . . . . 1 
door aft hook 
-45 4B2086-100 n . BUSHING, Press fit flanged (North American) . . . . +. . 1 
165-34341 š IDLER ASSEMBLY, Auxiliary alighting gear wheel door 5; ον Wels Ref 
(see figure 89 for next assembly) 
-46 AN364 -428 . ο αν ο A ο ο ο ο P “S ειὸν a 1 
-47 AN960D416 - + WASHER . . . +. A 1 
-48 2W1AL16-26-32 +. WASHER, Plain (North American) i 2. 2. 2 2. 2 222 nn 1 
-49 ANU-16A - és: BOLT 5. ¿ at Saas ο ia LR oisi wove Lo 1 
-50 140-34552 a BELLCRANK “ASSEMBLY, "Nose wheel door rear latch . $4 4 20x + 1 
operating 
-51 AR! + + < BEARING, Needle (Torrington) . . š ον ος τὰ 1 
-52 165-34342 - . SUPPORT ASSEMBLY, Auxiliary alighting gear wheel door idler 1 
-53 1B2084 -018 - + +. BUSHING, Press fit flanged (North American) . ders 1 
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FIGURE & 


PART 





T. O. 1F-86K-4 
ALIGHTING GEAR (Cont) 


Section. ΙΙ 


Group Assembly Parts List 


USEABLE ON 


INDEX NUMBER 


NUMBER 1 
173-34801-10 


2 3 4 5 6 7 NOMENCLATURE 


PER ASSY. 


UNITS 
CODE 


MECHANISM INSTL, Aux alighting gear sequence and...... 


307 
-1 


173-34830-11 . 


ATTACHING PARTS 
AN365-632 : 
NAS43C1-20 š 
AN515-6R18 
2W1AL24-22-156 


---*--- 


173-34810-11 


ATTACHING PARTS 
AN365-1032 ᾷ 
AN960D10L š 
AN3-23A : 
173-34813 A 


AN365-428 
4B2184-017 
ANQ60D416L 


EE 


173-34820-30 


ATTACHING 
173-34832 
AN365-1032 
ΑΝΟΘΟΡΙΟΙ, . 
AN3-31A . 
207-34824 . 


PARTS 


---*--- 


173-34860-30 . 


ATTACHING PARTS 
173-34865 . 
AN520-10R48 . 
NAS42C6-40 s 
AN3-30A š 
AN960D10 . 
NAS43DD3-32 . 
173-34864 : 
AN3-22A . 
207-34864 . 


----ᾱἘ--- 


173-34870-11 


ATTACHING PARTS 
AN520-10R30 š 
NAS!3DD3-12 
AN520-10R36 
NAS43DD3-28 


---*--- 


173-34850-11 


ATTACHING PART 
173-34852 a 
AN365-1032 š 
AN960D10L 
4s6-3-0.109 
4B2183-013 ç 
4s6-3-0.297 ç 
AN3-13A 3 
AN3-15A 


---*--- 


165-34301-301 


DOOR ASSY, Aux alighting gear wheel (see figure 303 ) 


indicating switch 
SWITCH ASSEMBLY, Auxiliary alighting gear steering safety . . 
(see figure 301 for breakdown i 


NUT. y: els. Ge Ger ee € ος τῷ, ES οφ ce A W Chai eoe 

SPACER, Screw and bolt . . « . + + +s + s © s © s s ww s on on 
SCREW 5. 9 4-44 78-14 ὄν a «ο. Gov, ϱ ὃς ορ. ος NU W: e al a e De is 
WASHER, Plain (North American)(used between strut . . . . .. 


and 176-34832 bkt) 


MECHANISM ASSEMBLY, Auxiliary alighting gear downlock . . +. + 
indicating and sequence (see figure 30h 
for breakdown) 


e 9 ο 9 » ο ο 9 ὁ 5 c£. ὁ c5: 50: 9 ὁ ὁ ο e 


NUT . « «ο. 


WASHER. X. a an ο. ο, 5 ϱ E ο ο ο τμ A 

BOLT ca a ca coy ra fad tes PS ey oe el, ο ο ο as Wel ae ters " 

STOP, Aux alighting gear downlock indicating and sequence š 
mech 

BUSHING, Spacer (North American) . . +. + + + + + + ee eee 

WASHER: 4 ¿ wee E 9 αὶ 909 Serre: AAA ᾱ, ᾱ- eol -ᾱ- (ἆ νι 


SWITCH ASSY, Aux alighting gear uplock indicating and . 
sequence mech (see figure 308 for breakdown) 


SPRING, Tension . 


NUT .. + + «ο < + ° . g a ο ο. : . 
WASHER . +. + + E zs (^k ἃ: ο voe οἱ nu su oe .ὃ . 
BOLT . e.s’ 


SPACER, Aux alighting gear indicating sequence and . . 
rocket safety mechanism 

MECHANISM ASSY, Aux alighting gear wheel door closed . . . + 
indicating (see figure 308 for breakdown) 


SPRING, Tension . š 
SCREW . . . + + + : 
SPACER, Rivet . . i 
BOLT . «.«α«ι.:. . 
WASHER +... +... +. + . 
SPACER, Screw and bol "m 
BRACKET, Aux alighting gear 
BOLT . .. 
SPACER, Aux 


. 
. 
. 
. 


... 


eee ee 
. 5 ο ο ο 
9.9. t| n 
` + ee ο « 
`. `. . 
eee ot n 
eee ο 
ee eee 
ee eee 
. ee ο ο 


ndicating 


wheel 


door closed 1 mech 

alighting gear wheel door closed indicating mech. 

MECHANISM ASSY, Aux alighting gear wheel door locked . . . + 
indicating (see figure 308 for breakdown) 


OR... ss 
SPACER, Screw and bolt . . . . + + + ee + * * ° ° t t n nt ° 
SCREW... . 
SPACER, Screw 


and bolt 2 . ; . ο Š . ο : e "oce Ὁ MD es ac αὶ Yes. κ 
SWITCH ASSY, Aux alighting gear wheel door open sequence . . 
mech (see figure 308 for breakdown) 


SPRING, Tension . . . e + + + © © * * * * * * . . 
A 0 ο ος ορ αν ORO URS αν. νι νι e AY . 

WASHER . . « + + s + + o + o s om * on nf * rg: ° . . > 
SPACER, Plain dual bearing (North American) . . > 

BUSHING, Spacer (North μα, MEC " E 
BUSHING, Spacer North American . — è ons 
BOLT . . + & < 4 * ο ο 5 5ο $ $7 . e . 
BOLT se soa + + + s ο < + om om . o n tw t ° ° . ο e. de 
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FIGURE 308 - MISCELLANEOUS AUXILIARY ALIGHTING GEAR HERMETICALLY SEALED SWITCHES 
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Section. 11 _ 


T. O. 1F-86K-4 Group Assembly Parts List 
ALIGHTING GEAR (Cont) 

FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
308 MISCELLANEOUS AUX ALIGHTING GEAR HERMETICALLY SEALED SWITCHES 

173-34820-30 . SWITCH ASSY, Auxiliary alighting gear uplock indicating and . Ref 
sequence mechanism (see figure 307 for next assy) 
-1 AN155-16L wt fet BARRED x ο ο κ ο ΡΟ ye vel cie. usc o L9 -ᾱ 2 1 
-2 AN960D10L any c WASHER y arp e um Mor Sek O ον uS nm Wisi. uet wo awe ie. é "M 3 
-3 AN393-11 Qo» BIN ες wo $ -ᾱ SEC WU: W: ES " t ruit ce; 1 19. te 1 
-4 AN161-16LS ο CLEVISO 22206 979 9.97. Rr Me, dy νε se Sa e NP citri i 1 
-5 AN365-428 . . NUT. á κ. dy ο TTE ΓΕΝ ΟΝΕ 1 
-6 2W18-416M . . WASHER, “Flat (North American) T ^ s S ο ὦ 1 
-7 NAS222-14 . . SCREW, Brazier head Phillips recess 'alloy steel 1/4- 98. ` 1 
-8 173-34823-11 + . ARM, Auxiliary alighting gear uplock and sequence . . . . 1 
mechanism switch 
-9 2HA1 LH-1 . . SWITCH ἜΝ Enclosed (Micro Switch) (use Micro Switch . 1 
2HA1 LH untl exh) 
173-34870-11 . MECHANISM ASSY, Auxiliary alighting gear wheel door locked . Ref 
indicating (see figure 307 for next assembly) 
-10 AN365-428 sca NUT yl ete, o£ A ες ο) “w do ο a? tay το ο ue £ 
-11 AN960D!16 «uw “WASHER: νι ος ο ο ue e RE, Su FG io ον EL ES OPTED A A he sige 1 
-12 AN4-10A . . BOLT ση 1 
-13 173-34871-3 » . TAB, Aux alighting gear "wheel door locked indicating mech i 
-14 AN393-13 xor PIN. A O Ὁ Ὁ A 1 
-15 AN960D10 s . WASHER... ο. ον 1 
-16 176-34806-1 . . ARM, Auxiliary alighting gear `downlock indicating and. 1 
sequence mechanism 
-17 AN155-16S r 4 BARREG: Z 5-626 0-9 4 d. L SAC ο Nite dw ο Λο” 1 
-18 AN161-16LS . . CLEVIS . . . . Serie Fane: tet Ολο ο. 1 
-19 1HA1 LH η SWITCH ASSY, Enclosed (Micro ren š š 1 
173-34860-30 9 MECHANISM ASSY, Auxiliary alighting gear wheel "door closed. . Ref 
indicating (see figure 307 for next assembly) 
-20 AN365-428 xu NUT: CL a RARA XE RE αλ αν WE Re A A σε 2 
-21 AN960D416L ao a WASHER 4. e va lesu ο ον A IA Cdn cee. V Qa De 1 
-22 ANY-7A « Ὁ «BOLT ; - 1 
-23 173-34863 e a STOP, Auxiliary 'alighting gear wheel door. closed indicating 1 
mechanism 
-24 2W1-16-14-63 + + WASHER, Plain (North American) . ο dior faepe ta 1 
-25 4B21S4-014 TEES BUSHING, Spacer (North American) . "NOI 1 
-26 173-34862 . . ROLLER, Auxiliary alighting gear wheel door. closed DOCE 1 
indicating mechanism 
-27 2W1-16-24-63 . . WASHER, Plain (North American) . . 2 
-28 173-35861 . . ARM, Auxiliary alighting gear wheel door closed indicating 1 
mechanism 
-29 ANY-14HA e cw BOLT $60 ο ο 1 
-30 1HA1 RH i SWITCH ASSY, Enclosed (Micro Switch) . a teres 1 
173-34850-11 ç SWITCH ASSY, Aux alighting gear wheel door open sequence .. Ref 
mech (see figure 307 for next dose 
173-34850-5 + . SWITCH SUB ASSY, Aux alighting gear wheel door open seq. 1 
mech 
-31 AN393-13 ο BING, oe ολο ο ὅπ a aN e> dove eroi a esr ve a 2 
-32 AN960D10L š . WASHER . . . πο . w. a 2 
-33 173-34859 . . LINK, Aux alighting gear wheel door. open sequence "mech MES 1 
-34 AN315-4 be oa «ΝΠ... ο ὁ A E ASE . 1 
-35 173-34856 + . BOLT, Aux alighting gear wheel door open sequence mech . .1 
actuating 
-36 173-34854 . . LEVER, Aux alighting gear wheel door open sequence mech . 1 
-37 1HA1 LH . . SWITCH ASSY, Enclosed (Micro Switch) . . . . . . , + . + . 1 *1 
-38 173-34851-11 . . "ARM, Aux LG wheel door cin meoh 5. as e ο. τῳ, «ἃ 1 *1 
-39 AN365-428 y ox NUL a a eee RA A p OR A e 1 *1 
-40 AN960D416 +. WASHER . . . + E “ο: 79 Ve) 1 09: 0. 9. E E -δ 1 *1 
-4i NAS43DD4-8 . . SPACER, Screw and bolt. o4 s v 5 vos μας de re te mI e 1 *1 
-42 AN. -10A BOLT . . .. 4 ewe ο iom mic o “ὁ . . 1 *] 
-43 173-34852 SPRING, Tension (see figure 307) . ; ° . . Ref y 
-44 173-34829 TRIGGER, Auxiliary alighting gear uplock indicating and . . Ref 
sequence mechanism (see figure in 
-45 173-34832 SPRING, Tension (see figure 307). . . . Ref 
-46 1173-34872 TERMINAL, Aux alighting gear wheel door locked indicating νο. Ref 
mechanism pace figure 305 
-47 173-34865 SPRING, Tension (see figure 307) . . . . . + + + + + ea >. o` Ref 


*1 Parts marked thus are used on 173-34850-5 sub assy only. 


-----------------------------------------------------------------------------------------------------------------------------------------------------------᾽-----᾽----᾽-᾽------᾽---᾽Γ᾽---------------- ΓΞ 
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T. O. 1F-86k-4 
POWER PLANT AND ENGINE SECTION 





FIGURE 309 - COMPLETE POWER PLANT INSTALLATION 











FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
309 165-40001 POWER PLANT INSTALLATION, Complete . . . . . . . . ο’ s NP 

173-42001-100 ENGINE ACCESSORIES INSTL, Complete (see fig. 311 for NP 
breakdown) 

-1 165-42084-1 DUCT INSTALLATION, Engine midframe discharge air outlet LH NP 
165-42084-2 DUCT’ INSTALLATION, Engine midframe discharge air outlet RH NP 

-2 661-3.9065 - CLAMP, V band type coupling (Marman) . . . . . . . . . . 2 

-3 165-42086-21 STACK ASSEMBLY, Engine compressor leakage air exhaust 2 

-4 AN363C1032 A eus Age τν ο ο at S μα 2 

-5 AN960D10L WASHER. < S S 09 xcu oce Q. 2 ub τος τὰς ous 2 

-6 4s4-6-3 SPACER, Rivet (North American) . . . . 2 

-T AN3-5A BOLT. uA ad ο tur cel che ου GT Yu 2 

-8 165-42085-21 DUCT ASSY, Engine compressor leakage air first section . 1 

(on LH side only) 
165-42085-31 DUCT ASSY, Engine compressor leakage air first section . 1 
(on RH side only) 

-9 165-53735-3 - CLAMP ASSY, Anti-ice system high pressure duct connecting . . 1 
165-53734-3 + + CLAMP, Anti-ice system high pressure duct connecting . . . 2 
16528-63-329SH - + CLAMP, (Marman) ..................... 1 

-10 165-53735-5 + CLAMP ASSY, Anti-ice system high pressure duct connecting . . 1 
165-53734-5 - + CLAMP, Anti-ice system high pressure duct connecting . . . 2 
16528-63-479SH s. CLAMP. (Marmanj) e -ᾱ------- emo a oom ως Q S UR teed 1 

-11 165-53523 - CLAMP, Heat and vent system 2 inch dia. connecting . . . . . 4 
5R13-5 - PACKING, (North American) . ................. 2 
22218- .625-2.843S . CLAMP, (Marman) . . . . . . . . ο . 2 o... Wonder ῳ hor 2 

-12 165-3199 - PIN, Engine fwd steady support pin safety . 1 

"τι RN τα ee Γ--Ε 
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F-86K-4-42-8A 


FIGURE 310 - ENGINE ACCESSORY COMPARTMENT COVER ASSEMBLY 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
310-1 207-42004 COVER ASSEMBLY, Engine accessory compartment (see figure 311 .. Ref 

for next assembly) 

-2 40G9-1 . SPRING ASSEMBLY, (Camloc) « . s . ee eee + + + s enone 6 
-3 244-16 . RECEPTACLE, (Camloc) . . +. . + + + + + + eee ee ο ο ο» 6 
-4 4002-6 . STUD ASSEMBLY, (Camloc) . . . as + + + + + + s ee * + eee 6 
-5 40G9-1 ` SPRING ASSEMBLY, (Camloc) . . . so + + + + + + + + eevee 1 

2414-16 . RECEPTACLE, (Camloc) . +. . + + + + + + + s + + + s + s + + on ng 1 
-6 40G9-1 ` SPRING ASSEMBLY, (Camloc) . . .. ss s ee s s s eee eee 10 
oh 4002-10 . STUD ASSEMBLY, (Camloc ewe tee ce τῳ ὁ e * 4» € e ee 5 
- 4002-11 . STUD ASSEMBLY, (Camloc O TR Ὁ 4 ο «οἱ ον 4 2 
-9 4002-8 . STUD ASSEMBLY, (Camloc A AA TA Ow ὃς Ὁ -διτφιηῳ -ᾱ -ᾱ R 2 
-10 4002-9 . STUD ASSEMBLY, (Camloc Oo Ne Ὁ, ee a ὁ- οι αν E E SS 2 
-11 207 -42004-75 . SEAL, Eng accessory section generator . . . . + + + + + eee 1 
-12 151-42019 . SEAL, Generator air duct . . . + . + + + s + + + + «ος.» 1 

AN737-114 . CLAMP . . . . ο © ο © 9 ὁ ew ew « ὁ ὁ ὁ « wee 9: «ο... 1 
-13 207 -42166 . DUCT ASSEMBLY, Engine generator cooling air . . , + + + * * * 1 
-14 165-42099 . MANIFOLD ASSEMBLY, Engine access cover cooling air duct . . . 1 
-15 165-42013 . SEAL, Engine accessory cover anti-icing manifold . . . . + + + 1 

165-42012 . RING, Engine accessory cover seal retainer . . . . + + 1... ° 2 
-16 165-42123 . INSULATOR, Engine accessory cover . . . + + s + + + * ee we 1 
-17 201-42007 *1 . SCREEN, Accessory cover alternator air exit . . . + + + += * ° 1 

201-42019 *) . PAN, Engine accessory cover hand hold closeout . . . . . . + + 1 
-18 201-42008 *] . SCREEN, Accessory cover 300 amp generator air exit . . . . .. 1 


*1 Refer to T.O. 1F-86K-539. 


s. il Refer to 19. ARA Ὁ C C C C C C r F s> — —— M n .— 


Changed 26 May 1958 539 
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F-86K-4-42-7A 


FIGURE 311 - COMPLETE ENGINE AND ACCESSORIES ASSEMBLY 


Changed 26 May 1958 
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Section. ΙΙ _ 


T. O. 1F-86K-4 Group Assembly Parts List 


POWER PLANT AND ENGINE SECTION (Cont) 


ες PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
311 173-42001-100 ENGINE ACCESSORIES INSTL, Complete TG190D17 (see fig. 309 ... NP 
for next assembly 
No Number . FORWARD ENGINE ACCESSORIES, (see fig. 317 for breakdown) . . NP 
No Number . AFT ENGINE ACCESSORIES, (see fig. 314 for breakdown) . . . . NP 
No Number . RH SIDE ENGINE ACCESSORIES, (see fig. 313 for breakdown) . . NP 
No Number . ENGINE HYDRAULIC PUMPS AND DRAIN SYSTEM, (see figure 312 .. NP 
for breakdown) 
-1 207-42004 . COVER ASSY, Eng accessory sect. (see fig. 310 for breakdown). 1 
-2 165-47801- 33 . LINE ASSY, Engine island fitting to ezpanaer oil system . 1 
-3 AN924-12D ο SNUP S IY secs SY. E Ss . PEE T τὶ Uk 1 
-4 AN960D1716 . WASHER .. a A C8 ORT 2 
-5 165-7039 . BRACKET, Engine oil return “front ο sa ο ο πο. 1 
-6 AN837-12D . ELBOW . . . . . . oq aa Nnm. Me acie ieu Gl dm ο 1 
-7 AN902-16 2». GASKET. doce a AA Xo eS -ᾱ- Ν RR Ue le ας ο ὦ PES 1 
-8 AN891-12-8 ΑΡ μα μα ο να LAE 1 
-9 AN8H6A BOLT ος eter Serva Ἂν tee ἂν «ὁ: XXE e el ο cone ὃ. Ἔν ην o 2 
-10 AN960D816L . WASHER .. vdd Caras 2 
-11 165-53483 . ORIFICE, Anti- icing system accessory “pairing πο ee uec AAA 1 
165-53484 + GASKET, Anti-icing system accessory fairing o ea as ὃν 1 
ANU-10A ν΄ BOGE © os . Pow] we x ue é 4 
-12 165-43082-5 . ARM ASSY, Engine power “control “engine ED4 LS Ai ben Bees Males 1 
-13 190-43026 š ARM, Engine power control engine ED! unit . . Sr ἐν δεν ue 1 
-14 177-43058 . . SCREW, Engine power control engine ED4 unit worm ND 1 
-15 AN365-128 ο μα Um iras ; νο οι. ραν 1 
-16 AN960DÀ16 š so “WASHER: 0 a er 4 e ο MPI AR Ὁ ο w ου " 1 
-17 NAS51-62 & 6+ RING 2:0. Tm + 1 
-18 173-13037 š GEAR, Engine power control engine Dé unit worm . .. é 1 
-19 AN900-8 > GASKET A SU s Ad YET LI ον ada + Pw w Xs 1 
-20 AN775-5D £ BOLD 4 A a a ii Bed ο eS 1 
-21 AN776-5D e. BUDOW 4. woUst96 UNU a4. 8 i G Ie x ο ὃς, Ὁ v a a δν 1 
-22 AN901-5A a (GASKET, sce: a fe, es vas ο ο ο ος ο ο. 2 
-23 MS28741-5-22 . HOSE ASSEMBLY . +. +'+. . ur. deu N. ei rare cat abe a ο ου 1 
-24 151-47051 ` . FITTING, Oil cooler drain ΡΜ. OUD ο Py San Yap ος 1 
-25 K83001-1 . VALVE ASSEMBLY, (Koehler) . . . . + + + + + + +< + + + + * + 1 
-26 151-47053 . CLIP, Engine oil cooler drain. . PEN πα. 1 
-27 MS28741-16-270 . HOSE ASSEMBLY, (engine fuel flow meter) . Ene ὀρ τν. as iis 1 
190-42010 . SHIELD ASSY, Anti-ice line LH side .. A ο A] 1 
-28 MS28741-16-184 . HOSE ASSEMBLY, (flow meter to oil ο. oat ctis Sere, Bites 2 
-29 10690-100 . DUCT ASSY, (Solar)(use Solar 10690 unti exh) v. en hs eid tae at Se 1 
-30 α256 . GASKET, (Norlac)(intrch wth Gasket Mfg Co. 6254) . . . . + ° 1 
-31 5R13-9 . RING, Héat and vent sealing (North American) . . + + sso i 
-32 ANAHAA . BOLT .. . + + + om t n t f t tn ng, ° i 
` -33 173-47043 . FITTING, Engine oil pressure IPeS1BtOPO.- 2-1 επ a Ago Sa 4 
-34 AN902-4 . GASKET . « . 4... © © © © n] tm ο n — — ER i 
-35 AN924-4 A O Ην Seo e, ep eei e 1 
-36 .  AN893-4 © BUSHING: » 250» m is re cee Sac tee UE (e p. WI a e € eom pas ene ας o ROS 1 
-37 AN902-12 . GASKET +... +. + ko €. “e ο DA RA i 
-38 MS28741-4-26 . HOSE ASSEMBLY, (o11 filter to transmitter) | š Sonata. ear Ferdi) I 
-39 165-42087 . ADAPTER, Engine compressor leakage air exhaust . . . ae aes A 
ΑΝΘΗΘΑ. s BOLT s o9 ος τον a š . imu ος P IA imp de jua «6 : 
Lu E EPA TN 2 WASHER m . Y νιν Ον d uem were IR i hoo d^ eS š : 
- -63-2 . 0 arman A oW e « 
i 165.53523-11 3 CLAMP, Heat and vent sys “two "diameter Connecting (use . . 2 
165-53523 untl exh) 
5R13-5 . RING, Heat and vent sealing (North American) +. . +. + . 1 
-41 165-42175 . COVER, Engine compressor leakage air exhaust . . aL de id : 
165-42176 . GASKET, Engine Compresaón Teäkage air exhaust port z E 
ΑΝΘΗΘΑ . BOLT ~.. € e eru rid, oce a 5 
165-42019 . BRACKET, Engine center "hof8t ve 2a vite, ο ο. 5 
ο aet. ο κ νο ο μμ νο A RR 1 
i Sare . GASKET, P Aser, (Plexon wth Gasket "Mfg co. 6258). > š : 
ANBHHA . BOLT . PA £ WU QV. iis le E . : 
5R13-7 . RING, (North ' american) š . N 
-43 TG190D17 . ENGINE, Jet (J47GE178) (General ‘plectric) (crag) (intreh wth 
General Electric IHTGE33) 1 
-44 28741-4-22 HOSE ASSEMBLY . . + ο μυ. e 
Ee Bos Copt tena ión of these lines and fittings see figure "341" ο a a ROL 


= = = — x =s s = Y 
Changed 26 May 1958 2M 











Section. II i : 
Group Assembly Parts List T. O. 1F-86K-4 
POWER PLANT AND ENGINE SECTION (Cont) 








ROTATED 180" 





= 
Ur E 





F-86K-4-42-6A 


FIGURE 312 - ENGINE HYDRAULIC PUMPS AND DRAIN SYSTEM 
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Section. 11 _ 


T. 0. 1F-86K-1 Group Assembly Parts List 


POWER PLANT AND ENGINE SECTION (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
312 No Number ENGINE HYDRAULIC PUMPS AND DRAIN SYSTEM, (see figure 311 . . . . NP 

for next aepenbly] 
-1 AN4 -6A e BOET C 22 s ο EL -ἳ άρα: Set aa Ger wo cer Vet E 32 
2W18-416M . WASHER, Flat (North American) ο ο ο E ts «32 

-2 AN24-9 . BOLT ... vu e ο a ο. ο 
3 165-4224) . SECTOR, Engine “air inlet “flange & Wm eas T eines Oa pee ee na a 4 
- 165-42089 . SEAL ASSEMBLY, Engine air duct . . . . . . 2... 0... 2. +Ç 1 
-5 165-42090 . RETAINER, Engine air duct seal . . . , s < + + +s + +< + + . 0 4 
-6 165-42074 . FLANGE, Engine air inlet .................. n 
-7 140-47029 . SPOUT, O11 drain valve ... ¿ eg dmg SRG μες 1 
-8 AN4O47-1 . GASKET, Type XII or XIV-A and `B engine accessory drive... 2 
-9 AN4141-2 š ADAPTER, Type XII-J and type XII-K drive spine . . . . . , + 2 
-10 165-58666 . PUMP ASSY, Hydraulic power control system complete . . . . , 1 
-11 AA32516L2 , PUMP ASSY, (Vickers) ως wth Vickers AA3252912) . . . . 1 
-12 AN365-524 UU NUT som πη CE OE ον 4 
-13 ΑΝΙΟΗΓ-1 |^. . GASKET, Type XI “engine accessory drive ; .. a ls 1 
-14 AN4138-1A4 . . ADAPTER, Type XII-J or type XII-K drive flange A K n 1 
-15 AN833-6D ο SEDBOW x ο ο v. ος v N κ. we 2 š 1 
-16 AN6289-6 ο ώς ο ο TE uec ο ο... : 1 
-17 AN6290-6 +. a dco EET WO Wer 1 
-18 AN6291-6 to. RING . + > < à < š 1 
-19 165-58665-3 . PUMP ASSY, Hydraulic utility system complete " (intren E I 1 

wth 201-58665) 

201-58665 . PUMP ASSY, Hydraulic utility system complete (intrch .. 4 1 

wth 165-58665-3) (see fig. 325 for breakdown) 
-20 AA32516L2 . . PUMP ASSY, (Vickers) (intrch wth Vickers AA325912) DE 1 
-21 AN365-524 s - NUT. css Qo» aj Bas e a Vi Eis 4 
-22 AN4O44 -1 . . GASKET, Type XI engine accessory drive... τν euo. w 1 
-23 AN4138-1A S s ADAPTER, Type XII-J or type XII-K drive flange ux reu ts 6 
-24 AN960D10 ο, ο WASHER cz eld. ὁ-κ ο τα OR ο OR ας a E κ & Ce Wl 6 
-25 AN832-8D sou GUNTOM..4 £344 RR a eR κ. AA 1 
-26 AN921-8D sv ΝΟ νι x ο ο Teh Net ene ο ο WA A ge 1 
-27 165-58432 + . BRACKET, Hydraulic utility pump outlet support ...... 1 
-28 165-58816-43 + « DINE ASSY, Utility pump s s e e + + s s ew s'est u LS ἃ 1 
-29 AN833-4D $3.5 A ο be ca dev w eo fe vec e ο ber Yet des Ge rk A 1 
-30 AN6289 -4 3c. NUT o cs oko Roo 09^ a e E ew AO së Tq we See ἆ 1 
-31 AN6290-4 v. ο αμ ο e ei e ο 1 
-32 AN6291-4 sey A ο ο Ve nee Ce Ve Ya SE yan Iocan ar ey, a m T BR 1 
-33 AN919-12D $2 wk REDUCER + a aaa sop tie αμ ο ο ὁ) Se fe 0", TR n SS <6 1 
-34 AN6290-6 sw GASKET «eo ο ο EO wA ar ο ca ο ou arte ο. 3 
-35 AN939-6D punc 2 ο ο C EDU M MN 
-36 AN832-6 S Es 0 UNION LZ a 054 WO woes RTS Ὧν RO, ELIO a del e oor Ze Lee te 1 
-3 AN6289-6 «ow ΝΟΣ; Que er ΚΑ ΑΟ VUE τε; w: le qa ce 3 
-3 AN6291-6 . » RING . . πο Dui Us ο ο cer ο ο Tol ο. 1 
-39 MS28741-4-32 . HOSE ASSEMBLY 8 . e ° e 2 ὁ e a e o e ο ο o o... 1 
-40 165-58457 . BRACKET, Hydraulic flight control by-pass line . . . . . , + 1 
-41 165-58821-67 . LINE ASSY, Flight control by-pass from elbow on engine . . . 1 

island No. 2 to union in bracket on engine 
-42 AN832-6 « UNION 4 4.4 914 €. vw €x WI OUEST E ἃ Ὁ αφ CELOS ¿e> κ S 1 
-43 AN924-6D ¿+ NUT wa ο ο ο A EQ A RN 1 
-44 ` AN815-4D oy UNION uou ο cos δι Se? ee) er δ) tas SoS ra Wove oj eC je. On ce 1 
-45 AN6290-4 a? GASKET > uec. uc ARA A A A ALAS UR AA de ια ee 1 
-46 AN902-4 . ADEET- wd) wc €x. ow X * X wx ο e δ. ὑφ. Φ' 4 m. SW. OW. as 4 
-47 AN924-4D s NUI ao e a er μμ erat aca VS sala Pre 2 
-48 AN832-4D e UNION G; ασ Cp ue ee See? Ὁ το ο E E E Se. ya ete 1 
-49 AN784D4 ο ο κ Bs se ca ο Ve carne. p, TNT eom Vs c ο c D 1 
-50 AN939D4 E AAA οι Re. ο ooi S mos -ᾱ- δι ο -- 1 
-51 AN815-4D UNION . . e . n . . AS 1 
-52 AN6249-8 VALVE, 3000 psi hydraulic check (see figure 317) ἀνά, an bare Rel: 
-53 AN6292-8-26 HOSE ASSEMBLY, (see figure 317). μὸν ο co: Ref: 
-54 MS28741-4-6 HOSE ASSEMBLY, (furnished by General Electric with engine) . .. Ref 
-55 MS28741-4-8 HOSE ASSEMBLY, (furnished by General Electric with engine) . . . Ref 
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FIGURE 313 - RH SIDE ENGINE ACCESSORIES 
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FIGURE & 
INDEX NUMBER 


313 


-1 
-2 
-3 
-} 
-5 
-6 
-7 
-8 
-9 
-10 
-11 
-12 
-13 
-13 
-15 
-16 


=L7 
-18 


PART 
NUMBER 


No Number 
AN902-10 
AN924-10 
AN837-10 
MS28741-10-29 
AN902-4 
AN815-4 
MS28741~4-22 
165-53571 
165-53378 
U102-.625-2.062 
1800149 
ANSHYA 
AN960C416 
G256 

883329 
165-53523 


1 





T. O. 1F-86K-4 


POWER PLANT AND ENGINE SECTION (Cont) 


2 3 4 5 6 7 


RH SIDE ENGINE ACCESSORIES, (see 


22218-.625-2. 8438H 


5R13-5 
165-48816-20 


165-53382 


U102-.625-2.030 
165-53381 


U102-.625-2.030 
1800148 
AN737TW74 
165-48074 


AN3-5A 
NAS43C3-11 
2W1C14-20-32 
165-48071 
165-48073 
2418-416 
2W18-616 
173-5815 
165-42801-75 
165-42229 
165-42239 


11116 


oe ee 


GASKET ..... 
NUT se ewe 
ELBOW . on 9 
HOSE ASSEMBLY . 


GASKET ... 
UNION . . + 
HOSE ASSEMBLY cw ie 
BRACKET, Heat and vent system 
BRACKET, Heat and vent system 
CLAMP, (National Utilities) . 


. 
. 
. 
. 


. 
. 
. 
. 


oe ewe 
ee eee 
oe . t n 


. . 
. . 
. . 
. . 
. . 


DUCT ASSY, (Stainless Steel Prod. Ἢ 


BOLT. ο e e ὃν 5 ο 7 € v 
WASHER .. 


GASKET, (Norlac) (intrch wth Gasket 


ELBOW, (Flexonics). . . . 
CLAMP, Heat and vent system 2 
CLAMP, (Marman) 
RING, Heat and vent sealing 


(use 165-48816 untl exh) 


SUPPORT ASSEMBLY, Heat and vent system fuselage 


226 cabin air line 
. CLAMP, (National Utilities) 


(North American). . «9 
LINE ASSY, Fuel afterburner air supply section Νο. l 


NOMENCLATURE 


figure 311 for next 


«No. < HhHo + ο ο ο ο 
H 
P 
8 
o 
n 
z 
κ.ὶ 
κο] 


cabin 
cabin 


. . 


° c ο ο MMe + + ° » 9 ο 
po b: 


.'Co. 6254) 


diameter connecting 


SUPPORT ASSEMBLY, Heat and vent System “fuselage * 
station 215 cabin air line 


. CLAMP, (National Utilities) 


on 


assembly 


oe ee ee 


. 
. 0 . 9 9 . 2] 2 9 2 2c! ο 5 ο 6 ο t9 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


station . . 


DUCT ASSY, (Stainless Steel Prod.). ο, ta ὃν e. i 

CLAMP .... a ç 

SUPPORT ASSY, Fuel 'afterburner air "supply line "section 1 
complete 

s IBOLTO S oce eek ey ο ο ο ο 

. SPACER, Bolt . . vw ο etait as et ὦ 

. WASHER, Plain (North American) . š s . 

. BRACKET ASSEMBLY, Fuel afterburner air Supply line 


Section 1 adjustable 


. 
. 
. 
. 


. PLATE ASSEMBLY, Fuel afterburner air supply line... . 


Section 1 supporti 
WASHER, Flat ΠΕ American) 
WASHER, Flat (North American 


BRACKET, Hydraulic utility suction "disconnect support . 
LINE ASSEMBLY, Engine aft frame breather aspirator. . . 


e = © © © © © ο o où 


pressure supply engine attached 
SHIELD, Engine afterburner spark plug lead RH (used on .. 


J47GE17B engines only) 


9 ο 


ee ο 


SHIELD, Engine afterburner thermocouple connector léad RH . 
(used on J47GE17B engines only 
JUNCTION BOX, Engine (furnished by General Elec with engine) . 


*1 Pick up existing engine bolts to install 





` * s. 9 9 $9 e o e 0 0 c9 ὁ 9 e 5 ο e ο ὁ 


Section. ΙΙ 
Group Assembly Parts List 


Ref 


UNITS USEABLE ON 
PER ASSY. CODE 
NP 
1 
1 
1 
i 
1 
1 
1 
1 
1 
8 
1 
m 
m 
1 
1 
m 
2 
2 
i 
1 
1 = 
1 
1 
1 
1 
1 
2 
2 
8 
1 
1 
Ty I 
2 *1 
1 *1 
1 
1 
1 
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Group Assembly Parts List T. ο. 1F-86k-4 


POWER PLANT AND ENGINE SECTION (Cont) 


ey ⁄ 


A 
j; 





F-86K-4-42-4A 


FIGURE 314 - AFT ENGINE ACCESSORIES. 
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Section. ΙΙ Ἢ 
Group Assembly Parts List 


T.O. 1F-86K-4 


POWER PLANT AND ENGINE SECTION (Cont) 


FIGURE & PART 
INDEX NUMBER NUMBER 1.2 3 4 5 6 7 NOMENCLATURE PER ASSY. Eros 
314 No Number AFT ENGINE ACCESSORIES, (see figure 311 for next assembly) B NP 

-1 151-42027 COVER, Engine compressor discharge air take-off port š 3 
151-53381 GASKET, Heat and vent system engine connecting. P . 3 

-2 AN363C428 NUDE CIL e SUS Ge, Se ate e PE ; 2 

-3 AN960CH16L WASHER . . . . . A Vor n 

-4 NAS501-4-6A BOLT, Stabilized non- magnetic corrosion resistant steel Lcx 2 

-5 165-42024-300 FIREWALL ASSY, Fwd eng drain pupper Ut. wd is oe 1 
165-42024-400 FIREWALL ASSY, Fwd eng drain (lower here Js š 1 

-6 165-42024-23 SEAL, Engine transverse (altered from Johns- Manville 1 

MX3600 type I or Raybestos-Manhattan CL5766) 

-7 165-42236-1 s PIN, Engine transverse firewall assembly trunnion LH . . 2 
165-42236-2 s PIN, Engine transverse firewall assembly trunnion RH > 2 

-8 165-42235-3 . FITTING, Engine firewall trunnion . . 2 1 

-9 165-42039-50 TUBE ASSEMBLY, Engine aft frame breather forward section, A 1 
151-42304 GASKET, Engine aft frame oil breather flow .. ο £ uw 1 

-10 165-42163-21 SUPPORT ASSY, Engine aft frame breather forward line A 1 

-11 No Number ENGINE MAIN TRUNNION FITTING ASSEMBLIES, (see figure NP 

318 for breakdown) 

-12 165-42142-9 BRACKET, Engine afterburner shroud stop (upper LH 2 us 1 
165-42142-11 BRACKET, Engine afterburner shroud stop (upper RH Saale 1 
165-42142-3 BRACKET, Engine afterburner shroud stop (lower) . . . xt 2 
165-42181 BRACKET, Engine afterburner shroud stop (side) ; eee) 2 
165-42179 PIN, Engine shroud rear turbine flange support bracket x 2 

-13 165-42147 ADAPTER ASSY, Engine afterburner shroud intermediate ç 8 

support 

-14 151-51081 BRACKET, Exhaust temperature thermocouple lead support i 3 

-15 165-42185 TUBE ASSY, Engine afterburner nozzle actuator cooling τ 1 

(use 165-42145-25 untl pus 

-16 99836 PIN, (United-Carr) . . . . ` 2 

-17 98292-1- .120 STUD, (United-Carr) . . ο. 2 

-18 ΡΒΙΤΟ3Α BOLT, 10-32 corrosion resistant (North American) e ^u 2 32 

-19 AN363C1032 NT... è a . 4 

-20 165-42189-11 BAFFLE, Engine afterburner nozzle actuator “cooling. air 1 

forward deflector 

-21 508E268 ; BAFFLE, Eng afterburner nozzle actuator cooling air aft . Ref 

deflector (furnished by General Electric with eng) . 

-22 AN78A10 . BOLT ... ον κ. der den a + ο: + ο o ὁ nm tm * n 2 

-23 165-42011 . BRACKET, Engine aft hoist a^) xx diseno Ros DR 8 ls 

-24 165-42801-21 . LINE ASSY, Forward engine drain . . NE EE 1 

-25 201-42803 . TUBE ASSY, Engine afterburner large slot “fuel drain ἐ εφ Jah «ὦ νῷ 1 

-26 201-42804 . TUBE ASSY, Engine afterburner small slot fuel drain SP LEG 1l 

-27 AN815-6 . UNION. . —2 ke 2 

-28 165-42141-231 . SHROUD ASSY, "Engine afterburner (upper) (see figure "315 ZE w 1 

for breakdown) 
165-42141-251 . SHROUD ASSY, Engine afterburner (lower) (see'figure 315 ES 1 
for breakdown) 

-29 AT666 HOSE ASSY, (F. Somers Peterson) . . ¿a pe 1 

-30 190-42011-3 . FITTING, Engine afterburner tailpipe "drein "bulkhead MEE E 1 

-31 2W17-1116 . WASHER, Plain (North American) . . +. + + eee + + + + ο. 1 

-32 AN924-8 . NUT.... . . Ἢ 1 

-33 177-42151 . FITTING, Engine afterburner drip and “drain "valve adapter a 2 

-34 MS29513-111 . PACKING, (used with Kohler K2457-30 valve) .. ὁ- Rap See ο Ὁ 2 
MS29512-6 . GASKET, (used with James-Pond-Clark P3-526 valve) . V ved wae οὖν 2 

-35 K2457-30 . VALVE, Check (Kohler) (intrch wth James-Pond-Clark P3- 526) .. 2 

-36 MS29513-113 . PACKING, eer with Kohler K2457-30 valve) . ae arte š 2 
MS29513-111 a PACKING, used wth James-Pond-Clark P3-526 valve) . Eo a 2 

-37 201-42805 . TUBE ASSY, Engine afterburner large slot fuel drain i ο ww 1 

check valve to disconnect 

-38 201-42806 . TUBE ASSY, Engine afterburner small slot drain check .... 1 

valve to disconnect 

-39 165-42095 TUBE ASSEMBLY, Engine drain (see figure 343) . . . . . . . Ç Ref 
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Section i1 _ 


Group Assembly Parts List T. ο. 1F-86K-4 
POWER PLANT AND ENGINE SECTION (Cont) 





$5 -. 13 ROTATED 90° 
12 F-86K-4-42-3 


FIGURE 315 - ENGINE AFTERBURNER SHROUD ASSEMBLIES 





FIGURES PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
315 165-42141-251 SHROUD ASSY, Eng afterburner (lower)(see figure 314 for ... Ref 

next assembly) 
165-42141-231 SHROUD ASSY, Eng afterburner (upper)(see figure 314 for Ref 
next assembly) 
-1 165-42146 . SUPPORT ASSEMBLY, Engine afterburner shroud forward . : 4 
-2 165-42068-50 . DOOR ASSY, Engine afterburner spark plug access . . . .. 1 
(upper shroud) 
-3 98292-1-.050 à . STUD, Airloc (United-Carr) . " 1 
99836 ¿ . PIN, Airloe (United-Carr) . . ........^..2-.^.. 1 
-4 165-42144 . SEAL, Engine afterburner shroud turbine drain (lower shroud) 1 
-5 165-42178-3 . BRACKET, Eng shroud rear turbine flange sup. (upper cM) 2 
-6 165-42180 . BRACKET, Eng shroud rear turbine flange sup. (lower shroud 2 
-7 165-42143 . SUPPORT ASSY, Engine afterburner shroud aft . 2 
-8 AN363-1032 . NUT, (lower shroud)... . . . + + + + + + * 5 
-9 AN960C10 . WASHER, (lower shroud) . . . . . + + +< + + + + + ee 4 
-10 1814-1032-10A . SCREW, Round head corrosive resistant (North American) 5 
(lower shroud) 
-1i 165-42119 . GASKET, Eng shroud integral drain line (lower shroud) . . . 1 
-12 165-42122-10 . LINE ASSY, Engine shroud integral drain line (lower shroud) 1 
-13 165-42120 . SLEEVE ASSY, Eng shroud integral drain line supporting . . 1 
(lower shroud) 
-14 165-42240 . DOOR ASSY, Eng afterburner nozzle actuator access . . 1 
(upper shroud) 
-15 99836 . . PIN, (United-Carr)(upper shroud) . . . . . + + + + * * * 7 
98292-1-.130 . . STUD, (United-Carr)(upper shroud) . . . .......-. T 
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bs SU Group Assembly Parts List 


POWER PLANT AND ENGINE SECTION (Cont) 





2 
F-86K-4-42-2 
FIGURE 316 - FORWARD ENGINE MOUNT SUPPORT ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
316 165-31901 SUPPORT ASSEMBLY, Engine mount forward steady (see figure . . . Ref 
317 for next assembly) 
-1 AN310-7 v UNUT 20.1 Ὁ Ts a aa Den da aa a y ον 2 
-2 AN960CT16 2y WASHER ον κ ο de Md Sa 3 
-3 AN177-16 . BOLT ... ανν ES 2 
-4 165-31908 . BARREL, Engine ` forward “support ο ο Gal, asa wae Let ο”. 1 
-5 AN316-8L ο ο αυ ie BRE ο hi a Seis S o ara um nee de 1 
-6 AN316-8R s NUT νο, ας 09 < s WIES EE EE 1 
-7 165-31911-3 . BOLT, Engine forward “support. eye "Ch thread πα ασ sate Ca. Na 1 
-8 165-31911-5 . BOLT, Engine forward support RH thread ac ED: 1 
-9 165-3190) . BEAM, Engine forward support . . NM PLC NS 1 
165-31905 . ROLLER ASSEMBLY, Engine forward Support . . ον tas aks al dE 1 
-10 àg20s8-014 . . BUSHING, Press fit flanged (North American) πα. 2 
-11 165-31906 . . LINK, Engine forward support . . d MEA 1 
-12 165-31909 . . TRUCK ASSEMBLY, Engine forward Support N ER ES 1 
-13 NAS51-62 . . . RING, External retainer . . . ο ο ENSE 4 
-14 165-31907 . . . BUSHING, Engine forward Support sss o gus rs eus 4 
-15 151-42035 . . . ROLLER, Engine upper forward steady support 4 
-16 165-319444 . BRACE ASSY, Fwd eng. mount instl support 1 
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T. O. 1F-86x-4 


POWER PLANT AND ENGINE SECTION (Cont) 


FIGURE 317 - FORWARD ENGINE ACCESSORIES 





F-86K-4-42-1A 
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Section. ΙΙ _ 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
317 No Number FORWARD ENGINE ACCESSORIES, (see figure 311 for next assembly) . NP 
-1 165-42100 COUPLING, Engine accessory cover anti- ita: line.. . ¿was cu 2 
AN737-48 e CLAMP n. Wow ae e ος ὁ AD EY 4 
-2 213-42802 . TUBE, Engine accessory compartment cover "heating NC NC ΝΗ 1 
-3 207-42051 . TUBE ASSEMBLY, Engine starter generator cooling air. . . . +. 1 
-4 165-12053 . COUPLING, Generator starter cooling air duct vb de 2 
AN737TW114 . CLAMP .... due Teh detis yg 4 
-5 205-42005 . RING ASSY, Engine air inlet guide extension E GE ET ES 1 
-6 G29-7A . GENERATOR, 400 amp (Jack and Heintz) (GFAE) . . . . . +... . + 1 
(introh wth Jack and Heintz G29-10A or 
Westinghouse EK40) 
624FSB5 NUT, (Atlas) (intrch wth Elastic 52Z2278-064) . . . m 6 
165-42092 MUFF ASSY, Eng 400 amp generator cooling air exit lower S uu 1 
-T 165-42092-17 SEAL, Engine 400 amp generator cooling air exit lower š 1 
-8 165-42045-5 ROD, Generator cooling air muff attaching .. 2 
-9 165-42021 MUFF ASSY, Engine 400 amp generator cooling air exit upper 1 
-10 165-42045-3 . ROD, Generator cooling air muff attaching . . P 2 
-11 AN4047-1 GASKET, Type XII or type XIV-A and -B eng access drive . ç 1 
165-42165 MUFF ASSY, Engine alternator cooling air exit upper PONO Hau. Sar ον 1 
-12 165-42045-3 ROD, Generator cooling air muff attaching μμ... 1 
-13 165-42045-5 ROD, Generator cooling air muff attaching š 1 
-14 165-42165-23 s SEAL, Engine 400 amp generator cooling air exit upper 1 
-15 165-42164 MUFF ASSY, Engine alternator cooling air exit lower . , 1 
-16 1634-3E GENERATOR, (Eclipse-Pioneer) (intrch wth Eclipse- -Pioneer . 1 
1634- 3D or 1634-7) (GFAE) 
AN4O47~-1 GASKET, Type XII or type XIV-A and -B engine access drive . . 1 
624FSB5 NUT, (Atlas) (intreh wth Elastic 52Z2278-064) , e. is 6 
-17 165-42167 DUCT ASSEMBLY, Engine alternator cooling air inlet SIE eee Ve 1 
177-42168 RING, Engine alternator cooling air inlet duct support ae 2 
-18 205-42008 DUCT ASSY, Engine ac generator cooling AE ου. 1 
-19 17343-16-525 FIRE DETECTOR, (Fenwal) . . . . PP 1 
SL1029 *1 . LOCKNUT, Overheat detector insulator "(Shans -Lok) š : 1 
192-54220 *1 . INSULATOR, Elec overheat detector terminal protecting g SA ier ta 1 
192-54219 *1 . WASHER, Elec overheat detector terminal protecting . . . .. 1 
AN961-10 . WASHER, (one between terminal and lock washer and one . . . . 2 
between terminal nut and sleeve) 
-20 AN3057-4 e. ADAPTER. e Wow N ee we ER A RIA ATA κα e α 1 
-21 AN3057-12A 2? ADAPTER: pii a o AE E ORG DECIES DEL ο a ο Ὁ ὦ TC a +w 1 
-22 AN3100A12S3P xo ΟΕ PAG TONS ας al a CR, Gem GO DES W Xo ley τα Rk Ga -ᾱ- dU 1 
-23 97-3100K18-3P . RECEPTACLE, (Amer. Phenolic) . . .. . .... εν T 
-24 165~53481-10 +. SHIELD ASSY, Anti-icing system engine access cover . . . . 1 
thermoswitch 
AN931-4-7 ο GROMMET ZZ A GE a A E A Ae M OR a a ἃ 1 
AN515-8R20 + SCREW... ο) κὸν σῷ «ο a A E eS τὲ 1 
-25 18423-0-42 $ THERMOSWITCH, (Feriwal)' ο ο ο Ce we wk USD 3 1 
-26 AN6292-8-26 . HOSE ASSEMBLY . . . , M E MD EE 1 
-2T AN6249-8 . VALVE, 3000 psi hydraulic CHECK: iz i-e dove cepe mice IRL CRY Ta 1 
-28 AN8H11A .. BOLT 23x65 AA AA 4 
-29 151-42033 . BLOCK, Engine forward beam support AES $^ Wats den ty ds 2 
-30 165-31931 BUSHING, Engine steady support vibration insulating ET 4 
-31 151-42042 WASHER, Engine forward support. . Lou e Ὢ 4 
-32 140-42030 WASHER, Engine forward support vibration | insulating ο κών Ae 8 
-33 165-31901 SUPPORT ASSY, Engine mount forward steady (see figure... 1 
316 for breakdown) 
-34 AN76A5 BOLT ... ap Sale 1 
-35 165-319 34 BRACKET, Forward engine mount installation, support EIA NV 1 
-36 165-31950 PIN, Engine forward steady support. . μα ub ELA Ge aa 1 
-37 207-42004 COVER ASSY, Engine section (see figure 310) fuss ve tance: Ins Sa Ref 


*1 These parts used together supersede 190-54106 together with 192-54225 
for future procurement and may be used intrch. 


Changed 20 February 1959 
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F-86K-4-42-9 


FIGURE 318 - ENGINE MAIN TRUNNION FITTING ASSEMBLIES 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER ] 2 3 4 5. 3 NOMENCLATURE PER ASSY. CODE 
318 No Number ENGINE MAIN TRUN FITTING ASSEMBLIES, (see fig. 314 for next SERI NP 

165-31902-7 . + FITTING ASSY, Eng main trunnion (on LH side d ; . 1 
165-31902-9 . FITTING ASSY, Eng main trunrion (on RH side only 1 
-1 1N1CH N NUT, Aircraft castle (North American) . 1 
-2 190-31919-3 + + YOKE, Eng mount trun locking key 5 165- 31902- 7 zu 1 
190-31919-5 E + YOKE, Eng mount trun locking key (on 165-31902-9 only 1 
-3 165-31928 š + RING, Eng mount trun locking stop . . 1 
-h 165-31915-7 . . FITTING ASSY, Engine mount trunnion pall and Sleeve 1 
(on 165-31902-7 only) 
165-31915-9 - + FITTING ASSY, Engine mount trunnion ball and sleeve .. 1 
(on 1053190252 ο 
-5 AN363- 128 sdb t NUT eos ssi acm de a viuo Mo atq uer SÀ 1 
-6 AN4-22A e © .« BOLT a 1 
-7 165-31914-3 - . + SHAFT, Eng mount trun ball locking (on LH side `only) | 1 
165-31914-5 + + + SHAFT ASSY, Eng mount trun ball locking (on RH side 1 
only) 
-8 165-31927 2 . š . PIN, Engine mount trunnion lock shaft 1 
-9 165-31916 - + + SPRING, Engine mount trunnion lock shaft . . 1 
-10 165-31954-3 +. . PITTING, Eng mount tru. ball (use 165-31913-3 until ex) 1 
-11 165-31917 A E . SLEEVE, Engine mount trunnion ball attaching LH $ + 
(on 165-31915-7 only) 
-12 165-31918 + + . SLEEVE, Engine mount trunnion ball attaching RH 1 
(on 165-31915-9 only) 
-13 165-31946 + . + RING, Eng mount trun snap... 1 
-14 165-31947 mE SLEEVE, Eng mt trun ball . . i 
-15 165-31912-13 a FITTING, Engine main trunnion i5 “165- -31902- 7 E 1 
165-31912-23 - . FITTING, Engine main trunnion (on 165-31902-9 only 1 
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F-86K-4-41-1 
FIGURE 319 - QUICK CHANGE ENGINE ASSEMBLY 
FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
319 207-42901 PACK-UP, J47GE17B ENGINE QUICK CHANGE. . . . s soso + * +. +. + n ° 1 B 
EACH UNIT ASSEMBLY TO INCLUDE: 
-1 173-42001-100 . ENGINE AND ACCESSORIES INSTALLATION, COMPLETE (LESS ALL . . . 1 
GFAE EXCEPT ΤΗΕ FOLLOWING)(SEE FIGURE 311) 
G29-7A οφ + GENERATOR, 400 AMP (JACK AND HEINTZ) (INTRCH WTH JACK . + . 1 
AND HEINTZ G29-10A OR WESTINGHOUSE EKHO) (GFAE) 
1634-3E . . GENERATOR, (ECLIPSE-PIONEER)(INTRCH WTH ECLIPSE- . . +. + : 1 
PIONEER 1634-3D OR 1634-7) (GFAE) 
213-540-363A . . ELEC WIRING ASSY, (NORTH AMERICAN) +. . +. + + + * * * ets 1 


Changed 26 May 1958 553 
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50 F-86K-4-43-2A 


FIGURE 320 - FUSELAGE ENGINE SECTION CONTROL EQUIPMENT 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1. 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
320 FUSELAGE ENGINE SECTION CONTROL EQUIPMENT 

207-43001 . ENGINE CONTROL EQUIPMENT INSTL, Complete (see fig. 78 for . . NP 
next assembly) 
-1 207-43002 š - QUADRANT ASSEMBLY, Engine power control manual range . +. +. 1 
(see figure 321 for breakdown) 
207-43002-11 - . QUADRANT ASSEMBLY, Engine power control manual range . . . 1 B 
(see figure 321 for breakdown) 
207-h3002-21 - + QUADRANT ASSEMBLY, Engine power control manual range . . . 1 


(see figure 321 and 321A for breakdown) 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
320-2 AN3-5A BOLT .. E rer d 4 

- 165-43037-10 COVER ASSEMBLY, “Engine control quadrant outboard πο 
closeout complete (see fig. 323 for breakdown) 
-4 No Number ENGINE POWER CONTROL ED4 GEAR BOX AND RELATED .... NP 
EQUIPMENT, (see figure 32! for breakdown) 
-5 AN365-428 5 NUT .. e ο A ο ο e cere š 1 
-6 2W1R40-32-62 a WASHER, Plain pices eee 2 oft ee du e ve E < al 
-T 2W1AL4O-32-62 : WASHER, Plain (North American A š ν ç xs 1 
-8 AN! -12A i BOLT ΡΟ ο Ὦ; S w E IS e sus κ S, ος £ ᾳ 1 
-9 RENF5 ; ROD END, (Fafnir) ,.................. 1 
-10 AN316-5R ç NUT .. pra 1 
-11 B6644 . TELESCOPIC UNIT, Flared type threaded end ' (fele£iex) "n 1 
-12 213-43801-3 ; CONDUIT ASSY, Pressure web to sta 124.3 bulkhead . is. 1 
A6338 š LOCKNUT ASSY, (Teleflex) . . $ VAS Ze Oy acre 2 
-13 207-43021-7 . CABLE, Engine power control teleflex ee cows WR XR CX: Wo) yar 2 1 
A6338 A . LOCKNUT ASSY, (Teleflex) . . š 2 
-14 A6603 . CONNECTOR ASSY, Bulkhead 20° flared type (Teleflex) 3. € 1 
-15 213-43801-7 š CONDUIT ASSY, Sta 124.3 bulkhead to H gearbox sta 137 . 1 
-16 C8548 ; CONTROL BOX ASSY, (Teleflex) . . . . . . 2 2... τον ος 1 
-17 AN3-12A 5 BOLT . . . . WAS. w NE ον a 4 
2W18-10 š WASHER, Flat (North American) T eo es 4 
-18 213-43801-11 3 CONDUIT ASSY, H gearbox sta 137 to thrust “selector Es 1 
A6338 LOCKNUT ASSY, (Teleflex) . . πα. 8 
-19 213-13801-23 CONDUIT ASSY, H gearbox sta 137 spent. travel E C αν RO OUR 1 
A6338 LOCKNUT ASSY, (Teleflex) . . . μον en oy te 1 
-20 213-43801-27 CONDUIT ASSY, Thrust selectoP: snai Qe Su ie ee Say ιός -ᾱ- SS, Y 
A6338 . LOCKNUT ASSY, (Teleflex) . . Eo CEN et ah cat Sisa de 2 
-21 207-13021-9 CABLE, Engine power control teleflex qc a OS 1 
-22 A6329 CONNECTOR, Flared type 209 (Teleflex). ου a 1 
-23 165-43024 SEAL, Bulkhead conduit pressure . . NEU De eee e 1 
-24 B7512-40 CONDUIT ASSY, (Teleflex) . . . . . . . . 1 
-25 AN364-524 NUT . E ΜΝ 1 
-26 2W18-516M WASHER, Flat (North American) S RA 1 
205-13017 CAM ASSEMBLY, Engine power control fuel "boost “and m 1 
alighting gear warning switch 
-27 205-43018 + ARM, Engine power control fuel boost and alighting . 1 
gear warning switch 
-28 205-43019 . . CAM, Engine power control fuel boost and alighting 1 
gear iiu switch 
-29 NAS222-21 a - SCREW . . E ee eee ee QU sas 1 
-30 2418-416 . . WASHER, Flat (North American) . ο ο ο. 1 
-31 AN365-428 ç NUT... eer ee eee 1 
213-43013 ` SELECTOR ASSY, Engine power “control "thrust Wow CEU Q he 1 
ATTACHING PARTS 
-32 ANY-4A BOLT . . . E τῷ. Sey τὰ 3 
-33 2418-416 WASHER, Flat (North American) Wis aue ο ο 3 
----Ἐ.- 
-34 AN4-10A BOLT ... Dd ἐπὶ ae re wae oe ee “g ο 3 
-35 2w18-416 WASHER, Flat (North American) . νη 3 
-36 205-43013-11 BRACKET ASSY, Engine power cóntrol "thrust selector 1 
mounted gear box support 
-37 2W1AL18-16 WASHER, Plain (North American). . z AR 
-38 9193208 SELECTOR UNIT, Thrust (GFAE)(Intreh wth 907850202 . 1 
. or 521E75201) 
-39 173-43042 BRACKET ASSY, Engine power control thrust selector 1 
box support 
-ho RL28SB8 RING, (Rosan) ...... 6 
RD206SH6 .5L +. INSERT, (Rosan) . . ç 6 
205-43014 CONNECTOR ASSY, Engine power control thrust “selector : 1 
drive 
-41 205-3016 . HOUSING, Eng power control selector drive connector . 1 
-42 1ΤΤ- 13059 Ç SCREW, Eng power control thrust selector norm . 1 
-43 AN960D416 . So WASHER: (4 τος δν των ᾱ- > OPI De RI cerdo EIAS RU Ὁ 1 
-44 AN365-428 . . ONT... fee νο ο να 1 
-45 NAS50-90 P . RING, Internal retainer s. 1 
-46 205-43015 I GEAR, Eng power control thrust selector drive norm. 1 
-47 BZTYT ë SWITCH, (Micro SwWiteoh) αν ds Ὁ ZZ ο Q τς 1 
-48 AN3166-1 š ACTUATOR . . . ον ἄν Tea i ER teo RP aed) Wee Cae 2 
-hg 4006-14-00 Š WASHER, Lock (shakeproof) BPS piel E Ge, le Ud A ee 4 
-50 AN515-6R22 2 SCREW DPI 4 
-51 AN3216-1 SWITCH . + ee š 1 
-52 c7804 CONTROL BOX ASSY, "Engine power control thrust selector A 1 
drive 90 tooth 180° wrap (Teleflex) (North 
American Spec 205- 943012) 
-53 AN3-14A 9 BOT... dis E ο NE ey τ 4 
-54 2W18-10 . WASHER, Flat (North American) . | 4 
-55 213-54603 BRACKET, Engine power control fuel boost and alighting 1 
gear warning horn switch 
213-54600 SENSITOMETER INSTL, Electric engine control system voltage NP B,C 
(see figure 80 for next assembly) 
-56 No Number SENSITOMETER, Voltage model T162F (GFAE) ........ 1 B,C 


USEABLE ON CODE: 


A 53-8273 thru 53-8322 
B 54-1231 thru 54-1350 
C 55-4811 and subs 
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F-86K-4-43-3 


FIGURE 321 - ENGINE POWER CONTROL QUADRANT ASSEMBLY 
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FIGURE & PART UNITS USEABLE ON 
321 207-43002 QUADRANT ASSEMBLY, Engine power control manual range . . . . . + Ref Α 
(see figure 320 for next assembly) | 
207-43002-11 QUADRANT ASSEMBLY, Engine power control manual range . . . . . . Ref B 
(see figure 320 for next assembly) 
207-43002-21 QUADRANT ASSEMBLY, Engine power control manual range (see . Ref σ 
fig. 390 for next assy and fig. 321A for additional bkan) 
-1 AN4-6A e. BOLT: EA E -ϕ Q Fe $ 2 
-2 AN509-416R12 + (SCREW + s ὁ <. 22 ὃν uw de ver M ea ce Fe E a weed š 1 
-3 AN365-1032 so NUT S αμα ο... 2 
-4 NAS43C3-28 . SPACER, Screw and bolt . 2 
-5 AN520-10R16 s SCREW. S Ὁ S 60 8 l o . 2 
-6 AN520-10R8 E “SCREW! $9.99 991€ 9v v πο a Nee. e is 2 
-T AN936B10 . WASHER .. ° 6 
-8 165-43020 . PLATE, Engine power control quadrant `tapped E 1 
-9 165-43019 . STOP, Engine power control quadrant start and idle "position 1 
-10 AN520-10R5 . SCREM . . +. + ο. σος: 2 
-11 165-43013 . STOP, Engine power control “quadrant reheat ‘position 1 
-128. AN520-10R6 . SCREM . . +. . D 2 
-13 165-43015 . STOP, Engine power control “quadrant off position 1 
-14 165-43029 . HOUSING, ολ ον power control quadrant. SA, 1 
-15 AN500A6-16 . SCREW . . ES 2 
-16 9Μ 18-61, ` WASHER, Flat ` (North American) . ç PR 2 
-17 134-43056 . PLATE, Engine control microswitch hold-down tap Foe ie Sà 1 
-18 AN3166-1 . ACTUATOR, Limit switch class A . add se ss 1 
-19 AN3210-1 . SWITCH, (use Micro-Switch PETIT untl `exh) . «^ et a celis 1 
-20 AN3H30A + BOLT . « VOIE wide da C V E Ls 1 
-21 2W18-10 ` WASHER, Flat ` (North American). ο. 1 
-22 AN501A10-8 + SCREW... 2 
-23 165-43068 . BRACKET ASSEMBLY, Engine “control "quadrant microswitch 1 
-24 165-43014 . HUB ASSEMBLY, Engine control quadrant ος d agg 1 
-25 AN501A10-8 +. SCREW . . + . Voces ow WV er uo 1 
-26 2W1-13-16-40 - WASHER, Plain (North ` american) ti ode ek cw. s 1 
-27 165-43027 . LEVER, Engine power control friction “adjustment "E 1 
-28 165-43026 . SHAFT ASSEMBLY, Engine power control quadrant friction . .. 1 
adjustment lever 
-29 165-43018 . SPRING, Engine control quadrant friction adjustment ..... 1 
-30 165743012 . SPACER, Engine control quadrant inboard . . s sos s s es ss: 1 
-31 165-13011 . SPACER, Engine control quadrant outboard . . s s s + + + * * 1 
-32 207-43005 . GRIP ASSY, Engine power control quadrant manual range . . . 1 
(see figure 322 for breakdown and attaching parts) 
-33 165 -43025 . BRACKET ASSEMBLY, Engine control A support 1 
-34 RL28SB8 . . RING, (Rosan) ...... visui μμ Eve ος 3 
-35 RD206SH6.5L . . INSERT, (Rosan) ... 4 ety Ws 3 
-36 159-48167 . INSULATOR, Fuel selector valve control mieroswiteh ας ie 1 
-37 205-43031 . BRACKET ASSY, Engine power control quadrant manual range κ “ὁ 1 Α 
213-43022 . BRACKET ASSY, Engine power control guearant manual range . . 1 B,C 
-38 AN502-116-10 . SCREM . . των E ο μα... 2 
2w18-10 . WASHER, Flat ` (North American) . S aem IW dede Je cR murus S 2 
-39 173-54049 . CLAMP, Engine throttle grip wiring ος s "D 1 5 
-40 205-4 3036 . STOP, Engine power control quadrant manual range “detent š 1 
207-43009 E SPRING ASSY, Engine power control quadrant manual range . . 1 
-41 207-43024 + . QUADRANT, Eng power, control “quadrant manual Tange spring . 1 
-42 SN1204 DO SPRING, (Hunter). eta eris 1 
-43 AN504-6R4 Doo SOREN | aq a a ka a a Jm ἂν ο. cers ohare Sh ye Vse αμ ος 1 
-44 AN340-6 2.78 NUD ο E IE 1 
-45 AN565A6H6 . . SCREW .. 21 τ Uu vo 1 
-46 No Number . . BALL, 3/16 áiameter steel ` (Strom Steel Ball). 2 
-47 205-43038 ων ὦ SPRING, Compression . . 1 
-48 205-43037 5 WASHER, Engine power control quadrant “manual range detent 1 
-49 205-43030 $ ACTUATOR, Eng power control quadrant manual range switch . . 1 
-50 AN515-4R4 e “SOREW ^uo 3 0 € € 4 ow) ᾱ εδ ee 79. 9 30 ace Dm ο ο) τᾱ, ^ lei es κ Ἡ πώ Ὁ 2 
-51 AN935-1 ¿S WASHER dia iaa ο ο SUM SK dem, a ce cus MU d ο” 2 
-52 AN207DP3 o BEARING o ο νος a κ) tl la Vatu tan “tq. id 1 
-53 AN393-21 ΟΡ ος a mes qud yh ο abies Hoya Re eA αν 1 
-54 2W18-10L . WASHER, Flat "(North American) . ο yon E feces eT T cm LUE 1 
-55 205-43040 . BRACKET, Eng power control quadrant manual range aft . . . « 1 
A support 
-56 AN3-5A £^ IBOLT. uo Wee ο ag. e Meyer. ο Te eT wh. e τῷ 2 
-57 2W18-10L . WASHER, Flat ` (North American). o a A ο ο ο ο 2 
-58 AN365-1032 A μμ A Y s ΙΙ fen ο” 2 
-59 AN565D6H6 7 aa . e τῷ PES 4. ἐφ ον κ “4, e “δ.. ROSAS EAN 2 
-60 3521-6 š (Schott, Walter) $16) "a ub ο e ο Veh tale eh ey Me 2 
-61 37586 B ποσο. (Allen-Bradley) "—. ID 1 
1510 . LOCK, Shaft (Schott) is VAS cock ο We et addu, ος 1 
-62 AN3234-1 . SWITCH. . : . e. 6 e €» ὁ 5 09 9 ace ὁ ο ὁ ᾱ 9 ὁ ο 4 . 1 
-63 AN515-4R14 s SCREW: Zc ιο ο we. a a Ss -ᾱ, τ, a ee ee -ᾱ- 2 
~64 AN935-4 . WASHER .. EPI 2 
-65 2w18-h . WASHER, Flat “(North American). Q. τς 2 
-66 AN365-440 . NUT. Mh Las e TB νυν E 2 
-67 RVHATSD253A š POPENTIOMETER, ' (Chicago Telephone). Seth te ten Ge 2 
2W17-616L WASHER, Corrosion resistant steel (North ' American) deis SEEN 1 
-68 205-43041 SHAFT ASSY, Eng power control quadrant manual range control . . Ref 


rheostat drive (see figure 322) 


USEABLE ON CODE: A 53-8273 thru 53-8322 B 54-1231 thru 54-1350 C 55-4811 and subs 
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F-86K-4-43-6 
Ε FIGURE 321A - POWER PLANT AND ENGINE SECTION (Cont 
FIGURE & PART ` . UNITS USEABLE ON 
INDEX NUMBER NUMBER ] 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
321A" 207-43002-21 QUADRANT ASSEMBLY, Engine power control manual range (see fig. . Ref A 
320 for next assy and fig. 321 for additional breakdown) 

-1 AN520-10R16 e SCREW 206 tak c£ € s. s 3 8. o san "IP 2 A 
-2 AN936-B10 e (WASHER ç; ole cw Sel Mero ος es e loe €. ate De T aiU ο ve 2 A 
-3 201-3009 + PLATE, Engine power control quadrant start idle . . . . ... 1 Α 
201-43010 . STOP ASSY, Engine power control quadrant start & idle position 1 Ἁ 

-4 AN365-632 oe? ΝΕΤ ο. ee, ce wwe ow δεί es al we vw 7€ a RU we Ὁ ο Je Stan 1 A 
-5 201-53006 - + PLUNGER, Engine power control quadrant start and idle . 1 Α 
-6 901 -33005 + + SPRING, Compression . . . . . + xc: ra "ie du. es uil. le ος 2 1 A 
-T 201-43012 + + STOP, Engine power control quadrant start and idle position 1 A 
-8 AN515-4R12 e “SCREW, Sis πο ve ο ve ei er ae ο ο ο κ o A cS 2 A 
-9 AN936BÀ + WASHER . deo deter sep as Ke, A 2 A 
-10 AN341-4 - e NUT'U ο ο ο αμ v rw le ve xs 2 A 
-11 V3-444 . SWITCH, (Micro Switch) . . . . . . 1 A 
-12 JV-5 ' + ACTUATOR, (Micro Switch) . . . . . . . . , ç eee eae 1 A 
-13 201-43007 + BRACKET, Engine power control quadrant trapped plate switch 1 A 
-14 201-43008 . CAM, Engine power control emergency fuel SyS control switch 1 A 


USEABLE ON CODE: A 54-1231 thru 54-1350 
55-4811 thru 55-4936 
56-4116 and subs 
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F-86K-4-43-4 


FIGURE 322 - ENGINE POWER CONTROL QUADRANT GRIP ASSEMBLY AND ATTACHING PARTS 
560 











Section. ΙΙ _ 
T. ο. 1Ρ-86κ-} Group Assembly Parts List 


POWER PLANT AND ENGINE SECTION (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
322 207-43005 GRIP ASSEMBLY, Engine power control quadrant manual range Ref 

(see figure 321 for next assembly) 
ATTACHING PARTS 
-1 5B1-16 BOLT, Adjustment 1/8 (North αν, L5 š ges 1 
-2 5B1-20 BOLT, Adjustment 1/8 (North American ες Lx 1 
-3 AN315-3 ο NIU DEM NM NM Iu ME x 2 
-4 AN310-4 NUT š ο SP δν. ον Lat a Se M, ἐς ES 1 
-5 2w18-416 WASHER, Flat (North 'American) vu. ο S ets ο... RT 4 
-6 4s4-8-13 SPACER, Rivet (North American) . . . . . + + + + + + * + ὦ 2 
-7 AN4-27 BOLT... S ranis, ο ο ΠΠ 1 
-8 165-43009 SPRING, Engine control lever . . . κα. 1 
-9 165-43007 BELLCRANK ASSEMBLY, Engine power control quadrant "lever "o 1 
-10 165-43008 BEARING, Engine power control lever bellcrank . š XE 1 
-11 AN365-428 NUT e IE bn eG ο. NR αν - 2 
-12 AN509-416R22 SCREW . . κα: 1 
-13 173-43020 SPACER, Engine control quadrant “grip to lever ο 4 «^ x 1 
-14 173-43010-3 ARM, Engine power control quadrant lever . . . . . . . rs 1 
-15 173-5508 CONDUIT, Engine throttle grip wiring . +. . . + + + + . he 1 
aw πως 

-16 AN565B4-3 SCREW... . I n 2 
-17 191-43030 BUTTON, Engine power “control “speed “brake ' toggle switch PE 1 
-18 PK5522-5 SCREW, Round head self-tapping (Parker-Kalon) ΡΝ ΗΠ 2 
-19 191-43029 GUIDE, Engine power control grip speed brake button ow 1 
-20 RR75C RING, Retainer (Spirolox) . : 5 A zx 1 
-21 W1O4NGY3GY SWITCH, Snap (Hetherington) . : Eà 1 
-22 AN515-4-12 SCREW . . +. + +. CAT « ç as 2 
-23 191-43028-5 CAP, Engine power control lever grip N š PES 1 
-24 2W1AL3h-21-61h WASHER, Plain (North American) . 5 κ. 1 
-25 AN3021-1 SWITCH, Toggle single pole one hole mounting. s uh 1 
-26 W104NGY3GY SWITCH, Snap (Hetherington) . š a 1 
-27 191-43031 BASE ASSY, Engine power control lever grip wale . zs 1 
-28 120-43091 INSERT, Quadrant right engine power control cap. S Seeds 2 
-29 172-43067 . BEARING, Engine, power control lever handle insert . Rus 1 
-30 AN515-6R3 . SCREW . . +. +. +. πα” E E ο... š EN 2 
-31 AN936A6 . WASHER . .. Data ts, “eens ane 2 
-32 191-430%41 . RING, Engine power “control “lever “handle Stop E ο gs ᾱ- Ὁ SE 1 
-33 173-43032 . ADAPTER ASSY, Engine power control lever handle . : af Ns 1 
-34 172-43074 . . BEARING, Engine power control lever handle adapter n deje 1 
-35 4B16CP3-8 . . BEARING, Sinted oil impregnated (North American) . . ας 1 
-36 172-43073 . PIN, Engine power control lever... 3 e 1 

205-43041 SHAFT ASSEMBLY, Engine power control quadrant manual" i acis 1 

range control rheostat drive 
-37 205-43043 . . LUG, Engine power control quadrant manual range ¿Z «5 1 
control rheostat drive 

-38 205-43042 SHAFT, Engine power control quadrant manual range . ane 1 


control rheostat drive 
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Group Assembly Parts List T. 0. 1F-86K-4 


POWER PLANT AND ENGINE SECTION (Cont) 





F-86K-4-43-5 
FIGURE 323 - ENGINE CONTROL QUADRANT OUTBOARD CLOSEOUT COVER ASSEMBLY 
FIGURE 8 PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
323 165-43037-10 COVER ASSY, Engine control quadrant outboard closeout complete . Ref 
see figure 320 for next assembly) 
-1 165-54093 . GRIP ASSEMBLY, Electrical wing flap switch . . ος 1 
165-55094 F INSERT, Electrical alighting gear and flap switch "grip E 1 
-2 AN316-4R Jc NU ο o S ο ο Cum Ve ace ΟΙ, ο cas μυ... 1 
-3 AN530-6R10 = SCREW . . . . Ss Ds 2 
-4 165-54225-10 + GUARD, Engine control quadrant outboard closeout "switch E 1 
-5 AN365-832 . NUT... ————— ολ ο ο iaa US Mair ay e 2 
-6 AN515-8R7 - SCREW... το cae 2 
-7 165-43035-10 + COVER ASSY, Engine “control “quadrant outboard. closeout $ uw s 1 
-8 99836 . PIN, (United-Carr) . . . . e v pre . v ο . s s w a ε.α m 
-9 98292-2-.200 . STUD, (United- E o aia: be? orae e Se οσο -ᾱ 2 
-10 98292-2-.190 + + STUD, (United-Carr A . * 2 
-11 165-43036 . SUPPORT, Engine control quadrant! outbd closeout cover switch. 1 
-12 AN15-8R6 + SCREW . . . +. ES à 
-13 8905x783 . SWITCH, (alternate "nya sys override) (cutler-Hammer) . v ei 1 
-14 2W1AL12-12-16 + WASHER, Plain (North αι ους SA ai E st zd. 2 
-15 2W1R12-21-32 WASHER, Plain (North American ο ο ο NC 2 

















FIGURE & 
INDEX NUMBER 


324 








T. ο. 1F-86K-4 
POWER PLANT AND ENGINE SECTION (Cont) 


FIGURE 324 - ENGINE POWER CONTROL EDh GEAR BOX AND RELATED EQUIPMENT 


PART 
NUMBER 


No Number 
213-3015 


c8026-3 
AN3-11A 
AN915-3P 
AN36h -1032 
B7512-40 
213-4380119 
46338 

A6603 
213-43801-15 
46338 
177-43049-3 
190-43028 
NAS51-62 
165-43079 
1777-43058 | 
AN960D416 
AN365-428 
AN4-11A 
2w18-416 
AN365-428 
177-43050 
AN316-5R 
REÀF5 
1N7-5A 
165-43082 


1 


2 34 4 5 6 7 NOMENCLATURE 


ENGINE POWER CONTROL ED} GEAR BOX AND RELATED EQUIPMENT, . . 


e . t] s s o e 9 1 o’ 


(see figure 320 for next assembly) 

BRACKET ASSEMBLY, Engine control fuselage station 
gear box carrier 
BOX ASSY, Engine power control gear (Teleflex) 
BOLT .-. . . © © © © © © © © © © ©  ὁ 9 ο 

WASHER . ο sss < +< s s e e ο e ο £1: ο ° 
NUT.. ὃς Saharan ὁ 
CONDUIT ASSEMBLY, (Teleflex) ο. 
CONDUIT ASSY, Sta 201 to gear box sta 213. 
. LOCKNUT ASSEMBLY, (Teleflex) . 44e 
CONNECTOR ASSEMBLY, (Teleflex) . . . + 
CONDUIT ASSY, H gearbox sta 13T to sta 201 A 
. LOCKNUT ASSEMBLY, (Teleflex) . . + ` 
ARM ASSY, Engine power control engine ED} gear b 

ARM, Engine power contror ED4 gear box . 

RING, External retainer «. . 


032 . 


ox 


GEAR, Engine power control engine `EDH unit worm 


SCREW, Engine power control ED4 unit worm .. 


WASHER +. +. +. +. + + +s + + * + + s + + + ο on. on 
NUT. 4 5 : «2 9: cw ἡ ὁ cR ee ὁ ο - š 
BOLT . . eT Big SS" fat cee Sx ohare 
WASHER, Flat “(Worth American) . ο ο ο. 

ΝΤ... 
ΒΟΡ ASSY, Engine power “control. gear box to “engine 
. NUT . e... m o ο ο 


. ROD END, (Fafnir) "EP ο IE EU 
NUT, Check (North American) . 


ARM ASSY, Engine ED! power control (see "figure 311) 


213.032 


.. 9 9 9 5 ο 8 s 9 o * 9 5 


`. ` ` . 9 9 ο * ὁ 
. 


e... 


Section ΙΙ 
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F-86K-4-43-1A 


UNITS USEABLE ON 
PER ASSY. CODE 
NP 


HYNDE NNR PRP HEHEHE ΝΗΣΙ H 


zd 
c 
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POWER PLANT AND ENGINE SECTION (Cont) 











3 
20 
19 
18 
F-86K-4-42-11 
FIGURE 325 - HYDRAULIC UTILITY SYSTEM COMPLETE PUMP ASSEMBLY 
FIGURE A PART UNITS USEABLE ON 
325 201-58665 PUMP ASSY, Hyd utility sys complete (see fig. 312 for next assy) Ref *1 
-1 66WT200-2 . . PUMP ASSY, (New York Airbrake) (North American Spec NA5-8217-5) 1 
(intrch wth 66WT200-1, North American Spec NAS 82174) 
-2 AN365-524 s NUT ὃν ος ea a a ᾱ al ο ὁ αἱ res Ψ' Uw 4 
-3 ΑΝΛΟΙ -1 . GASKET, Type XI engine accessory drive . . . . + + + esso 1 
-4 AN4138-1A . ADAPTER, Type XII-J or type XII-K drive flang πον 1 
-5 AN6289D6 ο NU ον m ie es cel οἱ ο Tar a, “ο RS τοὶ 6 φαν 1 
-6 AN6290-6 a “GASKET .: i o0. 7 ἡ 9 ὁ $9 ο ο 2 
-τ AN6291-6 zcCURING-Ó Sy ten 0€ 5 Man 1095 €. 078 009. 9 ο ai asa a A i 
-8 AN832-6D a UNION: G9 se ae x ms nie quo Ro) -ῳ DE e Ἕν Der Ym. Je Gags ee I e Tes -- 1 
-9 AN939D6 . ELBOW. ο a e a συ as uu 1 
-10 AN6290-6 + GASKET . . +... «© © © © @ ww 1 
-11 AN919-12D . REDUCER . "EE i 
-12 AN833-4D . ELBOW ο ο eek US Wo ο RE eee 1 
-13 AN6289D4 AS A ο ole σε. ο 1 
-14 AN6290-4 a. GASKET . . + < s s osooso‘ 1 
-15 AN6291-4 . RING MULA τῳ Fel tes ο ος 1 
-16 AN832-8D . UNION . 1 
-17 AN924 -8D NE ιδ ise S Tipu er sar san io ad τος Au ο Te. τῷ, oe SS E A 1 
-18 201-58801-65 . LINE, Utility press. press. port to bracket on pump . 1 
-19 AN919-15D . REDUCER . "ERI ο DE Sir fer. ἰφὲ Ue O «6, Sa 1 
-20 AN6290-10 - GASKET . «. « « «9 -υ- 1 
-21 AN832-12D s. UNION. e κο cel - ας ee A 1 
-22 AN6290-12 - GASKET ... : 4 4 e ο ο 9 5 δ ο ν νο 4. ο “κ -ῳ. w 1 
-23 201-58114 . BRACKET, Hydraulic utility pump outlet support 1 
-2h AN924-12D . NUT.. 1 


*1 201-58665 is intrch wth 165-58665-3 which is illustrated on figure 312. 





56h ^ Changed 26 May 1958 
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P-86K-4-48-27 
FIGURE 326 - FUEL CELL LINERS AND FUEL BAY DRAIN TUBE INSTALLATIONS 
FIGURE 4 PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
326 FUEL CELL LINERS AND FUEL BAY DRAIN TUBE INSTALLATIONS 
165-48248-100 LINER INSTALLATION, Fuselage fuel tank (see figure 110 for . NP 
next assembly) 
-1 165-48240-51 . . LINER ASSEMBLY, Fuselage station 132 fuel bay tank . . . 1 
-2 165-48241-51 ` | LINER ASSEMBLY, Fus sta 132 to 187 fuel bay tank frame LH 1 
-3 165-48241-52 . . LINER ASSEMBLY, Fus sta 132 to 187 fuel bay tank frame RH i 
-4 165-48242-3 . . LINER ASSEMBLY, Fus sta 132 to 187 fuel bay tank duct . . 1 
-5 165-48242-5 . . LINER ASSEMBLY, Fus sta 132 to 187 fuel bay tank duct . . 1 
-6 165-48243-50 + . LINER ASSEMBLY, Fus sta 187.506 fuel bay tank . . . . +. + 1 
-T 165-48244-103 . . LINER ASSEMBLY, Fus sta 217.354 fuel bay tank . . . . +. + 1 
-8 165-48244-104 . LINER ASSEMBLY, Fus sta 217.354 fuel bay tank. . . . + + 1 
-9 165-48245-100 + . LINER ASSY, Fus sta 217.354 to 279.25 fuel bay tank frame 1 
-10 165-48246 ` . LINER ASSY, Fus sta 217.354 to 279.25 fuel bay tank shroud 1 
173-48803-10 ` TUBE INSTALLATION, Fuel bay canted fus sta 132.318 drain. . NP 
(see figure 78 for next assy) 
-11 3H2-8-15 . . HOSE, (North American) (use 165-48656 untl exh) . . . + + 4 
AN737TW30 zw CLAMP: .. 0: e som a des oa c dre cerle Pa t» ο 8 
-12 165-48602-85 ` . LINE ASSEMBLY, Purging condensate bay to bay drainage at. 1 
front spar LH 
-13 205-48802-75 . . LINE ASSEMBLY, Purging system canted fus sta 132.318 drain 1 
RH (use 165-486114-49 untl een 
-14 165-48247 LINER ASSY, Fuselage sta 279.25 fuel tank (see figure 111) «.. Ref 
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F-86K-4-48 -26B 


FIGURE 327 - COMPLETE FUEL SYSTEM EQUIPMENT 
566 Changed 26 May 1958 








Section. ΙΙ _— 
T. ο. 1F-86K-4 Group Assembly Parts List 
POWER PLANT FUEL SYSTEM (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
327 COMPLETE FUEL SYSTEM EQUIPMENT 
207 -48001 . FUEL SYSTEM EQUIPMENT INSTALLATION, Complete +. . . . s a + + . NP 
-1 190-48401-20 + . TANK INSTALLATION, Fuel aft fuselage single point refueling NP A 
(see figure 331 for breakdown) 
190-48401-30 . . TANK INSTALLATION, Fuel aft fuselage single point refueling ΝΡ B,C 
(see figure 331 for breakdown) 
-2 190-48204-10 . . TANK INSTALLATION, Fuel wing outer panel LH. . . . . + + + NP A,B 
see figure 26 for breakdown 
190-48204-20 . . TANK INSTALLATION, Fuel wing outer panel RH . . . . . . + + NP A,B 
see figure 26 for breakdown) 
190-48204-30 . . TANK INSTALLATION, Fuel wing outer panel ΙΗ... . + + eà NP C 
see figure 26 for breakdown 
190-48204-40 . . TANK INSTALLATION, Fuel wing outer panel RH . . . . . . + NP C 
(see figure 26 for breakdown) 
-3 190-48104 - . TANK INSTALLATION, Fuel wing center section (use . ray NP 
190-48101 untl exh) (see fig. 28 for breakdown) ` 
-4 207 -48004 . . LINES INSTALLATION, Fuel vent system (see figure 338 . . α NP 
| for breakdown) 
207-48004-100 . . LINES INSTALLATION, Fuel vent system (see figure 338 . . . NP B,C 
for breakdown) 
-5 207-48003 . . LINES INSTALLATION, Fuel system afterburner (see figure . . NP 
336 for breakdown) 
-6 207-48002 š . LINES INSTALLATION, Fuel system (see figure 334 . . . . . . NP 
for breakdown) 
-T 207-48501 š . REFUELING SYSTEM EQUIPMENT INSTALLATION, Single point . . . NP 
(see figure 340 for breakdown) 
-8 190-48301-20 . . CELL INSTALLATION, Forward fuselage fuel (see figure NP 
. 328 for breakdown) 
-9 No Number . TANK ASSEMBLY, 120 gal cap. jettisonable al alloy LH... 1 D 
(AERNO 45-9477) (GFAE) 
No Number . TANK ASSEMBLY, 120 gal cap. jettisonable al alloy RH . 1 D 
(AERNO is. 9476) (GFAE) 
190-48201-1 . ` PACKAGE, 120 gal drop fuel tank loose’ equipment LH . . . . .. 1 D 
see figure 344 for next assembly) 
190-48201-2 . PACKAGE, 120 gal io fuel tank loose equipment RH . . . .. 1 D 
s: - (see figure 344 for next assembly) 
-10 190-48379 . . STUD, Fuel drop tank support `. š 1 D 
-11 151-18378 . ,. POST, Fuel drop tank support i Se aah, ο d vencer M ee ver Š, 1 D 
-12 176-48299 .t. PIN, Drop fuel tank fwd shear . . ç 2 D 
-13 ` 170-18313-5 E FITTING ASSY, 120 gal drop fuel tank “wing strut attaching . 1 D 
> disconnect LH 
τὸν δ ` 170-18313-6 . . FITTING ASSY, 120 gal drop fuel tank wing strut attaching . 1 D 
disconnect RH 
-13A 170-48307 . + PIN, 120 gal drop fuel tank wing strut attaching . . . . . 1 D 
disconnect 
-14 NAS148DH21 : BOLT, Internal wrenching steel 1/2-20 . . . . . . + + + + + 1 D 
-15 NAS145-DH32 *1. BOLT, Internal wrenching 160.000 psi... RES 1 D 
-16 172-18311-3 *1. WASHER, 120 gal under wing fuel tank sway brace serrated . . . 1 D 
-17 172-48311-5 *1. WASHER, 120 gal under wing fuel tank sway brace serrated . š 1 D 
-18 MS29513-11 *1 . PACKING, "O!" ring fuel resistant ἃ š 1 D 
-19 ANHHG6A *1. BOLT... i y 1 D 
-20 221-48302-5 *1.. RETAINER, “120° & “200 gal drop fuel tànk wing attg strut disc. 1 D 
ftg 
-21 221-48302-3 *1 . RETAINER, 120 & 200 gal drop fuel tank wing attg strut disc. i D 
ftg 
*1 Refer to T. O. 6J14-2-2-517A 
USEABLE ON CODE: A 53-8273 thru 53-8322 C 56-4116 and subs 
B 54-1231 thru 54-1350 D 54-1231 thru 54-1350 
55-4811 thru 55-4936 


rr  .L.eC-, — — ——— 
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F-86K-4-48-22 





FIGURE 328 - FORWARD FUSELAGE FUEL CELL 
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FIGURE & 
INDEX NUMBER 
328 
-1 
-2 
-3 
-4 
-5 


-6 
-7 


PART 

NUMBER 
190-48301-20 
190-48302 
AN7T4-5 
2W1AL18-16-32 
165-48320 
AN74-3 
2W1AL18-16-32 
165-48321 
AN4H3A 
1111-516835 


99055 


165-48319 
165-48328 
AN7T4-4 
2W1AL18-16-91 
AN74-3 
2W1AL18-24-125 
No Number 


ANTÀh-5 
ANOGOD416M 
165-48312-5 
AN3-4A 
AN960D10 
165-48315 
165-48313-3 
165-8317 
AN74-3 
AN960D416 
190-48310 
ANT4~3 
2W1AL18-16- 32 
AN74-4 
2W1AL18-24-125 
190-48009 
165-48409-20 


165-48407 
10150 
AN416-2 
165-48208-15 
165-48803-83 
ANHHHA 
2W18-416 
165-48096-3 
165-48093 
12-1849-93 


165-48331 


1 
CE 





T. O. 1Ρ-86κ-} 
POWER PLANT FUEL SYSTEM (Cont) 


2 3.4 5 6 7 NOMENCLATURE 


LL INSTL, Fwd fus fuel (see fig 327 for next assembly) . . 


CELL ASSEMBLY, Fuel forward fuselage . . . . ... . .. 
IBOLT A SE SS en qua se, TECH ὃν ata κ. RE! š 
WASHER, Plain (North American) ........ 


GASKET, Fuel dual level float valve . 


μμ eS rbd Wo x Mox ec do ae ee RE 
WASHER, Plain (North American) . . . ..... iR š 
VALVE ASSEMBLY, Fuel dual level float .... ale 


BOLT T. 5.7. 38.5. ο ο μμ... 
+ VALVE ASSEMBLY, Forward fuel cell dive 


vent inlet check 


(Parker Aircraft) (North American Spec 165-948079) 


VALVE ASSEMBLY, Forward fuel cell float control (Koehler) 


(North American Spec 165-918078) 
. GASKET, Forward fuel cell dive vent inlet RH . . . . " 
FITTING, Fuel vent transfer aft fus to fwd fus cell... 


BOLT: $ wo. G “g, αλ δα ο el mU De si ο oe eg PEE ο 
WASHER, Plain (North American) . . e . ......... 
BOLT ... Sis a ie leh a wo Ὁ 


WASHER, Plain (North American) | II ο l1 1 l I 1 l τ 
FORWARD FUSELAGE TANK FITTINGS AND ATTACHING PARTS, (see 
figure 329 for breakdown) 


BOLT oL £o. 49e Y VW eX c ας to 
WASHER: s; νι e 781042 087 φετος wb ος ql be OUR Ue νο gues, V D 
GASKET, Fuel control valve fitting seal . . . . . . . . . 
BOLT. v uo (961€ ο 2 lapar Q CE ae le ¿2 κ ο «er 5 " 
WASHER .. : - “ὁ s 


CUP ASSY, Fuel drop tank float control mounting fud fus . 
GASKET, Fuel control valve fitting seal . . . . AX ῳ y 


ADAPTER, Fuel drop tank float control mtg fwd fus door . 
BOLT a wets ο en eh a ο tet ie Tam SY ce Boe 
WASHER + ros ao ος IS. feo, QS se cer s ID Ga ok ig eee ο 9 ο 
_ FITTING, Fuel forward fuselage tank balance . . . . . . 
BOLT Lars? ΠΟ M Vence ο eL ce E. qune al cos en 
WASHER, Plain (North American) . . . .......... 
BOLT ο ο ο Wo how tec AI dw eve 
WASHER, Plain (North American) . . . .......... 
FITTING, Fuel tank forward fuselage vapor retur "Hp 
CAP ASSY, Fuel fuselage tank filler (altered from AF39B543 


(use 165-48409 untl exh) 
ADAPTER ASSY, Fuel fuselage tank filler . . . . 


. FITTING ASSEMBLY, Fuel cap flange (Universal Metal) . 
PIN ix ον a ο ο ον m ο ο, ο ΙΡ RD UR oes 
GASKET, Fuel filler adapter to cup . . . . . ... be sé 
LINE, Fuel cell filler cap retainer chain . .... wow 
BOLT: ; 4v ve etr Se Te we Oh ee ya iei er, d .. 
WASHER, Plain (North American) . . ....... .. 


SPRING ASSEMBLY, Fuel cell support . ... . 

ο: SPRING, Tenslion^ s 4-3 6€ cw cx) ὃν ler ade 

VALVE ASSY, Fuel forward fuselage dive vent inlet (P 
Aircraft) (North American Spec 165-948040) 


DOOR ASSY, Fuel fwd fus drop tank sensing lines fitting (see 


figure 329) 


e... 


Section. 11 _ 


UNITS 
PER ASSY. 


NP 


pip Re 
DADDHH' S BEHEE 


Group Assembly Parts List 


USEABLE ON 
CODE 


569 
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POWER PLANT FUEL SYSTEM (Cont) 




















F-80K-4-48-25A 
FIGURE 329 - FORWARD FUSELAGE TANK FITTINGS AND ATTACHING PARTS 








FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
329 No Number FORWARD FUSELAGE TANK FITTINGS AND ATTACHING PARTS, . . . ... NP 

(see figure 328 for next assembly 
165-48329-20 . FITTING ASSEMBLY, Fuel forward fuselage tank vent outlet .. 1 
ATTACHING PARTS 

-1 ANT4-4 3 BOLT: ο etree ee ROAD ala ete ee SUS a AE hes ee TL 
. ΑΝΝΗΘΘΑ NoD EM QUA W W. sw ἃν ae C 5 

-2 2W18-416 - WASHER, Flat (North American) . . . . . +. + + + + + s + eee) 22 
2W1AL18-16-32 . WASHER, Plain (North American) . ss . . . sos . . e . eee 5 

-3 ANT} -4 L.YBOLT μα sale xv aa aUos Nels? oe e Ulum Ce DR Re oe Nae CY IS Der m 
2W1AL18-24-125 . WASHER, Plain (North American) . . +. . + + +s +s + + + s eee à 

a Hoes we 
-4 205-48314 - . FITTING, Fuel wing outer panel to fuselage . 1 
climb vent 

-5 AN502-10-8 «a SCREW: s x40 e So cm a τν ο W. Το a 4 
-6 165-48316-3 . . GASKET, Fuel forward wing outer panel climb vent . . 1 
-7 165-48311 . . FITTING, Fuel forward fuselage tank vent outlet .... 1 
-8 AN3H16A e a BOLT ο E ee re ο Wad al ο ο e e GZ eae 2 
-9 NAS43DD3-86 és w SPACER, Screw and bolt e X. 0 ὁ 662 τῷ s 3 $9 7X; τῳ, Qe 2 
-10 AN3H3A « ^v BOLT ç woe x Tee 0€ ον 0€. c9 WQ m o ο” dm e dos 2 
165-48335 - . VALVE ASSY, Fuel forward fuselage drop tank pilot 1 

-11 ANYH3A I . - . BOLT DH NR (CELOS c I νι; a E Le Gere Ales fe: bie 3 
-12 165-48332 - . . BRACKET, Fuel forward fuselage drop tank level . . . 1 

control valve 
-13 94904 - . . VALVE ASSEMBLY, Fuel drop tank pilot Vendez) en 1 
(North American Spec 165-948330 
-14 MS28741-4-0200 + HOSE ASSEMBLY . +. « +. < +< + < © © © © © © © e on . 2 
-15 AN833-4D . ELBOW . - « « « ο «© * © e » ὁ e ^4 e ὁ ο à ὁ 5 ὁ e ο * * ^» « ο 5 
-16 AN924-4D "DEN JANI 6 
-17 MS29512-4 e -GASKET xo xs 9o A w ο € 797 0 ee Cu De vw ee se G 6 
-18 AN837-4D é “ELBOW ,¿ ο ον τος a ὁ ος E 1 
-19 165 -48331 . DOOR ASSEMBLY, Fuel forward fuselage drop tank sensing 1 
lines fitting 
-20 165-48313-3 . GASKET, Fuel control valve fitting seal. s αφ «νο es 2 
-21 AN74-5 s BOLT de a ο ολων 0m eese ο a Οδ ο oe TE J w Be 16 
-22 ANQ60D4 16M z WASHER. bd aint eu Gl deos Weve cae eue νι m eoim S Ut S 16 
Ae. Ru Ε.Σ ME κ ντε s Vol ἘΜ, κκ ct A AA 





T. O. 1P-86k-4 


POWER PLANT FUEL SYSTEM (Cont) 


Section__11 
Group Assembly Parts List 








FIGURE & PART 
INDEX NUMBER NUMBER 
330 190-48010 
-1 3694-1A (2*1 
934-177 
934-178 
AN6236-2 
-2 AN365-428 
-3 ΑΝῚ -6Α 
-4 ANBHNA 
-5 165-48011 
-6 83501-1 
2 MS29512-4 
- 2-2850-76 
-9 AN92h -Àp 
-10 MS29512-4 
-11 AN815-4D 
-12 AN814-4D 
-13 MS29512 -4 
-14 ANHHSA 
-15 4 G2 -24 
-16 AN761D24 
-17 AN756D24 
-18 AN!IHOA 
-19 2w18-416 
-20 AN760D24 
-21 4G2-24 ` 
222 WE405-1 1/2) 


*1 Refer to T.O. 
Changed 2 December 1960 


. 1 


e + 0 s 9 9 e s 0 o o o o * € ο o ° oe 


1». AIVE ASSY, Thermal relief (Whittaker) 


FIGURE 330 - FUEL FILTER ASSEMBLY 


2 3 4 5 6 7 


NOMENCLATURE : 


FILTER ASSY, Fuel (see figure 334 for next assembly) . . . . . + 
FILTER; Low pressure fuel (Hydro-Aire) (intrch wth 


F86K-4-48-14 


USEABLE ON 
CODE 


UNITS 
PER ASSY. 
Ref 
aaa 1 


Koehler 42005) (North American Spec 165-948032) 


. GASKET, Main fuel filter bowl (MS29513-262) (on Hydro-Aire 


3695-14) 


š E T stale filter bowl (MS29513-263) (on Hydro-Aire 
3695-1A) ΝΟΣ EAR EM 
FILTER ELEMENT, (on Hydro-Aire 3694-14 and Koehler 42005). 


6K-515, 


A ος e ο ο ο. ο 
BOLT ο eM E NE 
BOLT 4 eo ο ie Sve lees e. oe er se 
SUPPORT, Fuel filter mounting . . . . +. +. + 
DRAINCOCK, (Koehler wth Curtis Auto. CCA430 
GASKET Q ον 4 4 wo a a v 8: οφ) v w. ὁ 
VALVE, Pressure relief (Parker Aircraft). . 
NUT-. ¿l 4€ woe mo. Rom e 
GASKET . . < <+ sees cece e s ce ne 
UNION. . . . + λος τῷ ον μονο, <a; SE ὃς αὐ σοι ποιῷ 
PLUG ..... ο ο ο 
GASKET . . . . + + + + ο « e M, dec uw le 
BOLT. ie ai o Imm ee Ὁ S. dés s> ὁ 
GASKET, Swivel fitting flanged (North Ameri 
ELBOW (occ) ocd. wow A w Get we ceo ve 
FLANGE . 2.2 ee ος ο. SiS aides S 
BOLT ..... ο rus ae a ee ee a 
WASHER, Flat (North American) .... 

CONNECTOR . ees + +s +s + ew OS on ong 
GASKET, Swivel fitting flanged (North 


> 
H 
(o 
ic] 
pa 
o 
e 
= 

— 
. 


` ° 9 9 o bo ο. ο 
`" © e 9 ee wo o 9 ee » 


. 
F 
PNR NOP BHP PPF bp pop 


. 
. 
5 ὁ @ e e o o o o q e o 9 ° 9 9 o ° ο ° ο 


e 9 s 9 $9 * 0 0 e » s 0 * * ο o ».» 46 » 
» o9 ° e e b c$ eo 9? 9» e 9 46» * o 5 


e 9 9 s $ 9 0 9 o b ç 0 0 o e o o 
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Section i: 
Group Assembly Parts List T. O. 1F-86K-4 





POWER PLANT FUEL SYSTEM (Cont) 


ROTATED 1800 


F-86K-4-48-21R 





FIGURE 331 - AFT FUSELAGE FUEL TANK 


h 
572 Changed 26 May 1958. 








Section. ΙΙ κ 
T. ο. 1F-86K-4 Group Assembly Parts List 
POWER PLANT FUEL SYSTEM (Cont) 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 34 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
331 190-48401-20 TANK INST, Fuel aft fuselage eee figure 327 for next assy s: Me NP A 

190-48401-30 TANK INST, Fuel aft fuselage (see figure 327 for next assy ον ΝΡ B 
No Number . AFT FUEL TANK SINGLE POINT REFUELING, (see figure 332 for . NP 
breakdown) 
No Number . AFT FUEL TANK SUBMERGED BOOSTER PUMP AND RELATED EQUIP NP 
(see figure 333 for breakdown) 
-1 190-48402 . CELL ASSY, Fuel aft fuselage . . .. sa , + + + s x es T 
-2 165-48096-1 . SPRING ASSY, Fuel cell support . . . se ess ee ο «ο νο 2 
165-48092 . . SPRING, Tension πως mr 1 
-3 165-48096-5 . SPRING ASŠY, Fuel cell support Sce EA ovs ὃν s 3 
165-48094 . . SPRING, Tension E" ES 5 E eS νε l 
-4 165-48096-3 - SPRING ASSY, Fuel cell support " S BR ὃν E 2 
165-418093 e . SPRING, Tension w TS κ W ISU eng 5 an Q dT ie 1 
-5 AN4HYA . BOLT ... * 177€ ete. vos x τν aria 16 
-6 2W18-416 - WASHER, Flat (North American) š sS Re PSS. NE. S: ο οφ 97419 16 
+ 165-48422 š FITTING, Fuel aft fus tank balance. line d" φας Wow q^ Tk . 1 
- 165-48433 . VALVE ASSY, Fuel aft fuselage tank dive vent line 1 
-9 1211-517181 š VALVE ASSY, Fuel aft fus dive vent line (Parker Aircraft). 1 
(North American Spec 165- 948065) 
-10 AN3-6A sx BOTs us ο μον enh he. cde de eu -ᾧ è 4 
-11 2418-10 . . WASHER, Flat (North American)? πον X d RR : n 
-12 MS29513-142 2 Us PACKING 9 ο τς IR duo set AA Xë ος š 1 
-13 AN814-10D Be oto REU: s ai, "Ὃν See ου... . š 1 
-14 MS29512-10 . . GASKET... $15 vus 1 
-15 165-48432 š FITTING ASSY, “Fuel eft fuselage dive vent liné p Oy ot lt 1 
-16 ANHHAA P BOLT wid d VAI Uo dele MAY dics wj Cw ers 8 
-17 2W18-416 . WASHER, Flat (North American): . II J o LLL oo, 8 
-18 AN4H3A BOLT $$ 4 v» VECES E Mu c D BUS. 8 A 
-19 2W18-116M . WASHER, Flat (North American) iII ο l lllllllilil[l 8 A 
-20 165-148322 . DOOR, Fuel fwd fus tank access 5 αν Zen ea τον. kes “ay Soha έλος 1 A 
201-51060 . DOOR ASSY, Instrument system aft füselage tank access LH side Ref 
(see figure 141 for next assy) 
-21 AN74-3 ν' BOLT ç ug e ho δὲν. fad πο ties per, del 3 Q. ee 28 16 
-22 2W18-1416 . WASHER, Flat (North American) ` PCIE wow) a Te Mala; 26 ter ος 16 
-23 165-48411 à FITTING, Fuel aft fus tank filler . . . . . . + + x Ne n 1 
-24 165-18412 . NIPPLE, Fuel aft fuselage tank filler . . . . . . . . + + v À 1 
-25 165-48414 . NUT, Fuel aft fuselage tank seal. . . . . . . Dus "Pc 1 
-26 165-48415 . WASHER, Fuel aft fuselage tank seal . . , . . + + + + + + ο ο 1 
-27 MS29513-335 . PACKING E O ἱφθον 1 
-28 AN365-1128 s a NUT Su RAN ieu es ο ο Q Sp DT. eri τον Sas S TA Rot aeneo d: Kaw 12 
-29 AN4-6A dl BOLT Wiss PR ο eae, στ Ὁ ee M 19 
-30 2418-416 . WASHER, Plat (North American) . ο ο ο ο είδε 165 bar des se . 9. 12 
-31 165-18208-15 . GASKET, Fuel filler adapter to cup .. gee SO ας, ας 2 
-32 165-48407 1 ADAPTER ASSY, Fuel fuselage aft fuselage “tank filler ; ;  ; 1 
10150 . . FITTING ASSY, Fuel cap flange (Universal Metal) . . ... 1 
-33 172-48803-83 + LINE, Fuel cell filler cap retainer chain... NODE DOE: i 
-34 165-48409-20 . CAP ASSY, Fuel fuselage tank filler (altered from. lll. 1 
AF39B5435) (use 165-48409 unti om) 
-35 MS29523-1 . PIN, (use AN416-2 untl exh) . . . . . Ὃν utar ad! ed eh τες te 1 
-36 ANYHYA . BOLT .. P 8 
2W1AL18-24-125 . WASHER, Plain (North " American) A νυν νην να SU 8 
-37 AN4H3A . BOLT .. ο ο μα ο” us 16 
2W1AL18-24-125 . WASHER, Plain (North “American) Zo š RC S repe oo 16 
-38 205-48418 i FITTING, Fuel flow control tee ...... a te ai te neta ον 1 A 
AN4H5A (BOLT q^ uote Tas Ww cel woe BL eee ος A Be tsa, cree Ὁ Re Se Y A 
2W18-416 . WASHER, (North ο ση ou verat C5; Hie ee ος τος va 4 A 
MS29513-325 . PACKING e e 9 ο ο ο ο ὁ ο ο πο ες 1 A 
-39 165-48417-20 HOUSING ASSY, Fuel "aft ` fuselage tank flow control complete . 1 A 
ATTACHING PARTS 
-40 AN4H6A è. BOL: ce hee RA Boe EUN V» Qiu de DK αι τὰς eK Gat A 12 A 
-41 2W18-416M . WASHER, (North American) . . . . oeoo eee . . . ¿ . 2. 12 A B 
i λαο 
-42 ANH-5A wx: BOLT D nius V nad tate ada 4 A 
2w18-1416 + . WASHER, (North American) . VR. aP ο rir (eb ὦ ος. 4 A 
-43 12-1849-81 . . VALVE ASSY, (Ρατκετ)................... 1 A 
-44 MS29513-332 . < PACKING .... ° . Ic 1 Α 
-45 205-48416 . HOUSING ASSY, Fuel aft fuselage “tank flow control è fe 1 A 
-h6 165-48841-10 TUBE ASSY, Aft fuel cell transfer boost pump to flow control. 1 A 
-47 165-48430-10 PUMP ASSY, Fuel aft fuselage (see fig. 333) . ......... Ref 


USEABLE ON CODE: A 53-8273 thru 53-8322 
B 54-1231 and subs 


Changed 26 May 1958 573 














Section Τι š 
Group Assembly Parts List T. O. IF-86K-4 





POWER PLANT FUEL SYSTEM (Cont) 











F-88K -4-48-194 


FIGURE 332 - AFT FUEL TANK SINGLE POINT REFUELING PROVISIONS 
574 Changed 26 May 1958 





FIGURE & 
INDEX NUMBER 


332 


PART 
NUMBER 


No Number 
ANS15-4 
MS29512-4 
AN837-4 
ANQ24-4 
173~-48802-25 


173-48802-23 


98005 


.165-48523 


MS28741-16-0160 
165-48521-10 


165-48504 


165-48503 
AN74-17 
2W18-416 
MS29513-129 
165-48508 
AN3H4A 
2W18-10 
165-48507-3 


165-48505 
ANUHÓA 
165-48213-3 
165-48506 
AN3-5A 
165-48509 
AN4H5A 
MS29513-325 
165-48512 
165-48510 





1327-512638 


AN501A10-12 
AN935-10 
1327-5125%0 
1427-512250 
165-48502 
12-1849-21 
8-1050-2 
8-850-22 
AN4H6A 
MS29513-130 
99675 


ΑΝΔΗΝΑ 
2W1AL18-24-125 
165-48320 
83501-1 
MS29512-4 
2W18-416M 
AN4-6A 
2W1AL18-20-62 
165-48542 
165-48543 
165-48544 
ANHHSA 


Changed 26 May 1958 


1 





T. O. 1F-86K-4 


POWER PLANT FUEL SYSTEM (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


AFT FUEL TANK SINGLE POINT REFUELING PROVISIONS, (see 
figure 331 for next assembly) 
UNION y ara ον xta ιδ A Ue ea rr deus 
ο “PACKING: 4-4 a a τα ο” ος ες k Ga e 
oo GREBOW ΜΑ S ese. see a 3 ο ο οκ 
. NUT. . as dg 


LINE ASSY, “Refueling line mounted dual “level “control 'to 
aft fuselage cell door inboard (use 165-48806-3 
untl exh) 

LINE ASSY, Refueling line mounted dual level control to 
aft fuselage cell door outboard (use 165-48806-1 
untl exh) 

VALVE ASSY, (Koehler) (North American Spec 172-948006) 

LINE INSTALLATION, Single point ΤΗΕ IDEE 

. HOSE ASSEMBLY . ... ef 2$ 

LINE ASSY, Refueling receptacle to valve (use $T Nae 
165-48521 untl exh) 

. FITTING, Aft fuel cell single point refueling dual 

float valve 


NIPPLE, Refueling flow control valve inlet . . . . + 
BOLT τς xw RU IM, ἃ 
WASHER, Flat (North American) . a iR I 
PACKING NS 
ELBOW, 


BOLT ..ε.--ᾱ- Q 3 "RU ὃν . 

WASHER, Flat (North American) 

‘SEAL, Att fuel tank single point refueling. door support 
(use 165-48507 untl exh) 

CUP, Aft fuel single ΤΗΝ refueting door Support 2534.7 

BOLT S . . a "s 

GASKET, Fuel “cell access “door ενα τω κ Oe ee ὃν iR 

DOOR, Att fuel cell support refueling 


BOLT . 

FAIRLEAD, Art fuel cell single "point refueling support 
BOLT ta ee 9 Sa δν «RA αν με, ee a S ets as ο 
PACKING... . 


GASKET, Refueling aft fus receptacle “eo Scupper cup Seal 


RECEPTACLE ASSY, Single point refueling (whn exh use . 
Parker Aircraft 1327-512638) 

RECEPTACLE ASSY 
(use 165- 8510 untl exh) (North American Spec 
165-948083) : 

£o CREW: ias Λι δ, αν e a ns y e 

. WASHER... i 

. RECEPTACIE, Pressure fueling (Parker Aircraft) . s 

GASKET, Pressure fueling receptacle (Parker Aircraft) 


. HOUSING ASSY, Single point refueling receptacle . . 
. CHAIN, Sash No. 35 steel (Parker Aircraft) . . . . . 
. FLANGE, Valve connector (Parker Aircraft) . . ... 

CAP, Sàfety (Parker ARAS ἃ; Danae niet ο 
BOLT ος ia ο ο ο ο ἂν were ce erts 
PACKING +. +. +. + š 


VALVE ASSY, Aft fuel “cell dual “float “control (Koehler) 
(North American Spec 165- 248081) 

BOLT ... $ 1 i 2.7 δρ. Lee τὰ 

WASHER, Plain (North ' American). ὃς a Sa 

GASKET, Fuel dual level float valve 


DRAINCÓCK, (Koehler) ` sa a «Row ee We eg ο“ 
GASKET . ο ο A 
WASHER Flat (North American). ο wi cel Wire” που 
BOLT ... $- se E A 
WASHER, Plàin (North '"American) Ae CEU 
SUPPORT, Single point refueling line "to receptacle 
CLAMP, Šingle point refueling line .. e.s.’ 
CLAMP, Single point refueling ΓΕ “Line a) es Say thes oa 
BOLT 2 re ned τω 9. 4^ Ὁ ss ae e.s Cet o 


Aft fuel cell "single point refueling ὁ door to line 


Single point refueling (Parker Aircraft) 


UNITS 


PER ASSY. 


NP 


Fa ΠὉ Ν Οὐ = 


= 


w 
HEQHWA H HPH 


NR 


Pp ppbOnmdetn2mlm 


p 
NUNEFUIPRRREE PRP ERR ΕΝ ISO SO. 


P 
151] 


Section. ΙΙ _ 
Group Assembly Parts List 


USEABLE ON 
CODE 





575 














Section II _ 


Group Assembly Parts List T. O. 1F-86K-4 
POWER PLANT FUEL SYSTEM (Cont) 





FIGURE 333 - AFT FUEL TANK SUBMERGED BOOSTER PUMP AND RELATED EQUIPMENT 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE 
333 No Number AFT FUEL TANK SUBMERGED BOOSTER PUMP AND RELATED EQUIPMENT . 
(see figure 331 for next assembly) 
-1 ANAHOA » BOLT 255 ο... 


-2 2W18-416M WASHER, Flat (North American) . . . . . . . . . pe ee 
576 Changed 























F-88K-4-48-20C 


UNITS USEABLE ON 
PER ASSY. CODE 


NP 
12 B 
19 Β 


90 February 1959 














Section ΤΙ _ 


T. O. 1F-86K-4 Group Assembly Parts List 
POWER PLANT FUEL SYSTEM (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 Τά NOMENCLATURE PER ASSY. CODE 





333-3 ANF-5A . BOT ... Ç AUR aru ls Rmus Paste eor er b B 
-4 2W18-416 - WASHER, Flat ` (North American) A ΠΗ >. Je 11 B 
-5 165-48408 . CUP, Fuel aft fuselage tank flow control. support ον 9 2: τ 1 B 
-6 165- 48426-5 . GASKET, Fuel aft fuselage tank flow control support . . +. 1 B 
d 163- -48213-3 . GASKET, Fuel cell access door . . . . . , + + + < + ee eee ξ B 
- 17A < BOLT . ο q ices mar “φον τῶι Wr a ος B 
-9 owls 416M - WASHER, Flat "(North American) | š ο. -- 4 B 
-10 213-48425 . FITTING, Fuel gravity feed and suction box tee . de. δν 1 Β 
-11 83501-1 - DRAINCOCK, (Koeler) (intrch wth Curtis Auto CCA4300). Bickley ate 1 Β 
-12 MS29512-1 + GASKET ... ὃν ιν S € δι ο. 3 Ree Ee w Bee 1 Β 
-13 201-48424 . GASKET, Fuel trumbone attaching "D P 1 B 
-14 201-48420 ` TRUMBONE ASSY, Fuel aft fus cell gravity “peed suction feed | 1 B 

and fuel density compensator 
-15 ANY-HA PO RRA Se quee ti wu PECES US A τὰ 27 B 
-16 AN935-416 + . WASHER... ο ο Bris denm EU δν ase ie VET B 
-17 2W18-416M - . WASHER, Flat (North “american). ΝῊ 39 Β 
-18 1111-548729 + « VALVE ASSY, Fuel aft fus tank flow (Parker Aircraft) AS. 1 B 
-19 MS29513-332 21 25. PACKING Au. wes ο UU S U a ou Yara Sx $2. Ye ορ κ. ο s. Ter te va 1 B 
-20 AN364-1032 aw NUT D Ges - zd nee "m 3 B 
-21 2W18-10M . « WASHER, Flat (North American). ο te. co ^ Ie perce, ο” 4 B 
-22 2W18-10 - . WASHER, Flat (North American). vere. AE f Ku x κο Ux. nee le 2 B 
-23 AN3-4A ο. wet BOLDT uu. A da On s de ο. Te ια 90 te να ee ov Le ee 1 B 
-24 AN365-1032 s xe NUT το OG E να s 5 a πο... 1 Β 
-25 201-48430 . . CLIP, Fuel trumbone assembly compensator support v Ta M 1 B 
-26 EA5205S + . ADAPTER ASSEMBLY, Bulkhead μὴν ο toy, ἂν ek. ee 1 B 
-27 EA5205R * . ADAPTER ASSEMBLY, Bulkhead (Liquidometer). . . +. . + + + + 1 Ë 
-28 201-48422 + . DOOR, Fuel trumbone . . πλ qs. ο a= Sek ia 1 Β 
-29 201-48423 + . GASKET, Fuel trumbone OEA 1 B 
-30 EA931A19 + . CONDENSER ASSEMBLY, Reference (Liquidometer) . . . . . +. + X B 
-31 AN4-6A v o a BODE os “arora Cars ον Ἴθι. Seca usas har CE Rer IRL Ye an ley ee “5 19 B 
-32 AN935-416 s. $WASHER g oaea a ole a Ὁ a DA (e Ὁ o Vr S ο. ἃ 12 B 
-33 ΑΝΤΘΟΡΟΝ + . CONNECTOR .. Ua riii το μα. 3 B 
-34 462-24 . . GASKET, Swivel fitting flanged (North American). . . . . . 3 B 
-35 201-48521 TD TRUMBONE ASSEMBLY, Fuel gravity feed suction feed and . . 1 Β 
fuel compensator 
-36 1191-4¢3/8 . . . RING, s οαι ο te ΤΡΙ ο ος 3 B 
-37 RL28SB8 s oe RING; (Rosan) 4 2-04 teak: ete) ae δ CR n “δὲ ds Sede. he αἱ Ὁ B 
RD206SB6.5L š s. INSERT, (Rosan) ¿- 2: e w Btw er x wee we 4 B 
-38 MS28741-24-0300 š HOSE ASSEMBLY oo vs" 15-5. e te le wa ete net o4" Za sq ο) ο) bc s 2 B 
-39 ΑΝΝ -5Α . BOLT . . » wood san Ca κ cel κ  Ἴμνῳ ἃν ᾱ- --ῳ ορ ορ 2 Β 
-39A 2W18-416L . WASHER, Flat “(North American) aie oe wins ο ο Beare ο.” 2 B 
-40 ANYHSA D BOLT Lona, rd τῳ az €. Sele! Uv. i VEO A ταὶ Quin, 82 eh ου 19 B 
-41 AN960DH16 + WASHER .... ç x M ο ove ca ος B 
-42 201-48802-7 . LINE ASSY, Fuel transfer aft cell to wing center section cell 1 Β 
-43 201-48426 - HOOP ASSY, Fuel aft fuselage cell section feed complete . . . 1 B 
-44 7814-428-9A + . SCREW Round head (North American) νι κ Ρα 4 B 
-45 AN935-416 . . WASHER . . . . + O 8s ye has wee ie te 4 B 
-46 2W18-416M ` l WASHER, Flat (North American). . . 49 wv qw b “Q 2 B 
-47 201-48428 . . CUP, Fuel aft fuselage check valve cover. . " 2 δὲ 1 B 
-48 1111-548729 - . VALVE ASSY, Fuel aft fuselage tank flow control (Parker. . 1 B 
Aircraft) 
-49 MS29513-332 . . PACKING ... oe e o 1 B 
-50 201-48427 . . HOOP ASSEMBLY, Fuel ‘aft “fuselage cell “section “feed "n 1 Β 
-51 RL28SB8 ο ο. RING; (Rosan) n Z xo XS mre Ne τω WO. We ode ew re UE 2 B 
RD206SB6.5L L- dac INSERT, (Rosan)'. vo v e a e tases Gh dar 2 B 
-52 MS29513-222 . PACKING. . $e ele . ο l 
-53 201-48432 . PUMP ASSEMBLY, “Fuel aft fuselage transfer >... PO 1 B 
165-48430-10 . PUMP ASSEMBLY, Fuel aft fuselage transfer . . z vw od]. 1 A 
-54 201-48431 + . ELBOW ASSEMBLY, Fuel aft cell transfer pump ‘outlet 1. : . 1 B 
-55 AN76A47 e .« BOLT... . eee Seer AT δα). οᾱ 1 B 
-56 2W18-616M . . WASHER, Flat (North American) ο NE ad ας 1 B 
-57 MS29513-11 . œ PACKING $9. € ο ὁ ^» 4 ο ὁ e ὁ 9 9 5 * * * » o. a: ὧν: Ὁ 1 Β 
-58 TF51286 . . CAP, External outlet ο... ο P P 1 B 
-59 MS29513-28 ο -ᾱ PACKING ἐν 7k. ο o. n Qa PW Ga . ὁ . 1 B 
-60 TF51300-1 *1 . . PUMP ASSY, Booster variable press. submerged Thompson Prod) 1 B 
TF51300-2 *] . . PUMP ASSY, Booster variable press. surmerged(Thompson Prod 1 A 
-61 83501-1 + . DRAINCOCK, (Koehler) (1ntrch wth Curtis Auto CCA4300) 1 
-62 MS29512-4 5. κ. (GASKET è » 4 e 6 9 Ὁ ὁ e 4 tw 5- 9 -ᾱ- ὁ) 4 Φα Ye ee 2 
-63 - ANB15- 4D C SE UNION ο ος ο turus ο ὅταν ος ο μεν f RI ρε «δὲ Md 1 
-6h AN659-4 $ TERMINAL... + AAA ο a Tig 3 
-65 165-48413 š SUPPORT, Fuel aft fuselage “tank pump Mr ο SA ND Y SPA SO 2 
-66 ANÁH3A . BOLT .. Row aux ο αυ... 
-67 2W18-416M . WASHER, Plat ` (North American) . απο τω ο. ἐπε. οτος. τ. Ὁ 20 
-68 AN365 -128 . NIT.. ο. k a αμα: 4 
-68A 2W1AL-1B-20-62 . WASHER, Plain (North “american) a Sacer ep ee αν ο AS A τιν 2 B 
-69 2w18-416M . WASHER, Flat (North American) . . + AS ο ος ο 1 
-70 165-48429 . STUD, Fuel aft fus tank inspection door support . . . . + ο 1 
-71 165-48428 . COVER ASSEMBLY, Fuel aft fuselage tank inspection . . . . . . 1 
-72 AN935-416 WASHER 4 v < ο ἡ ese ο ὁ 9 o 009 0 Φ δ οἱ wow ὁ Ims e 6 B 
-73 MS28741-24-0194 HOSE ASSY (see figure 334) . . . , , + +s + 4 + s + ο + + + e. . Ref 
-74 MS28741-24 -0320 HOSE ASSY (see figure 334) . . . . . + + + < s s s we + + s n. + Ref 
-75 MS28741-24-0514 HOSE ASSY (see figure 334) . . . . . + a de oou Ref 


*1 Intrch wth Thompson Prod. TF 31400-22 when reworked in accordance wth 
instructions contained in T. O. 1F-86K-2-2. 


USEABLE ON CODE: A 53-8273 thru 53-8322 B 54-1231 and subs 


εστι ΗΝ... A === ats 
Changed 15 April 1960 = 
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POWER PLANT FUEL SYSTEM (Cont) 















































F-86K-4-48-12B 


Changed 26 May 1958 








FIGURE & 


INDEX NUMBER 


334 
-1 


-2 
-3 
-h 
-5 
-6 


-T 
-8 
-9 


-10 
-11 
-12 
-13 
-14 


215 


-16 
-17 
-18 


-19 
-20 


-21 
-22 


-23 


-2h 
-25 
-26 
-21 
-28 
-29 


-46 





PART 
NUMBER 


207-48002 
No Number 


MS28741-24-0354 
MS28741-24-0530 
MS28741-24-0200 
165-48419-10 
AN3-6A 
950004-24-26 


165-48802-91 
165-48802-89 
165-48802-63 


AN833-4D 
2W18-716 
AN924- ID 
165-48803-49 
MS29512-4 
26762 
AN501A10-8 
2w18-10 
AN837-4D 
165-48803-47 
205-48802-13 


2w1v-29-22-62 
205-18802-57 


97655-10 
97655-20 


165-48224-3 
ΑΝ5ΟΟ- 16-13 
AN365- 196 
MS29513-215 
165-48238 
AN814-4D 
MS29512-4 
ANQ24-4D 
AN837-4D 
AN365-428 
4G2-20 
165-48802-93 
165-48802-95 
205-48802-39 
165-48806-61 


AN7 37-22 
3H2LÀ-15 
AN737TW30 
3H2-8-15 
MS28741-24-0194 
AN815-24D 
MS29512-24 
MS28741-24-0320 
AN815-24D 
MS29512-24 
MS28741-24-0514 
AN815-24D 
MS29512-24 
190-48010 
165-48223 
165-48225 


USEABLE ON CODE: 


1 


LINES INSTALLATION, Fuel system 
DROP TANK FUEL AND AIR LINES AND RELATED EQUIPMENT, 


T. O. 1F-86K-4 


POWER PLANT FUEL SYSTEM (Cont) 


2 < 4 5 6 7 


NOMENCLATURE 


figure 335 for ενα 


HOSE ASSEMBLY . 
HOSE ASSEMBLY . 
HOSE ASSEMBLY . 


GUARD, Fuel flow control to filter 


BOLT" ^. . 
HOSE ASSY, ^A. N: 


swivel “to 90? 


elbow A. N. 


(1ntrch wth Stratoflex 11098-21S26) 


LINE ASSY, Drop tank flow control valve LH section 2 


LINE ASSY, Drop tank air line LH section 2 


LINE ASSY, Drop tank air press. 


section ! 
ELBOW 


WASHER, Flat (North American) 


NUT . 


LINE ASSY, Drop tank air pressure from valve section 3 


GASKET . 


VALVE, Shut-off (Koehler) . 


SCREW 


WASHER, Flat (North American) 


ELBOW . 





(see. 


see figure 327 for next assy 


"swivel (Aeroquip). 


to heat and vent connection : 


LINE ASSY, Fuel drop. tank air pressure "to valve section 2 é 


LINE ASSY, Drop tank air line from elbow 45° to LH gun bay 


upper deck 


WASHER, Fiber (North American) 


LINE ASSY, Drop tank air line from LH gun bay upper deck. to : 


tee 


VALVE ASSY, Fuel drop tank flow control LH (Koehler) 


(North American Spec 165-948047) 


VALVE ASSY, Fuel drop tank flow control RH (Koehler) 


(North American Spec 165-94804 


7) 
GASKET, Fuel ον tank με. (ace. 165- ος untl exh) 


SCREW . . . 
NUT . . ον 
PACKING . . 


... o m m 9 t9 Ü Ww 


MP VIII 


PLUG, Drop fuel tank fuel disconnect . . . 


PLUG AND BLEEDER 
GASKET . . . + + 
NUT a . . ga * 
ELBOW . . . + + +. 
NUT 


. . * * . * tm t] n9 
ee ew ee 
e 9». 9 0 9 o9 6 9 c5] ὁ «. . c£; € 


e 9 © © © 0 o. £|] ο ὁ ο ὁ : 


GASKET, Swivel fitting flanged (North American) . 
LINE ASSEMBLY, Drop tank air line RH section 2 


LINE ASSEMBLY, Drop tank flow control valve RH section | 2 


LINE, Fuel filter drain line outboard 


LINE ASSEMBLY, Main fuel filter thermal relief valve to . 


cup drain 
CLAMP . 
HOSE, 
CLAMP . . 
HOSE, 
HOSE ASSEMBLY . 
UNION . A 
GASKET . . s 
HOSE ASSEMBLY š 
UNION . . . + 
GASKET . . 7 
HOSE ASSEMBLY š 
UNION . . . . - . 
GASKET 


FILTER ASSY, “Fuel 


(North American) 


(North American) 


(see figure 330 for breakdown) | 


FITTING, Fuel drop tank valve outlet (see figure 27) 
FLANGE, Fuel drop tank valve outlet (see figure 27) 


A 53-8273 thru 53-8322 
B 54-1231 and subs 


. 
. 
. 
. 


` 


UNITS 
PER ASSY. 


NP 
NP 


Ep μμιω ΞΕΡΕΙ FHH POP r 


PREPBPRPRPRRERPNEPN Fin 601050 SDD COD H H 


-ο “Ὁ 
oo 
5915 


Section. i1 _ 
Group Assembly Parts List 


USEABLE ON 
CODE 

A 

A 

A 
A 
a 

B 

B 

B 

B 

B 

B 

B 

B 

B 





"Changed 26 May 1958 
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Section . iX 





Group Assembly Parts List T. O. 1F-86K-4 


POWER PLANT FUEL SYSTEM (Cont) 





do C 





F86K-4-48-13A 


FUGURE 335 - DROP TANK FUEL AND AIR LINES AND RELATED EQUIPMENT 
580 Changed 26 May 1958 








Section. II . 
T. ο. 1F-86K-4 Group Assembly Parts List 


POWER PLANT FUEL SYSTEM (Cont) 


ος ο A ——M—————————————————MÓ———T- 
FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 ; NOMENCLATURE PER ASSY. CODE 
335 No Number DROP TANK FUEL AND AIRLINES AND RELATED EQUIPMENT, (see . . .. NP 
figure 334 for next assembly) 
-1 205 -148802-33 . LINE ASSY, Drop tank sensing line LH from cell fitting to gun 1 
bay deck 
-2 AN833-4D . ELBOW . . . . + . ee s + sos s sq s s s s s 9 s m os n tm tg n9] 2 
2w18-716 . WASHER, Flat (North American). . . . s + + + + + s + + + ° ° 2 
AN924-4D ro NUT X. ον ὦ, a ο ον E A e οἱ ον δἳ le 2 
-3 205-48802-49 . LINE ASSY, Drop tank sensing line gun bay deck to LH wing . 1 
break 
-4 869A! TT . CHECK VALVE, Air and aircraft fuel (James-Pond-Clark). . . . 2 
-5 205-48802-59 . LINE ASSY, Drop tank sensing line RH from cell fitting to 1 
gun bay deck 
-6 AN815-4D «UNION α ç ο ο Ὁ ὁ ο ο 09579 09 9 -ᾱ o] ee ο as 3 
-T 205-48802-65 . LINE ASSY, Drop tank airline from tee across ship to RH . . 1 
gun bay bulkhead union section 1 
-8 205-48802-63 . LINE ASSY, Drop tank airline from tee across ship to RH .. 1 
gun bay bulkhead union section 2 
-9 ANQ24-4D ee NUT. ο ον ue ei at τς o cw Ὁ Syed Dow. re ues AA Ce ae e 1 
-10 2w18-716 . WASHER, Flat (North American) ... + + + + + + soc * * * ° 1 
-11 AN834-4D A NR ο το CS ο Een fe! Ne re ICE 1 
-12 205-48802-21 . LINE ASSY, Drop tank airline from LH gun bay to wing break . 2 
-13 1354-526177 . VALVE, Pressure control (Parker Aircraft) (North American 2 
Spec 165-948053) 
ATTACHING PARTS 
-14 AN365-1032 se ΝΠ 5 a a A A A ce SR ns 6 
-15 2w18-10 . WASHER, Flat (North American) . . +. +. +. + ο ως. 6 
-16 NASH3C3- 76 . SPACER, Screw and bolt . . . . + + eesse οἱ dw rers 6 
-17 AN3-17A ee BOLT. l1 4 35 a ο Ὁ ο ο ο A w) w. $ 6 
ee A 
-18, 165-48803-39 . LINE ASSY, Fuel drop tank air pressure relief drain .... 2 
-19 165-48806-5 . LINE ASSY, Fuel drop tank air pressure relief outlet pullaway 1 
fitting LH 
165-48806-7 . LINE ASSY, Fuel drop tank air pressure relief outlet pullaway 1 
fitting RH 
-20 AN833-4D ο -ELBOWS «x. ὦ. τν Be E ush re (ος! δι E ce 4 
-21 AN924-4D e ΝΠ. X02227 ο ὦ καν ος ο ο, ee A Si e aa ο, A ας Οι Ter ce, ai cw 8 
-22 MS29512-4 v. GASKET o- rs aa ο S at a ie E LR CAD DAE e 4 
-23 165-48219-1 . FITTING, Fuel drop tank air supply pullaway LH . . +. . + + + 1 
165-18219-2 . FITTING, Fuel drop tank air supply pullaway RH . . . + e e * 1 
-24 165-48220-3 ` GASKET, Fuel drop tank air supply pullaway (use 165-48220 . 2 
untl exh) X 
-25 AN509-10-12 z. SCREW oss ως ο ο ο... 6 
-26 AN365-1032 c NUL e ο * x ών κ w € XR UNE RAE a o) o Ko 6 
-2 191-48015 . SEAL, Drop fuel tank air line disconnect +. . . . + + +* * * ° 2 
-2 165-48237 . PLUG, Drop fuel tank air line disconnect . . e. , + + * * * 2 
-29 205-48802-47 . LINE ASSY, Drop tank sensing line gun bay deck to . . +. .. 1 
LH wing break 
-30 For continuation of these lines see figure 334 . . . + + + + + + + + * * * * n ° Ref 


AA A A A A A AA LV = 


Changed 26 May 1958 -581 











Section II 
Group Assembly Parts List T. O. 1F-86K-4 





POWER PLANT FUEL SYSTEM (Cont) 





FIGURE 336 - FUEL SYSTEM AFTERBURNER LINES INSTALLATION 
582 





F-86K-4-48-15A 





336 








PART 
NUMBER 


207-48003 
No Number 


22218-63-284SH 
165- τ μι 
5R13-5 
165-48817-20 
101248 


205-48823 
2W18-10L 
AN4-6A 
22218-63-284SH 
165-53523 
5R13-5 
205-48027 
165-48845-20 


MS28741-20-0150 
205-48802-7 


AN815-20D 
MS28711-20-0190 
205-48149 


98292-4-.410 
99836 
9C1-1-4 
165-48149-3 


2028 

5R13-5 
165-53735-3 
165-53734-3 
165 28-63 -329SH 
101474 


190-48008 
MS29513-215 
AN73A4 
2W15-10 
MS29512-16 
1111-536324 
MS28741-16-0274 
165-48803-65 
AN815-16D 
205-48019 
205-48008 
190-48010 
TTAP11A5 


1 





T. O. 1F-86K-4 
POWER PLANT ‘FUEL SYSTEM (Cont) 


2 3.4. 5 6 7 NOMENCLATURE 


LINES INSTALLATION, Fuel system afterburner (see . . . . . . 


figure 327 for next assembly) 
AFTERBURNER FUEL FILTER AND SHUT-OFF VALVE ASSEMBLY AND . 
ATTACHING PARTS, (see figure 337 for breakdown) 
CLAMP ASSEMBLY, (Marman) 
CLAMP, Heat anå vent system 2 in. dia connecting ots 
RING, Heat and vent sealing (North American) .... 
LINE ASSY, Fuel afterburner air supply section 2 i 
. CONNECTOR ASSEMBLY, Fuel afterburner air line forward 
(Flexonics) (North American Spec 165-948049-20) 
LINE ASSEMBLY, Fuel afterburner air supply: section 3 
WASHER, Flat (North American) . EDA 
BOLT ... Vie) A». cd. “Ὃν ο co ών T ET Vee Sat ar Tee 
CLAMP ASSEMBLY, (Marman) E E š 
CLAMP, Heat and vent system 2 in. dia connecting 
RING, Heat and vent sealing (North American) . 
ELBOW, Fuel afterburner pump air supply line .. š 
TUBE ASSY, Fuel afterburner air supply section 4 (use š 
165-48845 unti exh) 
HOSE ASSEMBLY . . . š 
LINE ASSY, Fuel afterburner supply "wing center section 
rear spar to flex hose 
UNION ας mew uw com wis 
HOSE ASSEMBLY . . . s 
CUP ASSEMBLY, Fuel afterburner. turbine pump air supply 
line protective 
STUD, (United-Carr) . . . 
PIN, (United-Carr) . 
CHAÍN, Safety and bead (North American). ate cs 
CUP, Fuel afterburner turbine pump air supply. line ON 
protective 
CLIP, (North American) . MT 
RING, Heat and vent sealing (North American) . . š 
CLAMP ASSEMBLY, Anti-ice system pressure duct connecting 
. CLAMP, Anti- y system high pressure duct SER AE : 
. CLAMP, (Marman). . B 
CONNECTOR ASSEMBLY, (Flexonies) (North American Spec. 
190-948009) 
FITTING, Fuel vapor return line engine outlet . 


CHECK VALVE, ` (Parker aircraft). EP 

HOSE ASSEMBLY . . . . ws E 
LINE ASSY, Fuel reheat "air turbine to fairing " A 
UNION . . . . Quit Lee tea ος Tec taf Gest Seite 
CHANNEL ASSY, Fuel afterburner “filter UDDÉP . l GQ U ὁ « 
CHANNEL ASSY, Fuel afterburner filter lower . . . . . . 


PACKING 4; 5x0. a c a ee a " ον ὃς 5 
BOLT .. ο... e x 
WASHER, Flat ` (North American) . — dre . 
GASKET š κ. να — s s 


FILTER ASSEMBLY, Fuel (see figure 330) . 


PUMP ASSY, Fuel afterburner 


(see figure '30) 


Section 1 _ 


Group Assembly Parts List 
TTI, LR IIIau 


FIGURE & 
INDEX NUMBER 


UNITS USEABLE ON 
PER ASSY. CODE 
NP 
NP 


RPRRPRP PRR E ΕΠ HiHHH BRB BH HIHIHPIOHUL IA HO σι 


=-= 
c 
r° 


Ref 


583 








Section τι. 


Group Assembly Parts List DoD TESORO! 


POWER PLANT FUEL SYSTEM (Cont) 





F86K- 4-48-16 


FIGURE 337 - AFTERBURNER FUEL FILTER AND SHUT-OFF VALVE ASSEMBLY AND ATTACHING PARTS 


584 








` 





Section 





T. 0. 1F-86K-4 Group Assembly Parts List 


POWER PLANT FUEL SYSTEM (Cont) 


AAA AAA AAA —— s. v -,-q n n EN m Επ: 
UNITS USEABLE ON 


FIGURE & 
INDEX NUMBER 


337 


-10 
-11 
-12 
-14 


-15 
-16 


-18 
-19 


-22 


-25 


PART 


NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
No Number AFTERBURNER FUEL FILTER AND SHUT-OFF VALVE ASSEMBLY AND .... NP 
ATTACHING PARTS, (see figure 336 for next assy) 
165-48020-30 . VALVE ASSEMBLY, Fuel afterburner filter and shut-off . . . . 1 
ATTACHING PARTS 
ANY-5A . BOLT ... bee a s 11 
2W17-416L . WASHER, Corrosion resistant steel (North American). ο ος, bat SPY ul 11 
pcm, OPE 

9-750-1142 . . FILTER, Fuel (GFAE) (Parker: Mroraft): ο. 1 
MS29513-227 s X e GASKET < Q N ἡ wx x ὃν τὰν Palos de T 
MS29513-247 . . . GASKET .. da O et WE Za TU 1 
9- 750-134 . . . FILTER ELEMENT, (Parker Aircraft) . Os Sag be Q: Vole ran A 1 
AN762D20-24 . . ELBOW, (use 165-48022 untl exh) . -—— 2 
AN763-24 ee GASKET, (used on all 9-750-11 filters “and also on. " 2 

9-750-114 and -1142 filters that do not have S 


"o" ring groovers on inlet and outlet ports) 


MS29513-131 5 . PACKING, (used only on 9-750-114 or -1142 filters . . . + 2' 
that have "o" ring grooves on inlet and 
outlet ports) 
AN756D24 š e FLANGE S 4:9 46909 OO δι δν mo E W 2 
ΑΝΙΗΘΑ . « BOLT a, ἃ; τς ο CS ew -ᾱ--ϕ Son Iu gv see a des ἥν. δ δ. ne 8 
AN365-428 A 2. NUT ta A A ο AAN oe 4 
2418-116 . . WASHER, Flat (North American) A 4 
ANHH6A š i BOLT ο. s 5 4 
165-48009 . . BRACKET, Fuel “afterburner filter support 2 1 
MS29512-4 . . GASKET . . . a š 1 
AN814-4DL Y PLUG AND BLEEDER S 1 
3344 ' VALVE ASSY, Hot air shut- `off ` (Hyaro- Aire) (GPAE) 1 
ATTACHING PARTS 
AN3-5A BOLT odo ο ος ὁ ο) ο ec pues «ᾱ τῶι εδ 9 A ο τρ is 6 
AN3-7A . BOLT. . .. So dw. 2 
2W17-10 . WASHER, Corrosion resistant steel (North American) C 8 
165-48023 . SUPPORT ASSY, Fuel afterburner pump air supply valve inner 2 
165-48026 . SUPPORT ASSY, Fuel afterburner air supply outer... š 2 
πα πα 
AN363C524 . NT.. "T 8 
2W17-516 . WASHER, Corrosion resistant steel (North American). xe Wak Mel. ce 8 
5R13-5 . RING, Heat and vent sealing (North American) . . "QN 2 
(use 165-53532-5 untl exh) 
5833960 CONNECTOR ASSY, (Flexonics) (North American Spec 165- 948050). 1 
205-48019 CHANNEL ASSY, Fuel afterburner filter upper ss fig. 336) . . . Ref 
205 -48008 CHANNEL ASSY, Fuel afterburner filter lower (see fig. 336) . . . Ref 








CODE 


585 





Section. ΙΙ Ἢ 
Group Assembly Parts List T. O. 1F-86k-4 


POWER PLANT FUEL SYSTEM (Cont) 








FIGURE 338 - FUEL VENT SYSTEM LINES INSTALLATION 


F-86K-4-48-17C 


Changed 26 May 1958 














FIGURE .& 
INDEX NUMBER 


338 


-10 
-11 


-16 
-17 


-20 
-21 


-22 


A TTT Γ᾽ 


PART 
NUMBER 


207 -48004 
207-48004-100 
No Number 


165-48858 
205-48802-71 
165-48857 
165-48802-98 
3H2-32-15 
ANT3TTWO2 
3H2-20-15 
AN737TW58 
205-48802-53 
205-48802-55 
3H2-16-15 
AN737TW46 
205-48802-51 
AN737TW46 
3H2-16-15 
165-48815 
165-48227 
MS29513-214 
205-48802-41 
AN737TW46 
3H2-16-15 
AN919. -26D 
205-18860-20 
205-48802-43 


173-48802-29 
165-48862 


165-48053 
165-48054 
ANTh2D26C 
213-48802-3 
3H2-24-15 
3H2-24-15 
AN737TW66 
AN737TW66 
190-48054 
165-48852-50 
205-48852 
3H2-20-15 
AN737TW58 
165-48825-20 
3H2-24-15 
AN737TW66 
165-48802-53 
207 -48835 
AN3-6A 
2W18-10L 
190-48312 
190-48313 
190-48314-3 
190-48314-5 
190-48311 
165-48802-57 


173-48802-27 
213-48802-7 
205-48802-69 


USEABLE ON CODE: 


Changed 26 May 1958 


1 





T. O. 1F-86K-4 


POWER PLANT FUEL SYSTEM (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


LINES INSTL, Fuel vent system [- figure 327 for next assy) . 


LINES INSTL, Fuel vent system 


e$ 9 o9 9 t « ὁ . ὁ ο ο t n 


tjr 


FUSELAGE STATION 187.4 TO 335 FUEL VENT SYSTEM (see 
figure 339 for breakdown) 


LINE ASSY, Fuel vent fwd fus cell to press reg section 1 


LINE, Fuel vent fwd fus crossover to sta 179 LH section 
LINE ASSY, Fuel vent fwd fus cell balance section 2 . . 


LINE, Fuel vent fwd fus cell balance section 1 . 

HOSE, (North American) . . . + + + + + ee tee eee 
CLAMP 4 ¿ a woes x OO AAA 
HOSE, (North American). M RM CETTE EP: š 
CLAMP 


LINE ASSY, “Fuel climb vent "fud fus "celi to ugn’ manifold 
LINE, Fuel climb vent LH wing to La manifold section 2 


HOSE, (North American). ya ka See πι, d i 
CLAMP i 
LINE, Fuel "climb “vent LH “wing to θη" manifold Section 1 
CLAMP Bier’ ιν d) XT CT de ας ὧν Se OC ώς Car e 
HOSE, (North " American). "m PA 
LINE ASSEMBLY, Fuel wing outer panel `climb "vent outer . 
WASHER, Fuel ΤΕ outer pn line seal . . . o...» . 
PACKING . . . S" VE ο Ὁ ἐδ. te og 
LINE, Fuel climb vent RH wing to "uy" “manifold nu et “ares 
CLAMP . . Ke fa δα ke ORY ba 
HOSE, (North American). κ O siete? Ὁ 
REDUCER ee ο a ο - 
TUBE ASSY, Fuel vent fus gun “bay “deck "y" κ dX rer ie 
LINE, Fuel vent transfer aft cell dive vent to fwa fus 
cell sect. 1 
LINE, Fuel vent transfer aft cell dive vent to fwd cell 
sect. 3 


LINE ASSY, Fuel vent transfer aft cell dive vent to fwd 
cell sect. 2 


COVER, Fuel vent line RH upper . . . +, + + + ee 
GASKET, Fuel vent line RH upper kd Lo aw SS, a 
CLAMP... « . 
LINE, Fuel vent transfer "aft cell to “rua fus cell ect 
HOSE, D Meu dU Ne δὲ he de eL. δρ κ, οἱ € 
HOSE, North American . . . 4.25 Time 


CLAMP o .. S As X os diris ica 


eee 


ο 
CLAMP . . +. + . . z š . . . 
GASKET, Fuel vent line "us sta 187.4 RH upper . a 
TUBE ASSY, Fuel dive vent cross over RH... ο š 
TUBE ASSY, Fuel dive vent cross over RH... + r 
HOSE, (North Americar) P O S ο NOSOP . 
CLAMP ie D ce . . . 
TUBE ASSY, Fuel dive `vent RH to LH connecting t 
HOSE, (North American) . . . + + + eee eae 
CLAMP . Q ¿ < $ < % os . . . . 
LINE, Fuel cross over tee to fwd fus dive vent “LH τ 
LINE ASSY, Fuel WOP and fwd fus dive vent LH ... 
BOLT .. . 


WASHER, Corrosion resistant Steel (North american) 


o 


e (Do «= © © © ος. 


. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
` 
. 
. 
. 


. < . < ot * + * ο n 
+ . 0 9 9 9 s 9 ὁ 9 + 9 9 $9 s 9 + c9 s 9 9 Fee. * > 


PLATE, Fuel afterburner upper seal support . . . . 
PLATE, Fuel afterburner lower seal support . . +. + 
SEAL, Fuel afterburner support . +. » + + ss so 
SEAL, Fuel afterburner support ... + + «+ . 
GASKET, Fuel afterburner by pass seal . 


LINE ASSY, Fuel dive vent fwd fus and WOP tee to wheel 
well web 

LINE, Fuel dive vent fwd fus to cross 

LINE ASSY, Fuel dive vent fus and WOP 


LINE, Fuel vent fwd fus cross over to 


over dive vent. 
tee to wheel well 


53-8273 thru 53-8322 
54-1231 and subs 


° 


s ὁ e s e s e s 99 ο n9 Nooo 


see figure 327 for next assy 


+ + ο ot tm s n9 n9 
. 


fus 


e ° e s c 9 ° e e os [Ὁ»»» 


web 


sta 179 LH section 2 


+ ee + 9 | 9 9 9 


* * + . 9 s s * > “> + 5 e s V 


eee ο. 


Section. ΤΙ. 


UNITS 


PER ASSY. 


= HL BL EO I2 DO FO TO I2 TO. I DO. I I I2 0-5 HT] ER RPE 


= = 


PHP Dr n. = JI τ; Ο0 45 EH OO UO P> i 


Group Assembly Parts List 


USEABLE ON 
CODE 


A 
B 


>U ryrie»  Ὁ > 
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Group Assembly Perts List T. ο. 1F-86K-4 
POWER PLANT FUEL SYSTEM (Cont) 











26 
27 23 F86K-4-48-18 


FIGURE 339 - FUSELAGE STATION 187.4 TO 335 FUEL VENT SYSTEM 


588 








FIGURE & 
INDEX NUMBER 


339 


PART 
NUMBER 


No Number 
173-48802-33 


3H2-24-15 
AN737TW66 
165-48802-55 
3H2-20-15 
ANT3TTWSB 
165-48846-20 
173-48802-41 
165-48806-42 
205-48802-61 
3H2 -32-15 
AN737TW82 
205-18802-73 
165-48849-30 


4-1850-7 

165- AIA 53 
165-48865 
AN821-24D 
3H2-24-15 
AN737TW66 
165-48866 
3H2-32-15 
AN737TW82 
165-48848-20 
165-48083 
165-48084 
165-48806-27 
AN363C1032 
AN509-10R8 
165-48039-3 
165-48039-5 
MS29513-331 
165-48037 
165-48806-59 


MS28741-32-0174 
AN815-32D 
165-48036 
165-48081 
165-48082 


USEABLE ON CODE: 


1 


T. O. 1F-86K-4 
POWER PLANT FUEL SYSTEM (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


FUSELAGE STATION 187.4 TO 335 FUEL VENT SYSTEM, (see fig. 338 . 


4 * ο ο» e ο on 


FITTING, Fuel vent "breakaway "forward "(see figure uj 
FITTING, Fuel vent breakaway aft (see figure 125) . . 
TUBE ASSY, Fuel vent streamlined x 


A 


for next assembly 


LINE, Fuel vent transfer aft cell dive vent to fwd fus cell. 


section 1 
HOSE, (North American) . . . . s + + + + ο ο 
CLAMP aha 74 39-7» Ὁ te iar fe), D. κ ο ο «ἕν Ὁ α 
LINE, Fuel aft fus filler vent to RH balance . 
HOSE, (North ο ανν ον. Ὅς ο πα St ao 
CLAMP ^, ; α 97 4. x es τῷ 
TUBE ASSY, Fuel “vent balance RH aft i ra sp. ww 
LINE, Fuel vent aft cell balance ΤΗ to RH conne 
LINE, Fuel vent aft cell balance LH . . . . + + 
LINE, Fuel vent fus sta 187.4 to fus sta 217.3 . 
HOSE, (North American) . . . . . + + + + + ο ee 
CLAMP ". ας a ON E AUS . 


. 
. 
c 


t 


9 * e pee o 9 «αι 
e... 5 9 9 ο ο ο ο 


ro... o ο e 5 ο t 


LINE, Fuel vent fwd tus crossover to sta 179 LH section 3. 


LINE ASSY, Fuel aft fuselage dive vent tee to fus sta 217 a 


dive vent cross over 


VALVE, Check (Parker Aircraft) (intrch wth Kohler K1328-29). 


LINE ASSY, Fuel dive vent fus sta 261.75 to aft fus cell 
LINE ASSY, Fuel dive vent aft firewall to fus sta 261.75 


ELBOW .. ZZ IS RS neg ο ος 
HOSE, (North American) . Sie fines ο ο deep W. de a 
CLAMP ... AE 


nd 


Section. ΙΙ _ 


vàlve 


LINE ASSY, Fuel "aft 'aive vent “firewall to "aft “cell check valve 


HOSE, (North American) . . . . . . , + + + + + + x 
CLAMP ... Ç +. Sre 


TUBE ASSY, Fuel “vent aft fus dive "vent tee és. Wow de e 
FAIRLEAD, Fuel vent line fus sta 250.75 LH outer . . . . 
FAIRLEAD, Fuel vent line fus sta 250.75 LH inner . . . ο 
LINE, Fuel vent fus sta 250 firewall to fus quick discon 
NUT . . ο . ^ ee we ὁ 9 ο ὁ n oo»... ο ο rS q.s 
SCREW eas eee ee ia de σος 9 ᾱ ὁιδ) eh elo ο), 8? US 
RING, Fuel vent breakaway stop . +. +. + +s s e © * eoo 
RING, Fuel vent breakaway stop . e « + + + +< +< © * ο < on 
PACKING . . . 6 s +s © e © © © © e 9 ο o ο ὁ 9 o ὁ + ο ο 
TUBE, Fuel vent breakaway . ο , . + <s + + ο e * 0 ο ο ο 
LINE ASSY, Fuel vent breakaway fitting to overboard vent 


section 1 
HOSE ASSY, Detachable end dado: medium pressure 
UNION ... 


eee ee 
ee 5 9ο. 


see figure 111). 
54-1231 and subs 


t 


. 
. 
. 
. 
. 





UNITS 


PER ASSY. 


NP 


PRE Piri Εν HH P 452} EP PPP COo P 


zm 
000 
hhh 


Group Assembly Parts List 


USEABLE ON 
CODE 
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Section. ΙΙ: . 


Group Assembly Parts List E xad 


POWER PLANT FUEL SYSTEM (Cont) 









(ή 
7) 





F-86K-4-48-11A 


FIGURE 340 - SINGLE POINT REFUELING SYSTEM EQUIPMENT INSTALLATION 
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Section. Ir _ 


T. O. 1F-86K-4 ° 
Group Assembly Parts List 


POWER PLANT FUEL SYSTEMİ (Cont) 


FIGURE & PART UNITS USEABLE ON 





INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
340 207-48501 REFUELING SYSTEM EQUIPMENT INSTALLATION Single point ..... NP 
(see figure 327 for next assembly) 
-1 165-48837 . TUBE ASSEMBLY, Refueling dive vent valve to wing outer panel. 1 
outboard LH ἱ 
-2 165-48840 . TUBE ASSEMBLY, Refueling divei vent valve to wing outer panel. 1 
outboard RH 
-3 MS29513-228 v. PACKING: 4.2. coe Se toh Ee ο cel ts 2 
-4 165-48217 + WASHER, Fuel wing outer panel dive vent inlet... ο ο eo 2 
-5 165-18530-1 + VALVE ASSEMBLY, Refueling and dive vent LH ......... 1 
-6 165-18530-2 . VALVE ASSEMBLY, Refueling and dive vent RH ......... 1 
-7 165-48531-2 .« . BODY ASSEMBLY, Refueling and dive vent check valve RH .. 1 
165-48531-1 + . BODY ASSEMBLY, Refueling and dive vent check valve LH .. 1 
- ` RL28sB8 s dee RINGS (Rosana AD εν ως SUS US SU v eod pace ἂν 8 
RD206SH6.5L ο το σαν (Rosan). 1052.78. πο Ημ”. 8 
-9 165-48537-2 + . FITTING, Single point refueling flow divider RH . . ... 1 
165-48537-1 + + FITTING, Single point refueling flow divider LH . . . . + 1 
-10 165-48538-2 + BRACKET, Refueling and dive vent valve assembly . . . . . 1 
support RH 
165-48538-1 + + BRACKET, Refueling and dive vent valve assembly ..... 1 
i support LH 
-11 12-1849-83 + + VALVE ASSEMBLY, Fuel wing center section flow control . . 1 
(North American Spec 165-948035) (Parker Aircraft) 
i -12 MS29513-229 S` y PACKING” ο a eie ο μα μμ ae cau ie e -- 2 
-13 AN4-6A sa a BOLT a a hex Ce VS ee αι Seer gee! Moe ln toe vhs M Sie RU oe 4 
2W18-416 + . WASHER, Flat (North American) . .. ........... 4 
-14 AN4H5A ο «ΒΟ; at ο ο AS αν ows Ὁ CE Εμ αν REUS. το, ἵν ce 4 
-15 AN365-428 NUT via ea y Q ο ο ο ον ο ο waqu Nee q she ta 2 
-16 2W18-416 . WASHER, Flat (North American) . ............... 4 
-17 ANI -6A E LV usn At den 2c4 wo. var Che che arce lb ene vecyP ο ών λος ος 2 
-18 165-48541-2 . BRACKET, Refueling & dive vent check valve inlet sup. RH .. 1 
165-48541-1 . BRACKET, Refueling & dive vent check valve inlet sup. IH .. 1 
-19 165-48859 . LINE ASSEMBLY, Refueling and dive vent valve to wing .... 1 
outer panel LH s 
-20 165-48806-13 + LINE ASSEMBLY, Refueling and dive vent valve to wing . . . + 1 
outer panel RH 
-21 MS28741-20-0210 s “HOSE ASSY 9*9 Rom Jat Mace o9 cR uqata, Uo us wp QU QU a a 1 
-22 MS28741-24 -0256 s. HOSE ASSY Sota vas hor cid. ap νιν mI S he A um 1 
-23 165-48806-63 . LINE ASSEMBLY, Refueling flow divider to dive vent valve . 1 
RH (use 165-48806-9 untl exh) 
-24 ANI -4A eP BOLT i ο ὁ ο WU NZ sacate, ο DX UE ο ο. 
-25 2w18-416 . WASHER, Flat (North American) . ............... 14 
-26 AN365-428 ο NUTS α. τε. o ieu. teg co den e a? IUe" Te ° e 0 9 s. e o o 5 e ο ο ο 3 
2W18-416 . WASHER, Flat (North American) . . . . . . s s e s e e eee 3 
AN4 -26A s X BOLT gon gerer Eer O ο ο POW tas C ra d 3 
-27 165-4851 . DIVIDER, Single point reri ing flOW se a Sie eo os a α 1 
-28 MS28741-4-0710 + HOSE ASSEMBLY . . hkh . . . v 5 689 9. ο “ὦ ο ο οφ, et es ane 1 
-29 MS28741-4-0800 + HOSE ASSEMBLY . . . . . . bb... . η EE ο πα 1 
-30 AN833-4 a ELBOW ias ee ee f . Spare az πώς ET δλδ ὃν ὃν Maur ce 2 
AN924-4D κ NUTT τω, ὦ e ὁ . ο ο. o ο”. 2 
MS29512-1 a GASKET certeza 9 νο s.m ese e ὦ ay UE MO νεα 2 
-31 AN931A8S13 » "GROMMET. S. e ο ο ol a fer ο A S e ο ---- 1 
-32 AN821-20D 4. ο 4... else) we Tw, E e ce cl Um oes ο 1 
-33 AN837-20D . ELBOW. ον eh He! Ww ovs; for laca] C. ο O ο "ο 1 
-34 165-48511 . FAIRLEAD, Fuel single point refuel sensing lines support . . 2 
AN3-4A « ἙΟΙΠ opo £4 à. a ck m € DEO ο 8 ἀν hc κι V. (5v Ë. 20. ο 4 
2W18-10 . WASHER, Flat (North American) . . . s e . . .. . e . . . ... 4 
-35 295887 . GROMMET, (Monadnock Mills inco d ἔς ποιος, Sa, ο ης ¿ra ο τὸ 8 
-36 295888 . GROMMET, (Monadnock Mills) . . . soo . , ων eee nee 2 
-37 295889 . GROMMET, (Monadnock Mills ο) ay ds et a ee fee -ᾱ- Ὃς » 1 
-38 295246-200 . GROMMET, (Monadnock Mills) . . . .. ....... rr 2... 1 
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Group Assembly Parts List T. O. 1F-86k-4 


POWER PLANT OIL SYSTEM 





F-86K -4 -47-2A 


FIGURE 341 - COMPLETE OIL SYSTEM INSTALLATION 
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T. O. 1F-86K-4 


POWER PLANT OIL SYSTEM 


Section. τι _ 


Group Assembly Parts List 





FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
341 165-47001-111 OIL SYSTEM INSTL, Complete (see fig. 110 for next assembly) . . NP 

-1 165-47050-111 TANK ASSEMBLY, Engine oil (see figure 342 for breakdown . . 1 

and attaching parts 

-2 AN815-16D sc UNDONE ο 4. di wee κοὶ νι -ᾱ- δὲν IAS A ERU rU ος w 2 

-3 AN902-16 v «GASKET* aS. Sm ke. ἂν τόν ἂν ο TS TS V Lob «η, ne ta Ce Ta a O & P W e “w 1 

-4 165-47801-11 . LINE ASSY, Engine oil inlet hose to tank . « . s s + + + so 1 A 
165-17801-31 . LINE ASSY, Engine oil inlet hose to tank .... ncn 1 B 

-5 .ANÓ26h-16Dl9 -> . HOSE ASSEMBLY ...............-....-...... 1 

-6 AN837-6 MED ad a a ed pee cla ei λα a Sey w A ede OS ες 1 

-7 AN902-6 v COASKET^ S nu SE w. w e A W.R UW αὶ ο: ee τά RA SL sé Qh. ἐν 1 

-8 AN924-6 . Ντ... . . $287 9 ΡΝ 1 

-9 165-47801-13 +. LINE ASSY, "Engine òil shut- off valve 'to tank. drain $0.» We 1 

-10 AN833-6 e ELBOW M 4: o4 p E ον ῳ U w T I. wl A 1 B 
AN815-6 - UNION &. ο 9 9 S ὁ wo» kë ia eu ence? ce uQ UM La TU ος l A 

-11 7001-2 . VALVE, (Koehler). . 4 e να eu Q s a ος T σον τσ 1 B 
7251-2 . VALVE, Drain (Koehler) ον aera ο ο a Car ha aQ ay A 
ΑΝΘΟΤ-6 g ADAPTER uu pe Wo anaE ο Deo SÉ Us LES ϱν ο cei Serre ους 1 Α 

-12 AN718-26 +. CLAMP & $5 . WW ow "x ο ου --- 2 

-13 3H2-6-17 . HOSE, porn American] ç SC eere ο Ca^ cal A. Gol dud Terre Va ; 1 B 
3H2-6-15 . HOSE, (North American š s'en eI a Bie ο... : 1 Α 

-14 AN924-6 . NUT, Flared tube bulkhead and untvepaal fitting oa a εν 5 οι 1 

-15 AN6290-6 LT GASKET: Suede ο μμ μμ ον κα αμ We μα dis ma αν 1 Β 
AN902-6 . GASKET .. ra RS I n πο 3 A 

-16 165-47804-21 . TUBE ASSEMBLY, “011 “tank supper and sump drain decim eh E DUET «ᾱ 1 

-17 AN93148-13 . GROMMET . . ç ka Wa. aeter eoo RI ο ο U DO Ὁ 1 

-18 3H2-8-15 . HOSE, (North " American)" (lower) ο ΙΑ LAT 1 
AN748-30 š CLAMP ο ας we. νε a VR. See αι ος Ves IUE Se 2 

-19 3H2L8-28 . HOSE, (North. American) "(upper)" ὅν. τὲ ο ee, ασ πμ. 1 
AN737TW26 5. CLAMP ¿ ç LX a ο. aa a aa a e ᾱ prx. ο “δι Ses ο ο 2 

-20 3H2Ll-15 . HOSE, (North American) . . . . . . . ç s sç νο ee e e e .. 1 
A3122-8-59 s CLAMP, (Tinnerman) . . νιν “Ὁ 

-21 165-42801-59 . LINE ASSY, Accessory drive “drain” ας Ρο. 1 

-22 AN837-4 e ELBOW ες ὃς iia a wl WI C Ge, SU DC ὁ) She Q ce eh wa SI Se 1 
AN960D716 s WASHER ` jw; c ο ο ο au ay eal we TRO A Pe ler da 1 
AN924-4 ο NUTREN er ART AAA a a La Ὁ 1 

-23 165-42193' . TUBE ASSY, Engine power take-off drain . . . ........ 1 

-24 165-47805 . TUBE ASSY, Engine oil tank scupper and wheel well drain... 1 

-25 . 3H2-10-15 . HOSE, (North nica x Ww AR AA LT Ve AA e 2 
AN718-31 . CLAMP UE κ τα a ἴδ» Mey io «αν «ν ce C 4 

-26 165-42801-57 . LINE, Engine power take- off drain Ην ον ο” 1 

-27 AN515-8R8 . SCREW, (3 only used with 165-42193) . . . . . . + + + + + ον 3 
AN365-832 » NUT, (3 only used with 165-42193) . . . s . + + + + + + ene 3 
AN960D8 % WASHER, (3 only used with 165- 42193) O o ἀφ a sm 3 

-28 MS28741-4-0240 ΧΙ . HOSE ASSEMBLY eras d ECKE E ο ο SU. ay ο τὸ 1 

-29 165-42801-131  *1. LINE ASSY, Engine overspeed governor drain overboard . . .. 1 
AN924-4 XT. NUT & wow wv o€ o4 E AR ας ο UR 1 
AN837 -4 *1. ELBOW... . νον euch Αφου, eU. ον τν S τα 1 

-30 165-47801-27 + LINE ASSEMBLY, “011 “return únion to tank: . e mo w ὁ ἡ Ὁ ο Ὁ Ὁ 1 

-31 AN815-12D . UNION . . . . o w. “ᾱν ο a wh ο 1 

-32 165-17801-25 + LINE ASSY, 011 “return 905 bulkhead "fitting to union . . . . . 1 

-33 AN833-12D s ELBOW. SU Ὁ liw as ee ie a . e 9 9 ο $5 0 ὁ ο ο ο ὁ ὁ ο 1 
AN960D1716 « WASHER . « « .....-. . E Ya a a Oe eS ὦ 1 
AN924-12D . NUT.... e 9 *» ο ο ο à P à ὁ ο ὁ ὁ 9 ὁ à ὁ ὁ * ο ο ὁ ὁ α 1 

-34 AN6264-12D13 . HOSE ASSEMBLY * o $9 . . . ο . P r ο A sss se 1 

-35 3H2-10-60 . HOSE, (North American) axle es Ta idi Cen eT e ου ο 1 

-36 AN737TW31 ολη τοι ο οκ E Uere etas ον) 2 

-37 AN837-10 . ELBOW . . . . "Que mE M QM MM 1 

-38 165-42801-109 . LINE ASSY, Eng "nya. pump seal “drain to elbow in wheel well web 1 

-39 AN815-4 . UNION . . .  « « © . «e e e s wo οὐ, ὃν ἀφ. AOP C 79. dE de vet τῷ “wQ ον 1 

-40 AN833-4 a BLBOW 4 4 s ὁ e 979 9 ο -ᾱ- Q € ο 9 s eles s: ο 3. 4 W te wow i 
AN960D716 a^ (WASHER: ο ο Δ as 0€ Wa a. a RR -ᾱ W. ει ὁ 1 en αφ. Ὁ -ᾱ 1 
ANQ24-4 a NUT... . ET MES "Lx 1 

-41 165-42801-111 . LINE ASSY, "Eng hyd pump seal drain elbow in fus fairing... 1 

-42 AN931-4-7 4. GROMMET . . e... 4 ο 00. ὁ S ὁ Ὁ a 4 ὦ 4 ee 6 1 

-43 AN837-12D . BLBOW oa a a be ERE ec* € 9 9 59 $9 α 1 
AN92h-12 . NUT 4.79 wow ws ὡς Ἵν "x E E 1 
AN6290-12 ç GASKET ΓΝ . . ο EP * 9 © ο ὁ $9 1 

-44 See figure 311 for engine build- lup fittings on these lines ο . . . + «7.25.5 Ref 


*1 Refer to T.O. 1F-86K-512 


USEABLE ON CODE: A 53-8273 thru 53-8322 
B 54-1231 and subs 
C 54-1276 and subs 
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POWER PLANT OIL SYSTEM (Cont) 











F-86K-4-47-1B 


FIGURE 342 - ENGINE OIL TANK ASSEMBLY 
598 Changed 26 May 1958 








Section ΙΙ _ 
T. O. 1F-86K-4 Group Assembly Parts List 
POWER PLANT OIL SYSTEM (Cont) 


FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
342 165-47050-111 TANK ASSEMBLY, Engine oil (see figure 341 for next eue ees Sm. Ret 
assembly) 


ATTACHING PARTS 


-1 AN365-428 NUT 2-144 ο ue ae Oe BRS Pa be B etre Rue. οἴω; won de 4 
-2 AN960D416 WASHER? so: < s de ig) 4 x9 EXE oue nw M Nc ΝΗ 4 
-3 NAS43DD4 -88 SPACER, Screw and bolt... x š a e ον mat ts 4 
-4 AN} -20A BOLT o wo νην ES E a^ Pe 17: v 4 
-5 165-47048-9 STRAP ASSEMBLY, "oii tánk Support Hs ο o a Ce Y 1 
165-47048-25 . PAD, Rubber (altered from Adel 2600-3 x 5 1716.) ^v es erie eh 1 
NAS25-3R : TRUNNION, Tank strap threaded . . . . . . . « ὁ ο ο suy Go τῷ 1 
-6 165-47048-7 STRAP ASSEMBLY, Oil tank support . . AAA O L 
165-47048-23 . PAD, Rubber (altered from Adel 2600- 3 x4. 16716) kz. g s: eg 1 
NAS25-3L . TRUNNION, Tank strap threaded . « < . . +++ oo. «ο ο ee 1 
-T 165 -47048-5 STRAP ASSEMBLY, Oil tank support... AN ο 1 
165-47048-21 . PAD, Rubber (altered from Adel 2600- 3x6 A we 3 1 
NAS25-3R 6 TRUNNION, Tank: strap. threaded e ow ο OS wow woo 1 
-8 165-47048-3 STRAP ASSEMBLY, O11 tank support. . Sem o ο de cec τς qur qe € + 
165-47048-19 +. PAD, Rubber (altered from Adel 2600- 3 x TX/16) 4 21s 1 
NAS25-3L 9 TRUNNION, Tank strap threaded . . . v ders Ww ye nes PLU δ) ce EUN S 1 
-9 NAS27-3-20 TURNBUCKLE, Tank strap +. +. . . +. +. +. DIM š dence tee ος 2 
σος PE 7 
-10 AN3-4A « BOLT ο <<. ΟΥ ΝΡ " 14 
-11 205-10 ` WASHER, Loc-0-Seal (Wolfe, “pranklin) o M 
-12 187-47032 . RING ASSEMBLY, Oil tank side access door αν, . . s s + +s + so 1 
-13 165 -47008 . GASKET, Oil tank side access door . . . . + + + + s + + + + x 1 
-14 165-47009-11 + COVER, Oil tank side access door . . . . + + + in ee λος es κ 1 
-15 AN3-10A . BOLT ... "P E Ge 6 
-16 205-10 > WASHER, Loc-0- Seal ` (Wolfe, `Pranklin) . A 6 
-17 SA8256C . VALVE ASSEMBLY, Oil tank vent [Standards Thompson) a cack ie 1 
-18 165-47041 . GASKET, Oil tank vent valve... $^ Cn νερο ας Ox μιᾷ, τῷ ἐῶν. ῳ 2 
-19 165-47040 . RING ASSEMBLY, Oil tank vent valve . V: ιν A καν 291 τν 1 
-20 165-47065-11 . RING ASSEMBLY, Engine oil tank vent valve A Jm re Se Hehe ος 1 
attaching 
-21 AN6227-34 . PACKING . . +. + i oe A a Sot Def ος 1 
FC2930 . CAP ASSEMBLY, (steel Products) PA A A QE S l SU as 1 
-22 FC2929 . . ADAPTER, (Steel Products) . ses is 1 
-22A FC2646 . . CAP, (Steel Products) (intrch wth ' 1243589) A A 1 
FC2651 š . GASKET, (Steel Products) (intrch wth 3985211) πώς 1 
-23 165-47038 š ROD ASSEMBLY, Oil level indicator . . . DR E 1 
-24 165-47036 . . ROD, O11 level indicator . s w . ...... 4. ew ew Te lc 
-25 165-47037 + . CAP, O11 level indicator rod . . . . « . . 4... 4 «ο Ll 
-26 AN6227-8 + + PACKING . +. ae tia Bee cat pan ο 1 
-2 165-47042 + . INSERT, 011 level “indicator. τος "νον as S. €Z 1 
-2 AN4HSA . BOLT ... I bo b Finca Meta ak a u “ας 5 
-29 AN960D416L . WASHER. . > a a A A UR ace Se 5 
-30 165-1 7062 . RING, Oil tank swivel ^ 52 is ids ο ND, ον ayq ο ρα 1 
-31 152-17022 . GASKET, Oil tank outlet fitting ος ο. 1 
-32 165-47017 . FITTING ASSEMBLY, Oil tank outlet . . . . . . + + + + 1 
NNÀB8LSA . . INSERT AND CAP, (Newton) . S uz Gy το) ο ο 5 
-33 165-47058-50 . HOPPER ASSY, Engine oil tank 1 


---------------------- AA AAA A A —— A ee ας 
Changed 16 October 1959 595 











Section. Ir 
Group Assembly Parts List T. ο. 1P-B6K-h 





POWER PLANT DRAIN SYSTEM 


R H. SIDE 





F-86K-4-42-10B 


FIGURE 343 - ENGINE DRAIN SYSTEM INSTALLATION 


Dye Changed 26 May 1958 





FIGURE & 


INDEX NUMBER 


313 
-1 
-2 
-3 


-. 
-5 
-6 


-T 
-8 
-9 
-10 
-11 
-12 
-13 


-14 
-15 


-16 
-17 


-18 
-19 
-20 


-21 
-22 
-23 
-2i 
-25 
-26 


-28 
-29 


-45 


A a A A A A A AAA A AAA AAA A EEE EFF Əa 


PART 
NUMBER 


190-42006-100 
AN815-10 
165-42801-25 
AN832-10 
AN924-10 
AN960D1416 
MS28741-10-0160 
AN919-15 
3H2-16-15 
AN737TW46 
MS28741-16-0330 
AN815-16 
165-42801-71 
165-42801-105 
100185 
AN821-8 
165-42801-103 
165-42801-107 
AN815-8 
MS28741-8-0310 
MS28741-8-0214 
AN776-8 
AN775-8 
AN901-8C 
AN821-16D 
165-42801-83 


165-42801-89 
AN815-6 
101127 


101127 

AN821-6 
AN815-6 
AN821-6 
165-42095 
MS28741- A 0330 
AN815-6 
MS28741-6-0194 
AN815-6 
AN821-6 
201-42014 
190-42014 
AN815-6 
AN815-6 
MS29512-6 
AV2B1354 


ATTACHING PARTS 


AN520-10R26 
AN520-10R24 
AN520-10R24 
NAS43DD3-18 
2W18-10 
MS28741-6-0076 
MS28741-6-0121 
AN815-6 
MS28741-6-0087 
165-42801-115 


165-42801-123 
165-42801-129 
177-42154-11 
K2457-30 
1777-42151 
AN832-6 
AN924-6 
MS29513-111 
MS29513-113 
165-42039-50 


165-42801-21 


USEABLE ON CODE: 


Changed 26 May 1958 


1 


DRAIN SYSTEM INSTALLATION, Engine (see figure 19 for next 


` . ο ο ° 0 ° ο o 


T. 0. 1F-86K-4 


POWER PLANT DRAIN SYSTEM 


A A — n — yc ΠΕΠ 
UNITS USEABLE ON 


2 3 4 5 6 


UNION . . + + 


Z NOMENCLATURE 





LINE ASSEMBLY, "Engine drain overboard é 


UNION, Flared tube 3/8 bulkhead . 


NUT PP 
WASHER oe ο 


Section. 1 _ 
Group Assembly Parts List 


PER ASSY. 
NP 


CODE 
assy) 


. . ο ee 
. . ο 
. . 

. 


HOSE ASSEMBLY . +. +. + 
REDUCER . . +... +. + 
HOSE, (North America an) 
CLAMP . « . 4 «νο. 
HOSE ASSEMBLY . +. +. + 
UNION . +. + 


LINE ASSEMBLY, "Engine 


att 


HOSE, Metal (Flexonics) . 


ELBOW a. sess ὁ 
LINE ASSY, Engine aft 
LINE ASSY, Engine aft 
UNION . « « , + + + +. 
HOSE ASSEMBLY 
HOSE ASSEMBLY * 
ELBOW . . 
BOLT ^ 
GASKET . 
ELBOW . . + 
LINE ASSY, Eng aft fra 
aspirator 


. 

. 
. . 
. 
. 


. 
. 


. 
ee ee ee 
ee ο. oe 


LINE ASSY, Eng aft frame breather 


UNION... 
HOSE ASSEMBLY, "Eng to 
(North American 
HOSE ASSEMBLY, Eng to 
ELBOW , . + + + + « o 
UNION , . + .«: 
ELBOW... 
TUBE ASSEMBLY, "Engine d 
HOSE ASSEMBLY . 
UNION . . + " 
HOSE ASSEMBLY Ë 


UNION . +. +. + . 
ELBOW . . e +. 

VALVE ASSEMBLY, 
VALVE ASSEMBLY, 


. UNION +... + +. 
. UNION +... + + + 


m 


. 
. 
. 
. 


GASKET . . . . 


VALVE ASSEMBLY, Drop and drain 


complete 'füs sta “279 uA LH 
complete fus sta 279 1/% LH 


ee . 


. 
. 
. 
. 


oe ee ο 


. 


frame 
LINE ASSY, Engine era fus sta 279 1⁄4 RE 


ame breather 


frame air 


Spec 165-9 


frame 


. . 
eee 
. . 
. 


n 


. . ο 


wth Valcor V8600) 


SCREW, a del 
SCREW, (fwd valve 
SCREW . .. 


. . . 


SPACER, Screw “and “bolt 


HOSE ASSEMBLY . + 
HOSE ASSEMBLY .. 

UNION .. +. + . 
HOSE ASSEMBLY . . 


LINE ASSY, Engine reheat smal 


n 


. 


air 


. 
. 
. 

. 
. 
. 

. 


. 


and drain to outlet 


LINE ASSEMBLY, Eng reheat large slot fuel drain 


. 
. 
. 
. 
. 
. 
. 
. 


Engine afterburner fuel 


Engine afterburner drain I 
a 


WASHER, Flat (North American) 


. 


. 


. 
. . 
. . 
oe ee 
` ee 
. .. 

. 

. . 


breather 


pressure supply 
2109) 
presenre supply 


. . 
. . 
. . 
. . 
. ` 
. . 
. . 


` ο. ο ο ο. o 


Cho s © © © ο t > t t]. t: 5 n9 


Meee A 
po 
Or o o Seo + > + * * ew ‘l 


1 slot fuel 


sta 335 to solenoid valve 
LINE ASSY, Engine reheat large slot fuel drain sta 335. 
to Solenoid valve 
BRACKET ASSEMBLY, Afterburner fuel tube drain solenoid . 


valve 


VALVE ASSEMBLY, Drop and drain (intreh wth James-Pond-Clark 


P3-526 or K2457-3) 
FITTING, Engine afterburner drip and drain valve adapter 


UNION . . . 
. NUT . 
. PACKING 

PACKING 


. . o 
oe © ο s o 
. . ee 
. . 


. 


e 8 © © on: “e * . 
. . e.a. o 


drain 


clamp at "sta 337 to 


drain 


m 


. < 9 9 ο s e e 0 s 9 s 0 s ο. ος. 


sie tci d ud pressure supply 


(Flexonies) 
(Flexonics ) 


Qs. » © © ο + © we ee ο 


che ` +< 9 + s 9 ο 9 + 9 


— 
E: νοῶ κ δι Ἂν ας IE 
d 


Ov « c ο ..o o... t a 
Ue + » » .» © © ο...” 


O. ο we 
Hn 
Fhe o o o 
Κο) 


e ο. © ot @ 


. . ο. 


TUBE ASSEMBLY, Engine aft frame “oil preather forward section $ 


LINE ASSEMBLY, Forward engine drain 


gau» 


(see figure 311) 


54-1231 thru 54-1250 
54-1251 and subs 
53-8273 thru 53- 8322 
54-1231 and subs 


(see figure 314) . . . . + 





e 9 s 9 9 ο ο 9 s s s s 9 + s 9 9 + 39 | + 1 ο ο 
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B ΕΕ ΕΣ 
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Section 1 
Group Assembly Parts List T. ο. 1F-86k-h 
LOOSE EQUIPMENT 





5 THis FACE V 
Wi FORWARD J: 


F-86K-4-53-14 


FIGURE 344 - LOOSE EQUIPMENT AND GENERAL DATA 
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T. O. 1F-86K-4 


LOOSE EQUIPMENT 


Section. 1: _ 


Group Assembly Parts List 


O nen o ———————————————————— 
USEABLE ON 
CODE 


FIGURE δι 
INDEX NUMBER 


344 


-1 
-2 
-3 
-} 
-5 
-6 
-7 
-8 
-9 
-10 


-11 
-12 


-13 


-14 
-15 
-16 
-17 
-18 
-19 
-20 
-21 


-22 
-23 
-24 
-25 
-26 


-27 
-28 
-29 


PART 
NUMBER 1 


207-53075 


2 3 4 5 


` 


7 NOMENCLATURE 


FLYAWAY ITEMS INCLUDE THE FOLLOWING: 


165-34689-11 *1 
E1565-20 
E1830-10 

E2201 


165-58670 


165-54543 
7224H 
190-48201-1 


190-48201-2 
165-53032-7 


165-53031-3 
No Number 


WEDGE ASSY, Nose gear steering declutching (see fig. 893) . 


DATA INSTALLATION, Loose equipment and general 


KIT, Jacking, mooring and leveling 


BAG ASSEMBLY, Jacking μεῖς and leveling W kit 


LUG, Fuselage leveling . 


BOLT, Eye 
BOLT, Eye 


wing and fuselage 
wing and fuselage . 
LOCK ASSEMBLY, Auxiliary landing gear drag brace ground 

SCREW ASSY, Plumb bob airplane leveling & target ae DE 


ΡΑΡ ASSY, Wing and fuselage jack . . 

PUMP ASSY, Hydraulic ground test for stowing “complete 
see figure 345 for breakdown) 

HANDLE ASSEMBLY, Battery tray actuating . 


SOCKET, Special (Plomb Tool) 


PACKAGE, 120 gal drop fuel tank loose equip. “LH . 
see figure 327 for breakdown) 
PACKAGE, 120 gal drop fuel tank loose equip. RH 
(see figure 327 for breakdown 
PLACARD, Emer and miscellaneous instruction (figure 96) 


LIST, Pilot's check (figure 96) . E 
SPECIAL TOOLS, AN/ARC27 radio (GFAE) (contained in canvas 
attached to handle of AN/ARC27 uhf radio) 


STOWED IN DATA CASE 
COVER ASSEMBLY, Pitot tube automatic release 


176-73073 
No Number 


No 
No 


Number 

Number 

Number 

Number 

ΑΝ 01-1B40 ° 
Number . 
Number 
T.O.1F-86K- 6, 
T.0.1F-86K- 2 
AN16-30ARN6-2 
AN16-30ARC34-1 
COAN16-30APX6-3 
190-5319 *1 


187-53097-1 
187-53117-3 


190-31813-11 *1 
T.0.1F-86K-4 


No Number 
No Number 
No Number 
T.O.1F-86K-1 


STOWED IN AMMUNITION BOXES 


207-53060 
ITEMS. CRATED 
146383 


E2406 

459944 
190-53030-101 
173-53029 
165-53028 
AN507-1032R10 
AN960D10 
AN365-1032 
48233 
165-53028-7 


AN253-1-575 
165-53028-5 
165-53028-49 
165-53028-23 
165-53028-51 
AN961-8 
w98292-!1I- . 120 
99836 
190-53027 
E-1777-10 
ELE 
E-1564-4 

T-313 

*1 For location of 
USEABLE ON CODE: 


sI 


ENVELOPE, Form 15A invoice (GFAE) (includes form 15 and 6 . 
franked mailing envelopes) 


RECORD, Form 60A technical instructor compliance 
RECORD, Form 60B technical instructor compliance 


HANDBOOK, USAF-USN Pilot's jet 
HANDBOOK, USAF-USN Pilot's Jet Ç 
BOOK, AN 01-1B40 weight and balance data (GFAE) . 


Eastern U.S.) 
Western U S.) 


RECORD, Aircraft inventory DD form 780 


RECORD, Aircraft automatic gun maintenance & performance. 


GUIDE, Inspection requirements (GFAE) . . . 
MANUAL, Erection and maintenance (GFAE) 


BOOK, Radio instruction (GFAE) 


BOOK, Radio operations (GFAE) . 


BOOK, Radar instructions (GFAE) 


. 


. 


| 


GFAE 
GF AE 


. 


PIN ASSY, Pilot's ejection seat d and làp belt 
initiators maintenance safety 
PIN ASSY, Ejection seat lap belt initiator safety 


PIN ASSY, Ejection seat and canopy initiator & ground . 
safety (whn exh use 223-53206-21) (see fig. 344A) 
STREAMER ASSY, Canopy remover initiator ground. ane eae . 


CATALOG, Illustrated Parts Breakdown . . 


STOWED IN MAP CASE 


REPORT, Flight DD form 781 (GFAE) . 


BOOK, USAF-USN supplementar, 
CHART, Radio facility (GFAE 


INSTRUCTIONS, Pilot's flight operating (GFAE) 


BAG ASSEMBLY, Ammunition compartment ballast 
AND SHIPPED SEPARATELY 


COVER, Rotor disc brake (GFAE) 


disk brake) 
PIN ASSY, Drag chute pilot chute retaining 


RADAR SCOPE RECORDER, 


(Lockheed) 


COVER ASSY, Intermediate and aft fuselage 
COVER ASSY, Complete nose and enclosure . 


SHIELD ASSY, Engine air intake fus sta 10 O duct 


SCREW 


DOOR PULL, 


shield door 


PIN 


DOOR, Engine a air intake. fuselage station 10. duct shield 


(california Hardware) . 2 3 
HINGE, Half engine air intake fuselage station 10 duct 


SEAL ASSY, Eng air intake fus sta 10 duct shield . 


SEAL, Engine air intake fuselage station 10 duct shield 
STREAMER, Engine air intake ica station 10 duct shield 


WASHER . 


STUD, Wing (Un1ted- Carr). 
PIN, (United-Carr) . 
COVER ASSY, Engine exhaust | tailpipe as a 
KIT, Aft fuselage handling dolly attachments 
SUPPORT, Fus sta 277.500 jack pad LH ... 
SUPPORT; Fus sta 277.500 jack pad RH . . + 


KIT, Boresighting and target aligning fixtures. 


all ground safety locks and pins, see fig. 344A. 


A 54-2231 thru 54-1350 


B 54-1231 and subs 
C 53-8273 thru 53-8322 
D 53-829} thru 53-8322 


Changed 16 October 1959 


| 


(see figure 277 for rotor 


flight information (U.S.)(GPAE). 
(LF/MP edition) "RUE 


UNITS 


PER ASSY. 


NP 


Ref 


EBRHOHUUHIRUID/|HÁÀ 


= 
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hh 
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Section. ττ : 
Group Assembly Parts List 





T. O. iF-86K-4 
LOOSE EQUIPMENT (Cont) 






A Y 


(2 


y 


tl) 
2 





ΟΣ 


SEY 


F-86K-4-53-18A 


FIGURE 344A - GROUND SAFETY LOCKS AND PINS 


598B Changed 26 May 1961 














Section ΤΙ _ 
T. O. 1F-86K-4 Group Assembly Parts List 
LOOSE EQUIPMENT (Cont) 


FIGURE 4 PART UNITS USEABLE ON 


INDEX NUMBER NUMBER y- Qu πι" ον δ. Xt NOMENCLATURE . PER ASSY. CODE 
344A GROUND SAFETY LOCKS AND PINS 
-1 165-34689-11 . WEDGE ASSY, Auxiliary alighting gear drag brace ground . 1 A 
-2 E1201-11 . LOCK ASSY, Auxiliary landing gear drag brace ο " 1 Α 
A508 . . PIN, Pip (Price, D.W.) . EM 1 A 
190-5319 . PIN ASSY, Pilot's ejection seat catapult “and lap “belt 3 1 A 
initiators maintenance safety 
-3 187-53097-1 . . PIN ASSY, Seat lap belt initiator safety . . . ος 1 Α 
-4 223-53206-21 & up» PEIN; Emergency escape system initiator safety, assy `of . ç 2 A 
: (use 187-53117-3 untl exh) 
-5 190-31813-11 . STREAMER ASSY, Canopy remover initiator ground safety pin. . 1 A 
-6 190-53147 . PIN ASSY, pote ejection seat single safety (use 165-53151 1 A 
. untl exh 
165-53151 . LOCK ASSY, ον ejection seat folding armrest (whn exh use 1 Α 
190-53147 
. 2525 . . PIN, (Price, D.W.) (used on 190-53117) . cs I A 
165-53125 . . PIN ASSY, Pilot's ejection seat ground safety ` (use on "E 1 A 
165- 53151) 
-T E2406 . PIN ASSY, Drag chute pilot chute retaining ......... 1 A 
-8 59B76712 *1 . PIN ASSY, Drop tank ground satety A νο ας 1 
-9 AN315-3R *Xl s ONE ra a ἃ e 1 
-10 140-34146 ROD ASSY, Auxiliary landing. gear drag "brace "retracting (see. . . Ref 


figure 298) 
*1 Refer to T.O. 1F-86-590. 


TR ο u μυ... Z=; eS 
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Changed 26 May 1961 


Section. ΙΙ 
Group Assembly Parts List T. O. 1F-86K-4 
LOOSE EQUIPMENT (Cont) 





F-86K-4-58-70 


FIGURE 345 - HYDRAULIC GROUND TEST COMPLETE HAND PUMP ASSEMBLY 


600 








Section i: _ 
T. 0. 1F-86K-4 Group Assembly Parts List 
LOOSE EQUIPMENT (Cont) 


FIGURE & PART UNITS USEABLE ON 


INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
345 165-58670 PUMP ASSEMBLY, Hydraulic ground test for stowing complete . . . Ref 
see figure 344 for next assembly) 
-1 AN365-428 ὁ: NUP GV Sa Sa dej Ta ae te 4e eri ien EE ο ο ο ^ ene Ls 2 
-2 AN960D416 # WASHER αν a a del A a NA A ia 2 
-3 AN4-27A . BOLT .. ae ο), dep ee τό 2 
-4 165-58302 . BRACKET ASSEMBLY, Hydraulic ground test hand pump $^ i - dm im 6 1 
-5 165-58302-7 . . PAD, Hydraulic ground test hand pump . . s.e . + + + + s 1 
-6 9C1-2-3 . . CHAIN, Safety (North American) . Qt xe αν te 4 
-T 157-58229-3 + . SCREW, Hydraulic hand pump attaching (altered from . . ο» . 4 
157-58229) 
8 169100 . PUMP ASSY, Hydraulic hand (AN6248-2) (Pacific Div., Bendix) . 1 
-9 AN365-1032 ec NUD Ciis cose? 68 Ro μα αν αν ries al ο. ος κου Se 1 
-10 AN960D10L v WASHER -ῳ y ο a a Ὁ e. pos Dey A 1 
-11 AN3-17A . BOLT ... rw Her ο W. ` WE Wastes ο SE (φείδου ILE 1 
-12 406223-3 . HANDLE, Hydraulic hand pump straight (Pacific Div., Bendix) . 1 
(use 406223 untl exh 
-13 AN6290-4 > GASKET . . « « ο . ὁ © ο πο το. fey Br, A fe) ὃν δε τς 1 
-14 AN815-!D . UNION ws ο ese deer iA Qi Ὅς VR tes! fos hentia | fe) hay e SO ο ip s 1 
-15 AN6271-4-60 . HOSE ASSEMBLY ος ο E «ὁ» οἰφὶ UR E G “Qa. 9 duet Tg: yar cl eut ta Sa, 1 
-16 AN894D6-4 +. SBUSHING---. o aa ος ο Ὁ a a SU 9 eta S. Sata) dae c9 Sev tes Forts 1 
-17 AN6290-6 . GASKET .... ‘a ee Se? Pure ECHO ἄν ey, Vee St Votre! ES 1 
-18 15585-6 . COUPLING, Self sealing half [Aeroqutp). TA O rs E 1 
-19 15582-6 . COUPLING, Self sealing half (Aeroquip w^ αν ο CE URU eee) E Se 1 
-20 AN806D6 . PLUG .. e) si ad veto Re, ο 780-78) Tea Y a Ee Cate tal EI EM 1 
-21 165-58817-53 . LINE ASSEMBLY, "Ground test hand pump to filling line . . .. 1 
-22 AN6290-8 AOUGASKETO "xsv. Waves feuis. ethan i e Y. ιδ te: a TET 1 
-23 AN893D12 a BUSHING e ouo ο ὃς 09 o ος δυο RV ᾱ- U Ὁ Ὁ Ὁ at ϱ 1 
-24 AN6290-6 . GASKET .... QUT ο Ὅς οφ, da e E ο, Sates Cok dece 1 
-25 38390 ` FILTER, Hydraulic oil (Purolator) . . . . . «eese 1 
-26 AN6270-6-24 . HOSE ASSEMBLY ος ο, οἱ 90 ος ο τεῳ E 1 
-27 AN815-6D 5. UNLON. “ο. ο ws νο, MOIS) del ROUES Iw. EU ee i ele IST E αν. SS, εν τα 1 
-28 AN6290-6 g GASKET ο ο ο wee a esie 9 ο US NU ο De es ee ee 2 
-29 AN927-6D . ELBOW οφ) ceo ee er ὡς ca, c» AW] W Ue, ans ta SIR D iw ciel c a 1 
-30 AN894D16-6 i> BUSHING poa Ὁ Cel ο ως ο 5. ο. ὁ -ᾱ im 109 -ᾱ- a φ S MO a cm a i) δι ὁ 1 
-31 AN6290-16 . GASKET 5 š ë E ος ^ Scie! U ADD ο ο IM ue 1 
-32 14585-16 . COUPLING, Se if sealing half faeroqutp). Bh Merten 3 06^ ca Ρο 1 
-33 14592-16 . COUPLING, Self sealing half (Aeroquip). . . . . + + esè. 1 
-34 AN6290-16 »oGASEET* το Ὁ τῳ fo mI A τον δα ἃν VES (e ο Ὃς Jee ce 1 
-35 AN6291-16 i RING ¿Sus ἃ SUS O ο ο 1 
-36 AN6289D16 “ΝΠ Wi. A Le. Se, o> iei pe Vel ϐ 19. 9 19 ΟΦ τας ος at ο E Ὁ: Kris 1 
-31 AN894D16-6 . BUSHING De τὰ «.. . . . . oe ο ο 1 
-38 165-58400 . TUBE ASSEMBLY, Hydraulic ground test hand pump supply ae ο 1 
-39 165-58438 . CONTAINER ASSEMBLY, Hydraulic hand pump fittings ...... 1 


601 





l i 
Section__11_ 
Group Assembly Parts List T. O. 1P-B6k-h 


Index No. Nomenclature Figure No. 


1 Voltage Regulator (Generators 1 and 2) 228 





Radio Noise Filter . . . . . + + + + + 216 
3 Transformer . ....-.-.2-.2^^52^.2-52^5 916 
4 Cockpit Relay Pane ow Ue eve, ου we 210 
5 Pressure Plugs +. . +. + + + + e + « . 218,225 | 
6 Flasher Coder . . . . + + + + + + + 216 . 
1 LH Circuit Breaker nel. + + s ο ο ° 909 
8 RH Circuit Breaker Panel , . . . . . . 209 
9 RH Forward Switch Panel α, . « , + + ° 225 
10 LH Forward Switch Panel . . ..... 218 
11 Control Switch Panel . . . , + + © + ο 209 
12 LH Console Switch Panel . . . . + + + 209 
13 RH console Switch Panel . . .... 209 
14 Load Meter Console Panel . . . . . . . 221 
15 Warning Horn . +. . . . « +s © o eè © o 219 
16 Engine Forward Relay Panel . . . . . . 232 
17 Engine Aft Relay Panel . . . . + + + + 232 
18 Canopy Actuator . e. e + + < + + + + 237 
19 Flap Actuator . . . + + +s + < ο ο 40 ' 
20 Aileron Auto-Pilot Follow-Up . . . . . 13 
21 Batteries . . e +s e = © ù» o eo où 239 
22 Battery Tray . . . + + s + . = ee ο ° 239 
23 Tail Lights » α. α 4 +s + s ès» ὁ è ° 239 











F-86K-4-54-35 


FIGURE 386 - ELECTRICAL SYSTEM (SHEET 1) 
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Section. ii. 


T. 0. 1F-86K-4 Group Assembly Parts List 
| 
Index No. Nomenclature Figure No. 
1 Wing Light Assembly LH and RH . ... 9 
2 Landing and Taxi Light . . . . PT 221 i 
3 Landing Gear Door Switch Bracket ὡς 222 
^ Radio Noise Filter . . . DES 222 
5 Circuit Breaker Mounting Panel δώ, ow 222 
6 Console Disconnect Panel . . . » . . + 225 
T Secondary Inverter . . « , « + + ο +. + 2202 
8 Primary Inverter... ο. 222 
9 Elec Maln Relay Chassis “assy ο ee -ᾱ 222 
10 Red Flood Light . .. .......-. 225 
11 Cockpit Extension Light . . « . + + è 225 
12 Camera Radio Noise Filter . . . +. + + 67 
13 Motor and Drive Assembly . . . . +. +. + 38 
14 Actuator Aileron Control . . wow. Y i 
15 Main Fuel and Reheat Fuel Ampli ifier. . 227 
16 Yaw Damper... On cius. 1:38 
1 Hyd Emer. Pump Assembly "Motor AER 54 
18 Anti-Ice Air Control... EC ETE 26h 
19 Engine Section Relay Door Panel re --ᾱ 217 
20 Thrust Selector Unit . , . . . + +s + ο 320 
21 Radio Noise Filter . . . "m 233 
22 Fire Detectors . . . . ο "233, 235, 237, 238 
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F-86K-4-54-34 
FIGURE 347 - ELECTRICAL SYSTEM (SHEET 2) 
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Section τι _— 


Group Assembly Parts List T. O. 1F-86K-4 
Index Nomenclature Figure No. 

1 Fuel Indicator Power Unit. . . +. . + + 134 

2 Internal Mount Tank Unit . . . . . + è 3h 

3 Fuel Indicator Tank Unit . . . . . . + 141 

4 Purging System Exhaust Gas Check Tube. 8 

5 Fuel Quantity Tank Unit . . . . + + ° 35 

6 Fuel Float Tank Unit . . . . , + + + = 138 

7 Fuel Flow Transmitter ...... Pes 138 

8 Oil Pressure Transmitter . . . . . oœ 138 

9 Aft Fuel Cell Trumbone Assembly . . . 333 








F-86K-4-48-29 


FIGURE 348 - FUEL SYSTEM (SHEET 1) 
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Section Ι΄ 


T. ο. 1F-86K-4 Group Assembly Parts List 
Index No. Nomenciature Figure No. 
Center Wing Cell . , ΡΠ 28 


Left Wing Cell . . . . . . 
Right Wing Cell . . . , + 
Forward Fuselage Fuel Cell 
Aft Fuselage Fuel Cell . . 
Booster Pump +. . . . . , + 
Afterburner Booster Pump . 
Fuel Drop Tank Pilot Valve 
Hot Air Shut-off Valve . . 
10 Fuel Cell Dual Float Contro 
11 Fuel Dive Vent Line Valve 
12 Main Fuel Filter . . . . 
13 Afterburner Filter ... 
14 Aft Fuselage Fuel Pump . 
15 Pressure Control Valve . 
16 Fuel Level Control Valve 
17 Drop Tank . ...... 
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‘F-86K-4-48-28 


PIGURE 349 - FUEL SYSTEM (SHEET 2) 
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Section ΙΙ. 





Group Assembly Parts List T. O. 1F-86K-4 
Index No. Nomenclature Figure No. 
l Radio Glide Path Antenna Assy +. . +. . + + 242 
2 R322/ARN18 Receiver Assembly . . . +. + + 242 
3 BC733F Localizer Receiver Assy . . 242 
4 RT263/ARC34 Receiver and Transmitter "Assy 241 
5 ED201 Control Panel Assembly . . . +. + + 242 
6 C1057/ARC34 Control Panel Assembly . .. 241 
7 C755/A Control Panel Assembly . . . . +. + 242 
8 AN/ARN6 Radio Compass Sense Antenna . . . 109 
9 NAM Loop Antenna Assembly . . +. + 242 ç 
10 R101A/ARN6 Compass Receiver Assy . . +. + 242 
11 Omnidirectional Antenna Assembly: πο 70 
12 VHF-UHF Radio Antenna Pyramid Assy * x 


το 




















F-86K-4-71-6 





FIGURE 350 - RADIO SYSTEM 
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T. O. 1F-86K-4 


= 
m 


Wing Flap Linear Screw Jack Type Actuator 

Horizontal Stabilizer Displacement and . . 
Rate Follow-up Control 

13 Cable Quick Release Disconnect . . . vi τν 

14 Horizontal Stabilizer Motor and Drive. ο”. 

15 Horizontal Stabilizer Control Mechanism . . 

16 Horizontal Stabilizer Pitch Correction Actr 


Index Figure 
No Nomenclature No. 
1 Rudder Control Pedal . . . . s + + + + * + eo 146 
2 Pilot's Control Stick . .. s < ee ee eae 156 
3  Rudder Control Gust Lock... ES 147 
4 Horizontal Stab. and Rud Control Bellerank . . 147 
5 Aileron Trim Electric Actuator . . . . + + + + 3 
6  Aileron Motor and Drive . . . . + +s + + + * + 3 
7  Aileron Control Bellcrank . Ὅτ 38 
8 Aileron Displacement & Rate Follow- -up "Control. 37 
9  Aileron Follow-up Control . . . EE 43 
10 Aileron Power Control Hydraulic Actuator E ww 41 


= 
~ 


17 Horizontal Stabilizer Hydraulic Power Actr . . 162 
18 Horizontal Stabilizer Follow-up Control ... 158 
19 Rudder Control Sector . v ss è e e a s- -s 15 

20 Horizontal Stabilizer Follow-up Control . .. 15 

21 Rudder Motor and Drive . . . ο ue asinis 157 
22 Rudder Displacement Follow-up "Control ον Gee Se 157 
23 Rudder Trim Tab Electric Actuator ...... 157 





F-86K-4-52-26 


FIGURE 351 - SURFACE CONTROLS SYSTEM 
607 








Section. τι... 





Group Assembly Parts List T. 0. 1F-86K-4 
Index No. Nomenclature Figure No. 
1 Pressure Limiting Valve . . . + es * + 265 
2 Butterfly Valve . . + + + . + š 265 
3 Control BOX . , + + * * + vs 264 
à Pressure Control Valve . . + + 268 
5 Shut-Off Valve . . e + + + + * * * ot * ° 268 
6 Cooling Air Valve . . - + + + * * ees 274 
7 Refrigeration Unit . . . + + + * * ees 272 
8. Butterfly Valve . . » wus š 271 
9 Diverter Valve . . +. + : $ $ 3 270 
10 Shut-Off Valve . . . + + + + n 270 
11 Butterfly Valve (Manual). + REN 272 
12 Butterfly Valve . . +. + +. = ° . 272 
13 Poppet Valve Regulator š š š 269 
14 Pressure Regulator . . . + + +++ * * + 273 
15 Dump Valve . . . s + +... * * * * ° 273 








F-86K-4-53-15 


FIGURE 352 - HEATING AND VENTILATING SYSTEM 
608 











Section 11 _ 
T. O. 1F-86K-4 Group Assembly Parts List 
Index No. Nomenclature Figure No. index No. Nomenclature Figure No. 
1 Hydraulic Filter . . , + + + es ess 168 29 Main LG Downlock Cylinder . . . . . < ° 60 
2 Aux LG Helper Cylinder . . . . ë ç 165 30 Power Control Aiíleron Relief Valv "ES 60 
3 Aux LG Cylinder . . . . + + + . * * ο 165 31 Hydraulic Check Valve . . . s + + + «+ 61 
4 Pressure Reducing Valve . V ha hte 168 32 Emer Power Control Ail. Relief Valve . 59 
5 Hydraulic Check Valve ... + A 168 33 Main LG Fairing Door Selector Valve . . 188 
6 Steering Selector Valve . . . + + + + 168 34 Emergency Power Control Pump . +. +» + + 47 
7 Aux LG Fairing Door Operating Cyl .. 165 35 Pressure Switch . +. . + + + e < «© eea 44 
8 Nose Gear Down Emer Selector Valve . . 169 36 Main Landing Gear Selector Valve .. 188 
9 Two-Way Restrictor Valve . . +. . + +. + 169 37  Self-Displacing Accumulator . . . . + 186 
10 Hydraulic Check Valve . . . + + š 169 38 Power Control Accumulator Gage . . . 186 
11 Auxiliary LG Emer Accumulator . ce 169 39 Accumulator Air Valve Mount Fitting . . 186 
12 Accumulator Dump Valve . . . . + + * + 169 ho Hydraulic Check Valve . . , +. + + + + +» 903 
13 Aux LG Emer Accumulator Gage . . eG 169 41 Normal Power Control Compensator . . + 203 
14 Master Brake Cylinder . . . . + + <+ + 170 42 Power Control Reservoir . . . . + + . « 204 
15 Alternate Flight Control Compensator . 171 43 Return System Filter . sje [qi “Se Nala 182 
16 Emer Power Control Shut-Off Valve . . 44 44 Dive Brake Selector Valve . . . . + . 188 
17  Emer Power Control Filter . . . + + + 46 45 Return System Filter . . . + + «eee 187 
18 Pressure Gage . . . + + + + eee : 47 46 Return System Valve . . , e + + + + es 189 
19 Self-Displacing Accumulator .. wae 46 47 Hydraulic Check Valve . +. , + + + + ù 187 
20 Emer Power Control Reservoir . . P 47 48 Dive Brake Actuator Cylinder . +. . +. + 208 
21 Emer Power Control Valve . PES 2 yy 49 Hydraulic Fuse . , . . ++ e+e ee ee 188 
22 Power Control Relief Valve boi ALIS, te 45 50 Utility System Reservoi EU APP em rae 189 
23 Power Control Shut-Off Valve . +. +. + + 45 51 Reservoir Depressurization Valve . .. 189 
24 Main LG Fairing Door Actuator Cy . ο 183 52 Reservoir Pressure Regulator Valve .. 189 
25 Two-Way Restrictor Valve . . . . "m 62 53 Air Storage Reservoir . . . + . . * * + 189 
26 Power Control Pressure Filter . . . + 182 54 Flow Regulator Valve . . . + + eso 208 
27 Main LG Uplock Release Cylinder . . . 60 55 Power Control Filter . . eas s s e eœ 207 
28 Main LG Operating Cylinder . . . + + + 60 7 
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FIGURE 353 - HYDRAULIC SYSTEM 
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Section. ΙΙ _ 


Group Assembly Parts List T. O. 
Index Figure 
No. Nomenclature No. 
1 Magnetic Compass Amplifier oa à 133 
2 Vertical Gyro Flight Control . . . 134 
3 Gyro Directional Control E a 134 
4 Auto-Pilot Control . . O Mage oe o's 144 
5 Pilot's Instrument Panel .. . . 132, 135, 136 
6 Standby Compass . . s s + + + ++ * * ° 133 
T Accelerometer r wu. spl Sk 133 
8 Vertical Gyro Power "converter ο Saas 133 
9 Yaw Damper Power Converter... + 133 
10 Utility Hyd Transmitter Support . . + 134 
11 Airspeed Pressure Transmitter . . . + 139 
12 Auto-Pilot Potentiometer . 133 
13 Power Converter. 138 
14 Alternate Hyd Transmitter “Support. 134 
15 Auto-Pilot Servo Control . . +. . . + * + 133 
16 Fuel Quantity Amplifier . . . . + + + * 134 
. "E. 
= 


1F-86K-4 





FIGURE 354 - INSTRUMENT SYSTEM 
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Index 

No. Nomenclature 

17 Auto-Pilot Power Converter . . 
18  Anti-G Valve . . . + + + + š 
19 Yaw Damper... 

20 Hydraulic Pressure Transmitter 
21 Fuel Capacitor . . . 

22 Auto-Pilot Follow-Up Control . 
23 Airspeed Boom .. 

24 Differential Pressure “transduce 
25 Static Pressure Transducer . . 
26 Remote Compass Transmitter . . 
27 Fuel Indicator Tank Unit . š 
28 Auto-Pilot Amplifier . . +. +. + 
29 Airspeed Compensator . . Ὁ ας 
30 Fuel Flow Transmitter . 47 τα 
31 Oil Pressure Transmitter . 

30 
28 29 


° ° e e e t ο Hon ο n 
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Section {| 


T.O. 1F-B86K-4 Numerical Index 


SECTION III 
NUMERICAL INDEX 


V 
FIGURE 
AND INDEX 


FIGURE 


PART NUMBER PART NUMBER STOCK NO. AND INDEX 


~ 


60-2132 5340-184-4448 31-10 
31-36 

5340-662-9816 146-15 
60-2135 5340-184-4449 83-35 


CHANGED 3 MAY 1963 


60-2133 





60-2139 134-15 
60-2147 139-21 
1650-211-5079 ` 140-36 
60-2151 133-21 
1650-540-0189 60-2153 31-44 
147-50 
5920-280-3166 60-4937 135-15 
60-5601 135-10 
š 1680-567-5874 Ë 60-603 210-30 
42-1501 60-8549 134-19 
42-1520 60-9200 33-21 
42-4200 61-0223 135-6 
42-4300 ; 61-2448 135-4 
45-1716 61-8856 135-7 
45-1722 74M100 255-4 
45-9416 š 81-1911 243B-1 
45-9477 81-2333 241 
52-2772 81-3105 243B-2 
52-6672 81-3380 241-34 
52-6673 81-4404 2438 
60-1201 81-7063 241 
60-1476 81-8218 241 
60-1479 93-1365 252-2 
60-1480 1440-672-7159-AB| 255A-40 
60-1483 1660-529-1155 274-26 
60-1522 : Š 275-29 
328-28 
60-1702 331-34 
224-8 2 
60-206 133-1 1 
60-2101 133-21 1 
60-2107 133-22 1 
60-211 2438-3 1 
60-2121 243B-4 1 
ANO1-1B40 344 1 
AN12H22A 253-16 2 
323-12 4 
60-2131 5340-184-4450 40-18 4 
1 
2 
5 
2 








Section {| 


Numerical Index 





T.G. 1F-86K-4 









PART NUMBER 


AN16-30ARC34-1 
AN16-30ARN6-2 
AN161-16LS 
AN161-16RS 
AN161-32LS 
AN161-32RS 
AN162-3RL 
AN165-125RL 
AN165-16RL 
AN165-22Lt 
AN173-10A 
AN173-11 
AN173-11A 
AN173-14A 
AN173-16A 
AN173-27A 
AN173-T 
AN173-7A 
AN174-10A 
AN174-11A 
AN174-12 
AN174-12A 
AN174-13 
AN174-13A 
AN174-14A 
AN174-15 
AN174-15A 
AN174-16 
AN174-17A 
AN174-21 
AN174-24A 
AN174-25A 
AN174-31A 
AN174—45A 
AN174-46A 
AN174-50A 
AN174-T7A 
AN175-16A 
AN175-57A 
AN176-12A 
AN176-14A 
ANL76-15A 
AN176-22 
AN176-24 
AN176-34A 
AN177-16 
AN178-43A 
AN182-25 
AN200KP3 
AN200KP3A 
AN200KP4 
AN200KP4A 
AN200KP6 
AN200KS3L 
AN200KS4 
AN200K3L 
ANZ00K4 
AN201KP10A 
AN201KP12A 
AN201KP16A 
ANZ01KP20A 
AN201KP3A 
ΑΝΖΟΙΚΡ4Α 
AN201KP6A 
AN201K12A 
AN201K3A 
AN201K4A 
AN201K8A 
AN202KP23B 
AN206DSP3 
AN206DSP6 
AN206DS3 
AN206DS5 
AN207DP3 
AN207DP4 
AN207DP6 
AN210-1A 
AN210-18 
AN210-2-8 
AN210-2B 
AN210-38 
AN210-4A 
AN210—5A 

















STOCK NO. 






FIGURE 
AND INDEX 





5340-257-3772 
5340-251-7025 
5340-257-4070 
5340-597-8553 
5340-597-8554 
5306-292-5241 


5306-206-2664 
5306-151-2430 
5306-180-1784 
5306-182-1521 
5306-182-1532 
5306-180-3344 
5306-180-3352 
5306-151-1945 
5306-182-1520 
5306-723-5114 
5306-151-2415 
5306-180-1738 
5306-292-8283 


5306-182-1795 
5306-182-1796 
5306-180-1739 
5306-182-1797 
5306-151-1939 
5306-182-1799 
5306-180-1740 
5306-180-2758 
5306-180-2759 
5306-180-2763 
5306-182-1877 
5306-550-3419 
5306-292-8279 
5306-206-5748 
5306-182-1894 
5306-206-4919 
5306-827-6088 
5306-144-4006 
5306-582-9990 
5306-180-0506 
5306-180-0508 
5306-584-7501 
5306-180-0546 
5306-584-6838 
5306-182-1534 
3110-142-4453 


3110-142-4461 


3110-142-4470 
3110-142-4313 
3110-142-4314 
3110-142-4277 
3110-142-4282 
3110-142-4476 
3110-142-4493 
3110-142-4480 
3110-142-4483 
3110-142-4451 
3110-142-4456 
3110-142-4468 
3110-142-4294 
3110-142-4279 


3110-142-4287 
3110-142-4485 
3110-198-0335 
3110-198-0338 


3110-142-4434 
3110-142-4437 


3020-200-1276 


3020-528-0508 
3020-528-0485 
3020-277-1128 
3020-277-1126 





612 














344 
344 
308-4 
291-31 
146-16 
146-17 
40-17 
298-2 
40-30 
283-8 
43-14 
37-14 
37-3 
-73-31 
130-18 
128-52 
43-13 
158-27 
157-3 
158-32 
157-29 
39-12 
71-4 
154-11 
41-12 
37-24 
10-25 
73-25 
157-26 
73-24 
73-21 
38-23 
40-13 
159-55 
159-49 
38-9 
121-4 1 
104-20 
38-3 
40-34 
40-35 
305-2 
154-36 
76-16 
105-33 
316-3 
156-5 
162-2 
40-23 
147-33 
40-24 
147-34 
41-2 
158 
71-6 E 
52-15 
38-11 
152-45 
149-24 
149-15 
155-18 
32F-14 
76-58 1 
76-59 
156-21 
32F-14 | RE 
38-25 
156-25 
155-40 
159-56 
76-20 
31-26 
71-14 
321-52 
37-27 
22-13 
281-12 
12-18 
83 
6-13 
76-53 
151-8 
116-24 
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PART NUMBER 






STOCK NO. 


AND INDEX 


FIGURE 





- 
m 
» 
SOURCE 
CODE 
REPAIR 
CODE 








AN24-21 


AN253-1-575 
AN253-2-1035 
AN253-2-1075 
AN253-2-1218 
AN253-2-1375 
AN253-2-1539 
AN253-2-182 
AN253-2-1867 
AN253-2-262 
AN253-2-2875 
AN253-2-359 
AN253-2-387 
AN253-2-650 
AN253-3-212 
AN253-3-344 


AN257HC3-356 


AN257HP4-1576 
AN26-14A 


AN3-15A 





















3020-287-7919 
3020-277-1119 
3020-277-1123 
5325-276-4955 
5324-174-2889 
5325-276-5876 
5325-285-6265 






















5306-151-1962 
5306-151-1963 
5306-150-9907 
5306-151-1964 
5306-151-1965 
5306-150-9909 
5306-151-1966 
5306-150-9910 
5306-151-1967 
5306-151-1968 
5306-151-1869 
5306-151-1971 
5306-151-1973 
5306-150-9917 
5306-156-2524 
5306-151-2306 
5306-150-9923 
5306-151-2396 
5306-151-1961 
5306-150-9905 


5306-156-2697 
5306-150-9803 
5306-156-2698 
5306-156-2283 
5306-156-2699 
5306-156-2284 
5306-156-2700 
5306-156-2701 
5306-151-0523 
5306-151-0530 





5306-156-2693 
5306-144-3851 
5306-144-3854 
5306-144-3862 
5306-144-3863 
5306-151-3635 
5306-144-3864 
5306-144-3870 
5306-144-3875 


5315-722-3941 





5935-665-7625 


5306-156-2828 
5306-151-3110 


5340-096-5868 
5306-144-3649 
5306-151-0784 
5306-151-0783 
5306-151-0782 
5306-144-3652 
5306-151-0781 
5306-151-0780 
5306-151-0779 





CHANGED 








29 XB3 


76-52 1 XB3 





256 12 





XB 











x83 





XB3 























X83 








3 MAY 




















PART NUMBER 


STOCK NO. 





AN3-26A 
AN3-27A 
AN3-3A 
AN3-30A 
AN3-31A 
AN3-35A 
AN3-4A 
AN3-46A 
AN3-5A 
AN3-51 
AN3-54A 
AN3-6 
AN3-6A 
AN3-7 
ΑΝ3-ΤΑ 
AN3H10A 
AN3H15A 
AN3H16A 
AN3H3A 
AN3H30A 
AN3H4A 
AN3H5A 
AN3H6A 
AN3021-1 
AN3021-2 
AN3021-3 
AN3021-7 
AN3021-8 
AN3021-9 
AN3022-11 
AN3022-15 
AN3022-8 
AN3025-2 
AN3027-1 
AN3027-2 
AN3027-3 
AN302 7-6 
AN3027-7 





CHANGED 


B 





5306-151-0778 
5306-151-0777 
5306-151-0776 
5306-151-0775 
5306-151-0774 
5306-180-1948 
5306-150-9881 
5306-150-9874 
5306-150-9875 
5306-150-9876 
5306-150-9221 
5306-150-9877 
5306-150-9878 
5306-151-2153 
5306-151-0788 
5306-145-7716 
5306-274-2119 
5306-144-3682 
5306-145-7710 
5306-144-3647 
5306-151-0786 
5306-144-3648 
5306-151-0785 
5306-182-2061 
5306-182-2006 
5306-182-2007 
5306-182-2056 
5306-282-5880 
5306-182-2057 
5306-182-2058 
5305-182-2059 
5930-232-6528 
5930-112-5231 
5930-274-5114 
5930-231-1518 
5930-296-9636 
5930-636-0468 
5930-272-1363 
5930-108-7035 
5930-050-2690 


5930~228-2946 
5930-050-2696 
5930-231-1513 
5930-112-5039 
5930-112-5126 
5930-112-5209 
5930-243-4286 
5930-504-6934 


6220-617-1294-LA 
6220-299-6804-LA 
6220-151-7539-LA 
6220-151-7538-LA 


5975-296-1699 
5975-295-9325 
5975-296-1698 
5935-252-2742 
5935-223-0572 
5935-280-2352 
5935-028-3612 
5935-280-2354 
5935-028-3613 


5935-240-0173 
5935-280-2195 


5935-252-2739 
5975-263-1098 
5975-240-4272 
5975-280-6080 
5975-280-6083 
5975-296-0534 
5330-308-3758 
6220-432-4244- L 
6220-432-4246-L 
5310-167-1292 
5310-167-1284 
5310-167-1285 
5310-167-1286 
5310-167-1287 
5310-167-1288 
5310-167-1289 
5310-167-1290 





3 MAY 


1963 
















FIGURE 


AND INDEX 


154-28 
98-3 
48-11 
66-1 

32A-28 
49-4 
45-5 
48-1 
55-4 
57-3 
27-13 
13-15 
13 

256-7 

8-6 
87-24 
13A-7 

240-20 

301-3 

269-38 

138-13 

253-54 
21-15 

272-41 

156-47 

329-8 

130-1 

321-20 

- 30-34 
28-26 
28-25 

322-25 

210-12 

136 

226-19 

210-11 

226-17 
67-17 

220-2 

245-4 

234-4 

209-17 

144-17 

210-16 
67-18 
67-19 

220-4 

220 

213-19 

9-34 
9-12 
9 
9 

231-7 

221-7 

235 

221 

156-35 

215 

215 

221 

222 

317-20 

215 

215 

142 

216 

231-1 

221-4 

231-4 

269 

221-5 

221-6 
68 

237-20 

162-4 
37-11 
17-39 
71-9 

108-16 
65-3 
73-9 

290-2 
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PART NUMBER 


STOCK ΝΟ. 





AN3100A10SL3P 
AN3100A12S3P 
AN3100A16S1S 
AN3100A16S85S 
AN3100A18-10S 
AN3100A18-12P 
AN3100A22-14S 
AN3100A22-19S 
AN3100A24-28P 
AN3100A28-11S 
AN31004A28-12S 
AN3100A28-16S 
AN3100A28-2S 
AN3100A28-21S 
AN3100A32-13S 
AN3100A32-4S 
AN3100A8S1S 
AN3100B24-28S 
AN3100C20- 7P 
AN3100C24-28P 
AN3100C28-11P 
AN3100C28-12P 
AN3100E24-28P 
AN3100E24-7P 
AN3100E28-12P 
AN3100E28-12PW 
AN3100E36-9P 
AN3100M14S5S 
AN3100M18-9S 
AN3100M22-14P 
AN3100M22-195 
AN3100M24-28S 
AN3100M28-12P 
AN3100M28-12S 
AN3100M28-15P 
AN3100M28-2P 
AN3101A18-1P 
AN3101A22-14S 
AN3101828-12S 
AN3101M22-14S 
AN3102A14S7P 
AN3102A20-27P 
AN3102A20-33S 
AN3102A20-7S 
AN3102A20-75X 
AN3102422-195S 
AN3102A22-19SW 
AN3102A24-2P 
AN3102A28-12P 
AN3102A28-12PW 
AN3102A28-12PX 
AN3102A28-12PY 
AN3102A28-15P 
AN3102A28-5P 
AN3102M20-27S 
AN3102M28-15P 
AN3106A10SL3S 
AN3106A105L4S 
AN3106B105L35 
AN3106810SL^S 
AN3106B12S3P 
AN3106B12S3S 
AN310681452S 
AN3106B1455P 
AN3106B14555 
AN3106B1457S 
AN3106816S1P 
AN3106BL16S1S 
AN3106B16S85 
AN3106818-15 
AN3106B18-12S 
AN3106B18-85 
AN3106B18-9S 
AN3106B20-18P 
AN3106B20-19S 
AN3106820-27P 
AN3106B20-27S 
AN3106820-275X 
AN3106B20-29P 
AN3106820- 7P 
AN3106B22-14P 
AN3106B22-145 
AN3106824-2S 


5935-232-5553 
5935-280-2094 


5935-552-4444 
5935-283-7153 


5935-280-2407 
5935-259-2728 
5935-280-1895 


5935-280-1921 


5935-283-2695 


5935-280-2061 
5935-280-1913 
5935-280-1911 
5935-201-4544 
5935-642-0758 
5935-201-4551 
5935-642-1025 
5935-502-3321 


5935-201-6141 
5935-204-7603 
5935-296-8499 
5935-204-7611 
5935-276-9400 
8850-387528-54 
5935~636-6977 


5935-549-1385 


5935-231-0408 
5935-149-2671 


5935-500-7941 
5935-259-9841 
5935-259-1142 


5935-234-6605 
5935-274-6896 
5935-274-6895 
5935-274-6896 
5935-274-6895 


5935-500-9888 
5935-243-3489 
5935-615-3782 


5935-259-0188 
5935-262-7853 


5935-283-7234 


5935-262-9249 


5935-229-4441 
5935-262-9269 
5935-260-0669 
5935-237-9709 
5935-500-5200 
5935-259-1653 
5935-262-7926 


Numerical Index 
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235-30 
317-22 
238-26 
218-23 
67-31 
61-25 
218-22 
231-26 
67-28 
233-12 
67-34 
221-13 
225-45 
221-15 
221-16 
221-14 
222-39 
225-47 
218-21 
235-21 
218-24 
225-49 
227-11 
241-30 
227-9 
221-24 
221-25 
250-20 
247-33 
247 
244-25 
246-33 
246~30 
242-42 
243 
246-28 
67-32 
215-11 
222-51 
246-25 


242A-8 


231-13 
223-20 
223-21 
230 
223-18 
223-19 
231-12 
223-13 
223-14 
223-15 
223-16 
223-17 
233-11 
243-26 
243-28 
215-7 
215-12 
68-23 
68-21 
216-22 
68-27 
68-18 
68-22 
67-30 
68-29 
235-32 
67-33 
216-21 
67-40 
61-26 
235-36 
221-18 
221-17 
68-26 
228 
215-6 
235-22 
235-26 
227-18 
235-27 
235-25 
231-27 
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Section ΙΙΙ 


Numerical Index 


PART NUMBER 


AN3106B24-20P 
AN3106B24-285S 
AN3106B28-11P 
AN3106828-115 
AN3106828- 12P 
AN3106828-16P 
AN3106B28-17P 
AN3106828-2P 
AN3106B28-21P 
AN2106B32-13P 
AN3106B32-4P 
AN3106B8S1P 
AN3106E24-28S 
AN3106E28-12S 
AN3106E28-12SW 
AN3106E36-9S 
AN3106M10SL4S 
AN3106M16-11S 
AN3106M16S1P 
AN3106M16S1S 
AN3106M18-1P 
AN3106M18-1S 
AN3106M18-9S 
AN3106M20-27P 
AN3106M20-27PX 
AN3106M20-275 
AN3106M20~7P 
AN3106M20-7PX 
AN3106M20-75S 
AN3106M20-7SX 
AN3106M22-14P 
AN3106M22-145 
AN3106M22-14SW 
AN3106M22-14SX 
AN3106M22-23$ 
AN3106M24-20P 
AN3106M24-20S 
AN3106M24-28P 


AN3106M24-5P 
AN3106M24-7S 
AN3106M28-12P 
AN3106M28-12S 
AN3106M28-155 
AN3106M28-17S 
AN3106M28-2P 
AN3106M28-2S 
AN3106M28-21S 
AN3106M28-21SZ 
AN3106M32-13P 


AN3106M32-13PX 


AN3106M32-13PY 
AN3106M32-13S 
AN3107A20-7S 
AN3107B1651S 
AN3107B16S8P 
AN3108810SL3S 
AN3108B10SL4S 
AN3108B14S2S 
AN3108B14S5S 
AN3108B18-1S 
AN3108820-15S 
AN3108820-27S 
AN3108820-29S 
AN3108820-7S 
AN3108B22-14P 
AN3108B22-1^4S 
AN3108824-16S 
AN3108824-20S 
AN3108B24-285 
AN3108824-7P 
AN3108824-7S 
AN3108828-12P 
AN3108B28-12S 
AN3108B28-125SW 
AN3108828-12SX 
AN3108828-12SY 
AN3108B28-15S 
AN3108828-17S 
AN3108828-17SW 
AN3108B28-2P 


STOCK NO. 


5935-229-0785 


5935-258-8057 


5935-229-0782 


5935-222-7818 
5935-201-5468 
5935-251-7656 


5935-636-7582 


5935-201-3908 
5935-201-4629 
5935-296-8590 


5935-549-3546 
5935-201-4628 


5935-201-6629 


5935-201-6650 


5935-245-0050 


5935-636-6611 


5935-644-9785 ` 


5935-636-7138 
5935-665-8931 
5935-665-8928 


5935-636-6966 
5935-549-3968 


5935-549-3967 


5935-553-3418 
5935-274-5714 


5935-259-5972 


5935-552-6678 


5935-259-5957 
5935-283-2947 
5935-552-6650 


5935-262-9225 
5935-237-2782 


FIGURE 
AND INDEX 


246-23 
247-39 
242A-34 
242A-36 
246-13 
246-29 
243-36 
247-23 
247-22 
246-27 
243-34 
241-40 
:246-11 


246-12 


246-10 
247-31 
231-29 
242-36 
258-41 
68-19 
68-20 
232-29 
231-20 
222-41 
222-42 
221 
227-24 
227-14 
156-34 
235-31 
221-15 
221-22 
235-28 
221-16 
232-30 
215-9 
216-18 
216-19 
216-20 
222-33 
222-32 
221-21 
221-23 
215-8 
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AN3108E24-7S 
AN3108M105135 
AN3108M14S2S 
AN3108M16S1S 
AN3108M18-1P 
AN3108M18-1S 
AN3108M18-4P 
AN3108M18-4PW 
AN3108M20-275 
AN3108M22-14S 
AN3108M28-12S 
AN3108M28-15S 
AN3108M28-25 
AN3115-1 
AN3121-313 
AN3121R313 
AN3131-303 
AN3133-311 
AN3136R323 
AN3140-327 
AN315-12 


2 


AN3155-25-11 


-{AN3155-25-50 


AN3155-50-200 

AN3155-50-25 

AN3155-50-75 
3 


4 
6 
8 
4 
5 


AN316-8L 
AN316-8R 
AN3160-10 


2 

2 
3 
5 


AN320-8 
AN3200-400 


2 
1 
3 
1 
3 


5935-258-8872 
5935-201-5972 


5935-636-5159 
5935-259-1838 
5935-201-8072 
6240-155-8714 
6240-155-7919 
6240-155-7848 
6240-155-7924 
6240-155-1863 
6240-155-7836 
5310-167-1351 
4130-289-1622 
5310-167-1343 


6140-256-8336 
6140-328-3843 
5905-174-7085 
5905-295-3761 
5905-283-5846 
5905-295-3760 
5905-108-4962 
6140-321-2281 
6210-299-5928 
6210-283-9264 
6210-805-6762 
6210-299-4105 


5310-268-6054 
5310-167-1311 
5310-316-8956 
5310-497-3803 


5310-167-1297 


5310-167-1299 
5310-167-1300 
5310-167-1302 
5310-167-1303 
5310-167-1304 
5925-153-4507 
5925-254-2673 
5925-270-5924 
5925-518-5284 
5925-518-5280 
5925-254-2675 
5925-174-8803 
5930-243-2382 
5930-243-2381 
5930-636-4883 


6220-283-9334-LA 


5310-176-8114 
5310-176-8107 
5310-176-8108 
5310-176-8109 
5310-176-8110 
5310-176-8111 
5310-176-8112 
6625-553-8313 
6625-649-4183 


5930-253-8804 


9905-634-6193 


5930-548-7884 
5930-669-7346 
5930-636-2286 
5930-112-5129 
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PART NUMBER 


AN3227-5 
AN3228-2 
AN3229-1 
AN3234-1 
AN3303-1 
AN3306-1 
AN3306-2 
AN3308-1 
AN3308-2 
AN3310-1 
AN3310-2 
AN3311-1 
AN3311-2 
AN3312-1 
AN3320-1 
AN3350-2 
AN3353-1 
AN3353-2 
AN3362-1 
AN3370-2 
AN3380-2 
AN340-10 
AN340-6 
AN340-832 
AN341-10 
AN341-4 
AN341-416 
AN341-6 
AN341-8 
AN3433-2-2 
AN3433-2-3 
AN3433-2-5 
AN3433-2-7 
AN3434-1 
AN3435-2-1 


.|AN3435-2-2 κ 


AN3436-1-6 
AN3436-1-T 
AN3436-1-9 
AN3436-2-1 
AN3436-2-10 
AN3436-2~11 
AN3436-2-12 
AN3436-2-13 
AN3436-2-14 
AN3436-2-15 
AN3436-2-17 
AN3436-2-2 
AN3436-2-20 
AN3436-2>3 
AN3436-2-4 
AN3436-2-5 
AN3436-2-6 
AN3436-2-7 
AN3436-2-8 
AN3436-2-9 
AN3436-4-1 
AN3436-4-12 
AN3436-4-13 
AN3436-4-2 
AN3436-4=3 
AN3436-4-4 
AN3436-4-5 
AN3436-4-7 
AN3436-4-8 
AN3436-8-2 


|AN3437-1-2 


AN3437-1-3 
AN345-10 
AN350-1032 
AN3502-2 
AN363-1032 
AN363-428 
AN363-524 
AN363-624 
AN363-820 
AN363B832 
AN363C1032 
AN363C428 
AN363C524 
AN363C624 
AN363C832 
AN364-1032 


CHANGED 3 MAY 


STOCK NO. 


5930-636-0498 
5930-243-4292 
5930-265-7156 
5930-549-0585 
5945-258-1695 
5945-254-1345 
5945-503-5231 
5945-254-1346 
5945-503-5233 


5945-642-2874 


5945-553-9577 . 


5945-259-5718 
5945-258-3424 
5945-259-5717 
5945-180-8324 
5945-502-4754 
5945-258-5744 
5945-232-5772 
5945-500-7195 
5310-176-8137 
5310-176-8133 


5310-819-2985 
5310-222-0675 
5310-596-8400 
5310-222-0674 
5310-222-0673 
6150-583-9192 


6150-806-4302 


5940-343-3452 


5940-178-0137 


5940-549-9596 


5970-098-9823 
5310-176-8138 
5310-146-8442 


6220-240-0505-LA 


5310-285-7082 
5310-515-8772 
5310-515-8770 
5310-281-3389 
5310-274-9408 
5310-285-5648 
5310-263-2862 
5310-497-3898 
5310-263-2863 
5310-515-8905 
5310-207-9720 
5310-527-4016 





1963 


FIGURE 
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2094-33 
2554-16 
144-20 
67-39 
218-16 
238-11 
228-16 
219-6 
222-24 
2424-33 
68-13 
219-3 
67-10 
218-18 
225 
67-20 
136-34 
67-23 
219-16 
227-1 
228-9 
219-5 
234-10 
231-2 
232-1 
225-38 
218-6 
218-5 
233-1 
142-11 
61-2 
17-48 
256-5 
137-3 
130-14 
120-6 
75-21 
162-5 
211-32 
9-9 
13 
314-2 
337-20 
13 
13 
19-31 
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XB 


XB3 


XB 
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PART NUMBER 


AN364-428 
AN364-524 
AN364-624 
AN364-632 
AN364-720 
AN364-820 
AN364-832 
AN3648720 
AN365-1032 
AN365-428 
AN365-440 
AN365-516 
AN365-524 
AN365-624 
AN365-632 
AN365-720 
AN365-820 
AN365-832 
AN365-918 
AN365B440 
AN3658632 
AN365D1032 
AN386-1-11A 
AN386-1-TA. 
AN386-1-8A 
AN386-1-9A 
AN386-2-10A 
AN386-2-11A 
AN392-17 
AN392-35 
AN392-71 
AN392-9 
AN393-11 
AN393-13 
AN393-15 
AN393-19 
AN393-21 
AN393-23 
AN393-25 
AN393-27 
AN393-29 
AN393-33 
AN393-35 


. [AN393-37 


AN393-39 
AN393-41 
AN393-53 
AN393-7 
AN393-9 
AN394-11 
AN394-13 
AN394-15 
AN394-21 
AN394-23 
AN394-79 
AN394-89 
AN395-29 
AN395-39 
AN395-41 
AN395-57 
AN396-27 
AN396-55 
AN398-73 
AN4-10 
AN&-10A 
AN4-11 
AN4-11A 
AN4-12 
AN4—12A 
AN4-13 
AN4-13A 
AN4-14A 
ANG-15A ^ 
ΑΝά-16Α 
AN4-17A 
AN4-20A 
AN4—21A 
AN4-22A 
AN4—24A 
AN4-25A 
ΑΝά4- 26Α 
AN4-27 
ΑΝά- 2ΤΑ 








STOCK Νο. 


5310-595-7475 


5310-275-2015 
5310-275-2003 
5310-275-2011 
5310-275-2042 
5310-208-4019 


5310-266-4463 
5310-274-8352 
5310-197-2298 


5310-515-9365 
5310-275-2087 
5310-274-8884 
5310-275-2089 


5310-266-4461 
5310-266-4402 
5310-754-2010 
5310-197-2314 
5310-197-2320 
5315-265-9939 
5315-198-8093 
5315-198-8095 
5315-198-8097 
5315-298-1031 
5315-197-3181 
5315-235-1154 
5315-235-1145 


5315-235-1158 
5315-235-1203 
5315-584-6027 
5315-235-1201 
5315-199-3790 
5315-235-1224 
5315-235-1206 
5315-235-1205 
5315-235-1185 
5315-235-1199 


5315-235-1189 
5315-235-1169 
5315-235-1170 
5315-235-1239 
5315-584-6039 
5315-584-9760 
5315-584-2261 
5315-235-1190 
5315-584-9411 
5315-584-9410 
5315-235-1179 
5315-235-1178 
5315-235-1198 
5315-235-1164 


5315-235-1248 


5315-235-1253 
5315-235-1254 
5315-235-1262 
5315-570-3053 
5315-584-1599 


5306-144-3707 
5306-151-1424 
5306-144-3708 
5306-151-1423 
5306-144-3709 
5306-151-1422 
5306-144-3710 
5306-151-1421 
5306-151-1420 
5306-151-1419 
5306-151-1418 
5306-151-1417 
5306-151-1416 
5306-151-1415 
5306-151-1414 
5306-151-1412 
5306-151-1411 
5306-151-1410 
5306-151-1142 


| 5306-151-1409 
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Section lll I 


Numerical Index T.G. 1F-86K-4 


PART NUMBER 


STOCK NO. 


5306-206-4931 
5306-151-1140 
5306-151-1403 
5306-151-1401 
5306-150-9105 
5306-144-3704 
5306-151-1427 


5306-155-1098 
5306-151-1426 
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AN507-10R14 
AN507-10R5 
AN507-10R7 
AN507-10R8 
AN507-1032-8 
AN507-1032R10 
AN507-1032R8 






5305-282-4815 133 
5305-151-0253 242-20 
5305-151-0254 


Roe 






















































































































































































4 
3 
3 
1 
8 
9 
5 
2 
4 
5306-151-1425 ANSO7-440R11 5305-282-3564 4 
5306-182-1958 AN507-440R5 5305-151-2084 16 3 
5306-182-1962 AN507-440R6 5305-151-2081 16 2 
5306-182-1964 AN507-6R4 211-7 6 [ 
5306-182-1965 AN507-616R25 ; 76-43 2 
5306-182-2019 AN507-632R10 5305-144-3953 243A 6 
5306-182-2014 ΑΝΡΟΤ- 632812 5305-144-3954 68-5 7 
5306-182-2015 AN507-632R14 5305-144-3955 4-32 4 
5306-182-2016 AN507-632R20 5305-151-0696 236-16 4 
5306-182-2017 AN507-632R4 5305-151-2298 226-7 4 
5306-182-1527 AN507-632R5 5305-144-3949 214-2 6 
5306-182-1957 AN507-632R6 5305-144-3950 210-38 1 
5330-599-5989 1 ANSO7-632R7 5305-144-3951 243A 6 
5330-776- 1519 1 AN507-632R8 5305-207-2628 220-14 1 à 
5330-631-6070 2 AN507-8R12 1 
5340-319-4102 1 1 
3010-540-1082 2 4 
5315-223-6112 2 5305-174-3897 4 
5306-285-2611 1 |AN507-832R10 5305-680-9366 4 | 
5306-206-3878 1 AN507-832R12 5305-151-2284 10-48 12 
5306-141-5196 1 AN507-832R14 5305-715-2092 16 10 
5306-550-3313 1 AN507-832R5 5305-151-2288 209-20 4 
5306-271-6848 1 AN507-832R7T 5305-151-2287 108 16 
5306-272-2142 1 AN507-832R8 5305-151-2286 5-1 4 XB | 
1 AN507B632R10 5305-174-0571 224-7 8 
5340-597-8613 F AN507B632R12 5305-174-0572 224-5 4 XB 
5340-257-3765 1 AN5018632R14 5305-282-4858 133-4 1 
5340-257-3767 3 AN507B632R20 5305-174-0588 136-10 3 
5306-145-7036 0 AN507B632R8 5305-174-0574 9-8 6 
5306-151-1720 1 ANSO7PB632-8 16 6 
5306-151-2627 8 AN507UB632R18 5305-639-4187 136 2 
5306-151-2626 6 AN507UB632R20 5305-282-4857 136-9 3 
5306-151-1284 6 AN509-10-12 5305-282-4802 71-7 14 } 
5306-151-2625 1 AN509-10-29 284-12 2 
5306-151-2624 5 AN509- 10R10 5305-151-1549 12-43 | 152 
5306-151-1714 1 AN509-10R11 5305-151-2523 16 332 
5306-151-2623 5 AN509-10R12 5305-151-2524 19-32 8 
5306-151-2622 4 AN509-10R13 5305-151-2525 41-45 40 1 
5306-151-2621 7 AN509-10R14 5305-151-2522 109 30 
5306-151-2620 4 AN509-10R15 5305-151-2521 109-12 8 
5306-151-2619 3 AN509-10R16 5305-151-2520 109 5 
5306-151-2614 2 AN509-10R17 5305-151-2519 158-19 5 , 
AN5-40A 5306-150-9233 1 ANSO9-10R18 5305-151-2518 159-44 3 
AN5-6A 5306-150-9101 4 AN509-10R19 5305-151-2517 259-38 1 X8 
AN5-TA 5306-150-9102 3 AN509-10R20 5305-151-2536 3 
AN500AB4-6 5305-282-0852 1 AN509-10R21 5305-151-2535 1 
AN500AC^416-22 5305-721-3027 4 AN509-10R23 5305-151-2533 ^4 ( 
AN500A10-6 5305-151-0353 1 AN509-10R37 5305-281-9655 1 
AN500A4-6 5305-151-0397 1 AN509- 10R40 5305-151-2404 4 
AN500A6 4 AN509-10R5 5305-180-0264 4 
AN500A6-14 5305-151-0384 2 AN509-10R6 5305-180-0265 2 
AN500A6-16 5305-151-0383 2 AN509-10R7 5305-207-0134 11 A 
5305-151-0372 2 AN509-10R8 5305-182-1343 321 
5305-151-0364 3 AN509-10R9 5305-180-0254 179 
5305-151-0365 2 AN509-416-13 5305-510-6533 8 
AN501-10-10 5305-150-9157 2 AN509-416-15 4 
AN501A10-12 5305-156-2723 9 AN509-416-19 6700 4 | F 
AN501A10-6 5305-156-2717 8 AN509-416R10 5305-141-2797 4 
AN501A10-8 5305-637-9292 7 AN509-416R11 5305-150-9562 5 
4 5305-151-0695 4 AN509-416R12 5305-150-9580 2 
4 5305-150-9214 1 ANSO9-416R13 5305-150-9581 4 
5305-150-9213 4 AN509-416R14 5305-150-9582 12 
5305-150-9212 4 AN509-416R15 5305-150-9583 1 
5305-150-9518 8 ANSO9-416R20 5305-150-9588 1 
5305-150-9519 8 AN509-416R22 5305-150-9590 1 
AN503-416-12 5305-579-4052 4 AN509-416R^47 5305-282-0144 2 
AN503-6-4 5305-145-6972 1 AN509-516R15 5305-150-9565 4 1 
AN503-8-12 5305-145-7012 1 AN509-516R16 5305-150-9566 4 
5305-150-9470 8 AN509-516R17 5305-150-9567 1 
5305-145-6971 6 ANSO9-516R18 5305-150-9568 1 
4 AN509-516R22 5305-156-2631 2 
AN504-6R4 5305-180-1693 1 AN509-516R24 5305-167-3926 4 6 
AN504-6R6 5305-558-2605 2 AN509-8-9 5305-180-0288 1 
AN507-10R10 2 AN509-8R12 5305-156-2359 1 


616 
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AN509-8R14 
AN509-8R15 
AN509-8R16 
AN509-8R7 

AN509-8R8 

AN515-10R8 
AN515-4-12 
AN515-4R10 
AN515-4R12 
AN515-4R14 
ANS15-4R16 

















AN515-4R8 
AN515-6-18 
AN515-6R10 
AN515-6R12 
AN515-6R18 
AN515-6R20 
AN515-6R22 
AN515-6R3 
AN515-6R32 
AN515-6R4 
AN515-6R5 
AN515-6R6 
AN515-6R7 
AN515-6R8 
AN515-8R10 
AN515-8R12 
AN515-8R14 
AN515-8R16 
AN515-8R18 
AN515-8R20 
AN515-8R24 
AN515-8R26 
AN515-8R32 
AN515-8R40 
AN515-8R6 
AN515-8R7 
AN515-8R8 
ANS15B4R6 
AN515B6R18 
AN51586R20 
AN515B6R28 
AN515B6R6 
AN515B6R8 
AN515B8R6 
AN515BBR8 
AN515UB6R18 ` 
AN515UB6R20 
AN515UB6R28 
ANS 20-10-36 
AN520- LOR10 
ANS20-10R12 
AN520- 10R14 
AN520- 10R16 
AN520-10R18 
AN520-10R20 
AN520- 10R24 
AN520- 10R26 
AN520- 10R28 
AN520-10R30 
AN520-10R36 
AN520-10R4 
AN520- 10R48 
AN520~10R5 
AN520-10R6 
AN520-10R7 
AN520- 10R8 
AN520-416R13 
AN520-416R14 
AN520-416R7 
AN520-8R7 
AN526-1032R14 
AN526-428R12 
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5305-687-7382 
5305-156-2362 
5305-156-2363 
5305-180-1435 
5305-180-1436 
5305-144-3757 
5305-151-3582 
5305-151-1380 
5305-151-1381 
5305-151-1382 
5305-151-1383 


5305-151-1498 
5305-151-1499 
5305-825-0655 
5305-207-1548 
5305-151-1378 
5305-151-1379 
5305-151-2105 
5305-151-1232 
5305-151-1233 
5305-151-1236 
5305-151-1237 
5305-206-1939 
5305-151-1226 
5305-638-2299 
5305-151-1227 
5305-151-1228 
5305-151-1229 
5305-151-1230 
5305-206-0552 
5305-207-1549 
5305-144-3722 
5305-144-3723 
5305-144-3724 
5305-144-3725 
5305-144-3726 
5305-144-3727 
5305-282-9008 
5305-144-3729 
5305-144-3730 
5305-206-0535 
5305-206-0537 
5305-206-0536 
5305-151-0979 
5305-227-0962 
5305-150-9509 
5305-150-9511 
5305-150-9502 
5305-150-9504 
5305-151-2860 
5305-151-2862 


5305-282-3838 
5305-680-9193 
5305-151-2776 
5305-144-3820 
5305-144-3821 
5305-144-3822 
5305-144-3823 
5305-144-3824 
5305-550-1346 
5305-144-3827 
5305-144-3828 
5305-144-3829 
5305-207-1208 
5305-144-3832 
5305-144-3815 
5305-144-3769 
5305-144-3816 
5305-207-1209 
5305-207-1205 
5305-819-7087 


5305-151-0595 
5305-151-0599 
5305-144-3735 
5305-151-2237 
5305-150-9944 
5305-167-2302 
5305-167-2301 
5305-175-3231 
5905-344-0132 


1963 

















































287-10 
307-31 
307-33 
113-3 
307-22 
174-10 
270 
131 
243A 
273-2 
283-3 
4-30 
157-19 
134 
195-1 
323-3 
68-8 
76-21 
142-13 
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AN6—10A 
AN6-11A 
AN6-12A 


AN6264-12D13 
AN6264-16D19 
AN6264-8013 
AN6270-4-10 
AN6270-4-11 
AN6270-4-14 
AN6270-4-15 
AN6270-4-16 
AN6270-4-17 
AN6270-4-18 
AN6270-4-20 
AN6270-4-24 


AN6270-4-9 1/ 


AN6270-6-24 

AN6271-4-10 

AN6271-4-11 

AN6271-4-60 

AN6271-6-19 

AN6279-6CD 
6 


AN6289-4D 
¡AN6289-5 


5305-637-5871 
5305-207-4436 
5305-282-4654 
5305-282-3387 


5305-639-4338 
5305-285-3219 
6645-556-8105 


6605-526-7256 


5340-321-3980 
6610-526-7852 


6610-531-4703 
5306-208-3636 
5306-180-1483 
5306-208-1324 
5306-180-1485 
5306-206-2865 
5306-180-1489 
5306-208-3654 
5306-167-2688 
5306-208-3666 
5306-207-8362 
5306-167-3693 
5306-167-3696 
5306-180-0310 
5306-208-6090 
1660-692-3938 
1660-692-3941 
1660-529-3198 
1660-528-2356 
1660-541-7021 
5330-187-3635 
5330-641-0642 
5330-298-6180 
5330-291-4838 
5330-231-3261 
5330-640-9476 
5330-196-5368 
5330-640-9613 
5330-187-3633 
5330-227-9483 
5330-196-5313 
5330-187-3640 
5330-194-3720 
1650-540-4109 
1650-517-7776 
1650-513-4945 
1650-529-3201 
1650-433-3828 
4120-289-3539 
4720-289-2763 
4120-289-2313 
4120-200-0414 
4120-200-0413 
4120-200-0423 
4720-839-5790 
4720-289-6162 
4720-293-7767 
4720-289-2959 
4720-289-2955 
4720-289-2976 
4720-595-2435 
4720-293-7773 
4720-289-5129 
4720-289-6330 
4720-580-8662 


1650-287-4675 
1650-433-3833 
1650-324-1346 
4730-289-3347 
1650-324-1347 
4730-289-3372 
4820-098-5882 
4730-277-5096 
5310-282-4608 
4730-277-6371 
4730-277-5086 


Numerical Index 


FIGURE 
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302-13 
321-45 
214-7 
322-16 
292-9 
241 
242A-10 
321-59 
135-13 
135-17 
133-2 
47-3 
137 
33-27 
135 
135 
211-9 
234-11 
17-13 
11-9 
11-8 
17-21 
305-8 
19-21 
298-13 
114-23 
306-4 
298-31 
126-9 
13-19 
13 
262-3 
262-2 
263-30 
263-12 
263-13 
241-17 
241-18 
149-18 
155-22 
33-24 
342-21 
166-17 
166-18 
342-26 
53-14 
155-37 
202-8 
202-14 
191-10 
184-21 
330 
168-25 
181-23 
341-34 
341-5 
32C-3 
209A-12 
140-16 
139-4 
140-18 
139-3 
140-10 
139-2 
140-17 
140-1 
273-26 
345-26 
60-10 
60-11 
345-15 
277-5 
194-17 
169-18 
173-15 
173-13 
53-4 
53-2 
173-18 
204-21 
34-19 
167-6 
54-13 
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Section lll 


Numerical Index 


PART NUMBER 


AN6292-6-21 1/2 
AN6292-6-26 
AN6292-8-21 1/2 
AN6292-8-24 
AN6292-8-26 


ANT4—11 
ANT4-17 


STOCK NO. 


5310-282-4612 
5310-282-1953 
5310-208-5198 
5310-208-5194 
4730-277-6371 
4730-277-5083 
4730-277-5081 
5330-285-9842 
5330-251-8839 
5330-285-9843 
5330-285-9837 
5330-285-9838 
5330-285-9839 
5330-285-9840 
5330-285-9841 
5330-186-1296 
5330-640-9239 
5330-186-4947 
5330-186-1294 
5330-186-1295 
5330-186-1380 
4720-289-6144 


4720-212-8263 
4720-289-5008 
4720-555-0267 
4730-098-4259 
4730-098-4259 
1650-593-5104 
5940-501-7531 
5940-636-7116 
4030-273-3081 
5340-205-5717 
4030-273-3087 
4030~132-9183 
4030-132-9238 
4030-132-9219 
5306-180-0261 
5306-150-9601 
5306-150-9602 
5306-206-2332 
5306-208-1359 
5306-145-7089 
5340-193-0125 


4730-278-9118 


4730-278-9210 
4730-278-9099 
4730-278-0314 
4730-279-0071 
4730-278-9200 
4730-278-9196 
4730-278-9072 
4730-278-9094 
4730-278-9093 
4730-278-0392 
4730-278-9212 
4730-278-0427 
4730-278-0424 
4730-277-9387 
4730-278-0422 
4730-277-5373 


5306-151-1079 
5306-151-0727 
5306-151-1085 
5306-151-1084 


FIGURE 
AND INDEX 


194-15 
203-15 
186-48 
345-36 
164-7 
325-5 
51-11 
325-20 
56-4 
204-23 
166-7 
34-20 
54-10 
42-19 
45-23 
186-49 
204-22 
34-21 
54-12 
42-22 
51-12 
208-12 
207-21 
187-27 
186-21 


317-26 


143-3 
143-3 
143-11 
33-26 
333-64 
255-9 
281-34 
255-19 
256-17 
255-16 
255-12 
17-15 
:65-1 
65-2 
17-16 
292-18 
336-22 
9-11 
271 
310 
334-39 
23 
13-31 
328-13 
264 
269 
69 
32B-10 
269 
268-2 
69 
. 69-11 
69 
265 
69 
69 
213 
213 
76-13 
317 
239-20 
41 
326 
341-36 
215 
8-8 
69 
94 
274 
94 
264 
34-29 
13A-11 
29-2 
332-12 
328-12 
35-11 





T.G. 


eu 
νο” 


ω -- w T 
+ N + N N £ O00 Q O. (Ñ > N == + NU m = O m = (Ñ = — = ιο 


- = 
No Ç) N N GO O. Q + N + N O. 


O N NEUN 
NSP¿NJUNS 


1F-86K-4 


PART NUMBER 


AN760-20-24D 
AN760024 
AN761D24 
AN762020-24 


4 
AN775-5D 
ANT7T75-8 


AN814-3D 
AN814-4D 





STOCK NO. 


5306-151-1083 
5306-151-1082 
5306-151-0423 
5340-598-0246 
5340-597-6162 
5340-285-6814 
5340-598-9796 
4730-278-9131 
4730-278-9130 
4730-278-9129 


4730-278-9128 . 


4730-278-9127 
4730-289-0786 
5306-180-2688 
5306-150-9550 
5306-637-8568 


4730-639-9023 
4730-202-8678 
4730-202-8826 
5330-171-6945 
4730-277-6293 
4730-278-0382 
4730-278-0380 
4730-277-9758 
4730-277-9762 
4730-278-5821 
5306-151-2064 
5975-250-6869 
5975-250-6870 
4730-277-5131 
4730-277-5029 
4730-287-0604 
4730-277-5132 
4730-289-0437 
5306-637-8498 
5306-208-3671 
5306-639-4886 
5306-206-2868 
5306-206-6283 
5306-582-6974 
4720-696-5872 
5340-597-6330 
5340-200-7567 
5310-167-0889 
5310-167-0890 
3040-640-2270 
4730-278-9383 
4730-279-0854 
4730-278-0557 
4730-278-0606 
4730-187-0881 
4730-224-7824 
4730-278-8803 
4730-287-0096 
4730-287-0094 
4730-287-0093 
4730-287-0101 
4730-187-0488 
4730-186-9831 
4730-187-0490 
4730-186-9832 
4730-186-9833 
4730-186-9834 
4730-186-9810 
4730-186-9836 
4730-278-3242 
4730-186-9811 


4730-186-9819 | 


4130-187-0486 
4130-186-9826 
4730-187-0487 
4730-186-9827 
4730-196-9586 
4730-187-0840 
4730-287-0289 
4730-287-0063 
4730-277-9746 
4730-194-1046 
4730-194-1047 
4730-194-1048 
4730-194-1041 
4730-231-3991 
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T.0. 1F-86K-4 Numerical Index 
































PART NUMBER STOCK NO. PIOS PART NUMBER STOCK NO. POUR p š E š 8 
' A AND INDEX d AND INDEX an. | SO] 88 
4730-194-1034 47-16 1 AN918-1D 4730-256-4216 140-15 1 
4730-231-3992 343-12 4 AN919-10D 4730-188-8027 45-22 2 XB 
4730-194-1043 47-15 1 AN919-11D 4730-187-3584 54-9 1 
, 4730-186-9961 139-11 16 AN919-12D 4730-187-3585 46-29 18 XB 
4730-278-4684 263-11 3 AN919-15 š 4730-235-1506 343-5 1 
4730-278-3676 26-24 1 AN919-15D 4730-187-3588 325-19 1 
4730-186-9951 136-37 1 AN919-190 4730-187-3592 56-3 1 xB 
4730-186-9980 262 1 AN919-23 4730-235-1514 204-20 2 
4730-279-0874 ` 204-14 1 AN919-26D 4730-235-1494 338-19 1 ΧΒ 
4730-279-0872 44-3 4 AN919-6 4130-187-3600 62-16 4 XB 
4730-279-0871 263-18 2 .|AN919-60 4130-187-3580 42-8 46 XB 
4730-279-0862 188-18 1 AN919-7 4130-187-3601 54-8 1 
4730-278-9373 44-33 7 AN924-10 5310-282-7822 313-2 2 
4730-279-0873 181-20 5 AN924-10D 5310-282-7834 143 3 XB 
4730-279-0456 269-46 1 AN924-12 5310-282-7831 204 3 XB 
4730-278-5126 33-13 2 AN924-12D 5310-282-7833 186 5 x8 
| 4130-256-2295 44-25 1 AN924-160 . 5310-208-4112 138-22 2 xB 
i 4730-277-6440 343-3 1 AN924-4 5310-282-7819 96 9 XB 
4730-277-6435 204-17 2 AN924-4D 5310-282-7823 42-11 93 XB 
4730-277-6418 325-21 1 AN924-5D 5310-282-7832 128-38 6 XB 
4730-277-6458 65-8 6 AN924-6 5310-282-7817 183-11 4 
| 4730-277-6445 42-12 19 AN924-6D 5310-638-2605 42-1 80 ΧΒ3 
4730-277-6446 54-14 2 AN924-8 5310-208-6874 203 2 
4130-278-8344 62 6 AN924-8D 5310-282-7835 172 28 XB 
4130-271-6836 42-2 29 AN925-8D 4130-256-2290 51-24 1 
4730-277-6438 208-27 1 AN926-4D 4130-219-0050 64-6 1 
4730-277-6439 51-25 1 AN926-6D 4130-211-5024 59-13 4 
4730-197-2918 143-14 1 AN927-4 4730-230-8714 277-9 1 
4730-197-2919 186-52 4 ¡AN927-4D 4730-277-2454 53-18 2 
4730-197-2920 138-23 2 AN927-5D 54-11 2 
4130-231-3026 63-6 12 AN927-6D 4730-187-1385 190-6 4 
| 4730-194-1089 47-9 50 AN929-4 4730-278-5006 139-3A 1 
4730-231-3028 196-14 8 AN929-6 4730-277-6539 171-9 2 
4730-197-2916 42-5 | |AN931-10514 5325-682-1472 70-28 1 
4730-231-3029 208-24 AN931-3-5 5325-174-5317 228-34 1 
4730-197-2917 51-10 AN931-4-12 5325-123-5695 29-23 2 
AN834-4D 4730-277-5107 33-16 5 AN931-4-7 5325-171-4198 221-30 2 xB 
AN834-6D - 4130-271-5162 46-8 9 AN931-5-9 5325-249-6340 223-9 18 
AN834-8D 4130-211-5163 182-10 2 ΑΝ931-6510 5325- 154-2240 141-15 2 
AN836-1- 7A i 251-46 1 AN931-8-13 I 5325-276-6100 83-38 1 
4730-231-3952 313-3 2 AN931-8513 ; 70-27 22 
4730-194-1081 186-44 2 AN931A14-20 5325-171-6387 262-13 1 
4730-194-1083 340-33 1 ΑΝΘ31Α16-22 5325-174-9341. 262-10 1 
4730-230-8710 34-18 1 AN931A8S13 340-31 2 
4730-186-9996 45-18 8 AN932-2D 139-24 2 
4730-231-3946 277-4 2 AN934-10 320-14 1 
4130-186-9997 170-24 6 AN934-116 32D-28 1 
4730-231-3951 208-28 1 AN934-29 32D-24 1 
4730-186-9999 181-7 9 AN934-3 B 320-27 1 
4730-194-1058 245-6 1 AN935-10 5310-209-0961 30-14 34 XB3 
4730-277-2464 143-15 1 AN935-4 5310-167-0695 321-51 4 X B3| 
4730-194-1056 245-16 1 AN935-416 5310-167-0668 26-32 | 127 
4730-433-2806 245-14 1 AN935-416L 5310-167-0667 266-17 8 
4730-278-9443 202-30 2 AN935-8L 5310-167-0659 212-33 16 
: 4730-231-1330 51-19 8 AN935D416 35-9 2 
4730-231-1325 168-59 2 AN936A10 5310-167-0878 174-12 6 XB 
4730-231-1326 51-23 1 AN936A10B 142 2 
. 4730-695-1212 311-36 1 AN936A4 5310-167-0875 70-10 5 
173-11 2 AN936A416B 5310-167-0856 210-29 2 XB 
173-5 3 AN936A416H 5310-167-0720 250-3 1 
| 4130-188-8025 311-8 1 AN936A6 5310-167-0876 322-31 2 
4730-188-8020 170-16 4 AN936A6B 5310-167-0853 61-5 8 831 
6 4730-277-4741 345-30 2 AN936AT16BS 5310-209-0956 136 1 
42-4 4 AN936AT16S 5310-515-8705 220 3 XB 
4130-602-1029 208-32 2 AN936A8 5310-167-0877 141-9 4 XB 
| 5306-208-3667 5-12 0 AN936A8B 5310-167-0854 226-26 21 ΧΒ3 
5306-180-1746 32C-11 2 AN936B10 5310-167-0869 282-6 8 XB 
5330-514-6412 320-6 1 AN936B4 5310-167-0866 137 36 
5330-514-6310 277-16 3 AN93686 5310-167-0867 270-13 2 
] 5330-514-6119 139-20 2 AN936D8 5310-209-1904 209-21 4 
5330-196-6677 311-22 2 AN937D6 4730-278-5024 168-22 1 
5330-223-3316 343 2 AN938-8 4130-211-5056 208-19 2 
313-1 1 AN938D4 4730-277-5157 189-25 1 
311-37 1 AN938D6 4730-277-5026 182-14 2 
| 311-7 2 AN938D8 4730-277-5055 187-10 2 
5330-285-9838 210-34 8 AN939-6D 4730-278-3683 ` 312-35 1 
5330-835-4909 121-25 5 AN939-8 4730-277-1914 203-12 2 
4730-223-9257 139-10 1 AN939D12 ; 186-45 1 
4730-186-7783 140-12 3 AN939D16 4730-277-2462 204-19 2 
» 4130-188-3509 320-4 1 AN939D4 4730-278-3682 42-10 2 
i 4730-230-8739 269-43 2 AN939D8 4130-211-2458 186-16 2 
4730-230-8740 263 - 3 AN941-8 4130-278-9316 203-13 2 
4730-287-3699 139-7 5 AN941D12 4730-277-6430 186-47 1 
CHANGED 3 MAY 1963 : 619 








Section lll 


Numerical Index 


PART NUMBER 


AN960-416L 
AN960-516 
AN960-516L 
AN960-616 
AN960-616L 
AN960- 716 
AN960-716L 


AN960C 416 
AN960C 4161 


AN960D416L 
AN960D416M 


AN960D616L 
AN960D716 
AN960D716L 
AN960D8 
AN96008L 
AN960D816L 
AN960D916 
AN960PD10 
AN960POT16 


ΑΝΙ 7/8-15BT11F4 


A047-5025608 
A073-7238444 


620 


STOCK NO. 


4730-277-2457 
4730-255-2689 
4730-278-8775 
4730-278-8779 
5310-687-6756 
5310-167-0818 
5310-167-0834 
5310-167-0825 
5310-167-0657 
5310-141-1795 
5310-167-0835 
5310-167-0820 
5310-167-0836 
5310-167-0821 
5310-167-0837 
5310-167-0822 
5310-167-0838 
5310-515-8058 
5310-167-0823 
5310-167-0761 
5310-167-0779 
5310-167-0812 
5310-167-0802 
5310-515-7449 
5310-167-0803 
5310-167-0804 
5310-167-0805 
5310-167-0800 
5310-167-1723 
5310-167-0752 
5310-167-0744 
5310-167-0746 
5310-167-0748 
5310-167-0737 
5310-183-4348 
5310-167-0740 
5310-167-0754 


5310-167-0755 
5310-167-0738 
5310-184-8988 
5310-167-1726 
5310-184-8979 
5310-167-0741 
5310-184-8986 
5310-167-0739 
5310-184-8987 
5310-184-9408 
5310-167-0743 
5310-183-4406 
5310-187-2401 
5310-595-6524 
5310-194-0635 
5310-194-0634 
5310-187-2413 
5310-264-1389 
5310-167-0765 
5310-167-0685 


3110-112-5616 
3110-112-5620 


3110-108-7465 
3110-108-7467 


1560-508-6006-MJ 


3110-195-2381 
5985-538-7464 


1650-529-4326 
6620-547-4378 


5930-201-4235 


4730-142-1571 


FIGURE 
AND INDEX 


242A-40 
290-18 
117-12 
314-31 
314-29 
90-33 
243A-1 
243A-T 
343-29 
245-3 
252-18 
252-29 
211-11 
220-16 
157-57 
86-3 
86-6 
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PART NUMBER 


A5910-623 


6 








STOCK NO. 


4730-289-5667 
5310-221-3108 
5310-595-7678 
5310-595-7679 


5930-548-3058 


6220-283-9864-LA 


6220-025-7700-LA 


1680-694-7978 
4730-839-4177 


6210-635-4440 
5340-290-4692 


4730-488-7983 


6210-643-2354 


1650-593-5142 
4730-370-8507 


4730-370-8509 
1680-562-2924 


5945-295-4508 
5330-330-5346 


5945-255-6282 


5310-596-6523 


5826-260-0648 


3110-227-4481 
5340-270-8552 
5930-260-4401 
5930-260-4400 


3110-108-7520 
5950-646-2357 


1670-311-0559 


6220-243-8138-LA 


6210-229-5192 


6220-025-7716-LA 
6220-025-7718-LA 


3110-158-6222 
4730-202-6314 


6220-548-0699-LA 
6220-295-1729-LA 


CHANGED 








FIGURE 


AND INDEX 





341 

299-45 
74 

124 


` 124-6 


156-42 
219-13 
225-27 
219-12 
225-26 
229-14 
157-57 
219-9 
225 
258-39 
344A 
136-31 
136-40 
137-8 
144-18 
242-49 
211-15 
136-31 
136-40 
137-8 
144-18 
136-25 
68-12 
187-46 
129-13 
129-15 
153-8 
320-22 
320 
324 
324-8 
320-14 
324-9 
136 
234-5 
152-49 
68-6 
230-8 
231-10 
136 
133 
133-5 
202-10 
321-46 
242-34 
242A-41 
344 
295-38 
86-47 
83-6 
96-15 
96-19: 
211-5 
320-47 
321-19 
100-8 
100-14 
221-27 
228-31 
127-19 
136-6 
136-6Α 
136-43 
136-12 
136-18 
136-8 
136-23 
136-16 
133-6 
136-27 
266-29 
128-40 
129-6 
129-11 
136-27 
153-3 
136 
136 
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$ Section ΙΙΙ 


T.0. 1F-86K-4 Numerical Index 


FIGURE 
ANO INDEX 


FIGURE 


PART NUMBER STOCK NO. AND INDEX 


2995-545-0568 320-11 130-41 
3110-227-3591 10-27 2995-695-4218 129-1 
| 2995-314-9705 320-24 2995-219-4960 320-16 
324-6 1680-613-8181 129 
255 4720-767-6791 143-2 
255-5 5935-721-4012 243A-11 
211-36 5935-808-2360 2094-39 
292-45 5935-257-8539 242-43 
CA06FN24-5S > 242A-37 3110-183-9745 109-41 
CA06FN24-75S 2424-38 38-33 
CCA4300 4820-202-6014 21-28 157-36 
29-9 6105-265-6353 54-21 
29-24 40-33 
30-22 1660-345-4537 268-22 
330-6 1680-516-2337 158-33 
333-11 5930-636-2908 220-8 
333-61 5930-296-6274 220-5 
5995-188-1175 2424-14 1670-516-8804 127-17 
242A-15 1670-516-6599 127-21 
344 1005-347-5300 252-7 
238 5905-295-3759 
220-19 2995-335-7236 
135-13 1680-348-2154 
314-6 6680-526-4478 
133-14 6680-515-5921 
1560-672-1734-M 328 
344 5935-501-6110 
134-15 5935-696-2700 
37-44 
43-1 
134-14 
134-17 
134-19 
147-50 
CONTROL ASSEMBLY 157-1 
CONTROL ASSY 158-5 
j 158-35 


CONTROLLER 144-1 
5826-332-7223 243-12 
1560-696-3722-MJ 271-15 
5935-252-6340 94-50 
263-6 
2915-347-4897 132-8 
1680-509-4311 132-8 
1005-324-9994 252-5 
1005-324-9995 252 
C1057/ARC34 5821-505-3244 241-1 
C1057B/ARC34 5821-682-8824 241 
C1128/APX25 5895-338-3991-EN 244 
C1158/APX 5895-304-4700-EA 250-15 
5340-321-4064 268-11 
268-54 
268-13 
268-37 
268-56 
5826-505-0387 242A 
C1763/ARN21 243-1 
243-29 
C1763/ARN21A 5826-519-5089 243 
5945-660-6232 243A-14 
5930-258-4605 136-5 
5945-258-2795 225-51 
247-51 
5826-581-9753 242A-28 
268-37 
| 268-56 
` 5821-505-1200 242A-31 
5821-378-4789 2424-32 
2995-545-0556 38-42 
2995-215-0897 153-12 
2995-545-0565 153-35 
217-9 
232 
237-12 
5975-695-0063 128-45 
5826-505-0564 242-33 
2995-219-4957 320-52 
C7855-6-200 5925-539-5324 222-17 
C7918-1650-3000 128-49 
129-19 
5945-249-0785 32F-22 
1680-340-1056 324-2 
1680-307-6221 128-7 








6680-347-7531 


6680-526-6528 
EA730D811A 6680-526-6490 
EA7300812A 6680-526-8128 
EAT31-813A 6680-526-5975 
ΕΑΤ31-813Ε 6680-526-5605 
6680-526-5621 
6680-526-7301 
6680-346-4897 
6680-520-9487 
5310-488-9137 
5310-297-3723 
2920-360-7004 
5310-297-3722 
5310-297-3721 


5826-504-2803 
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5306-809-3584 
5306-207-9655 
5306-207-8344 
5306-527-4350 
1730-092-8624 
1730-335-5404 


1730-294-2967 
1730-294-2973 
1730-099-3247 
1730-318-6036 
1730-318-6037 
1740-212-1917 
1730-311-2938 
1670-525-8387 
1670-293-3803 
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Section lll 


Numerical Index 


PART NUMBER 


H5000-2-064-179 
H5000-2-072-072 
H5000-2-072-081 


10249/ARN 
10249A/ARN 


622 





STOCK NO. 


1730-305-8620 


1730-218-9372 
1560-342-9937-M 


1560-341-1881-M 
1560-341-1880-M 
1560-534-3152-M 
5330-888-8006 

1560-572-8443-M 
1560-211-4613-M 


3110-143-2994 


5920-285-0902 


5915-503-2138 
3120-661- 7495 
3120-661-7506 


3120-528-5318 
3120-661-7522 
5330-599-6139 


6115-635-1490-E 
6115-635-8602-E 


6220-025-7705-LA 


5325-587-8476 


3120-661-7475 
3120-661-7536 


3120-661-7474 


5920-284-7780 


5920-190-7228 
6140-446-3818 
3120-661-7457 


3120-661-7166 


3120-661-7569 
3120-661-7234 
3120-661-7037 


3120-661-7220 


5935-348-5993 
5340-337-2331 
5340-201-1797 
5340-205-6892 
5340-025-2198 


5826-505-2220 
5826-505-2218 








T.O. 1F-86K-4 


PART NUMBER 


1D2498/ARN 
10250/ARN 
10250A/ARN 
ID307/ARN 
10310/ARN 
10351/ARN 
ID351A/ARN 


FIGURE 
AND INDEX 





1D91A/ARN6 
I0918/ARN 
ID918/ARN6 
209A-44 INDICATOR 
216-16 
52-14 
52-29 
52-37 
52-43 
232-18 
242-35 
212 

214-15 


2- 
m 


JUNCTION BOX 


m 
m 


3 
K2457-30 


MOTOR & DRIVE ASSY 


MOUNT 


STOCK NO. 


5826-505-2219 
5826-505-2222 
5826-505-1437 
5826-505-3095 
5826-573-4370 
5826-505-3141 
5826-505-3140 
5826-505-3096 
5826-330-9656 





5821-673-5830 
5826-511-3495 


5930-049-8708 


5895-342-9141-EA 


5935-504-4183 
5935-204-9008 
5340-329-1337 


2915-202-5937 
5310-205-7263 


5895-338-8470-EA 


6125-346-2676 
5340-693-2520 


2915-142-1912 


5340-708-4944 


5826-342-2005 
5826-698-9823 
5826-342-2003 


3120-662-1971 
3120-661-7067 


3120-661-7093 


3120-662-1968 
3120-662-1195 
3120-662-1190 


5826-538-0518 


5930-503-3865 


5920-295-9604 
3120-661-7538 


2915-030-7754 


CHANGED 


FIGURE 
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314-38 
343-39 
239 1 
311-25 
'242 
242-48 
242 
242-50 
242 
219-9 
32-14 
288-5 
292-43 
99-10 
105-15 
32-38 
19-15 | 
117-13 
117-33 
153-24 
278-31 
242-46 | i 
242A-39 
135-16 
214 
236-11 
213-34 
213-35 
213-40 
214-164 
278-11 
218-31 
243A-15 
216-16 
320-56 
38-32 
157-35 
255 
255-4 
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PART NUMBER 


MS20001PX6-1950 
MS20001PY4-1950 


MS20004-10 
8 


MS20006-42 
MS20009-16 


MS219190H24 
MS21919WG11 


MS25017-10 
MS25017-20 


MS25183-10SL3S 
MS25183-18-1P 

MS25183-18-1S 

MS25183-18-95 

MS25183-20-15S 
MS25183-20-21P 
MS25183-20-27P 
MS25183-20-275 
MS25183-20-295S 
MS25183-22-14P 
MS25183-22-14S 


MS25183-24-7S 
MS25183-28-125 
MS25183-28-155X 
M$25183-28-21S 


MS28741-10-0160 
MS28741-10-29 
MS28741-12-0140 
MS28741-12-0414 
MS28741-16-0160 
MS28741-16-0274 
MS28741-16-0330 
MS28741-16-184 
MS28741-16-270 
MS28741-20-0126 
MS28741-20-0150 
MS28741-20-0190 
MS28741-20-0210 
MS28741-20-0264 
MS28741-24-0194 
MS28741-24-0200 
MS28741-24-0256 
MS28741-24-0300 
MS28741-24-0320 
MS28741-24-0354 
MS28741-24-0514 
MS28741-24-0530 


|MS2874^1-32-0174 


MS28741-4-0114 
MS28741-4-0120 
MS28741~4-0130 
MS28741-4-0140 
MS28741-4-0150 
MS28741-4-0174 
MS28741-4-0200 
MS28741-4-0230 
MS28741-4-0240 
MS28741-4-0330 


CHANGED 3 MAY 


5935-666-4484 


5935-259-4310 
4730-050-4203 
4730-050-4205 
4730-050-4207 


5310-209-0027 
5310-209-0295 
5310-596-1766 
5310-149-9145 
5310-209-3434 
5306-206-1353 
5306-207-1069 
5306-637-7860 
5306-206-2685 
5306-207-5965 
5306-206-2686 
5306-286-0265 
5340-290-0762 
5340-291-5343 


6220-299-6656- LA 


5925-617-8486 
5925-173-7157 
5925-173-7158 
5935-204-5726 
5945-553-9965 
5935-836-0828 
5935-583-5964 


5935-687-0400 
5935-581-7705 
5935-581-7699 


5935-681-5938 


5935-806-8128 


5935-581-7920 
6620-626-2604 


6220-553-8984-LA 


6685-514-5070 


1650-288-6908 
4720-585-8454 


4720-142-2472 
4720-804-2640 
4720-803-7389 


4720-595-2453 


4720-820-0604 
4720-289-5597 


4720-804-2649 
4720-202-7924 
4720-289-5128 
4720-540-2408 
4720-289-5127 
4720-202-7848 
4720-334-7982 
4720-289-2740 
4720-595-0460 
4720-202-7948 
4720-289-4469 


1963 


242 
242A 
2424 

103-9 

41 
17 
74-16 
74-21 
116-3 
10-8 
255A-6 
255A-4 
10-9 
255A-5 
255A 
2554-2 
2554-3 
138-3 
5-16 
5-21 
274A-1 

249-4 

222-5 

250-22 

213-28 

213-68 

213-14A 

233-3 
2094-25 
243 4-9 

243-38 

221-33 

243-40 

221-32 
255A-30 

243 

225-50 

241-40 
2094-38 
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PART NUMBER 


MS28741-4-0380 
MS28741-4-0404 
MS28741-4-0474 


MS28741-4-0710 . 


MS28741-4-0754 
MS28741-4-0800 
MS28741-4-0894 


MS28741-4-14 1/2 


MS28741-4-22 
MS28741-4-26 
MS28741-4-32 
MS28741-4-6 
MS28741-4-7 
MS28741-4-8 
MS28741-5-22 
MS28741-6-0076 
MS28741-6-0080 
MS28741-6-0087 
MS28741-6-0114 
MS28741-6-0121 


|MS28741-6-0155 


MS28741-6-0194 
MS28741-6-0330 
MS28741-8-0214 
MS28741-8-0285 
MS28741-8-0310 
MS29512-10 
MS29512-16 
MS29512-24 


MS29513-129 
MS29513-130 
MS29513-131 


MS29513-218 
MS29513-219 
MS29513-221 
MS29513-222 
MS29513-223 
MS29513-227 
MS29513-228 
MS29513-229 
MS29513-24T 
MS29513-28 

MS29513-325 
MS29513-331 
MS29513-332 
MS29513-335 


MS3102-20-275 
MS3102A20-21S 
MS3102A20-27S 
MS3102A22-14S 
MS3102A28-15P 


MT691/ARN18 
MT821/ARC27 
MT822/ARC27 
MT928/ARN21 


4720-618-3110 
4720-274-9274 
4720-542-4425 


4720-542-4426 


4720-803-7387 


4720-289-4471 


4720-541-9243 


5330-263-8032 
5330-263-8034 
5330-263-8036 
5330-263-8028 
5330-263-8030 
5330-248-3831 
5330-248-3839 
5330-248-3844 
5330-248-3836 
5330-265-1097 
5330-265-1086 
5330-265-1084 


5330-252-6056 


5330-250-0232 
5330-250-0235 
5330-265-1075 
5330-265-1092 
5330-265-1079 
5330-265-1094 
5330-599-2537 
5330-260-9338 
5330-291-7337 
5330-292-7591 
5330-291-3311 
5330-265-1093 
5330-265-1096 
5330-252-6054 
5330-252-6057 
5330-251-9365 
5330-248-3833 
5315-514-2660 


5935-283-2878 
5935-259-9841 


5821-522-1562 


5895-342-2267-EA 
5895-338-4011-EA 


5985-788-6959 
5985-788-6961 
5826-338-1635 
5826-390-5751 


5826-512-9066 
5821-355-9209 
5821-338-3946 
5826-332-7222 


1730-508-0112 ` 


3020-540-1981 


Section lll 


Numerical Index 


FIGURE 
AND INDEX 


258-15 
258-13 
258-14 
340-28 
96-54 
340-29 
96-53 
269-55 
311-44 
311-38 
312-39 
312-54 
273-14 
312-55 
311-23 
343-33 
26-25 
343-35 
162-23 
343 
186-40 
343 
343-26 
343 
189-56 
343-14 
331-14 
336-24 
334 
27 
314 
32A-20 
314 
32C-10 
29-12 
332-14 
332-38 
337 
331-12 
27-17 
336-21 
26-40 
28 
27 
28-8 
30-8 
337 
340-3 
30-20 
337 
67 
331 
339-26 
331-44 
331-27 
32C-17 
331-35 
241-43 
243-44 
209A-36 
2094-35 
2094-31 
243-45 
243-37 
241-3 
2438 
247-10 
243A 
243A 
242-13 
242-13 
141 
242-15 
242A 
2424-18 
243-3 
314-6 
102-8 
102-13 
242 
122-19 
122-20 
121 
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Section ΙΙΙ 


Numerical Index 


PART NUMBER 


M25W2500-3.0 


4 
6 
1 


NAS144-14 
NAS144-20 


STOCK NO. 


1680-516-2471 
5935-199-7038 
1680-093-8622 


3020-537-1722 
6680-342-4012 


5935-257-9719 
5306-519-0836 
5306-579-0833 
5306-579-0832 


5310-149-9124 
5310-149-9132 
5310-149-9144 
5310-149-9131 
5310-149-9145 
5310-149-9130 
5310-149-9146 
5310-149-9129 


5310-149-9128 
5310-149-9116 
5310-149-9127 
5306-282-3530 
5306-579-0212 
5306-638-2353 
5306-206-3582 
5306-282-5962 
5306-206-2710 
5306-282-5964 


5306-282-9349 
5306-282-3621 
5306-282-6246 
5306-165-0002 
5306-165-0076 
5306-815-8510 


5306-281-9724 


5306-292-8738 


5306-206-0842 


. 5306-879-8819 


5306-282-5233 
5306-616-8878 
5306-282-5968 


5305-151-2520 
5305-174-0675 
5305-282-0842 
5305-282-3227 
5305-515-9818 
5305-282-0839 
5305-616-2805 
5305-282-4207 
5305-165-5359 
5305-149-9896 
5305-282-4204 
5305-282-4203 
5305-282-4200 
5305-282-4199 
5305-282-4198 
5305-282-4197 
5305-281-8561 
5305-282-4212 


FIGURE 
AND INDEX 


221-30 
138-24 
98-15 
100-28 
258-23 
40-33 
40-38 
242-10 
242A-16 
40-38 
256-35 
120-17 
258-18 
263-1 
99-12 
266-28 
250-16 
12-39 
12-36 
12-35 
12-31 
73-5 
22-10 
22-11 
79-28 
79-34 
79-4 
79-25 
83-18 
83-17 
208A-3 
208A-4 


138-30 
71-17 
71-18 
95-13 
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lF-86K-4 


PART NUMBER 


NAS223-15 
NAS223-16 


NAS223-24 
NAS223-9 

NAS224-25 
NAS224-28 


5 


NAS42-4-16 
NAS42-4-22 
NAS42-4-8 
NAS42C5-42 
NAS42C6-40 
NAS42C8-19 
NAS42C8-20 
NAS42DD4-12 
NAS42DD4-28 
NAS42DD4-59 
NAS42DD5-10 
NAS42DD5-18 
NAS42DD5-48 
NAS42DD5-52 
NAS42DD5-56 
NAS42HT6-142 
NAS424-4D 


NAS428-4-10 
NAS428-4-11 
NAS428-4-14 
NAS428-4-7 
NAS428H3-7 
NAS428H5-11 


STOCK NO. 


5305-282-4213 
5305-282-6705 
5305-206-5287 


,5305-206-3226 


5305-282-5098 
5305-285-5544 
5305-282-4211 
5305-282-4210 
5305-282-4209 
5305-282-4208 
5305-282-9500 
5305-282-9502 
5305-282-9503 
5305-282-9504 
5305-282-9506 
5305-282-9510 
5305-282-9511 
5305-282-9924 
5305-282-8713 
5305-282-9498 
5304-282-9430 
5305-282-9429 
5305-282-9428 
5305-282-9426 
5305-282-9425 
5305-206-7254 
5305-285-5527 


5340-329-1407 
5340-525-4451 
5340-525-4452 
5340-525-4454 
5340-525-4453 
5340-525-4465 
5307-637-8335 
5307-206-2396 
5306-206-4930 
5306-282-5228 
5305-282-3622 


5305-282-3605 
5305-206-8402 
5305-584-8051 
5306-282-3301 
5305-282-9922 


3020-277-1380 


5340-580-4454 
5340-580-5778 


5340-684-8067 


5340-825-7857 


5315-141-6614 
5315-141-6615 
5315-141-6616 
5315-297-0847 
5315-297-0851 
5315-291-7184 
5315-141-6608 
5315-297-0867 


.5315-297-0869 


5315-200-6029 
5306-282-4302 
5306-282-2216 
5306-638-8173 
5306-282-4299 
5306-558-2607 
5306-286-2516 
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PART NUMBER 


NAS428K3-13 
NAS428K4-16 
NAS428K5-10 
NAS43-3-13 
NAS43-3-82 
NAS43-4-20 
NAS43-4-24 
NAS43- 4-4 
NAS43-4-52 
NAS43-5-42 
NAS43-5-76 
NAS43C 1-20 
NAS43C3-10 
NAS43C3-11 
NAS43C3-12 
NAS43C3-14 
NAS43C3-192 
NAS43C3-28 
NAS43C3-30 
NAS43C3-36 
NAS43C3-4 
NAS43C3-5 
NAS43C3-6 
NAS43C3- 66 
NAS43C3-7 
NAS43C3-76 
NAS43C4—108 
NAS43C 4-40 
NAS43DD1-16 
NAS43DD1-18 
NAS43DD1-4 
NAS43DD1-49 
NAS43DD1-5 
NAS43DD10-13 
NAS43DD10-45 
NAS43DD3-10 
NAS43DD3-12 
NAS43DD3-14, 
NAS43DD3-144 
NAS43DD3-16 
NAS43DD3-174 
NAS43DD3-18 
NAS43DD3-20 
NAS43DD3-24 
NAS43DD3-25 
NAS43DD3-26 
NAS43DD3-28 
NAS43DD3-32 
NAS43DD3-34 
NAS43DD3-40 
NAS43D0D 3-44 
NAS43DD3-56 
NAS430D3-62 
NAS43003~65 
NAS43003~68 
NAS43D03- 71 
NAS43DD3- T2 
NAS43DD3-76 
NAS43DD3-8 
NAS43DD3-86 
NAS43DD3-97 
NAS430DD4-10 
NAS43DD4-12 
NAS430D4-16 
NAS43DD4-22 
NAS43DD4-32 
NAS43DD4-34 
NAS430D4-44 
NAS43D04-48 
NAS43DD4-52 
NAS43DD4-60 
NAS43DD4-8 
NAS43DD4-88 
NAS43DD4-9 
NAS43DD5-40 
NAS43DD5-94 
NAS464-3A22 
NAS464-3A8 
NAS464-4-10 
NAS464-4-12 
NAS464-4-14 
NAS464-4-15 
NAS464-4-16 


CHANGED 





3 MAY 


STOCK NO. 


5306-282-9948 
5306-206-5351 
5306-281-9971 
5340-580-1139 


5340-802-0689 


5340-752-7805 ` 


5340-684-5985 
5340-727-2640 
5340-825-8955 


5340-302-8098 
5340-834-7360 
5340- 152-8639 


5340-337-2848 
5340-203-8967 
5340-294-0575 
5340-826-7868 
5340-684-2093 
5340-807-1087 
5340-580-3563 
5340-684-7923 
5340-293-9800 
5340-809-1448 
5340-580-3636 
5340-682-4624 
5340-662-3098 
5340-684-3303 
5340-808-2527 
5340-723-2756 
5340-618-6485 


5340-806-8711 
5340-802-3999 
5340-825-8553 
5340-580-4893 
5340-203-8968 
5340-622-1810 
5340-827-0570 
5340-825-7846 
5340-826-0428 
5340-5805790 

5340-580-5791 
5340-802-3998 
2590-693-4235 


5340-585-3567 
5340-585-9364 


5340-585-9004 


5340-752-7501 


5306-292-8549 
5306-207-1003 
5306-639-2290 
5306-297-4297 
5306-286-1452 
5306-639-2302 
5306-208-4612 


1963 





T.0. 1F-86K-4 


CODE 
REPAIR 
CODE 


FIGURE P š 
š 
AND INDEX Am. |8 


104-5 
96-17 
105-46 
253-53 
84-12 
253 
253-9 
13-4T 
96-27 
130-29 
32C-44 
301-3 
292-37 
313-24 
148-4 
286-5 





256-6 
153-26 
282-7 
257-8 
288-13 
257-52 
286-11 
32A 
31-24 
335-16 
300-8 
263-10 
135 
210-26 
137-6 
236-9 
236-6 
161-12 
161-13 
103-12 1 
192-5 
142 
112-22 
291-30 
301-5 





192-4 
283-8 
49-7 
299-23 
274-11 
179-3 
158 1 
179-6 
234-7 
299-30 
50-3 
194-4 

32F 
98-4 
109-57 
32F 
41-4 
192-3 
329-9 
934-31 
193-3 
31 
201-4 
128-20 
184-15 
193-2 
46-4 
61-15 
46-5 
159-4 
308-41 
342-3 
266-18 
112-20 
112-21 
130-28 
130-24 
128-22 
162-32 
39-11 
39-23 
41-10 
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PART NUMBER 


NAS464-4-17 
NAS464-4-18 
NAS464-4-28 
NAS464-4-38 
NAS464- 4-4 
NAS464-4-61 
NAS464-4A12 
NAS464-4A15 
NAS464-4A16 
NAS464—4A21 
NAS464-4A4 
NAS464-5-21 
NAS464-5A14 
NAS464-6-12 
NAS464-6-16 
NAS464-6-19 
NAS464-6A39 
NAS464-6A41 
NAS464-7-38 
NAS464-8-24 
NAS464P3A10 
NAS464P3A13 
NAS50-112 
NAS50-162 
NAS50-200 
NAS50-218 
NAS50-225 
NAS50-56 
NAS50-90 
NAS501-3-5A 
NAS501-4-6A 
NAS51-18 
NAS51-25 
NAS51-37 
NAS51-50 
NAS51-62 
NAS54-11 
NAS557-8C 
NAS679A04 
NAS619A06 
NAS679A08 
NAS679A3 
ΝΑΣόΤ9Λά 
NAS72-3-005 
NAS72-4-010 
NAS72-4-015 
NAS72-4-105 
NAST2-5-010 
NAS72-6-104 
NAST2-6-108 
NAS72-7-106 
NAS75-8- 122 
NAS75-9-016 
NAS76A5-024 
NAS77-11-50 
NA5-8299-5 
NN48LSA 
N122-2-5.755 
N122-2-8.255 
N122-4-5.75S 
INL22-4-8.75S 
PC3 1/2 


PFSC3 1/2 -3 
PFSC3 1/2-38 


PF24-3906-20BCE2 
PF24-3906-20BCE3 
PF24-3906-20BCE4 


PF3 1/2 -38 
PF3 1/2-38 
PK5422-5 
PL259A 

ΡΝ3Α 
PP1990/ARC34 
PSM4 

PS2 1/2 

PS3 1/2 
P101-525 
P3-526 


P4001-3400 
P4001-3800 
P4002-3908 





r 


H 
H 
H 
H 


8 


4 








STOCK NO. 


5306-207-7700 
5306-206-6370 
5306-638-4286 
5306-292-8590 
5306-292-6459 
5306-286-3480 
5306-285-7525 
5306-141-4778 
5306-141-4775 
5306-285-7523 
5306-285-7521 
5306-292-8556 
5306-285-7533 
5306-639-2284 
5306-639-2268 
5306-292-8574 
5306-292-8588 
5306-292-8532 
5306-282-4863 
5306-638-4279 
5306-639-2262 
5306-576-1559 
5340-205-4234 
5340-526-3943 
5340-252-4764 
5340-514-1459 
5340-514-1461 
5340-252-4718 


5306-282-8544 
5306-638-8201 
5340-200-4458 
5340-205-4318 
5340-282-7123 
5340-803-7301 
5340-598-9834 


5325-550-9172 
5310-680-9295 
5310-680-9296 
5310-576-6594 
5310-625-5758 
5310-531-9652 
3120-517-8629 
3120-662-8922 


3120-580-0801 
3120-662-5971 
3120-528-5324 
3120-662-5978 
3120-661-5197 


3120-805-0171 
3120-287-9780 
5930-583-1651 


5325-291-9360 


5325-171-4938 
1650-621-0514 


1650-348-1913 


5325-714-2984 
5305-285-7471 
5935-500-5183 
3110-159-1651 


5925-502-2277 


5340-201-0272 
5340-598-3388 
2915-618-7430 


2925-258-9725 
2925-258-9773 
2925-201-4016 











Section lil 


Numerical Index 


FIGURE 
AND INDEX 


37-6 
154-13 
159-3 
128-20 

37-10 
39-13 
162-20 
146-42 
146-41 
149-22 
37-21 
71-12 
148-13 
73-17 
159-28 
127-9 
10-30 
41-7 
128-30 
41-29 
128-61 
128-50 
156-26 
149-25 
149-13 
155-41 
155-17 
266 
320-45 
9-18 
314-4 
81-16 
81-2 
266-31 
127-2 
311717 
290-16 
255A-37 
243A 
209A 
209A 
12-41 
12-38 
63--3 
298-9 
216 
216-32 
276-1 
298-16 
298-36 
32F-6 
300-4 
83-10 
216 
17-21 
45-15 
342 
189 
189 
189 
189 
144 
244-4 
244 
250 
54-19 
54-19 
54-19 


- 244-2 


144-13 
322-18 

242A 
259-46 
241 
217-15 
244-3 
144 
210-42 
314 
343-39 
232 
232-23 
232 


Qrr. 
PER 
ART. 


SOURCE 
CODE 
REPAIR 
CODE 


N 


=> 
m 


2 
1 
1 
1 
2 
1 
2 
4 
1 
1 
2 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
2 
2 
4 
1 
2 
2 
6 
2 
1 
4 
6 
0 
6 
8 
3 
1 
F 
1 
1 
1 
1 
2 
1 
2 
1 
2 
F 














Section lll T 


Numerical Index T.G. 1F-86K-4 











FIGURE x ' 
PART NUMBER STOCK NO. AND INDEX PART NUMBER STOCK NO. 





FIGURE 
AND INDEX 








P4002-4208 2925-258-9767 
2925-201-8239 
2925-258-9782 
P4004-4708 2925-201-8241 
P4005-5100 2925-258-9720 
P4024-3800 2925-258-9786 
P4025-4400 2925-258-9760 
RAD2075SB75L 5340-664-5375 
4030-489-1853 
4030-267-7111 
4030-489-1836 


3110-198-1249 
1650-348-1887 
4836 

5905-201-2914 





5310-550-1624 
5310-200-7749 










5310-682-5877 
5306-527-3408 
3110-159-1719 


RC21BE102K 


RC21BE104K 
RC21BE511J 


5310-283-0482 
5310-092-1621 














RC21BF102K 5310-595-9761 
5310-737-2615 
RC21BF681J 


RC40BE120J 














5340-205-5079 
5340-329-2606 
5821-254-9347 
5826-304-4668 







RS124-24 
RT178/ARC27 
RT220/ARN21' 


5340-598-5686 
5340-664-9967 













RT220B/ARN21 
RT263/ARC34 
RT279/APX 
RT279A/APX 


5826-553-6103 
5821-505-0945 ` 
5895-304-4736-EA 


RD206SB6.5L 5340-290-4475 5895-347-1263-EA 





RD2065H6.5L 5340-200-4029 


RD206SH6S6 
5340-290-4472 
5340-598-5688 
5340-804-3057 
3110-173-5072 


5895-552-8405-EA 
5826-241-1011 
5826-505-0793 












R101A/ARN6 
R101B/ARN6 


2 
m 
Μο ο ο mm NN 


3110-554-3943 
1680-516-9158 
5340-598-5691 
5826-253-9700 


> 
m 









4720-573-6613 
5985-659-6860 


3110-554-3379 


DD 
mm 
mm 


3110-554-3491 
3110-554-3380 REF 
REF 
REF 
REF | { 
ΒΕΕ | 
REF 
REF 


DA 
mm 
"mm 







SK1798P6-16 5305-214-0774 







SK179BP6R18 
SK17981032-9 
SK179B6-16 












5305-214-0773 












SK179B6-18 
SK17986-24 
SK179B6-9 


5305-802-2635 
5305-215-8441 
5305-214-0770 


1 
2 
1 
1 
2 
2 
1 
3 
4 
8 
4 
2 
2 
2 
6 
3 
8 
2 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
4 
2 
2 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 


N N A N = N mm + 


3110-277-0646 
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Section lll 


T.8. 1F-86K-4 Numerical Index 


FIGURE 
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FIGURE 
PART NUMBER STOCK NO. AND INDEX 


PART NUMBER 


1680-307-4673 40-38 
5310-208-8154 232-32 
235-3 
237-4 
238-1 
317 
5310-659-7553 2554-32 
> ; 5340-345-5013 321-42 
135-5 
AN-T1A 33-27 
JAN-1631 ; 32F-4 
JAN-R11 132-14 
. 243 
244 
JAN-R26 223-12 
JAN-R26A 225-16 
225-17 


MIL-R9233A 
MIL-R93A 
MIL-S5210B 
MIL-S6743 
MIL-T5014A 
MIL-T5014B 
MIL-T5420A 
MIL-T5796 
MIL-T6598C 
MIL-T8269 
MIL-W5013A 





MIL-W50138 
NA5-7045-1 


NA5-7232-14 
NAS-7758-1 


MCREE 562 š 241-2 NA5-7805-2 
241-3 NAS-7820-22 

MCREXE 11-201 144-11 

MIL-A5125 224-8 

MIL-A5885 133-7 : 

k MIL-A6589 : 133-1 NA5-7909-2 
243B-4 NA5-1922-2 

MIL~A6863 135-17 NA5-1955-3 

MIL-B6147 239-30 NA5-8200 

MIL-C5015 142-4 NA5-8217-4 

MIL-C5041 | 277-36 NA5-8217-5 
292-45 NA5-8228-2 

MIL-C5205 43-1 NA5-8232-1 
157-1 
158-5 NA5-8232-2 
158-35 

MIL-C5205A 43-1 
157-1 NA5-8232-3 
158-5 NA5-8232-4 
158-35 

MIL-C5206A . 144-1 

MIL-C5368 NA5-8235-11 

NA5-8235-2 

MIL-C5436 NA5-8235-3 

MIL-C5887 

MIL-C6231 

MIL-C6284 NA5-8235-4 

MIL-C6499 

MIL-C6520 

MIL-C6585A NA5-8235-5 

MIL-C7942 

MIL-C8327 

MIL-D5203 NA5-8249-1 

MIL-D5203A NA5-8249-3 

MIL-H5294 NAS-8249-4 

MIL-H5581A NA5-8249-5 

MIL-125022 NA5-8252-1 

MIL-125137 NA5-8252-2 

MIL-15099A —210-30 NA5-8269-1 

MIL-151264 135-11 NA5-8299-1 

MIL-15356 135-15 

MIL-15892 135-7 

MIL-16470A 135-6 NA5-8299-2 

MIL=16501A 135-10 

MIL-17084 137-9 

MIL-17086 137-10 NA5-8299-3 

MIL-17203 135-4 

MIL-17203A 135-4 

MIL-17721 135 NA5-8299-4 

MIL-17805 135-19 

MIL-M5202 38-32 

MIL-M5202A 157-35 WCE119 

. MIL-M5388 6610-557-3178 135-16 WCE120 
j MIL-P17091 9 


WCE285 
WCE285A 
WCLS95 
WCL659 


MIL-P26545 š 241 
MIL-R11A 243 
244 
MIL-R25170 256 
MIL-R6339 221-31 
- 222-52 
MIL-R6467 231-18 
MIL-R7646 241 
241-1 
MIL-R76468 241 
MIL-R8326 243B-15 
241-9 


165-942109 
165-948031 
165-948032 
165-948035 


165-948036 
165-948037 
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Section lll f 


Numerical Index T.G. 1Ε-θόκ-ά 


FIGURE 
AND INDEX 


FIGURE 


PART NUMBER STOCK NO. AND INDEX 


PART NUMBER i STOCK NO. 





165-948040 328-36 
165-948047 334-22 1670-311-0559 
165-948049-20 336 1670-516-8804 
165-948050 337-23 1670-516-6599 
165-948065 331-9 1670-293-3803 
165-948066 28-43 5945-660-9881 
165-948078 328-8 1660-210-9916 
165-948079 328-7 -MJ| 4 
165-948081 : 332-39 1660-026-2287 
165-948083 i 332 1660-026-2288 
165-948330 329-13 1660-026-2289 
165-954007 157-57 -MJ 
172-948006 332-7 1560-328-9941-MJ 
172-948229 324-35 1560-328-9964-MJ 
173-933102-3 271-38 
173-933102-4 277 1F-86K-2 
173-934102-10 292-30 1F-86K-4 
177-948020 27 1F-86K-6 i 
177-948021 - 27-16 ASSEMBLY 
177-954023-10 233-5 
187-954115 222-43 5340-205-6304 

228-26 
190-948009 336-19 4 
190-973052 127-21 2915-486-3952 
190-973055 127-18 5915-503-1944 
190-973056 127-19 2915-323-7341 
190-973059 127-22 2915-302-4283 
205-943012 320-52 2915-204-1374 : 
210140 133-22 2915-308-1628 

2438-3 

21334 134-19 2915-328-3017 
27635 33 2915-202-9574 

33-41 i 


33-42 
32462 219-17 
325294 224-8 
32603 232-6 
32660 216-16 
94-322718 212 
214-15 
214-16 
214-17 
214-174 
214-178 
SPEC 94-32294D 225-29 
SPECIAL TGGLS 344 
SP103-18 211-9 
SP1561-1032-10 92 
3 125-14 
SP1561-1032-12 5305-206-8142 92 
SP1561-1032-8 5305-201-9243 32E-1 
32E-3 
32E-17 
τά 
92 
125-15 
SP1561-1032-9 5305-639-8962 14-1 
74-14 
256-1 
5305-207-9257 5-2 
92 
93 
5340-634-7309 213-36 
133-11 
214 
214-13 
224 
224-9 
156 
156-48 
144-11 
5935-193-3080 242A 
217-5 
5310-174-7418 254-6 
5-5 
5310-174-7423 5-26 
5-20 
123-3 
5310-489-0881 14-17 
5-8 
5-1 
5930-201-3276 153-33 
5340-693-2374 153-39 


A-10 

AN-N6 

ΑΙ 

A11A 6645-663-7569 
A13A 

A2 





A2B 

A20 6620-515-6405 
A3 : 

Α5 


B1A 

810 I 
B3 6110-611-9642 
B6 

ΒΤΑ 


88 


ει 
c2 


6160-503-0081 
6160-025-2401 





5905-244-5329 


5905-244-5339 | 


w 
CORN O + + ro + ON nn > = 
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PART NUMBER STOCK NO. PART NUMBER STOCK NO. 






SOURCE 
CODE 
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CODE 












249-6 
70-34 
241 
5935-295-5356 241 
5935-686-0439 246 
247 
248 
248-12 
5935-258-7714 242A-19 
5935-295-6287 72-3 
241-4 
5935-204-8382 72-3 
248-23 
249-1 
5935-666-4876 246-42 
5935-259-0206 70-38 
241 
5935-258-3012 242A-25 
5935-539-0257 246-44 
241 
249 
5935-258-8574 241 
242-4 
5935-295-5379 70-7 
72-20 
242-21 
247 
5935-090-9272 243 
247 
249 
292-14 
313 
4730-289-5481 313-10 
263-9 
5935-259-3260 242-37 
242A 
5935-698-6052 241-6 
209A-40 
5930-501-1623 3214-11 
2915-673-4919 343-29 
2915-328-2431 330-22 
292-46 
272-13 
253-56 
253 
1005-864-2153 253 
5930-501-0011 322-21 
322-26 
108-31 
5325-281-6214 108-32 
5325-515-8259 344-27 
5935-326-9625 244 
5935-259-0138 218-1 
, 225 
5935-204-9934 244-8 
5940-501-5647 246 
5940-507-3325 246-31 
3110-278-6993 138-21 
5935-714-3796 32F-3 
1680-347-0882 257-15 
6140-533-2848 239-26 
251-8 
186 
207 
186 
207 
247-35 
247-36 
243-29 
241-31 
248-5 
250-19 
255 
247-12 
256-42 
92 
135-19A 
243A ` 
285-14 
287-12 
308-19 
308-37 
287 


5935-201-2725 
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MA1 
MA3 
MA6 
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W98292-2-.160 
W98292-2-.190 
W98292-4-.420 


5330-631-6070 


5340-319-4102 







5340-319-4102 








5330-631-6070 
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REF 
REF 
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6220-612-7589-LA 
5280-394-5108 
5935-149-4018 






























06FN18-1P 
Q6FN20-27S 
06FN22-145 
06FN24-28P 
06FN24-285 


5935-149-3128 
5935-259-3045 
5935-518-8836 


5935-552-6810 











5930-248-8911 


5935-149-4241 1680-532-2544 














5930-505-4374 







5935-259-0102 
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PART NUMBER 


1R11-10-035-428 
1R11-10-49-524 
1R11-10-49-524L 
1R11-10-65-524 
1R11-8-35-428 
1R11-8=35-524 
1R11-8-49-428 
1R12P12-49-524 ` 
1R4-8 

1R8P8-524 
1V4-20-30 
1V4-56-30 
1V7-18-30 
1V7-2-30 
1V7-26-30 
10-1002 


10-1006 
10-1026 
10-1547-5 
100284 
10C2B8-16 
10C2010-16 1/4 
10C2E10-25 
10C2E7-32 
1053 
100-621-2 
100-707-1 
100-707-3 
100185 
100383 
101127 


101248 
10141-100 
101474 
10150 


10150B3-1R 


STOCK NO. 


5930-241-8956 
5930-548-4267 


5355-667-7913 
5310-094-6533 
5310-026-8603 
5315-209-8740 
1560-252-4021-Μ8 
1560-234-5347-MB 
1560-614-2810-MB 
5340-524-3657 
5306-331-4991 
5340-720-8944 . 
5306-331-4992 
5340-524-3661 


5340-250-9462 


1650-696-3518 
1650-373-7891 
1650-694-7082 
1650-694-7084 
1650-692-3737 


1650-347-8504 
1650-529-3306 
1650-433-3827 


1560-097-3877-ME 


5975-513-3468 
5340-342-7218 
1650-533-4042 
5930-501-0414 
5930-669-8493 


1660-211-4730 
1560-614-7537-MA 


6685-575-4611 
1660-554-8861 
1560-307-2284-M 
1560-394-2104-M 


5935-258-4360 | 
1560-528-2972-M 

1660-397-5054 
1660-692-8039 
1660-337-5035 
6230-299-7360 


5305-322-4477 





6220-500-3682-LA 
1560-568-2720-M 
1560-568-2723-M 
1560-568-21725-M 
1560-568-2727-M 
5910-254-0491 
1660-529-3485 
1660-529-3724 


1660-536-7924 
1660-529-3722 
1660-528-3700 
1270-512-4964 
1270-512-4962 
5930-296-4240 
5930-296-4246 


5930-669-8492 
5930-296-6898 


FIGURE 
AND INDEX 


336-19 
26 
328 
331 
243Α 
67 _ 
.271-46 
273-19 
273-19 
269-47 
225-29 
253-56 
253 
253 
225-30 
10-39 
10-40 
10-41 
10-42 
237-16 
270-28 
270-28 
134-15 
134-15 
139-21 
140-36 
211-13 
268-8 
212-3 
272-13 
33-38 
33-39 
45 
48 
49 
48-14 
45-15 
49-19 
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PART NUMBER STOCK NO. 


1270-092-7046 
6615-515-5980 


10644-701 
1065-3 





































10662-401 
106695 
10681 
10681-100 
106875 
10689 
10689-100 
10690 
10690-100 
10691 
10746-401 


1270-174-1582 
1660-528-3716 














5930-636-1123 
1660-310-1673 
1560-304-3291-MJ 
1560-335-7805-MJ 
1560-304-3292-MJ 
1560-510-3707-MJ 
1680-540-4647 
1270-092-7094 
5935-187-0700 
5935-296-8760 
1660-330-8087 
1660-529-3397 











4730-317-4091 
























6140-245-5162 
1680-516-8361 
5930-636-8886 
2715-313-5935 
2915-316-2164 
2915-328-2637 
2915-523-5514 
2915-314-6171 
2915-202-5739 
2915-326-6595 







1111-516835 
1111-518101 
1111-526149 






1111-536324 
1111-548729 






1650-523-1183 




























11467-501 
11650-501 
117-33144 
117-52458 
11700-501 
11710-501 
11780-501 


1270-092-0779 
1270-322-3680 
1560-185-7905-MJ 
1560-477-8557-My 
1270-322-3679 
1270-092-7095 
1270-544-7994 














1185-6C 
1191-3CX3/8 
1191-4CX1/2 
1191-4C3/8 

12-1849-21 
12-1849-77 
12-1849-81 
12-1849-83 










5340-290-4495 






4010-600-8455 
2915-097-4677 
2915-097-4679 
2915-097-4680 































12-1849-85 
12-1849-87 
12-1849-93 
12ABC180-7-42 
12FS832 
120-43091 
120-48528 
120-522119 
1207-001 


2915-097-4681 
2915-097-4682 
2915-097-4684 















2995-307-2098 
1560-437-9831-MJ 





4030-300-3664 
4030-300-3665 
2915-313-5939 
6125-483-9747 

























5915-503-4749 
5915-260-3760 
1560-310-5988-MB 
6620-446-6862 
2815-216-6523 












1210-512-4600 
1270-296-2514 
1270-296-5625 
1270-285-0435 
1270-592-7532 
1270-512-4515 
1650-692-8213 
1660-536-7975 








12894-506 
12940 

13-1002 
13-1010 
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254-3 
133-17 
134-25 
241-14 
271-24 
211-13 
211-13 
90-45 
265-32 
265-32 
311-29 
311-29 
157-57 
247-15 
210-28 
210-40 
268-43 
265-27 
32Ε 
32F-21 
226-16 
51-21 
134-5 
168-61 
239-25 
158-33 
211 
328-7 
28-43 
27 
27-16 
32A-35 
336-25 
333-18 
333-48 
313-35 
258-16 
51-21 
247-1 
247-4 
298-43 
151-10 
241-5 
241-6 
140-47 
246-6 
333. 
30 
30 
333-36 
332-34 
21-3 
331-43 
30-21 
340-11 
30-16 
28-19 
328-36 
276-38 
158 
322-28 
320-10 
158-30 
39-26 
39 
331-9 
222-54 
29-17 
216-4 
222-11 
241-15 
133-17 
239-44 
239-47 
248-4 
248-3 
250-1 
248-2. 
241-1 
246-1 
168-21 
195-10 
51-26 
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SOURCE 
CODE 
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1963 





PART NUMBER 


13-1014 
130-53446-3 
130-53448-3 
130-53455-3 
130-53456 
130-58508 
130-71084 


1321-512540 
1327-512638 


13317-506 
134-31908 
134-31916 
134-31925 
134-43056 
134-48331 
13512-506 
1354-526177 
136-10001 
136-10001-1 , 
136-10001-4 ` 
136-10001-5 
1375-559606 
1385/R12/ 
138604 
14-1002-3 
1452P 

14525 
140-13029-21 


140-13029-22 
140-13033-3 


140-14062 
140-14076-1 


140-14076-2 
140-14077-3 


140-14077-4 
140-14119 
140-14147-5"' 
140-14158 
140-14166-7 


- [140-14166-9 


140-14167 
140-14175-1 
140-14175-2 
140-14183 
140-14205 


140-14218 
140-17115 
140-17210 
140-18015 
140-18017-11 


140-18017-7 
140-18017-9 


CHANGED 3 MAY 


STOCK NO. 


1650-536-7977 
1560-373-6431-MB 
1560-185-4997-MB 
1660-124-8698 
1660-196-3655 
5306-338-5297 
1560-304-3169 


1270-513-1585 


5930-548-5903 
1270-346-7034 
1270-338-2462 


2915-141-9445 


1270-092-7091 
5310-373-6433 


5315-514-1234 
1560-327-2802-M 
1560-437-9891-M 
1270-338-4296 
2915-037-2951. 


1560-513-5671-M 


1650-534-7099 
6240-186-6276 
5930-548-3641 
1650-568-0127 
5935-302-6278 
5935-301-3710 
1560-624-2854-M 


5315-664-3311 
5315-141-6460 
5315-664-8026 
1560-692-1993-M 


/1560-193-1688-M 


1560-566-5957-Μ 


1560-566-5958-M 


1560-692-1994-M 


1560-185-5000-M 
1560-109-5126-M 
1560-521-4026-M 
1560-692-1995-M 


. 1560-185-5001-M 


5310-521-4028 
1560-185-5002-M 


1560-335-7809-M 


5310-209-1607 
1560-192-3897-M 
5306-166-2874 
1560-192-3680-M 


1560-117-9907-M 
1560-192-3679-M 


1560-185-6246-MJ 
1560-032-3310-MJ 


1560-185-6243-M 
5307-327-2810 


1560-180-7425-M 


1560-329-0102-M 


1560-526-1304-MJ 


1963 
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PART INUMBER 


140-33014-41 
140-33014-42 


140-33124-3 
140-33124-4 
140-33125-9 
140-33126 
140-33127 
140-33128-3 
140-33128-4 
140-33129-13 
140-33129-3 
140-33129-5 
140-33129-7 
140-33129-9 
140-33141-1 


140-33142-2 
140-33143-1 
140-33143-2 
140-33145 


140-33153 
140-33154 
140-33155 
140-33351-1 
140-33351-2 
140-33353-1 
140-33353-2 
140-33356-5 
140-33357-1 
140-33357-2 
140-33358-1 
140-33358-2 
140-33361 
140-33362 
140-33502-21 
140-33510 


140-34114 
140-34117 
140-34123 
140-34125 
140-34126 
140-34127-3 


140-34149 
140-34150-3 
140-34150-5 
140-34150-7 
140-34155 
140-34181 


140-34510-1 
140-34510-3 
140-34522-10 
140-34524 
140-34538 


140-34539 
140-34541-5 
140-34541-9 





STOCK NO. 


1560-329-0104-MJ 


1560-516-2355-MJ 
1560-516-2481-MJ 
1560-327-2821-MJ 
5310-596-5487 
1560-185-6242-MJ 
5340-185-3491 
5310-185-3492 
5306-026-8611 
5306-180-7483 
5306-180-7484 
5306-180-7481 
5306-180-7482 
1560-521-4063-MJ 
1560-521-4064-MJ 
1560-193-4157—-MJ 
1560-193-4158-MJ 
1560-521-4076-MJ 
1560-124-5974-MJ 
1560-121-3678-MJ 





5330-286-0397 
1560-244-6405-MJ 


1560-521-4079-MJ 
1560-521-4080-MJ 
1560-521-4082-MJ 
1560-526-3198-MJ 
1560-526-2942-MJ 
1560-193-4169-MJ 
1560-193-4170-MJ 
5340-117-7724 

1560-125-5452-MJ 
1560-193-3915-MJ 
1560-320-5870-MJ 
1560-193-4171-MJ 
1560-193-4172-My 
1560-193-4173-MJ 
1560-185-1914-MJ 
1560-125-1413-MJ 
1560-320-5871-MJ 
1560-180-7480-MJ 


1560-393-9805-MJ 
1560-125-6600-MJ 
1560-032-3347-MJ 


1560-525-8066-MJ 


1560-662-8011-MJ 
1620-514-7801 
1560-120-9059-MJ 
1560-185-5331-MJ 
1560-185-5330-MJ 
5340-125-3269 
5340-125-3268 
5310-521-4109 
1560-186-0602-MJ 


1AMJ-1560-125-11 
5340-109-8176 
5340-109-8175 
1560-327-2825-MJ 


1560-185-1917-MJ 
1560-185-1916-MJ 
1560-185-1920-MJ 
1560-246-9467-MJ 
1650-393-9807 


5306-180-7475 
5315-664-2082 


1560-185-1921-MJ 


Section lll 
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305-36 
86-37 

305-35 
14-4 


344A-10 
298-26 
298-29 
298 
298 
298-7 
290-13 
290-19 
290-20 
300-18 
300-17 
291-13 
291-16 
91-51 
91-50 
117-23 
306-8 
306-34 
291-35 
291-26 
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Section ΙΙΙ 


Numerical Index 


PART NUMBER 


140-34541-9 
140-34542 


140-34545 


140-34551 


140-34567 
140-34568 
140-34568-7 
140-34571-3 
140-34572 
140-34573 
140-42030 
140-47029 
140-52303 
140-54011 
140-54104 
140-58041 
140-58041-10 
140-58045 
140-58345 
140-58393 
140-58460-3 
140-58460-4 
140-58508 
140-58509 


14130-506 
14132-506 
14134-506 
14136-506 


146-48241-3 
146-523158 
146383 


147062FM-C 
147062M-C 
147062M-CR 
147062PM-C 
147063PM1 
148-52977 


151-13017 
151-13044 
151-13045 
151-13046 
151-14029 
151-14047-3 


STOCK NO. 


1560-186-0599-M 


1560-186-0597-M 


1560-185-2150-M 
1560-186-0596-M 


1560-124-5985-M 
1560-185-1923-M 
1560-393-9808-M 


5330-202-1558 
1560-124-5992-M 
1560-192-3689-MB 
1560-196-3989-M 
1560-477-8758-M 


1650-521-4187 
1560-521-4199-M 
1560-124-5962-M 
1560-326-2857-M 
1560-326-2858-M 
4730-234-5468 
5310-596-9018 
5970-333-6174 


5826-620-6144 
1650-219-1990 


1270-636-0101 


1270-636-0100 
1270-548-0508 
6615-343-3611 
1270-595-4528 
1270-508-2210 
1270-636-0098 
1270-513-1588 
1270-548-0507 
1270-636-0099 
1560-233-2696-M8 
1650-328-2699 


1560-521-4209-M 
4868 


1560-521-4210-M 


1630-252-6228 


2915-348-6464 


1560-323-6267-MB 


1560-032-3391-M 
1560-477-9286-M 
1560-477-9287-M 
1560-303-7574-M 
1560-185-1623-M 
1560-334-6059-M 


FIGURE 
AND INDEX 


305-10 
297-47 
305-12 
297-48 
305-5 
297-14 
305-27 
297-25 
297-23 
297-24 
306-50 
297-1 
305-28 
297-13 
297-11 
297-12 
305-17 
305-24 
306 
306-19 
306-21 
306-24 
306-22 
317-32 
312-7 
155-9 
68-7 
282-15 
185-5 
185-5 
164-18 
60-8 
277-15 
164-16 
164-17 
60-6 
60-1 
2424-23 
2424-22 
2424-24 
168-45 
246-9 
250-14 
241-2 
246-2 
241-13 
246-1 
246-5 
246-4 
250-12 
248-1 
241-8 
250-10 
91-42 
332-32 
277-14 
284-1 
204-18 
345-33 
345-32 
29-18 
155-10 
277-41 
344 
277-37 
277-37 
277-37 
277-37 
277-31 
256-42 
257-50 
324-35 
27-3 
244-7 
244 
38-35 
28-34 
28-32 
28-30 
28-29 
10-37 
5-31 
15-1 
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PART NUMBER 


151-14047-4 
151-14085-3 
151-14085-4 
151-14152 
151-14153-1 
151-14153-2 
151-14249-1 
151-14249-2 
151-14256-1 
151-14256-11 
151-14256-31 
151-14292-3 
151-14292-4 
151-17207-3 


151-17207-5 


151-17208-3 
151-17208-4 
151-18011-11 
151-18030 
151-18032-1 
151-18032-2 
151-18034-1 
151-18034-2 
151-18041 
151-18042-3 


151-18077-2 
151-18128-11 


151-33116-2 
151-33117 
151-33118 
151-33119 
151-33120-15 


151-33120-16 


151-33121-7 
151-33121-8 


151-33354-1 
151-33354-2 
151-33354-3 


151-33354-4 
151-33359 
151-33360-3 
151-33511-11 
151-33511-12 
151-33512-1 
151-33512-2 
151-33514 
151-33515 
151-33516 


151-33619 
151-34103 








STOCK NO. 


1560-34 1-6444-M 
1560-025-5790-MJ 
1560-025-5791-MJ| 
1560-386-7619-MJ| 
1560-185-3482-MJ 
1560-185-3483-MJ 
1560-565-6704-MJ| 


1560-125-3275-MJ 
1560-125-3274-MJ 
1560-198-4108-MJ 
1560-032-3410-MJ 
1560-032-3411-MJ 
1560-386-7620-MJ| 


1560-386-7621-MJ 


1560-032-3457-MJ 
1560-032-3458-MJ 
1560-386-7622-MJ 
1560-185-5009-MJ| 
1560-334-6060-MJ| 
1560-334-6061-Μω 
1560-335-8612-MJ 
1560-335-8613-MJ 
1560-185-5010-MJ 
5340-255-1592 

5340-255-1589 

1560-185-5012-MJ 
1560-185-5011-MJ 
1560-335-8614-MJj 
1560-335-8615-MJ 
1560-335-8616-MJ| 


.1560-335-8617-MJ 


1560-251-5170-MJ 
1560-109-4101-MJ 
1560-238-6641-MJ 


1560-192-3707-MJ 


1560-192-3713-MJ 


1560-032-3714-MJ 
1560-032-3115-MJ 
1560-187-6977-MJ 
3120-661-9689 

1560-185-6202-MJ 


1560-521-4333-MJ 


1560-032-3716-MJ 


.1560-109-3803-MJ| 


1560-187-6980-MJ 
1560-187-6981-MJ 
1560-109-3841-MJ 
1560-521-4334-MJ| 
5315-173-5096 


1560-692-1744—MB8| 
1560-185-6205-MJ 


1560-035-21736-MJ| 


1560-032-3731- MJ 
1560-696-1454-MJ 
1560-333-8354-MJ 
1560-166-8468-MJ 
1560-150-8905-MJ 
1560-166-8458-MJ| 
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T.0. 1F-86K-4 Numerical Index 


FIGURE 
AND INDEX 


FIGURE 


PART NUMBER STOCK NO. AND INDEX PART NUMBER STOCK NO. 





151-48355-11 
151-48358-11 
151-48358-12 
151-48358-7 
151-48358-8 
151-48378 


151-48379 
151-51081 
151-53072 
151-53381 
151-53565 


151-53567 
151-53567-3 


151-53636- 
151-54354 
151-54380 
151-54380-11 
151-54380-12 
151-54380-7 
151-54391 
151-54413-10 
151-58010-3 
151-58027-1 
151-58027-2 
151-58028-1 
151-58028-2 


CHANGED 3 MAY 


1560-166-8457-M 
1560-032-3732-M 
1560-326-2881-M 
5310-208-5985 

1560-185-5772-M 
1560-120-8963-M 
1560-166-8456-M 
1560-185-3719-M 
1560-238-3549-M 
3120-525-8019 

1560-032-3735-M 
1560-192-3914-M 
5306-477-9309 

5306-207-6776 

1560-192-3915-M 


1560-192-3917-M 
1560-192-3918-M 
1560-185-5174-M 
1560-185-2250-M 


1560-192-6011-M. 


1560-192-6012-M 
1560-326-2882-M 
1560-373-6442-MB 
1560-187-2507-MB 
1560-191-8929-M 
1560-192-3924-M 
5310-191-8843 
5330-037-2381 
1560-123-9807-M 
1560-327-2114-5M 
1560-326-2886-M 


1560-328-6088-M 


1560-397-7976-M 


1560-512-0909- MB 


1560-530-2975-M 


1560-222-5589-M 


5307-186-8139 
1560-526-2331- M8 
1680-038-4290 
1560-094-6585-M 
1660-186-8148 


1560-247-9487-M 


4730-595-4987 


1560-386-7685-M8 


5970-691-8845 


1560-304-3305-M 
1560-307-2301-M 


1560-198-3012-M 
1560-621-6048-M 
1650-185-2617 
1650-323-7610 
1650-323-7617 
1650-521-4402 
1650-323-7623 
1650-156-8708 
1650-150-7886 


1963 


D 
m 
=T orm — — N N T — = TI = A em +. T. Ñ Q) A = S = = i= = = = = = = i= = > = = = — N RA = ΘΓ; 


μμ TN) πὶ  νωμω 


mm 
mm 
"nmm 





151-58184 
151-58313 
151-58314-3 
151-58504 
151-58524 


151-58525 


151-58544 
151-58825-63 
151-58825-65 
151-71048 


152-13027-13 


152-13027-14 
152-13028-11 


152-13028-12 
152-14124-15 
152-14124-16 
152-18020-3 


152-18020-5 
152-18020-7 
152-18020-9 


152-31121-5 
152-31519-5 
152-34121-17 
152-34121-19 
152-34161 


152-34186-20 
152-34631 
152-47022 
152-53336-55 
153-54617-10 


1532532 
154-23410-11 
155-12 


155511-85 
15552-6 
15555-6 
15555-6D 
15555-80 
157-16008 
157-23408 
15717-23411 
157-23412 
157-23426 
157-24001-101 


157-24002-101 
157-24311 
157-24402-51 
157-24404-3 
157-24410 
157-24435-51 


157-24440 
157-24440-51 
157-24445-51 


157-24450 
157-24450-151 
157-24501-51 


5306-477-9415 
1650-189-1276 
1650-189-1277 
1560-185-5172-MJ 
1560-228-3450-MJ 


4730-477-9412 


1650-222-5461 
1560-040-7192-MJ 
1560-040-7193-MJ 
5905-694-4288 


5310-197-3137 


5930-296-4235 
1560-629-4232-My 


1560-630-7684-MJ 
1560-568-2749-MJ 
1560-574-7546-MJ 
1560-386-7790-MJ 


1560-393-9852-MJ 
1560-386-T191-MJ 
1560-386-1792-MJ 


1560-397-0835-MJ 
1560-370-8193-MJ| 
1560-247-3012-MJ 
1560-247-3011-MJ 
1560-234-3690-MJ 


1560-326-2951-MJ| 


1560-326-2661-MJ 


4730-433-2586 


3040-366-5553 


4730-486-5314 
4730-473-9465 


4730-203-6382 
4730-554-7737 
1560-197-9989-MJ 
1560-186-6808-MJ 
1560-048-0184-MJ 
1560-186-6811-M 
1560-536-4253-MJ 
1560-032-3841-MJ 


1560-186-6812-MJ 


1560-373-6448-MJ 
1560-386-7801-MJ 
1560-373-6449-MJ 


1560-213-5040-MJ 
1560-346-9129-MJ 
1560-373-6450-MyJ 


1560-346-9730-M 
1560-035-2840-MJ 











- 


μα τως μμ XU) U) QU) UJ "n e T = T m e A Oe RP ρολ — = 


NS 


= 
m 


=> 
m 


m 
m 
de  μ = > = = > = T iR — oN O 


2m 
m 
πι 





633 





Section lll 


Numerical Index T.0. 1F-86K-4 





av. [gules TY. 
PART NUMBER STOCK NO. ane hibex PER PART NUMBER STOCK NO. ARD rants m 
157-24514-51 1560-035-2842-M .T3 1 161-48298-19 32C-2 1 
157-33306 1560-185-2124-M 280-9 2 161-48312 326-33 1 
284-17 | REF 161-8313 1560-024-6707-MJ| 32C-35 1 
303-16 2 161-48314-3 32-34 1 
157-33307 1560-185-5076-M 280-14 4 161-48315-1 326-32 1 
280-17 3 161-48315-2 1560-308-2058-MJ| 32C 1 
A 303-12 8 161-48321 1560-326-4805-MJ| 328-30 1 
157-33313 1560-327-2912-M 117-39 2 161-48322 5305-207-4193 328-27 1 
157-33324 1560-185-5077-M 278-27 1 32C-24 1 
157-33324-3 1560-526-2624-M 278-32 1 32D-1 1 
157-33325 278-34 1 161-48323 1560-315-7114-MJ| 32C-23 2 
157-33326 1560-185-5078-M 278-30 1 161-48326 1560-527-8137-MJ| 328-18 1 
157-33328-3 - 278-33 1 161-48327 1560-527-7941-MJ| 328-7 1 
157-33334-3 1560-193-1659-M 117-11 1 161-48328 5315-525-9770 32Α-12 | REF 
157-33542 1560-035-2844-M 279-6 3 161-48329-51 1560-315-7115-MJ| 32B-34 1 
157-48414-13 35-12 | REF .|161-48333 1560-397-7977-MJ| 32B-14 1 
157-48414-15 1560-896-1299-M 35-12 1 161-48334 328-6 1 
157-52005 1560-330-7119-M 149-6 2 161-48339 1560-348-2211-MJ| 32D-38 1 
157-52006 1560-515-2751-MB 155-24 1 161-48339-3. 1560-348-2212-MJ| 32D-26 1 
155-35 1 161-48341-5 32A 1 
157-52115 1560-662-5400-M 156-32 1 161-48341-51 1560-035-2884-MJ| 32A-4 1 
157-52481 1560-185-5080-M 151-9 2 161-58122 1560-332-3141-MJ| 179-4 6 
157-54126-7 1560-330-7123-M 304-7 1 161-68703 1560-386-7825-MJ 32-12 2 
157-54127-3 5340-597-8673 304-8 1 1634-30 317-16 | REF 
157-54127-4 5340-597-8664 304-9 1 1634-3Ε 317-16 1 
157-54128-5 5340-200-7061 304-10 1 1634-7 317-16 | REF 
157-54180-30 1560-654-0758-M 225-15 1 165-10001-101 4 NP 
157-54180-41 225 1 165-10003-101 1560-245-9304-MJ 4-13 1 
157-58229 345-7 F 165-10003-45 5340-347-3345 4-15 1 
157-58229-3 5305-298-4313 345-7 4 165-10004-57 4-8 1 
157-58413 1560-572-8479-M 204-55 1 165-10004-58 1560-570-3689-MJ 4-9 1 
157-58414 1560-326-2955-M 204-53 1 165-10004-601 1560-307-2318-MJ 4-3 1 
157-58532 1650-386-7803 204-57 1 165-10005-101 4-17 1 
157-61019 5310-639-3896 253-17 2 165-10005-51 4-19 1 
157-71038 1560-035-2847-M 240-22 1 165-10017 1560-193-1660-MJ 4-4 1 
157-71041 1560-330-6759-MB 242A 2 4-10 1 
159-48026-3 1AMB-1560-527-62 141-5 2 165-10020-1 1560-245-9305-MJ| 4-23 1 
141-19 2 165-10020-2 1560-245-9306-MJ 4-24 1 
159-48167 321-36 1 165-10023 1560-332-3145-MJ 4-7 1 
159-52117-17 39-8 2 4-14 2 
39-19 2 165-10023-11 1560-306-3958-MJ 4-6 1 
159-52219-5 5340-200-4713 152-9 1 165-10113 1560-028-8563-MJ 4-18 1 
159-52220-11 39-7 2 165-10121 x 4-33 2 
39-18 2 165-13001-51 1560-565-6134-MJ| 6-1 1 
146-24 2 165-13003-101 6 1 
146-30 1 165-13005 6 £ 
4 ¥ 147-6 2 165-13006 6 1 
159-52220-19 1560-096-4979-M 152-10 1 165-13009-61 6-21 1 
159-52220-3 5340-247-4555 156-16 2 ` T REF 
159-52220-5 5340-185-5549 39 2 165-13012 1560-026-2381-MJ| 6-30 1 
159-54335 1560-694-4219-MB 226-24 2 165-13014 6-24 1 
1600A 5915-338-2433 134-13 165-13015 6-25 1 
16008 5915-338-2434 133-18 165-13019-41 6 1 
1600C 5915-338-2435 133-19 165-13025-41 6 1 
1600D 5915-609-3763 134-13 165-13030-11 5-33 | REF 
1600E 5915-609-3764 133-18 165-21471 75 2 
1600F . 5915-609-3762 133-19 165-21476-3 1560-035-3008-MJ 75-13 1 
161-17170 1560-185-1957-M 11-32 165-21478 1560-035-3009-MJ 75-30 1 
161-48252-91 32B-1 165-21501-201 1560-219-4089-MJ 73-7 1 
32C 75 REF 
161-48253-151 32B-19 165-21502-101 1560-024-4498-MJ 75-3 2 
161-48254 - 328-14 165-21510 75 1 
161-48255 32B-6 165-21615-1 1560-032-3908-MJ| 75 1 
161-48259 32C-5: 165-21615-2 1560-032-3909-MJ 75-31 1 
161-48259-3 32C-9 165-21659 1560-506-6298-MJ 75-16 2 
161-48259-31 1560-328-6094-M 32C-5 165-21660 1560-624-0226-MJ| 75 21 
161-48259-5 32C-6 165-21661-3 75 1 
161-48259-7 32C-1 165-21661-5 75 1 
161-48266 32B-8 165-21811 1560-189-2120-MJ| 75-1 2 
161-48267 32B-11 165-23074 1560-030-4970-MJ 76-54 1 
161-48271-3 1560-348-2204-M 32C-13 1 165-23078 76 1 
161-48271-5 1560-348-2205-M 32C-14 1 165-23106 1560-877-4561-MJ 76-33 1 
161-48275-3 1560-349-5620-M 32C-19 2 165-23110 1560-306-3961-MJ| 76 1 
161-48275-5 1560-349-5621-M 32C-18 2 165-23148 1560-877-4563-MJ 76-34 1 
161-48278 1560-348-2207-M 32B-23 1 165-23155 1560-032-3910-MJ 76-4 1 
161-48280 1560-513-5577-M 32D-20 1 165-23156 1560-877-4564-MJ 76-8 1 
161-48281 1560-326-4804-M 32B-24 1 165-23157 1560-877-4565-MJ 76-7 1 
12161-48282 1560-328-6101-M 320-36 1 165-23161 76-44 1 
161-48283 1560-348-2208-M 220-9 1 165-23164 1560-877-4566-MJy 76-5 1 
161-48284 1560-513-5578-M 320-8 1 165-23302 τό 1 
161-48285 1560-348-2209-M 32D-7 1 165-23311-51 1560-030-4972-MJ| 76-3 H 
161-48298 32C-1 1 165- 23411 1560-244-1479-MJ 76-51 1 
161-48298-10 320 1 165-23453 5310-025-7234 73-4 2 
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Section lll 


T.0. 1F-86K-4 Numerical Index 


FIGURE 
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FIGURE 


PART NUMBER AND INDEX PART NUMBER 


165-23630 

165-24504 1560-373-6471-M 

165-25510-1 1560-035-3023-M 

165-25510-2 1560-035-3024-M 
1560-035-3026-M 
1560-035-3027-5M 
1560-035-3031-M 
1560-320-5914-M 
5310-038-1360 


165-31180-201 
165-31201-10 1560-032-3936-MJ 
165-31201-3 


165-31201-5 


165-31201-6 
165-31201-7 


165-31005-121 

165-31005-122 

165-31006-151 

165-31006-51 

165-31006-52 

165-31007-251 1560-339-8219-M 
165-31007-252 1560-338-5344-M 
165-31010-300 

165-310101 1560-035-3035-M 
165-310124-51 

165-31014 

165-31018 1560-877-4575-M 
165-31020-1 1560-251-4607-M 
165-31020-2 

165-31021-11 1560-035-3037-M 
165-31021-12 1560-035-3038-M 
165-31023 

165-31026 1560-251-4612-M 
165-31027 1560-251-4613-M 


165-31201-8 1560-032-3938-MJ 
165-31201-9 1560-032-3939-MJ 


165-31226-1 
165-31226-2 
165-31229-361 
165-31229-371 1560-590-7736-MJ 
165-31230-101 
165-31230-102 
165-31230-152 
1560-327-2936-MJ 


1560-516-1101-MJ 


1560-238-6689-MJ 
165-31277-1 
165-31277-2 
165-31297 


165-31305-1 , 1560-211-0118-MJ 
165-31305-2 

165-31029-7 1560-035-3040-M 165-31313-13 1560-628-6213-MJ 
165-31029-8 1560-035-3041-M 
165-31031-5 

165-31032-1 1560-251-4615-M 
165-31032-2 

165-31035-11 1560-877-4576-M 
165-31035-9 Ç Š : 
165-31036-23 


165-31313-15 
165-31313-16 


165-31313-21 
165-31313-22 1560-306-3965-MJ 


165-31313-23 
165-31038 1560-245-8968-M 
165-31039-1 1560-245-8966-M 
165-31039-11 1560-506-6299-M 
165-31039-12 1560-506-6300-M 
165-31039-2 1560-245-8967-M 
165-31040 1560-245-9209-M 
165-31041 1560-238-6682-M 
165-31043 1560-222-6978-M 
165-31044-11 

165-31045 1560-193-1665-M 
165-31046-1 1560-193-1666-M 
165-31046-2 1560-193-1649-M 
165-31049 1560-877-8710-M 
165-31049-11 1560-327-2935-M 
165-31055 5340-597-4798 


165-31313-24 


165-31313-25 
165-31313-31 1560-306-3966-MJ 
165-31319 I 1560-327-2938-MJ 


165-31325-1 
165-31325-2 
165-31326 1680-323-8389 


165-31326-5 
165-31326-7 


165-31328 1560-388-8531-MJ 
165-31057-17 5340-533-3701 

165-31057-21 1560-877-4580-M 
165-31057-22 1560-877-4581-M 
165-31057-9 1560-656-6590-M 
165-31060-1 1560-877-4582-M 
165-31060-2 1560-877-4583-M 
165-31062 1560-521-4557-M 


165-31330-1 

165-31330-4 1560-656-4040-MJ 
165-31333-2 

165-31333-3 1560-656-4035-MJ 
165-31344-1 

165-31344-2 

165-31345-3 

165-31345-5 1560-508-8662-MJ 
165-31345-7 . 
165-31351-50 1560-329-4037-MJ 
165-314108-1 
165-314108-2 
165-314109-1 

1165-314109-2 

. [165-314111-100 
165-314115 1560-331-9363-MJ 
165-314120 1560-032-3949-MJ 

-MJ 


165-31069-11 1560-306-3963-M 
165-31070 1560-877-4587-M 
165-31071-1 1560-877-4588-M 
165-31071-2 1560-877-4589-M 
165-31072 1560-032-3234-M 
165-31077 5307-588-3176 
165-31091 1560-238-6683-M 
1165-31094 1560-2 38-6686-M 
165-31109-101 -M 
]165-31109-13 1560-696-3882-M 
165-31110-13 

165-31110-50 1560-035-3045-M 
165-31112-111 

165-31112-29 

165-31121-25 1560-566-3002-M 
165-31121-26 

165-31121-51 

165-31121-62 

165-31172-150 

165-31172-200 
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1560-327-2940-My 


165-31413-201 

165-31413-202 

165-314131-1 

165-314131-2 1560-032-3952-MJ 
165-314132-1 1560-032-3953-My 
165-314132-2 1560-032-3954-MJ 
165-31414-100 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
F 
1 
1 
1 
1 
1 
1 
1 
1 
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1 
1 
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1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
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1 
1 
1 
1 
1 
1 
1 
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1 
1 
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1 
1 
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1 
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165-314142 1560-393-9875-M 
165-314143-1 1560-697-9823-M 
165-314143-2 
165-314144 1560-697-9825-M 
165-314159-3 
165-314159-5 
165-314167-1 1560-035-3073-M 
165-314167-2 1560-035-3074-M 
165-314168 1560-035-3075-M 





165-31424-100 
165-31424-111 
165-31428-261 
165-31429-361 
165-31429-371 
165-31432-82 

165-31432-92 

165-31458-111 
165-31460-111 
165-31460-201 
165-31460-221 
165-31461-301 
165-31461-302 


































1560-620-4968-M 


165-31465 : 
165-31465-3 1560-035-3081-M 
165-31465-4 1560-035-3082-M 


165-31466-1 
165-31466-2 
165-31467 
165-31461-5 
165-31467-6 
165-31468 
165-31468-3 
165-31468-4 
165-31468-5 
165-31468-6 
165-31472 
165-31474-100 1560-656-2963-M 
165-31476 1560-320-5919-M 
165-31477-101 1560-030-5004-M 
165-31477-151 
165-31477-3 1560-238-6693-M 
165-31493 1560-320-5920-M 
165-31502 1560-546-4210-M 
165-31506-50 
165-315101 1560-030-5005-M 
165-315101-7 1560-327-2941-M 
165-31513-3 -| 1560-213-5075-M 
165-31513-4 

165-31527-1 5310-303-2391-M 
165-31527-2 5310-521-4562 
165-31529 
165-31530-1 
165-31530-2 
165-31531 
165-31532-3 
























3120-662-5626 







3120-516-1147 





165-31532-5 





165-31532-7 3120-516-2462 













165-31539 
165-31557 
165-31558 
165-31576 
165-31576-31 
165-31595 
165-31599-1 
165-31599-2 
165-31609-100 


















1560-030-5006-M 





1560-030-5008-M 











165-316110-201 
165-316110-202 
165-316112-171 
165-316117-7 
165-316117-9 
165-316119 
165-316119-5 
165-316119-6 
165-316123-101 
165-316123-102 
165-316124-5 
165-316124-6 























1560-521-4564-M 
1560-521-4565-M 








:115-3 


T.G. 


FIGURE 


AND INDEX 


92-2 
114-19 
115-52 
111-36 

79-38 

79 

77 

77 
114-18 
115-13 
116 
116 
114 
115 
115 
115 
115 
111 
111-14 
111 
111 
114 
115 

79-44 
114-12 
115-29 
114-24 
115-12 
111-45 | R 
114-8 
115-23 
111-46 | RE 
114 
115 
114-13 
115-30 

78 
115 
111-5 

78-3 

78 

78-2 
123-2 
116-1 
116-6 
111-37 
111 
114-15 
115-32 
111-11 
111 





D 
m 





m 
Dei fm A mi mim 


z 


111-8 
111 
111-34 
124-3 
124-10 
114-9 
115-24 
114-14 
115-31 
123-4 
111-10 
111-7 
115 
115 
114-30 
114-3 
115-5 
119 
125 
121 
121 
121 
121-5 
121-1 
122-24 
121-7 
121 
121 
121 
120-10 
120 
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636 





lF-86K-4 


PART NUMBER 


165-316126-1 
165-316126-10 
165-316126-2 
165-316126-9 
165-316144 
165-316144-3 
165-316144-4 
165-316144-5 
165-316144-6 
165-316146-3 
165-316148-151 
165-316148-152 
165-316159-5 
165-316162 
165-316163 
165-316167 
165-316169-3 
165-316169-4 
165-316169-5 
165-316169-6 
165-316170-100 
165-316171-3 
165-31701-200 


165-31701-205 
165-31701-211 
165-31701-221 
165-31701-301 
165-31703-402 
165-31703-501 
165-31703-701 
165-31703-702 
165-31703-712 


165-31704-401 
165-31704-651 
165-31704-661 
165-31710-21 
165-31710-22 
165-317105-200 
165-317105-251 
165-317105-261 
165-317106-100 
165-317106-121 
165-317109 
165-317109-15 
165-317109-9 
165-317110 
165-317111-110 
165-317113 
165-317114-1 
165-317114-2 
165-317115-1 
165-317115-2 
165-317115-5 
165-317119-1 
165-317119-2 
165-317125-1 
165-317125-2 
165-317136-1 
165-317136-2 
165-317145-50 
165-317148 
165-31715-202 
165-31715-251 
165-317150-360 


165-317150-375 
165-317150-401 
165-317150-421 


165-317150-431 








STOCK NO. 


1560-035-3097-MJ| 


1560-035-3098-MJ 
1560-656-6344-MJ 


1560-030-5009-MJ 
5340-205-6039 
1560-035-3104-MJ 





1560-213-5083-MJ 


1560-030-5010-MJ 


1560-634-8926-MJ 
1560-216-1758-MJ 
5310-637-2452 

1560-032-3960-MJ| 
1560-032-3961-MJ 
1560-521-4566-MJ 
1560-521-4567-MJ 
1560-521-4570-MJ 


1560-211-0130-MJ 
1560-030-5011-MJ 


1560-030-5012-MJ 
1560-030-5015-MJ 


FIGURE 
AND INDEX 


121 
121 
121 
121-22 
122-26 
124-8 
124 
121-10 
121 
120-5 
121 
121 
121-21 
123-6 
120-12 
120 
121-17 
121 
121-19 
121 
121 
121-15 
118 
119-3 
122 
119 
122 
119 
122 
119 
122 
119 
122 
123 
124 
123 
124 
123 
124 
123 
124 
123 
124 
123 
123 
123 
124 
124 
123 
123 
123 
123 
123 
124-35 
124-37 
124 
123-26 
123-19 
131 
92-12 
93-30 
123-11 
123-12 
123-13 
122-22 
122 
122-21 
122 
123-31 
123 
123-27 
123-24 
124 
124 
122-2 
123 
122 
123 
122 
123 
122 
123 
122 





CHANGED 3 MAY 
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REPAIR 
CODE 











1963 




















PART NUMBER 


165-317150-431 
165-317152 
165-317153. 
165-317154 


165-317159-10 


165-317160-15 
165-317160-17 
165-317160-200 
165-317160-250 
165-317160-29 
165-317160-3 
165-317160-50 
165-31718-5 
165-31718-6 
165-317181-1 
165-317181-2 
165-317182-1 
165-317182-2 
165-317183 
165-317183-5 
165-317183-6 
165-317186-3 
165-31719-5 
165-31719-6 
165-31720-151 
165-31720-152 
165-31720-162 
165-31725-3 


165-31732 
165-31751 
165-31751-33 
165-31751-35 
165-31795 
165-31802-600 


165-31802-650 


165-31803-301 
165-31803-401 
165-31804-200 
165-31805 
165-31806 
165-31807 
165-31810-1 
165-31810-2 
165-318101 
165-318103 
165-318105-7 
165-318105-9 
165-31811-3 


165-318119-10 
165-318119-5 
165-31812 
165-318120 
165-318120-3 
165-318121 
165-318121-3 
165-318127 
165-318128-3 
165-318128-5 
165-31813-50 
165-318130 


165-318131-5 
165-318132-5 
165-318133-5 
165-318134-5 
165-318135 

165-318136-5 


165-318136-9 
165-318137 
165-318138 
165-318139 
165-318142-1 


165-318142-2 


165-318143 


CHANGED 3 MAY 











STOCK NO. 


1560-320-5922-M 
1560-320-5923-Ν 
1560-320-5924-M 


1560-040-7286-M 


1560-344-1764-M 
1560-040-7287-M 


1560-030-5022-M 
1560-877-4590-M 
1560-877-4591-M 
1560-877-4592-M 


1560-329-4050-M 
1560-028-8727-M 


1560-342-8809-M 


1560-620-496,-M 
1560-521-4573-M 


1560-325-0855-M 


1560-030-5029-M 
1560-808-3458-M 
1560-808-3459-M 
1560-030-5031-M 


1560-521-4574-M 


1560-325-0860-M 


1560-247-0083-M 
1560-247-0082-M 
1560-247-0081-M 
1560-327-2942-M 
1560-030-5033-M 
1560-325-0863-M 
1560-250-2721-M 


1560-032-3964-M 
1560-250-2723-M 


1560-250-2724-M 


1560-320-5928-M 
1560-320-5929-M 


1560-320-5930-M 


1963 


FIGURE 
AND INDEX 


109-10 
109-17 
109 
100-6 
100-10 
100-7 
100-13 
105-62 
109-54 
96-24 
96-36 
105-26 
96-38 
96-44 
96-45 
96-48 
96-37 
96-43 
96-47 
109~1 
105-63 
116~44 
105-44 
105-34 
105-11 
105-7 
109-45 
99 
105-23 
99-15 
105-13 
105-20 
105-14 
109-26 
116-31 
109-27 
116 
92-19 
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REPAIR 
CODE 























PART NUMBER 


165-318144 
165-31815-1 
165-31815-2 
165-31816-1 
165-31816-2 
165-318165 
165-318166 
165-318167 
165-31817 
165-318171 
165-318171-5 
165-31818-1 


165-31818-11 
165-31818-13 


165-31818-14 


165-31818-15 
165-31818-2 


165-31818-3 
165-31818-4 


165-31818-5 
165-31818-7 
165-31818-9 
165-318187-11 
165-31819" 
165-318191 
165-318193 
165-318194 
165-318195-1 
165-318195-2 
165-318196-3 
165-318196-5 
165-318196-7 
165-318197-3 
165-318198 
165-318199 
165-318205-5 
165-31821-1 
165-31821-2 
165-318210 
165-318211 
165-318212 
165-318214 
165-318215 
165-318216 








165-318216-3 
165-318217 
165-318218 
165-318219 
165-31822 
165-318220 
165-318221 
165-318222 
165-318223 
165-318224 
165-318225 
165-318226 
165-318227-13 
165-318230 
165-318231-1 
165-318231-2 
165-31824-3 
165-31825-5 
165-31826 
165-31829 
165-31830 
165-31831-11 
165-31831-12 
165-31832 
165-31834-1 
165-31834-2 
165-31835 
165-31835-5 
165-31835-7 
165-31841 




















STOCK ΝΟ. 


1560-032-3966-MJ 


1560-250-2259-MJ 
1560-397-0902-MJ| 
1560-397-0903-MJ 
5307-327-2943 


1560-245-4908-MJ 


1560-213-5085-MJ 


1560-213-5086-MJ| 


1560-213-5087-MJ 





1560-332-0987-MJ 
1560-334-6088-MJ 
1560-193-1581-MJ| 
1560-397-0904-MJ 
1560-397-0905-MJ 
1560-331-9364-MJ 


1560-320-5932-MJ 


1560-228-0839-MJ 
1560-624-3740-M 

1560-245-4909-MJ 
1560-245-4910-MJ 
1560-521-4577-MJ 


1560-656-6340-MJ 
5340-033-4479 

1560-397-0906-MJ 
1560-397-0907-MJ 


1560-320-5933-MJ 


1560-397-0908-My 
5315-331-5019 


1560-330-7134-MJ 
1560-320-5935-MJ 
5315-141-6260 

1560-652- 71654-MJ 
1560-639-5670-MJ 


1560-327-2946-MJ 
1560-245-4913-MJ 
1560-245-4914-MJ 
1560-329-4053-MJ 
1560-327-2947-My 
1560-245-4915-MJ 


1560-245-4916-MJ 
1560-030-5036-MyJ 


1560-030-5038-MJ| 


'1560-030-5039-MJ 


1560-035-3112-MJ| 
5315-200-6511 


Section Ill 


Numerical Index 


FIGURE 
AND INDEX 


92-18 
109-18 
109 
109-19 
109 

90-16 

90-17 
109-31 

79-13 
109-23 
109-25 

96-9 
104 
104 

96-11 
104 

96 
104 
104 

96 
104 

96-10 
104 

96 
104 
104-3 
104-6 
104-13 
101-3 
104-11 
101-2 

82-21 
109-35 

79-14 

79 

79-22 

79-23 

79-24 
109-62 

90-22 

90-21 
108-36 
109-42 
109 

96-34 

90-32 

90-29 

99-8 

99-9 

99 
105-22 

99-4 

99-7 
116-49 
105-54 
109-40 
116-48 
105-52 
116-51 
105-51 
105-49 
116-47 

99-5 
107-19 
102-12 

19-37 

79 
104-8 
104-10 
104-9 
109-20 
109-21 
106-6 
106 

92-16 

T9-21 

το 
116-27 
116-28 
116-29 
102-7 
102-9 
104-7 





















637 











Section Ill 


Numerical Index 


PART NUMBER 


165-31845-1 
165-31845-2 
165-31846 
165-31847-1 
165-31847-2 
165-31848 
165-31854-1 
165-31854-2 
165-31859 
165-31875 
165-31876 
165-31877 
165-31881-11 
165-31881-7 
165-31881-9 
165-31899 
165-31901 


165-31902-7 
165-31902-9 
165-31904 
165-31905 
165-31906 
165-31907 
165-31908 
165-31909 
165-31911-3 
165-31911-5 
165-31912-13 
165-31912-23 
165-31914-3 
165-31914-5 
165-31915-7 
165-31915-9 
165-31916 
165-31917 
165-31918 
165-31920-3 
165-31920-4 
165-31921-7 
165-31922-3 
165-31922-4 
165-31924 
165-31925 
165-31926 
165-31927 
165-31928 
165-31931 
165-31933-7 
165-31934 
165-31935 
165-31943 
165-31944 
165-31946 
165-31947 
165-31948 
165-31949 
165-31950 


165-31954-3 
165-33011-101 


165-33011-102 
165-33033-105 
165-33033-106 
165-33036 

|165-33101-201 
165-33101-202 
165-33302-5 
165-33302-6 
165-33303-1 
165-33303-2 
165-33304-1 


165-33304-2 
165-33305-1 


638 








STOCK NO. 


1560-245-4912-M 
1560-245-4917-M 
1560-246-9479-M 
1560-397-0909-M 
1560-397-0910-M 
1560-397-0911-M 
1560-244-4675-M 
1560-863-5165-M 


1560-250-21725-M 
1560-250-2726-M 


.1560-521-4578-M 


1560-329-4058-M 
1560-040-7292-M 


-M 


1560-030-5045-M 
1560-662-5863-M 
1560-035-3114-M 
1560-030-5046-M 
5306-217-1512 

5306-217-1513 

1560-030-5049-M 
1560-216-1759-M 
1560-026-2417-M 
1560-030-5050-M 
1560-030-5051-M 
1560-030-5052-M 
1560-320-5936-M 
1560-332-0989-M 


1560-030-5053-M 
1560-026-2418-M 
5340-332-9901 

1560-397-0913-M 
1560-397-0914-M 
1560-250-3367-M 
5306-208-5452 


5315-141-6271 
5340-598-1936 
1560-516-2496-M 


1560-516-6509-M 


1560-030-5056-M 


5340-598-1934 
1560-662-6275-M 
1560-030-5058-M 
5315-209-7278 


1560-336-1246-M 


1560-250-2289-M 
1560-250-2290-M 
1560-397-0916-M 


1560-397-0917-M 
1560-397-0918-M 


1560-397-0919-M 
1560-397-0920-M 


FIGURE 


AND INDEX 





104-14 
104 
104-15 
104-30 
104 
104-29 
107-15 
107-16 
108-1 
108-2 
107-23 
107-18 
107-20 
107-22 
107-21 
82-21 
316 
317-33 
318 
318 
316-9 
316 
316-11 
316-14 
316-4 


316-12 


316-1 
316-8 
318-15 
318 
318-7 
318 
318-4 
318 
318-9 
318-11 
318-12 
111-28 
111 
111-27 
111-18 
111-19 
111-21 
111-26 
111-23 
318-8 
318-3 
317-30 
116-9 
116-10 
116-11 
317-35 
316-16 
318-13 


` 318-14 


116-8 

309-12 
116-52 
317-36 
318-10 


9 
276 

9 
276 
a10 
278 
110 
278 
110 
281 
276-35 
277 
276 
277 
280-4 
280 
280-1 
285-25 
280 
288-19 
280-7 
280 
280-8 





T.G. 1F-86K-4 


QTY. 
PER 
ART. 


ΤΝ »5 AN s.s. 


=> 
m 


m 
m ç 
> m ο > e n n I rn em p e m με ο μα  — eh n ul pur o de) ful e) e eh d Rm» de) de — r dà eh ο ο νο 


z 
o 


= 
v 


SOURCE 
CODE 
REPAIR 
CODE 














PART NUMBER 


165-33305-2 
165-33311-1 
165-33311-2 
165-33312-1 
165-33312-2 
165-33313-1 
165-33313-2 
165-33314-3 
165-33314-4 
165-33315 

165-33318-5 
165-33318-6 
165-33331-1 
165-33331-2 
165-33332-1 
165-33332=2 
165-33341-1 


165-33341-2 


165-33342 
165-33342-3 
165-33343-3 
165-33343-5 
165-33348-19 
165-33348-21 
165-33348-3 
165-33348-5 
165-33349-3 


165-33350-3 


165-33350-5 
165-33352-3 
165-33352-5 
165-33504 
165-33510 
165-33512-1 
165-33512-2 
165-33526-11 
165-33540 
165-33540-5 
165-33540-6 
165-33541 
165-33606-1 
165-33606-2 
165-33612 
165-33613 
165-33617-3 
165-33617-5 
165-33617-7 
165-33617-9 
165-33634 
165-33641-1 
165-33642 
165-33676 
165-34011-101 


165-34033-10 


|165-34037-20 


165-34101-101 


165-34187 
165-34301-301 


165-34301-401 


165-34301-57 
165-34302-11 
165-34302-21 


165-34303-11 
165-34304 
165-34305 . 
165-34306-11 
165-34308 
165-34311 








STOCK NO. 


1560-397-0921-MJ 
1560-030-5063-MJ| 
1560-030-5064-MJ 
1560-213-5088-MJ 
1560-026-2420-MJ| 
1560-030-5065-MJ 
1560-030-5066-MJ 
1560-335-8578-MJ 
1560-323-8396-MJ 
1560-030-5067-MJ 
1560-030-5068-MJ 
1560-030-5069-MJ 


1560-193-1582-MJ 
1560-093-1583-MJ| 


1560-030-5070-My 
1560-213-5089-MJ| 
1560-030-5071-MJ| 
1560-030-5072-MJ 


1560-250-2287-MJ 
1560-250-2286-MJ| 
5340-663-1944 


1560-332-3165-MJ 
1560-250-2284-MJ| 
1560-250-2285-MJ| 
1560-313-0045-MJ| 
5306-208-0164 
5310-525-9774 
-MJ 
1620-216-1761 


1560-185-2277-MJ| 
1560-185-2278-MJ 
5306-215-7905 


1560-614-5010-MJ 
1650-386-7838 


5306-207-9847 
5307-208-9880 
5307-208-9882 
5307-638-4520 
1560-307-2342-MJ 
1560-574-6476-MJ 





.1560-035-3119-MJ 


1560-330-7189-MJ 


1560-662-5677-MJ 
1560-311-0000-MJ 


1560-560-4263-MJ 
1560-697-9830-MJ 
1560-547-2479-MJ 
1560-568-2861-MJ 
1560-032-3973-MJ 
1560-239-4335-MJ 
1560-613-5915-MJ 


1560-563-9292-MJ 


CHANGED 


FIGURE 


AND INDEX 


3 MAY 
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PART NUMBER 


165-34311 
165-34312-11 
165-34314-5 
165-34318-5 


165-34319 
165-34320 


165-34320-7 
165-34320-9 
165-34331 


165-34332 
165-34334-5 
165-34334-9 
165-34341 


165-34342 
165-34361 
165-34367-5 
165-34370 


165-34371 
165-34373-1 
165-34373-2 
165-34376 


165-34377-5 
165-34386 
165-34391 
165-34398-5 
165-34510 
165-34510-3 
165-34511 
165-34511-11 


165-34512-11 
165-34513-11 
165-34520 
165-34525-5 


165-34527 
165-34528 
165-34529 
165-34530 
165-34531-101 
165-34531-5 
165-34532-11 


165-34540-10 
165-34544 
165-34601 
165-34601-3 


165-34688-21 


165-34688-3 
165-34689-11 


165-34690-10 
165-34691-10 
165-34692 
165- 34694 
165-34695-10 
165-34695-3 
165-34697 
165-34701-20 


165-34705 


CHANGED 3 MAY 


STOCK NO. 


1560-219-4099-M 
1560-026-2422-M 
1560-199-8305-M 


1560-521-4590-M 
1560-239-4337-M 


1560-521-4591-M 
1560-185-6217-M 
1560-306-3969-M 


1560-521-4592-M 
1560-697-0320-M 
1560-397-0926-M 
1560-887-2989-M 


1560-196-3970-M 
1560-239-4341-M 
1560-239-4342-M 
1560-239-4343-M 


1560-245-5088-M 
1560-245-5089-M 


1560-196-3967-M 


1560-032-3975-M 


1560-245-5093-M 


5306-207-5151 
5306-207-5153 
1560-327-2951-M 
1560-032-3977-M 


1560-250-3371-M 
1560-521-4593-M 


1560-032-3978-M 


1560-250-3373-M 
1560-032-3980-M 


1560-250-3374-M 


1560-239-4344-M 
1560-239-4346-M 


1560-308-6417-M 


1560-327-2952-M 


5355-519-5774 
1560-521-4596-M 
5315-141-6313 
5340-598-4225 
1560-030-5083-M 
5315-298-4040 
1630-330-7191 


1560-035-3125-M 
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1F-86K-4 


165- 34710 
165-34731 
















165-34732 
165-34733 
165-34734 
165-34735 
165-34736 
165-34737-3 
165-34737-5 
165-34738 
165-39001-10 


165-39005-1 
165-39005-13 
165-39005-14 
165-39005-2 
165-39006 
165-39007 
165-39008 
165-39009 
165-39015 
165-39017-3 
165-39017-5 
165-39020 
165-39021-1 
165-39021-2 
165-39023-11 
165-39024 
165-40001 
165-42011 
165-42012 
165-42013 
165-42019 
165-42021 
165-42024-23 






























165-42026-13 
165-42026-21 
165-42026-22 
165-42028 

165-42039-50 


165-42045-3 








165-42045-5 












165-42068-50 
165-42074 

165-42075-11 
165-42076 
165-42079 
165-42080 













165-42084-1 
165-42084-2 
165-42085-21 
165-42085-31 
165-42086-21 
165-42087 
165-42089 
165-42090 
165-42092 
165-42092-17 
165-42095 














165-42096 






165-42124-5 
165-42126-1 
165-42126-2 
165-42127-1 


165-42024-300 
165-42024-400 


Section lil 


Numerical Index. 


d FIGURE 
PART NUMBER STOCK NO. AND INDEX 


1560-035-3126-MJ 
1560-030-5085-MJ| 




















1560-035-3129- MJ 
1560-325-086 1-MJ| 
1560-250-3360-MJ 
1560-327-2953-MJ 
1560-327-2954-MJ 
1560-250-3358-M 











1560-035-3130-MJ 













1560-035-3131-MJ 
1560-035-3132-MJ 
1560-245-6425-M 
1560-245-5094-MJ 
1560-251-2210-MJ 
1560-320-5938-MJ 
1560-245-6258-MJ 
1560-245-6259-MJ| 
1560-320-5939-MJ 


















1560-662-1307-MJ 














1560-092-4675-MJ 
1560-332-3167-MJ 
1560-245-6263-MJ 
1560-526-2374-MJ 
1560-245-6265-MJ 
1560-222-6982-MJ 
1560-030-5087-MJ 
1560-030-5088-MJ 
























1560-627-4421-MJ 
1560-621-2971-MJ 
1560-320-5940-MJ 
1560-696-1473-MJ 










5315-286-6711 







1560-320-5941-MJ 








1560-692-2041-MJ 
1560-030-5090-MJ 
1560-329-4233-MJ 









-MJ 
1560-887-2991-MJ 








1560-887-2993-MJ 
1560-521-4601-MJ 












1560-508-8667-MJ 
1560-506-6301-MJ 
1560-341-0343-MJ 
1560-251-2215-MJ 
1560-251-2216-MJ 
1560-329-4304-MJ 
1560-247-4492-MJ 


















1560-696-1474-MJ 





1560-569-6432-MJ 
1560-211-0144-MJ 
1560-692-2042-MJ 
1560-320-5942-MJ 
1560-336-1248-MJ 
1560-216-1762-MJ 
1560-692-2043-MJ 
5340-332-3168 
5340-332-3169 
1560-030-5091-MJ 
1560-028-8744-MJ 
1560-887-2994-MJ 
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Section lll 


Numerical Index 


PART NUMBER 





165-42127-2 
165-42131-100 
165-42133-150 
165-42134 
165-42141-231 


165-42141-251 


165-42142-11 
165-42142-3 
165-42142-9 
165-42143 
165-42144 
165-42145-25 
165-42146 
165-42147 
165-42148 
165-42151 
165-42152 
165-42157-1 
165-42157-2 
165-42158 
165-42163-21 
165-42164 
165-42165 
165-42165-23 
165-42167 
165-42175 
165-42176 
165-42178-3 
165-42179 
165-42180 
165-42181 
165-42183-50 
165-42185 
165-42186 
165-42189-11 
165-42193 
165-42200-50 
165-42205 
165-42205-111 
165-42229 
165-42235-3 
165-42236-1 
165-42236-2 
165-42239 
165-42240 
165-42241 
165-42244 
“|165-42801-103 
165-42801-105 
165-42801-107 
165-42801-109 
165-42801-111 
165-42801-115 
165-42801-123 
165-42801-129 
165-42801-131 
165-42801-21 








165-42801-25 
165-42801-57 
165-42801-59 
165-42801-71 
165-42801-75 
165-42801-83 
165-42801-89 
165-43007 
165-43008 
165-43009 
165-43011 
165-43012 
165-43013 
165-43014 
165-43015 
165-43018 
165-43019 
165-43020 
165-43024 
165-43025 
165-43026 
165-43027 
165-43029 


640 








STOCK NO. 


1560-888-0603-M 


1560-676-1364-M 
1560-526-3308-M 
1560-328-3446-M 


1560-346-9736-M 


1560-320-5944-M 
1560-092-4678-M 
1560-327-2956-M 
1560-214-9446-M 
1560-306-3971-M 


-M 
1560-032-3987-M 
1560-213-5094-M 


1560-331-9368-M 


1560-327-2958-M 
1560-566-6034-M 


1560-521-4606-M 
1560-330-7218-M 
1560-327-2959-M 
1560-030-5117-M 
1560-307-2345-M 
1560-530-1083-M 
1560-030-5118-M 
5315-200-4988 

1560-030-5119-M 
1560-332-0990-M 
1560-035-3137-M 
1560-323-8407-M 
1560-030-5120-M 
1560-035-3138-M 
1560-323-8424-M 
1560-035-3139-M 


1560-302-3242-M 


1560-030-5121-M 
5315-291-1437 

5315-291-1438 

1560-320-5946-M 
1560-030-5122-M 
1560-216-1763-M 
1560-030-5123-M 
1560-092-4679-M 
1560-092-4680-M 
1560-092-4681-M 
1560-040-7303-M 
1560-216-1764-M 
1560-216-1766-M 


1560-326-2967-M 
1560-614-5015-M 
1560-092-4684-M 


1560-092-4685-M 
1560-630-3359-M 
1560-214-9448-M 
1560-092-4687-M 
1560-092-4688-M 
1560-092-4689-M 
1560-092-4690-M 
2995-247-4491 
1680-662-7118 
2995-320-5947 
2995-332-0991 
2995-024-4512 
2995-247-4489 
2995-247-4488 
2995-251-2800 
1560-521-4608-M 
2995-035-3142 
1560-035-3143-M 


1560-630-5332-M 
2995-244-1399 
2995-244-1400 
2995-035-3144 


FIGURE 
AND INDEX 


111 
125-9 
125-8 
125-11 
314-28 
315 
314 
315 
314 
314 
314-12 
315-7 
315-4 
314-15 
315-1 
314-13 
111-17 
125-12 
125-7 
121 
121-16 
121-18 
314-10 
317-15 
317 
317-14 
317-17 
311-41 
311 
315-5 
314 
315-6 
314 
123-30 
314-15 
93-14 
314-20 
341-23 
121-24 
125-3 
125 
313-33 
314-8 
314-7 
314 
313-34 
315-14 
312-3 
121-29 
343-13 
343-10 


.343 


341-38 
341-41 
343-36 
343-37 
343 
341-29 
314-24 
343-46 
343-2 
341-26 
341-21 
343-9 
313-31 
343-17 
343-18 
322-9 
322-10 
322-8 
321-31 
321-30 
321-11 
321-24 
321-13 
321-29 
321-9 
321-8 
320-23 
321-33 
321-28 
321-27 
321-14 
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lF-86K-4 


PART NUMBER 








STOCK NO. 


AND INDEX 


FIGURE 
























































165-43082 
165-43082-5 
165-47001-111 


165-47008 
165-47009-11 
165-47017 
165-47036. 
165-47037 
165-47038 
165-47039 
165-47040 
165-47041 


165-47048-19 
165-47048-21 
165-47048-23 
165-47048-25 
165-47048-3 
165-47048-5 
165-47048-7 
165-47048-9 
165-47050-111 


165-47056 
165-47058-50 
165-47062 
165-47065-11 
165-47067 


165-47801-11 
165-47801-13 
165-47801-25 
165-47801-27 
165-47801-31 
165-47801-33 
165-47804-21 
165-47805 

165-48009 


165-48026 
165-48029 
165-48031-3 
165-48031-5 


165-48036 
165-48037 
165-48039-3 
165-48039-5 
165-48053 
165-48054 
165-48071 
165-48073 
165-48074 
165-48081 


165-48082 


165-48088-10 
165-48088-11 
165-48088-12 
165-48088-13 
165-48088-14 
165-48088-15 
165-48088-16 





| 1560-035-3152-MJ 








2995-024-4514 
1560-030-5124-MJ 
2995-024-4515 


2995-200-1405 


1560-216-1771-MJ 


1560-332-3172-MJ 
1560-025-585 1-MJ 
1560-320-5949-MJ 
1560-304-8691-MJ 
1560-335-8661-MJ| 
1560-035-3149-MJ 
1560-032-3995-MJ 
1560-035-3150-MJ 
1560-527-6675-MJ 


1560-391-0934-MJ 


1560-035-3153-MJ 
1560-035-3154-MJ 
1560-035-3155-MJ 
1560-024-4517-MJ 


1560-536-6692-MJ 
1560-332-3173-MJ 
1560-323-8426-MJ 


1560-306-3972-MJ 


1560-336-2140-MJ 
1560-508-8669-MJ 
1560-692-1599-MJ 
1560-219-4105-MJ 
1560-219-4106-MJ 


4730-388-8532 


1560-030-5131-MJ 
1560-320-5950-MJ 


1560-887-2996-MJ 
1560-526-9401-MJ 
4120-528-2934 

1560-329-4408-MJ 


1560-329-4528-MJ 
1560-250-9818-MJ 
1560-244-1409-MJ 
1560-035-3159-MJ 
1560-641-7248-MJ 
1560-035-3163-MJ 
1560-035-3164-MJ 








1560-329-4839-MJ 
4130-595-3438 


1560-692-2052-MJ 
1560-692-2053-MJ 


1560-563-7690-MJ 
1560-035-3166-MJ 


1560-035-3168-MJ 
1560-035-3169-MJ 
1560-588-6821-MJ 
1560~-588-6822-MJ 
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1963 














PART NUMBER 


165-48088-17 
165-48088-18 
165-48088-2 


165-48088-27 
165-48088-28 
165-48088-29 
165-48088-3 
165-48088-30 
165-48088-31 
165-48088-32 
165-48088-33 
165-48088-34 
165-48088-35 
165-48088-36 
165-48088-37 
165-48088-38 
165-48088-39 
165-48088-4 
165-48088-40 
165-48088-41 
165-48088-42 
165-48088-43 
165-48088-44 
165-48088-45 
165-48088-46 
165-48088-7 
165-48088-8 
165-48088-9 
165-48089 
165-48092 


165-48093 


165-48094 
165-48096-1 


165-48096-3 


165-48096-5 
165-48102 
165-48106 
165-48107-3 
165-48109 


165-48109-3 
165-48113-3 


165-48114 
165-48115 
165-48116 
165-48119-3 
165-48120 
165-48121 


165-48128-3 


165-48129 
165-48133 
165-48134 
165-48149-3 
165-48182 
165-48182-3 
165-48183 
165-48184 
165-48185 
165-48187-1 
165-48187-2 
165-48188 


165-48191-5 
165-48198 
165-48199- 100 
165-48199-121 
165-48203-1 
165-48203-2 
165-48204 
165-48205 


CHANGED 3 MAY 





1560-588-6823-M 
1560-574-9997-M 


1560-509-3764-M 


1560-035-3172-M 
1560-509-3765-M 
1560-509-3766-M 
1560-563-1692-M 


1560-509-3767-M 


1560-563-7693-M 
1560-572-2705-M 
1560-536-6693-M 


1560-035-3173-M 
1560-536-6694-M 
1560-574-8039-M 
1560-562-2685-M 
1560-572-2706-M 
1560-562-2686-M 
1560-035-3174-M 
1560-035-3175-M 


2915-202-2436 


1560-320-5953-M 
1560-320-5954-M 


1560-320-5955-M 
1560-024-4520-M 
1560-250-9819-M 
1560-526-8763-M 
4730-595-2534 


1560-698-9632-M 
1560-527-6695-M 


5307-327-2963 
1560-332-3174-M 
1560-035-3176-M 


4730-388-8534 

1560-329-4873-M 
1560-332-3175-M 
1560-515-5013-M 
1560-527-6674-M 
1560-530-1057-M 


1560-332-3176-M 
-M 
1560-035-3177-M 


1560-323-8463-M 


1560-327-2965-M 
1560-321-2966-M 
1560-327-2967-M 


1560-692-2054-M 
1560-329-4909-M 
1560-329-4910-M 


1560-327-2968-M 
1560-304-3351-M 
1560-587-0066-M 


1560-035-3182-M 


1560-332-3178-M 
1560-035-3183-M 
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lF-86K-4 


PART NUMBER 


165-48208-15 
165-48208-20 


165-48209-20 


165-48219-1 
165-48219-2 
165-48220 
165-48220-3 
165-48223 


165-48224 
165-48224-3 
165-48225 


165-48226 
165-48227 


165-48230-3 
165-48231 
165-48233-3 
165-48237 
165-48238 
165-48240-51 
165-48241-51 
165-48241-52 
165-48242-3 
165-48242-5 
165-48243-50 
165-48244-103 
165-48244-104 
165-48245-100 
165-48246 
165-48247 


165-48248-100 


165-48255 
165-48256 
165-48257-1 
165-48257-2 
165-48258-1 


165-48270 
165-48272 
165-48273 
165-48274-3 
165-48275-10 
165-48280-10 


165-48296-1 
165-48296-2 
165-48297-1 
165-48297-2 
165-48298 
165-48305 
165-48311 
165-48312-5 
165-48313-3 





STOCK NO. 


1560-335-8669-MJ 
1560-530-0058-MJ 
1560-040-7304-MJ 
1560-332-3180-MJ 
5307-207-6936 


1560-516-1220-MJ 
1560-694-4300-M 


1560-211-0151-MJ 
1560-327-2969-MJ 
1560-216-1773-MJ 


1560-298-6835-MJ 
1560-692-2055-MJ 


1560-521-4611-MJ 
1560-516-0967-MJ 
1560-526-9398-MJ 


4730-595-3439 

1560-332-3181-MJ 
1560-332-3182-MJ 
1560-035-3187-MJ 
1560-035-3190-MJ 
1560-213-5099-MJ 





1560-213-5100-MJ 


1560-035-3195-M 


1560-035-3197-MJ 
1560-035-3198-MJ 
1560-035-3199-M 


1560-035-3202-MJ 


1560-035-3206-MJ 


1560-035-3208-MJ 
1560-035-3209-MJ 
1560-035-3212-MJ 
1560-035-3213-MJ 
1560-035-3214-MJ 


1560-035-3215-MJ 
1560-521-4612-M 


1560-035-3217-M 
1560-035-3219-MJ 


| 1560-630-3374-M 


1560-330-7230-MJ 


1560-370-8210-MJ 
1560-332-3191-MJ 


1560-035-3221-MJ 
1560-634-8932-MJ 
1560-193-4190-MJ 
1560-527-6693-MJ 
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PART NUMBER 


165-48320 


165-48329-20 
165-48331 


165-48332 
165-48335 
165-48405 
165-48407 


165-48407-10 
165-48407-11 
165-48408 
165-48409 


165-48409-20 


165-48410-13 
165-48410-15 
165-48411 
165-48412 
165-48413 


165-48419-10 
165-48422 
165-48426-5 
165-48428 
165-48429 
165-48430-10 


165-48432 
165-48433 
165-48502 
165-48503 
165-48504 
165-48505 
165-48506 
165-48507 
165-48507-3 
165-48508 
165-48509 
165-48510 
165-48511 
165-48512 
165-48513-3 
1165-48514 
165-48519 
165-48521 
165-48521-10 
165-48523 
165-48526 ` 
165-48530-1 
165-48530-2 
165-48531-1 
165-48531-2 
165-48537-1 
165-48537-2 
165-48538-1 
165-48538-2 
165-48541-1 


165-48602-85 
165-486106 
165-486106-2 
165-486114-49 


165-48802-53 
165-48802-55 
165-48802-57 
165-48802-63 


165-48802-89 
165-48802-91 


642 


STOCK NO. 


1560-332-3192-M 


1560-035-3222-M 
1560-329-4976-M 


1560-035-3223-M 
1560-624-0238-M 


1560-251-1984-M 
1560-397-0936-M 


1560-397-0931-M 
1560-330-7342-M 
1560-330-7343-M 

-M 


1560-332-3193-M 
1560-332-3194-M 
1560-323-8515-M 
1560-332-0992-M 
1560-214-9470-M 


5310-205-9451 


1560-035-3225-M 
1560-323-8548-M 
1560-345-2813-M 
1560-521-4622-M 
5307-207-6941 


1560-323-8560-M 
1560-397-0938-M 


1560-323-8563-M 
1560-323-8566-M 
1560-887-2998-M 


1560-332-3196-M 
1560-329-5066-M 
1560-620-6649-M 


1560-544-1872-M 
1560-530-1061-M 
1560-526-8782-M 
1560-393-9877-M 
1560-522-9022-M 


1560-888-0605-M 


1560-887-2999-M 
1560-887-3000-M 
1560-521-4625-M 
1560-521-4627-M 
1560-035-3227-M 
1560-310-6004-M 
1560-598-4583-M 
1560-547-7313-M 
1560-533-9326-M 


5340-634-6958 
-M 


1560-521-4629-M 
1560-323-8515-Μ 
1560-320-5959-M 


1560-092-4709-M 
1560-092-4710-M 
1560-098-8091-M 


'1560-092-4T715-M 


FIGURE 
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.328-4 


332-41 
328 
331-20 
328-10 
329 
328-37 
329-19 
329-12 
329 
93-3 
328-29 
331-32 
26-22 
26 
333-5 
328-28 
331-34 
328-28 
331-34 
93-5 
12-56 


8331-23 


331-24 
333-65 
331-25 
331-26 
331-39 
334-5 
331-7 
333-6 
333-71 
333-70 
331-47 
333 
331-15 
331-8 
332-33 
332-11 
332-10 
332-19 
332-22 
332-18 
332-18 
332-15 
332-24 
332-28 
340-34 
332-27 
93-27 
93-28 
340-27 
332-9 
332-9 
332 
92-20 
340-5 
340-6 
340 
340-1 
340 
340-9 
340 
340-10 
340 
340-18 


“332-47 


332-48 
332-49 
326-12 
82-5 
82 
326-13 
6-22 
6-23 
326-11 
338-34 
339-3 
338-43 
143-22 
334-9 
334-8 
334-1 
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PART NUMBER 


STOCK NO. 





165-48802-93 
165-48802-95 
165-48802-98 
165-48803-31 
165-48803-33 
165-48803-39 
165-48803-47 
165-48803-49 
165-48803-65 
165-48803-83 


165-48806-1 
165-48806-13 
165-48806-27 
165-48806-3 
165-48806-42 
165-48806-5 
165-48806-53 
165-48806-55 
165-48806-59 
165-48806-61 
165-48806-63 
165-48806-7 
165-48806-9 
165-48815 
165-48816 
165-48816-20 
165-48817-20 
165-48825-20 
165-48837 
165-48840 
165-48841-10 
165-48845 
165-48845-20 
165-48846-20 
165-48848-20 
165-48849-30 
165-48852-50 
165-48857 
165-48858 
165-48859 
165-48862 
165-48865 
165-48866 
165-51017 
165-51020 
165-51032-1 
165-51032-2 
165-51037-1 
165-51037-2 
165-51045-13 
165-51056-3 
165-51056-5 
165-51065 
165-51075-3 
165-51077 
165-51081-10 
165-51082-10 
165-51085 
165-51090 
165-51092 
165-51093 
165-51093-10 
165-51094 
165-51099 
165-51107-5 


165-51107-9 
165-51108-3 


165-51108-5 
165-51109 
165-51110 
165-51111 
165-51112-10 
165-51117 
165-51139 
165-51140 


165-51144 
165-51160-3 
165-51170 





1560-092-4716-MJ 
1560-092-4717-MJ 
1560-092-4718-MJ 


1560-024-4554-MJ 





1560-024-4556-Μ. 
1560-024-4557-MJ 
1560-024-4563-MJ 
4720-092-4720 


1560-040-7324-MJ 
1560-040-7325-MJ 


1560-040-7326-MJ 
1560-024-4565-MJ 
1560-040-7329-MJ 
1560-024-4566-Μ. 
1560-040-7330-MJ 
1560-024-4567-MJ 
1560-040-7331-MJ 


1560-040-7333-MJ 
1560-040-7334-MJ 


1560-099-3343-My 
1560-040-7336-MJ| 
1560-216-1779-MJ 
1560-692-7601-MJ 
1560-335-8830-MJ 


-MJ 
1560-099-3345-MJ 
1560-304-3353-MJ 
1560-216-1781-MJ 
1560-311-0004-MJ 


1560-040-7344-MJ 
1560-040-7345-MJ 
1560-335-8881-MJ 


1560-040-7347-MJ| 





1560-040-7348-MJ 


6685-694-4302 

1560-035-3232-MJ 
1560-035-3233-My 
1560-347-7016-MyJ 


1560-040-7356-MJ 


1560-310-1331-MJ| 


1560-531-8629-MJ 


1560-332-3199-MJ 
1560-326-2970-MJ 


1560-526-8791-MJ 


1560-336-1253-MJ 
1560-030-5133-MJ 
1560-373-6412-MJ 


1560-332-3200-MJ 


1560-185-4965-MJ 
1560-193-1584-MJ 
5340-334-2478 


1560-099-2806-MJ 
1560-397-0943-MJ 
1560-040-7357-MJ 


1560-326-29T1-MJ 
1560-530-1080-MJ 


FIGURE 
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PART NUMBER 


165-51173 
165-51192 


165-51227-ι 
165-51227-2 
165-51234-1 
165-51235-1 
165-51235-20 
165-51237 
165-51247-50 
165-51247-71 
165-51250 
165-51262 
165-51296-10 


165-51801-121 
165-51801-123 
165-51801-125 
165-51801-127 
165-51801-37 
165-51801-5 
165-51802-6 


165-52006 
165-52007 
165-52010 
165-52011-3 
165-52011-5 


165-52013-101 


165-52014-101 
165-52014-102 
165-52015-101 
165-52016 
165-52016-3 


165-52020-1 
165-52020-2 
165-52041 
165-52041-23 
165-52046 
165-52052-125 


165-52061 
165-52064 
165-52101-21 


165-52102-21 
165-52103 
165-52104 
165-52105 
165-52107-3 
165-52108 
165-52109 
165-52110-1 


165-52112-3 
165-52113 


CHANGED 3 MAY 


STOCK NO. 


5301-638-2038 
1560-035-3242-M 


1560-035-3243-M 
1560-035-3244-M 
1560-509-3768-M 
1560-536-6695-M 


1560-035-3245-M 


1560-332-3201-M 


1560-214-9488-M 
1560-025-5868-M 


1560-330-7346-M 


1560-035-3248-M 
1560-035-3249-M 


1560-373-6473-M 
1560-327-2971-M 
1560-035-3251-M 
1560-521-4633-M 


5340-200-4725 


5340-026-8612 


1560-536-6697-M 


1560-662-5666-M 
1560-330-7349-M 
1560-331-9371-M 
1560-329-5509-M 


1560-630-5333-M 
1560-244-4677-M 
1560-697-9839-M 
1560-630-5334-M 


1560-327-2972-M 
1560-097-3918-M 


1560-097-3919-M 


1560-099-2810-M 
1560-244-4678-M 


1560-244-6330-M 
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FIGURE 
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209A-45 
33-43 
33-44 
33-8 
33-6 
33-1 
33-5 
143-5 
147-36 
149-30 
149 
147-24 
149 
147 
149 
147-26 
149-17 
150-18 
149-19 
150-16 
154-24 
179-26 
155-11 
155-47 
149-1 
150-23 
6 
37 
38 
9 
40 
9 
40 


147 
157-25 
159-23 
159-22 
162-15 
116 
116 
52-46 
52 
120-15 
153-2 
153-34 
153-14 
146-29 
147-11 
146-34 
154-50 
156 
156 
156-49 
156-33 
156-20 
156-19 
156-23 
155-23 
156-21 
156-22 
156-6 
156-13 
156 
156-2 
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1F-86K-4 


1560-246-9480-MJ 
1560-244-6329-MJ 


PART NUMBER 


165-52114 
165-52115 
165-52116 

























165-52119 
165-52120 


1560-395-5993-MJ 
1560-624-0231-M 






165-52121-101 





165-52122 



























165-52123 
165-52125 
165-52126 
165-52127 


1560-526-8779-MJ 
1560-035-3255-MJ 
1560-395-5994-M 
5310-596-3371 

1560-516-0383-MJ 
1560-662-7189-MJ 
1560-327-2913-MJ 
1560-244-4681-MJ 
1560-026-2426-MJ 
1560-035-3256-MJ 
1560-332-3202-MJ 
1560-035-3257-MJ| 
1560-030-5134-Μ. 
























165-52204-1 
165-52204-2 















1560-244-4682-MJ 




















1560-697-9841-MJ 
1560-393-9880-MJ 
1560-393-9881-MJ 
1560-035-3261-MJ 















1560-035-3266-MJ 
1560-030-5136-MJ 













165-522229-7 
165-522241-7 
165-522261 
165-52235-3 
165-52249-31 
165-52250 
165-52277-1 
165-52217-2 
165-52280-5 
165-52282-1 
165-52282-2 













1560-030-5139-MJ 





















1560-888-6369-MJ 

























165-52294-1 
165-52294-2 
165-52299 

165-52301-3 
165-52302-3 














1560-035-3271-MJ 
1560-244-6331-MJ 














165-52302-5 1560-252-5322-MJ 
165-52303 1560-244-4857-MJ 
165-52303-5 
165- 52304 1560-244-4684-MJ 
165-52304-5 





165-52305 1560-244-4685-MJ 





1560-211-0157-MJ 





1560-244-6332-MJ 





1560-035-3272-MJ 



















5340-035-3213 
1560-697-9843-MJ 
1560-697-9844-MJ 
1560-388-8536-MJ 
1560-035-3216-MJ 
1560-035-3277-MJ 
1560-030-5143-M 























1560-035-3278-MJ 
1560-035-3279-MJ 
1560-030-5144-MJ 





165-52319 
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FIGURE 










155-19 
154-45 
155-39 
155-21 
155-38 
154-7 
154-8 
155 
146-3 
154 
154-40 
155 
154-47 
154-46 
154-48 
155-31 
155-34 
155-42 
155-36 
154-49 
156-17 
154-37 
156-18 
154-51 
149-23 
149 
116 
116 
146-19 
146-23 
155-15 
157-49 
147-30 
147-31 
146-18 
146-18 
147-40 
147-41 
146-27 
146-28 
146-33 
146-55 
147-49 
155-46 
154-32 
154-33 
122 
122 
161-6 
122 
122 
158-38 
158-41 
116 
116 
75-28 
150-22 
147-17 
147 
146-20 
146 
39-15 
39-16 
147-2 
147-5 
154-14 
155 
154-18 
83-26 
147-16 
147-20 
150 
41-16 
40-6 
40-7 
40-32 
37-28 
150-19 
38-4 
38-6 
150-13 
31-17 
39-2 
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Section lll 


Numerical Index T.G. LF-B6K-4 


FIGURE 
AND INDEX 


FIGURE 


PART NUMBER STOCK NO. AND INDEX 


PART NUMBER STOCK NO. 


165-52319-3 
165-523194 
165-523194-5 
165-523195 
165-523196 
165-52320 
165-523200 
165-523203 
165-523203-5 
165-52321-5 


165-52323-3 
165-52324-5 
165-52324-6 
165-52325 


165-52326-101 


165-52326-102 


165-52327-5 
165-52328-1 
165-52328-2 


165-52333-1 
165-52333-2 
165-52335 
165-52336 
165-52337-11 
165-52337-15 
165-52337-7 
165-52340-3 


165-52353 
165-52354-1 
165-52354-2 
165-52359-3 
165-52359-4 
165-52360-11 
165-52360-12 
165-52361 
165-52363-1 
165-52363-2 
165-52364-1 
165-52364-2 
165-52387 
165-52397-1 
165-52397-2 
165-52398 
165-52401-5 


165-52401-6 


165-52402 
165-52404 
165-52405 
165-52408-1 
165-52408-2 
165-52410-1 
165-52410-2 
165-52411 
165-524113 
165-524116 
165-524117 
165-524118 
165-52412-1 
165-52412-2 
165-52415 
165-52417-1 
165-52417-2 
165-52418-5 
165-52419-11 
165-52419-7 
165-52420 


644 





1560-030-5145-M 


1560-035-3280-M 
1560-887-3009-M 


1560-185-4106-M 
1560-185-4105-M 
1560-211-0159-M 
1560-887-8011-M 


1560-185-4104-M 
1560-185-4103-M 
1560-251-5753-M 


1560-211-0160-M 
1560-887-3012-M 
1560-887-3014-M 
1560-395-5995-M 


1560-251-4553-M 
1560-887-3016-M 
1560-887-3017-M 
1560-035-3282-M 


1560-346-9738-M 


1560-026-2428-M 
1560-393-9882-M 


1560-185-4109-M 


1560-329-5550-M 
1560-035-3285-M 


1560-521-4643-M 


:1560-521-4644-M 


1560-335-8893-M 


1560-388-8537-M 
1560-386-7845-M 
1560-386-7846-M 
1560-386-7847-M 
1560-888-8499-M 
1560-035-3286-M 
1560-388-8538-M 
1560-388-8539-M 
5340-329-5555 


1560-244-6334-M 
1560-697-9845-M 
1560-244-6336-M 


1560-244-2088-M 


1560-244-2090-M 
1560-888-8501-M 
1560-888-8502-M 


1560-320-5961-M 


1560-341-0514-M 


1560-244-2093-M 


1560-030-5149-M 
1560-526-3079-M 
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165-52426 
165-52428 
165-52429 
165-52432 
165-52433-3 
165-52433-4 
165-52434-101 


165-52435-7 
165-52435-9 


165-52440 
165-52441 
165-52442-5 
165-52443 
165-52444 
165-52445 
165-52446 
165-52447 
165-52448-3 
165-52448-4 
165-52494 
165-53001 
165-53017-200 


165-53017-300 


165-53024 
165-53025 
165-53026 
165-53028 
165-53028-23 
165-53028-49 
165-53028-5 
165-53028-51 
165-53028-7 


165-53031-3 


165-53032-7 


165-53033-5 
165-53051-11 
165-53051-3 
165-53051-300 


165-53051-400 


165-53051-5 
165-53051-7 
165-53051-9 
165-53053-3 
165-53053-4 
165-53054-3 
165-53055-3 
165-53055-4 
165-53056-3 
165-53057-1 
165-53057-2 


165-53063 
165-53065-1 
165-53065-2 
165-53066 
165-53067 
165-53069-17 
165-53069-31 
165-53071-3 


165-53072-100 


165-53073-21 
165-53073-22 
165-53074 

165-53080-31 
165-53080-32 





5315-333-6261 
1560-028-8794-MJ 
1560-035-3291-MJ 


1560-244-2094-MJ 
1560-395-5996-MJ 
1560-025-5870-MJ 
1560-244-2096-MJ 
1560-244-2097-MJ 
1560-035-3292-M 


1560-521-4641-MJ 


1560-244-4687-MJ 
1560-251-5520-MJ 
1560-026-2431-MJ 
1560-251-5521-MJ 
1560-526-3987-MJ 
1560-320-5964-MJ 
1560-330- 7351-MJ 
5340-205-5907 

5310-596-6328 

1560-032-4000-MJ 
1560-888-8506-MJ 





1680-626-7954 


1560-696-3899-MJ 
1560-696-3900-MJ 
1560-251-9283-MJ| 
1730-395-6777 


1560-639-6107-MJ 


1560-336-7666-MJ 
1680-573-0963 
1680-625-8328 





1680-024-4572 
1680-024-4573 


1680-024-4577 
1680-024-4578 
1680-024-4579 


5315-333-6262 
4710-540-0260 
1680-393-9895 
1680-332-0886 


1680-330-7354 
1560-327-2117-MJ 


1680-215-1790 


1680-698-9584 


1680-024-4585 
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τ.ο. 1F-86K-4 Numerical Index 


PART NUMBER 


165-53090-4 
165-53091-1 
165-53091-2 
165-53092 
165-53093-3 
165-53093-4 
165-53094-3 
165-53099 
165-53101 
165-53102 
165-53103 
165-53104-3 
165-53110 
165-53111-1 
165-53111-2 
165-53112 
165-53112-3 
165-53112-5 
165-53114 


STOCK NO. 


1680-028-8805 
1680-028-8806 
1680-024-4588 


1680-348-3662 
1680-216-1794 


1680-028-8809 
1680-304-3360 
1680-035-3297 


1660-388-8543 
1680-030-5150 


1680-030-5151 
1680-035-3298 
1680-386-7849 


1680-692-7608 
1680-393-9897 


FIGURE 
AND INDEX 


PART NUMBER STOCK NO. 


165-53407-19 
165-53407-25 
165-53407-43 
165-53407-65 
165-53407-77 


165-53407-95 
165-53407-99 
165-53408-11 
165-53408-13 
165-53408-3 
165-53408-5 


165-53408-7 
165-53408-9 
165-53409-3 
165-53410-11 


165-53410-15 
165-53410-17 
165-53410-21 


1560-528-3334-MJ 
1560-320-5971-MJ 
1660-216-1803 


1560-307-2348-MJ 
1560-397-0965-MJ 


4720-528-3172 
4720-202-0203 
4720-203-0206 


4720-203-0205 
4720-203-0204 
4720-547-3455 
4720-202-7968 


4720-202-7970 
4720-547-3457 
4720-528-2446 


FIGURE 
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273-10 
273-9 
270-8 
269-51 
143-21 
269-45 
264-1 
267-18 
273-1 
265-47 
269-58 
269-59 
270-6 
270-42 
270-24 
271-11 
265-44 
264-2 
274-3 
274-35 
264-6 
270-10 
13-32 
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165-53410-29 69-12 
165-53410-3 1560-521-4655-MJ| 275-31 
165-53410-31 69-6 
165-53410-33 69-5 
165-53410-35 69-15 
165-53410-37 i 69-18 
165-53410-39 69-22 
165-53410-45 4120-541-3461 69-20 
264-4 
275-33 
4120-528-2445 69-8 
214-20 
275-22 
82-13 
82 
5340-200-8326 | 272-37 
1560-335-8896-MJ| 272-40 
1560-024-4601-MJ| 264-5 
1560-888-8510-MJ| 264-3 
84-14 
1660-217-6309-MJ| 272-55 
1560-526-2367-MJ| 272-64 
5330-599-0333 265-31 
265-35 
265-18 
265-40 
267-6 
265-36 


165-53125 


165-53130 
165-53131 
165-53151 


1680-211-0163 
1680-320-5968 
1680-228-0841 
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165-53151-3 
165-53152 
165-53153 
165-53154 
165-53160-3 
165-53201-101 
165-53201-202 
165-53201-204 
165-53201-304 
165-53204 
165-53205 
165-53205-10 


1680-024-4590 
1680-024-4591 
1680-024-4592 
1680-024-4595 
1560-030-5156-M 
1560-030-5157-M 


=> 
m 


1560-566-3005-M 
1560-332-0995-M 


1560-092-4739-M 


2 =-= 
m ZZ m 
m= °= 


1560-092-4740-M 
1560-028-8810-M 
1560-026-2432-M 
1560-026-2433-M 
1560-888-8508-M 


165-53316-9 
165-53318-11 
165-53321-1 


5330-641-2695 


165-53469-121 
165-53469-131 265-36 
165-53471-31 1560-219-4121-MJ| 265-13 
165-53480-11 265 
265-6 
1560-216-4120-MJ 69 
69A 
1560-217-6322-MJ 69-10 
694 * 
165-53480-17 69 
69Α 
165-53480-19 261-9 
165-53480-5 1560-692-2063-MJ 69 
69A 
165-53480-1 69 
69A 
317-24 
1560-330-7454-MJ| 311-11 
1560-527-6697-MJ| 311 
1560-330-7455-MJ| 266-23 
165-53497 265-23 
165-53502 272-60 
165-53503 113-6 
272-63 
113-2 
1560-332-9911-MJ| 113-4 
1560-526-9385-MJ| 271-10 
1560-527-6245-MJ| 272-35 
1560-332-9912-MJ| 272-34 
1560-327-2981-MJ| 272-31 
1560-332-3209-MJ| 268-9 
269-65 
210-26 


165-53321-2 
165-53323 
165-53330-10 
165-53330-5 
165-53331-5 
165-53340 
165-53341 
165-53344-1 
165-53344-2 
165-53348-3 
165-53367 
165-53368 
165-53370 


1560-888-8509-M 
1560-330-7364-M 
1560-216-1796-M 
1660-216-1797 165-53480-13 
1560-214-9498-M 165-53480-15 
1560-332-3207-M 
1560-330-7377-M 


1560-521-4653-M 
1660-307-2347 


1560-032-4001-M 
1560-332-3208-M 
165-53481-10 
165-53483 
165-53484 
165-53488 


1560-327-2976-M 
1560-244-9741-M 
1560-329-5652-M 
1560-026-2434-M 
1560-025-5874-M 
1560-035-3301-M 
1560-035-3302-M 
1560-092-4741-M 
1560-092-4742-M 
1560-336-7667-M 
1560-330-7405-M 
1560-217-6302-M 
1560-526-8784-M 


165-53507 
165-53509 


165-53516 
165-53522 
1560-528-3202-M 
1560-397-0964-M 


165-53407-107 
165-53407-108 


ld 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
8 
4 
F 
1 
1 
1 
1 
2 
2 
2 
8 
2 
1 
3 
2 
6 
2 
1 | 
1 
1 
1 
F 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
8 
2 
8 
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165-53522 
165-53523 
















165-53523-11 
165-53529-10 
165-53532-5 
165-53545 
165-53547 
165-53550 
165-53554 


1560-332-3211-M 








5330-599-0335 












1660-026-2441 










1560-326-2977-M 
1560-251-9575-M 
1560-193-1586-M 









165-53567 
165-53568 
165-53570 
165-53571 
165-53572 
165-53573-10 



















1560-326-2978-M 
1660-696-3540 















m 





2 
m 










5330-202-1228 
1560-217-6328-M 
5340-200-8350 





165-53587 
165-53588 
165-53591 
165-53592 
165-53593 
165-53594 
165-53600 
165-53602 
165-53604 
165-53604-10 
165-53607-123 
165-53607-129 
165-53607-13 ᾿ 
165-53607-29 
165-53607-45 
165-53607-53 
165-53607-79 
165-53607-85 
165-53607-89 
165-53608 














1560-526-4536-MB 








1560-330-7457-M 
1560-329-6078-M 
1560-521-4661-M 

























1560-026-2442-M 
1560-306-3983-M 


m 





















1560-092-4750-M 














1560-093-3957-M 
1560-521-4663-M 
1560-521-4664-M 













1660-349-4740 
1660-092-4752 
1560-528-1662-M 










165-53617 
165-53618 
165-53619 
165-536207 
165-53%21 
165-53622 
165-53624 
165-53625 














1560-320-5712-MB 
1660-214-9512 

1560-213-5114-M 
1560-327-2983-M 
1560-329-6116-M 
1560-696-1478-M 








165-53627 1560-327-2984-M 
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1560-025-5875-M 











165-53631-101 
165-53631-102 
165-53631-121 
165-53631-122 
165-53631-141 
165-53631-142 
165-53631-151 
165-53631-152 
165-53637-1 
165-53637-2 
165-53638-11 
165-53638-12 
165-53638-3 
165-53638-5 
165-53638-7 
165-53638-9 





1560-217-6334-M 








REF 






m 
m 
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1560-306-3985-M 

































1560-217-6341-M 
1560-217-6342-M 
1560-326-2980-M 
1560-326-2981-M 
1560-213-5115-M 
1560-326-2982-M 
1560-326-2983-M 
1560-213-5116-M 


NNN ο A pei po ps po qu 


646 














FIGURE 
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165-53645-1 1 
REF 

165-53645-2 1 
165-53646-1 1560-217-6345-MJ 1 
165-53646-2 1560-217-6346-MJ H 
165-53648-3 REF 
165-53648-5 1560-244-2106-M 1 
1 

1560-025-5876-MJ| 1 

1560-531-3255-MJ| 2 

165-53649-5 1560-526-8762-MJ| 2 
2 

165-53650-11 1560-026-2447-MJ 1 
165-53652 REF 
165-53652-11 1560-304-3362-MJ 1 
165-53675 1560-092-4754-MJ 1 
165-53676-20 1650-694-8549 1 






165-53677 
165-53677-10 
165-53678 










1560-035-3303-MJ 
1660-026-2448 

1560-329-6141-MJ 
1560-327-2987-MJ 
1560-329-6143-MJ 
1660-035-3304 
1650-216-4138 
1650-320-5975 



























165-53683 
165-53684 
165-53685 
165-53687 

165-53690-3 





1660-320-5976 
1560-329-6178-MJ 
1560-694-7180-MJ 














165-53691-21 
165-53697-22 
165-53698-1 
165-53698-2 
165-53698-21 
165-53698-22 
165-53699-1 
165-53699-2 
165-53699-31 
165-53699-32 
165-53699-41 
165-53699-42 
165-53700-1 











1560-694-7181-MJ 
1560-329-6179-My 






























1560-329-6180-MJ 
1560-694-17182-MJ 
1560-570-3589-MJ 
1560-570-3576-MJ 
1560-571-9353-MJ 
1560-570-3577-My 






165-53700-2 

























165-53707-11 
165-53708 
165-53709 
165-53712 


1560-518-1248-MJ 
1560-521-4672-MJ 
5310-025-7237 









1560-344-1767-MJ 








165-53714-3 
1165-53715 
165-53717 
165-53717-7 


1560-620-6671-MJ 
5970-691-8846 
1560-329-6258-MyJ 


















165-53730-21 
165-53731 

165-53734-11 
165-53734-3 


1560-092-4755-MJ 
1560-326-2985-MJ 
1560-217-6347-MJ 
1560-216-4140-MJ 

























165-53734-5 
165-53734-7 
165-53735-11 
165-53735-3 


1560-216-4141-MJ 
1560-217-6348-MJ 









4730-528-2822 













165-53735-5 
165-53735-7 
163-53738 
165-53739-1 
165-53739-2 
165-53744 
165-53752-11 
165-53755-13 
165-53755-15 







4730-528-2823 
4130-528-2824 
















1680-694-9994 









1560-306-3986-My 
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PART NUMBER 


165-53755-5 
165-53756-13 
165-53756-15 
165-53756-17 
165-53757-1 
165-53757-2 
165-53758-1 
165-53758-2 
165-53793 
165-53793-11 
165-53794 
165-53795 
165-53796 
165-54039-11 
165-54039-15 
165-54039-21 
165-54039-9 
165-54067-10 
165-54093 
165-54094 
165-54096-3 
165-54096-4 
165-54112 


165-54128 
165-54152-20 
165-54152-30 
165-54152-40 
165-54155 


165-54177 
165-54178 
165-54179 
165-54180 
165-54181 
165-54182 
165-54183 
165-54184 


165-54199 
165-54200 
165-54202-11 
165-54202-15 
165-54202-21 
165-54202-27 
165-54202-29 
165-54202-31 
165-54202-33 
165-54202-35 
165-54202-37 
165-54202-7 


165-54202-9 
165-54211 
165-54212 
165-54223 
165-54225-10 
165-54243 
165-54248 
165-54249 
165-54250-3 
165-54250-5 


165-54251 
165-54262-10 
165-54273 
165-54282 
165-54310 
165-54313 
165-54337 
165-54338 
165-54341 . 
165-54352-30 


165-54352-41 
165-54352-51 
165-54353-30 
165-54354-30 


165-54354-41 
165-54355-70 


CHANGED 3 MAY 





STOCK NO. 


1560-304-3364-M 
1560-026-2452-M 
1560-306-3988-M 


1560-521-4673-M 
1560-521-4674-M 
1560-521-4675-M 
1560-521-4676-M 
1560-216-4144-M 


1560-327-2988-M 


5930-692-2066 


5930-696-1481 
5930-327-2990 


1680-692-2067 


1560-306-3990-M 


1560-652-7655-M 


1560-329-7145-M 
1560-521-4680-M 
1560-326-2990-M 
1560-521-4681-M 
5340-664-6477 

1560-521-4686-M 
5305-298-2490 


6150-284-1173 
1560-696-1484-M 
5930-048-0256 


1560-216-4145-M 


5930-217-0443 


1560-304-3369-M 


1560-326-2996-M 


1560-327-2994-M 


1963 
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274 

214-41 
214-39 
214-42 
274-46 


274-47: 


274-48 
274-49 
269-68 
269 
269 
266-23 
269-8 
220 
220 
210-33 
210-34 
224-15 
323-1 
323 
235-38 
232-31 
93A-17 
94-47 
225-10 
225-12 
225-14 
225-13 
220-17 
220-18 
229 
229-11 
229-13 
229-9 
229-8 
229-5 
229-10 
61-1 
142 
216-12 
229-12 
232 
232 
232 
232 
232 
232 
232 
232 
232 


61-21. 


232 
232 
231-1 
234-12 
235-17 
323-4 
219-1 
234-13 
222-12 
223-11 


, 223-10 


230-16 
210-35 
222-14 
111-16 

40-14 
231-16 
237 

90 

90 
220-15 
209 
211 
209-11 
211 
209 
211 
211-16 
211-17 
211 
209-29 
214 
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SOURCE 
CODE 


1F-86K-4 


PART NUMBER 


165-54355-91 


165-54356-50 
165-54356-71 
165-54357-10 
165-54357-5 
165-54358 


165-54358-11 


165-54359 
165-54359-11 


165-54319-20' 


165-54379-31 
165-54379-41 


165-54393-20 
165-54394-20 


165-54429 
165-54430 
165-54437 
165-54437-3 
165-54439 
165-54447 
165-54450-10 
165-54451 
165-54452 
165-54464 
165-54465 
165-54536 
165-54538-1 
165-54538-11 
165-54538-12 
165-54538-2 
165-54538-3 
165-54538-4 
165-54538-9 
165-54539-1 
165-54539-2 
165-54540 
165-54541-1 


165-54541-2 
165-54541-51 
165-54541-52. 
165-54542-21 


165-54543 


165-54545-1 


165-54545-3 


165-54636 
165-54644-10 
165-547112 
165-547113 
165-547124 
165-547125 
165-547128 
165-547129 
165-547133 
165-547134 


STOCK NO, 


1560-712-5040-MJ 


1560-566-6040-MJ 
1560-337-3659-MJ 


1560-696-1493-M 


1560-304-3370-MJ 


1560-651-0933-MJ 


5930-320-5981 


5930-694-1721 
2915-694-1722 
5930-694-1707 


1560-694-1708-MB 


5930-699-5589 


1560—-696-1494-M J| 


1560-692-2074-MJ 
1560-614-5020-MJ 


6150-538-8691 
6150-635-2292 
6150-635-2297 


5925-502-3989 


5306-298-4197 


:1560-696-1495-MJ 


| 1560-694-4309-MJ 


1560-311-0007-MJ 
1560-217-0444-MJ 


1680-091-8620 


1680-217-6350 


1560-524-2237-MJ 


1680-303-7584 
1680-311-0009 
1680-304-3373 
1680-333-4624 
6140-635-9259 


6140-635-9260 
1680-307-2355 
1680-307-2356 
1680-040-7392 
1680-035-3326 
1680-329-7406 


1680-329-7455 
1680-035-3327 


5970-332-1216 


1560-035-3334-MJ 


5340-200-5673 


1560-214-9522-M 
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165-547155 
165-547156 
165-547157 
165-547158 
165-547159 
165-547160 


165-58044-1 
165-58044-2 
165-58050-5 
165-58053-3 


165-58060 
165-58061 
165-58061-3 
165-58061-5 
165-58061-7 
165-58111-1 
165-58111-2 
165-58142 


165-58165-1 
165-58165-2 
165-58166-3 
165-58166-4 
165-58167-1 
165-58167-2 





STOCK NO. 


1560-624-0337-M 
5310-025-7238 
1560-516-2464-M 


1560-035-3335-M 
1560-521-4692-M 


5930-251-4555 
1560-035-3337-M 
1650-521-4694 
1650-260-6836 
1650-216-4147 
1650-219-2063 
1650-211-0170 
1650-035-3341 
1650-035-3342 
1650-217-6351 
1650-217-6352 
1650-388-8548 
1560-035-3349-M 
1560-035-3350-M 
1560-335-8915-M 


1650-216-4148 


1560-315-2553-M 


1560-035-3354-M 


1560-035-3355-M 


1560-040-7395-M 
1560-035-3357-M 


1560-035-3358-M 


1560-214-9526-M 
1560-624-0340-M 


1560-216-4150-M 


1560-524-2238-M 
1560-035-3360-Μ 


1650-323-8656 
1650-320-5989 
5340-597-8870 
1650-216-4151 


1560-035-3364-M 
1560-035-3365-M 


1560-035-3369-M 


FIGURE 
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146-47 
146-46 
146-48 
146-50 
146-49 
146-45 
156-41 
156-44 
156-43 
156-39 

1-17 
173-19 
208A-19 
208A 
54 
200-17 
202 
198-11 
205-13 
56-9 
205-13 
56-9 
208A-18 
208A 
53-5 
173-16 
277-19 
277 
60-13 
60 
60 
60 
182-39 
182 ` 
174-14 
174-14 
196-6 
196-6 
197-7 
196-7 
197-6 
196-7 
166-20 
166-25 
166-26 
7-6 
7-7 
7-8 
47 
47-34 
47 
47-33 
345-4 
345-5 
7-11 
7-12 
7-13 
7-14 
177-5 
179-24 
58-3 
54-6 
202-21 
202-24 
202-15 
202-16 
202-17 
202-20 
202-19 
202-23 
202-18 
202-22 
50-8 
179-8 
179 
179-14 
179-12 
115-43 
115-50 
1-15 
51-8 
1-16 
4-25 
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; í 
FIGURE 
AND INDEX 
3 
165-58400 1650-397-0985 
165-58402 
165-58416 1560-303-2396-M 
165-58419-21 L 
165-58420 
165-58422 1650-624-1737 
165-58430 1560-536-6701-MJ 
165-58432 1560-035-3371-M 
165-58438 1650-566-1952 4 


1560-035-3372-M 

1650-530-1822 

5310-346-9739 

5310-346-9740 1 


1560-336-7674-MJ 
1560-035-3373-MJ 


1650-397-0987 { 
165-586100-5 
165-586101 


165-586103 


165-58627-1: Γ 


165-58621-2 


165-58627-5 
165-58628-1 





165-58628-2 
165-58629-5 
165-58629-6 q 
165-58630 

165-58631 8 
165-58633-3 | 
165-58640-11 

165-58644-1 

165-58644-2 

165-58645 

165-58647-11 

165-58647-9 


165-58650 
165-58651-3 





165-58662-11 


165-58662-9 


CHANGED 3 MAY 1963 





PART NUMBER 


1165-58667 
165-58669 
165-58670 


165-58671 
165-58673 


165-58680-5 
165-58684-3 


165-58690 
165-58692-3 


165-58694-1 
165-58694-2 
165-58698-3 


165-58699 
165-58705 


165-58705-117 
165-58705-119 


165-587130-15 


165-58788-1 

165-58788-2 

165-58790-1 

165-58790-2 

165-58801-11 
165-58801-19 
165-58801-3 

165-58801-33 
165-58801-35 
165-58801-5 

165-58801-7 

165-58801-9 

165-58804-69 
165-58805-25 
165-58805-27 
165-58805-29 
165-58805-3 

165-58805-5 

165-58805-53 
165-58805-63 
165-58805-65 
165-58805-75 
165-58806-27 
165-58806-81 
165-58811-57 
165-58811-75 
165-58811-77 
165-58811-79 
165-58811-9 

165-58814-11 
165-58814-13 
165-58814-15 
165-58814-17 
165-58814-3 

165-58814-39 
165-58814-41 
165-58814-43 
165-58814-45 
165-58814-47 
165-58814-49 
165-58814-5 

165-58814-51 
165-58814-57 
165-58814-59 
165-58814-61 
165-58814-67 
165-58814-69 
165-58814-7 

165-58814-71 
165-58814-73 
165-58814-75 
165-58814-77 
165-58814-83 


CHANGED 3 MAY 





STOCK NO. 


1650-694-8551 
1650-521-4699 


1650-216-4156 
1650-026-2458 


1650-304-3375 


1650-185-5363 
1650-185-5362 
1560-035-3381-M 
1560-035-3382-M 
1560-026-2461-M 
1560-216-4160-M 


1560-099-2816-M 
1560-301-8150-M 
1560-026-2463-M 
1560-216-4164-M 
1560-026-2464-M 
1560-219-4140-M 
1560-099-2820-M 


1560-099-2822-M 
1560-099-2823-M 
1560-099-2824-M 
1560-099-2825-M 
1560-219-4051-Μ 
1560-219-4151-M 
1560-092-4761-M 


1560-219-4225-M 
1560-092-4767-M 
1560-219-4233-M 
1560-219-4234-M 
1560-219-4239-M 
1560-040-7419-M 
1560-040-7420-M 
1560-040-7421-M 
1560-040-7422-M 
1560-040-7423-M 
1560-026-2469-M 
1560-026-2470-M 
1560-219-4255-M 
1560-307-2370-M 
1560-307-2371-M 
1560-026-2471-M 
1560-040-7428-M 
1560-307-2372-M 
1560-219-4257-M 
1560-219-4258-M 
1560-219-4259-M 
1560-307-2374-M 
1560-307-2375-M 
1560-040-7429-M 
1560-307-2376-M 
1560-026-2472-M 
1560-026-2413-M 
1560-026-2474-M 
1560-092-4769-M 


1963 


FIGURE 
AND INDEX 


208A-7 
208A 
165-15 
165-18 
165-19 
208-6 
44-23 
46-23 
46-14 
47-17 
47-18 
45-30 
164-5 
164-4 
45-17 
45-16 
45-28 
204-29 
47-32 
165-24 
165-22 
203-24 
63-11 
63 
62-27 


T.G. 
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lF-86K-4 


PART NUMBER STOCK NO. 


165-58814-85 
165-58814-9 

165-58815-19 
165-58815-21 
165-58815-23 
165-58815-27 


165-58815-29. 


165-58815-3 
165-58815-31 
165-58815-33 
165-58815-35 
165-58815-39 
165-58815-41 
165-58815-43 
165-58815-7 

165-58816-11 
165-58816-13 
165-58816-15 
165-58816-17 
165-58816-19 
165-58816-21 
165-58816-23 
165-58816-25 
165-58816-27 
165-58816-29 
165-58816-31 
165-58816-35 
165-58816-37 
165-58816-41 
165-58816-43 
165-58816-45 
165-58816-47 
165-58816-49 
165-58816-51 
165-58817-21 
165-58817-25 
165-58817-27 
165-58817-29 
165-58817-31 
165-58817-47 
165-58817-49 
165-58817-53 
165-58817-61 
165-58818-11 
165-58818-15 
165-58818-17 
165-58818-3 

165-58818-31 
165-58818-33 
165-58818-35 
165-58818-39 
165-58818-41 
165-58818-43 
165-58818-49 
165-58818-51 
165-58818-57 
165-58818-61 
165-58818-63 
165-58818-65 
165-58818-67 
165-58818-7 

165-58818-75 
165-58818-77 
165-58818-79 
165-58818-81 
165-58818-83 
165-58819-13 
165-58819-35 
165-58819-43 
165-58819-47 
165-58819-51 
165-58819-53 
165-58819-57 
165-58819-67 
165-58819-69 
155-58819-71 
165-58819-73 
165-58819-75 
165-58819-79 
165-58819-81 
165-58819-9 

165-58820-15 
165-58820-19 











1560-092-4770-M 

1560-040-7430-MJj 
1560-024-4695-MJ 
1560-397-0992-MJ 
1560-024-4696-MJ 
1560-024-4698-MJ 
1560-024-4699-MJ 
1560-024-4100-MJ 
1560-024-4701-MJ 


1560-024-4103-MJ 
1560-216-4210-MJ 
1560-024-4705-M 

1560-024-4706-MJi 
1560-024-4717-MJ| 





1560-026-2415-MJ| 
1560-024-4721-M 

1560-525-9783-MJ 
1560-216-4214-MJ 
1560-216-4215-MJ 
1560-216-4216-MJ 


1560-216-4218-MJ 
1560-216-4220-MJ 


1560-026~2477-MJ 
1560-216-4221-MJ 
1560-216-4222-MJ 
1560-040-7433-MJ 
1560-216-4223-MJ 


1560-026-2478-MJ 
1560-216-4229-MJ 
1560-216-4231-MJ 


1560-216-4232-MJ 
1560-026-2481-MJ 
1560-026-2482-MJ| 
1560-092-4773-MJ 
1560-216-4240-MJ 
1560-092-4774-MJ| 
1560-216-424 T-MJ 


1560-216-4249-MJ 


1560-397-0994-MJ| 
1560-216-4256-MJ 
1560-216-4258-MJ 
1560-216-4259-MJ 
1560-397-0995-MJ 


1560-216-4266-MJ 
1560-216-4268-MJ 
1560-216-4269-MJ 
1560-040-7434-MJ 
1560-216-4270-MJ 
1560-216-4272-MJ 


1560-216-4275-MJ 
1560-216-4276-MJ 


1560-397-0997-My 
1560-216-4282-MJ 


1560-216-4292-MJ 
1560-216-4294-MJ 
1560-216-4296-MJ 
1560-216-4297-MJ 


1560-216-4306-MJ 
1560-216-4307-MJ 


1560-216-4310-MJ 
1560-216-4311-MJ 


1560-216-4314-MJ 
1560-216-4315-MJ 
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277-3 
65 
59-4 
59-18 
59-16 
59-17 


208-17 
204-41 
204-40 
204-39 
203-44 
204-16 
204-15 
204-13 
203-32 
204-12 
203-42 
204-32 
204-30 
203-9 

203-43 
204-37 
203-6 

203-38 
203-10 
204-24 
203-20 
203-21 
204-25 
204-41 
189-48 
188-8 

188-7 

186-28 
188-12 
187-29 
188-14 
187-30 
188-28 
188-27 
188-25 
188-26 
189-16 
189-15 
187-4 

183-46 
183-38 
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Section Ill 


Numerical Index 


PART NUMBER 


165-58820-25 
165-58820-27 
165-58820-3 
165-58820-33 
165-58820-35 
165-58820-37 
165-58820-39 
165-58820-53 
165-58820-55 
165-58820-57 
165-58820-61 
165-58820-65 
165-58820-77 
165-58820-81 
165-58820-85 
165-58820-95 
165-58821-11 
165-58821-15 
165-58821-3 
165-58821-5 
165-58821-67 
165-58821-7 
165-58821-85 
165-58821-87 
165-58821-9 
165-58822-25 
165-58822-27 
165-58822-33 
165-58822-47 
165-58822-61 
165-58822-65 
165-58822-67 
165-58822-69 
165-58822-85 
165-58822-89 
165-58822-91 
165-58822-93 
165-58823-23 
165-58823-25 
165-58823-41 
165-58823-43 
165-58823-45 
165-58823-61 
165-58824-13 
165-58824-37 
165-58824-39 
165-58824-41 
165-58824-55 
165-58824-57 
165-58824-61 
165-58824-63 


165-71007-21 
165-71007-22 
165-71007-25 
165-71007-26 
165-71007-29 
165-71007-30 
165-71007-31 


165-71007-32 


165-71015-11 
165-71015-21 
165-71016 


1560-040-7442-M 





T.O. 


FIGURE 


STOCK NO. AND INDEX 


1560-216-4318-M 
1560-216-4319-M 
1560-216-4321-M 
1560-397-0999-M 
1560-216-4323-M 


186-35 
186-36 
183-28 
186-51 
186-32 
186-10 
183-30 
189-43 
189-22 
189-18 
186-12 
186 

187-32 
186 

186-13 
183-44 
183-41 
181-19 
181-15 
181-13 
312-41 
181-14 
189-24 
189-23 
183-43 


1560-216-4325-M 
1560-217-6363-M 
1560-217-6364-M 
1560-217-6365-M 
1560-217-6366-M 


1560-217-6371-M 


1560-217-6375-M 
1560-217-6376-M 
1560-217-6377-M 
1560-217-6379-M 
1560-216-4333-M 
1560-216-4342-M 


1560-217-6382-M 
1560-217-6383-M 
1560-217-6385-M 
1560-092-4784-M 47-14 
1560-092-4785-M 47-13 
1560-092-4789—M 41 
1560-092-4794-M 44-38 
1560-092-4802-M 46-30 
1560-092-4803-M 46-25 
1560-092-4804-M 46-17 
1560-092-4805-M 46-15 
1560-092-4807-M 47-21 
1560-092-4808-MJ : 44-32 
1560-092-4810-M 44-28 
1560-092-4811-M 44-24 
1560-099-2826-M 277-6 
1560-099-2827-M 277 
1560-217-6391-M 203-31 
1560-099-2828-M 203-26 
1560-217-6392-M 203-23 
1560-216-4350-M 207-15 
1560-216-4352-M 183-25 
182-38 
182-21 
182-20 
183-19 
183-20 
183-23 
‘183-27 
. 181-18 
23-14 
23-13 
23-11 
23-10 
255-23 
1560-320-5995-M 23-9 
1560-329-7752-M 23-15 
255 
255 
1560-251-1986-M 23-12 
1560-040-7443-M 23-7 
; 255-21 
294-21 
72 
72 
242Α-2 
242Α 
2424-3 


1560-217-6395-M 
1560-217-6396-M 
1560-216-4356-M 
1560-327-3003-M 


1560-251-1985-M 


m 
zz m 
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5995-519-4948 


1560-329-8677-M 
1560-306-4005-M 
1560-320-5998-M 


1560-624-0680-M 


5826-602-0031 











lF-86K-4 


PART NUMBER STOCK NO. 


165-71021-100 
165-71047-50 
165-71051-10 
165-71051-3 
165-71059 


165- 71060 
165-71060-3 


165-71075-11 
165-71076 


165-71082 
165-71083 
165-71085 
165-71086 
165-71086-17 
165-71087 
165-71088 
165-71089 
165-71090 
165-71091 
165-71092 
165-71092-11 
165-71093 
165-71108 


165-71136 

165-71179 

165-73312-41 
165-73312-51 
165-73312-59 
165-73312-63 
165-73312-67 
165-73312-69 
165-73317-13 


165-73317-3 
165-73317-5 


165-73319 
165-73320 
165-73321 
165-13322 
165-73340 
165-73340-10 
165-73345-16 
165-73345-20 
165-73347 
165-73348-20 
165-73348-30 
165-74070 


165-948053 
16528-63-329SH 


16528-63-429SH 
16528-63-479SH 


16623-150 
16623-200 


5995-642-8806 
1560-327-3004-MB 
5995-501-7570 
1560-332-3222-MJ 
5905-696-1501 
1560-332-3223-MB 
1560-331-9320-MB 


5995-331-9321-MJ 
5826-333-2618 


5315-692-2104 
1560-772-1491-MJ 


5826-333-5701 
1560-329-8685-Μω 


1560-708-9165-MJ 
1560-329-8696-MJ 


5826-219-4260 
5826-219-4261 
5826-329-8697 
5826-538-0502 
1560-332-1004-MJ 


5935-549-3642 





5970-099-3695 
5821-521-4722 
5985-219-4262 
1560-624-0349-Μ. 
5821-342-1765 


5826-329-8699 


5821-521-4726 

1560-692-2105-MJ 
1560-315-2561-MJ 
1560-026-2485-MJ 
1560-315-2592-MJ 
1560-211-0182-MJ 
1560-315-2593-MJ 
1560-315-2607-MJ 


1560-092-4816-MJ 


1560-213-5151-MJ 
1560-329-8843-MJ 


1560-331-9380-MJ 


` 


1560-313-0053-MJ 
1560-620-6679-MJ 
1560-766-4499-MJ 
1560-568-2901-MJ 


4130-544-1471 





FIGURE 
AND INDEX 


82-20 
109-15 
242A-20 
242A 
241-11, 
241-25 
241-5 
241-7 
109-32 
242 — 
243-22 
244-18 
241-14 
241-28 
241-10 
241-24 
2428-5 
2424-6 
242A-7 
70-8 
70-14 
70-6 
70-6 
70-19 
70-21 
70-18 
70-11 
70-20 
242-24 
242-21 
242-29 
242-32 
242-18 
242 
72-20 
72-13 
12-17 
72-16 
72-10 
72-23 
72 
2424-21 
243-23 
244-19 
12-24 
243 
262-12 
262-9 
263-21 
263-25 
263-23 
263-20 
114-35 
115-49 
114-31 
115-45 
114-32 
115-46 
114 
115 





114 
115 
263-T 
263-8 
263-4 
263-2 
262-7 
262-1 
262 
247 
247-16 
246-5A 
246-TA 
246-7B 
256-3 
335-13 
309 
336 
265-30 
265 
309 
268 
268 


CHANGED 3 MAY 
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. f Section lll 


T.O. 1F-86K-4 Numerical Index 


FIGURE 
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FIGURE 


PART NUMBER AND INDEX 


STOCK NO. 


170-14622-15 
170-14622-21 
170-14622-23 
170-14622-25 
170-14622-27 
170-14622-37 


170-14622-39 
170-14622-40 
170-14622-7 
170-14622-9 
170-31023 
170-48303 
170-48304-1 
170-48304-2 
170-48305-1 
170-48305-2 
170-48306-1 
170-48306-2 
170-48307 


170-48308-5 
170-48310 
170-48313-5 


170-48313-6 


170-48314 
170-522284 
170-54041 


170-54763 
170-58010-10 


170-63207 
170-63208 
170-63209 
170-63210 
170-63210-3 
170-63211 


170-68731 
170-68731-3 
170-68754 
170-68755 
170-68756 
170-68757 
170-68758 
170-68767 
170-68768 
170008 


17000€ 
171-53103 
172-14049-3 


172-14049-4 
172-33360-3 
172-34185-7 
172-34185-9 
172-43067 
1172-43073 
1712-6307 4 
172-48030 
172-48111 
172-48201-151 
172-48201-152 
172-48250-151 


172-48251 


CHANGED 3 MAY 


5330-584-1852 


4730-317-4204 


1560-388-8558-M 
1560-388-8559-M 
1560-388-8560-M 
1560-388-8561-M 
1560-388-8562-M 
1560-388-8563-M 
1560-388-8564-M 


1560-388-8565-M 
1560-388-8566-M 
1560-388-8567-M 
1560-388-8568-M 


1560-524-2244-M 


1560-388-9842-M 
1560-388-9843-M 
1560-328-6108-M 
1560-328-6109-M 
5315-388-9844 


1560-035-5676-M 
1560-328-6110-M 
1560-521-4742-M 


1560-330-0090-M 


1560-388-8583-M 
5330-285-9223 
1560-526-4345-M 
1560-335-8674-M 
5970-691-8849 
1650-307-9911 


4730-202-9349 
1560-386-7935-M 
1560-040-7501-M 
1560-213-5158-M 
5315-582-7611 
1680-330-3488-M 
1680-330-3489 
1560-386-7943-M 


1560-386-7944-M 
1560-386-7945-M 
1560-320-6012-M 
1560-320-6013-M 
1560-386-7955-M 
1560-323-8675-M 
1560-330-1440-M 
1055-526-3210 

1560-386-7956-M 
1560-332-9916-M 
1560-386-1951-M 
1660-526-6411 


1560-336-7687-M 


1560-337-3676-M 
1560-692-2132-M 
1560-521-4763-M 
1560-521-4764-M 


5305-032-1685 


1560-332-3243-M 
1560-515-4989-M 
1560-025-1681-M 
1560-025-1682-M 
1560-534-4791-M 


1963 


176-11 
206-5 
32-43 
32-44 
32-41 
32-46 
32-48 
32-49 
32-50 
32-19 
32-18 
32-20 
31-30 
105-53 
31-5 
32-57 
32-56 
32-58 
32-55 
32-51 
32-54 
32-52 
262 


322-34 
28-37 
25-17 

32A 

32A 
32A-1 

328 

328-31 
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mmm 
nm 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
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1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
2 
2 
2 
1 
1 
1 
1 
1 
1 
1 
2 
1 
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172-48251 
172-48254 


172-48269-3 
172-48284 


172-48292 
172-48298 


172-48311-3 
172-48311-5 
172-48337 
172-48338 
172-48803-83 
172-520165 
172-52042 
172-52042-T 
1712-5204 


172-52041-11 


1 
173-14009-2 


173-17048-11 
173-17048-21 
173-17048-31 
173-17048-41 
173-17048-51 
173-17048-61 
173-17048-71 
173-17048-81 
173-21615 
173-31043 
173-31569 
173-31826 
173-31827 
173-31827-3 
173-33503-7 
173-33504-11 


173-33831-21 
173-33831-22 
173-33831-31 
173-33831-32 


173-33832-11 
173-33832-12 
173-33836-11 
173-33840-1 


173-33840-11 
173-33840-12 
173-33840-2 


173-33841-1 
173-33841-2 
173-33842 
173-33842-11 
173-33843-1 
173-33843-2 
173-33845-1 
173-33845-2 


1560-035-5677-MJ 
1560-326-4807-M 


1560-328-6113-M 

1560-386-9052-My 
1560-386-9053-MJ| 
1560-388-9095-MJ 


5310-567-3658 
5310-567-3659 
1560-307-6418-MJ] 
1560-530-0602-MJ| 


1560-040-7618-MJ 
1560-211-0251-MJ 
1560-217-6434-MJ 


1560-320-6019-MJ 
1560-336-2158-MJ 
1560-032-4079-MJ 
1560-388-9846-MJ 


1005-320-5714 


5305-207-4284 
1560-030-5208-MJ 


1560-030-5209-MJ 


1560-030-5210-MJ 


1560-030-5211-MJ 
1566-030-5212-MJ 
1560-030-5213-MJ 
1560-030-5214-MJ 
1560-030-5215-MJ 


1560-030-5217-MJ 
1560-694-4359-MJ| 


1560-662-5418-MJ 


1560-506-6309-MJ 
3120-585-5728 

1560-695-1893-MJ| 
1560-696-1528-MJ 


1560-631-2321-MJ 
1560-620-6688-MJ| 
1620-314-5704 


1560-035-3415-My 
1560-035-3416-MJ 
1560-696-1529-MJ 
1560-030-5228-MJ 
1560-032-4142-MJ 
1560-032-4143-MJ 
1560-030-5229-M 

1560-030-5230-MJ 


320 
32D-35 
320-31 
328-39 
32D-19 
320-13 
32B-8 
328-11 
320-32 
32D-23 
328-40 
32D-16 
327-16 
327-17 
32A-34 
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Section lll 


Numerical Index 


PART NUMBER 


173-33850-11 
173-33850-21 


173-33851 
173-33852 
173-33853-1 
173-33853-2 
173-33855 


173-33856 


173-33857-31 


173-33858 
173-33859-11 


173-33863-1 
173-33863-2 
173-33864-3 
173-33866 
173-34537 
173-34639 


173-34641-3 


173-34753 
173-34801-10 
173-34806 
173-34810-11 


173-34813 
173-34820-30 


173-34823-11 
173-34824 
173-34829 


173-34830-11 
173-34832 


173-34833 
173-34850-11 


173-34850-5 
173-34851-11 
173-34852 


173-34854 
173-34856 
173-34859 
173-34860-30 


173-34861 
173-34862 
173-34863 
173-34864 
173-34865 


173-34870-11 


173-487108-5 
173-48715 
173-48716 


652 


STOCK NO, 


1560-032-4144-M 
5340-515-2677 

1560-694-4361-M 
1560-694-4362-M 
1560-508-8956-M 


1560-320-6036-M 


1560-035-3418-M 
5340-696-2666 
1560-308-6427-M 
1560-301-8236-M 
5307-297-2531 


5310-694-4363 
-M 


1560-303-2400-M 
1560-516-2502-M 
1560-032-4148-Md 
5340-209-7330 

1560-695-1894-M 


1560-032-4149-M 





1560-025-5878-M 


1560-696-3937-M 
1560-521-4785-M 
1560-313-00173-M 


1560-320-6037-M 


1560-032-4152-M 


5930-326-3878 
1560-320-6038-M 


5306-298-2363 


1560-032-4155-M 
1560-694-4365-M 
1560-032-4156-M 
1560-320-6039-M 
1560-320-6040-M 


1560-631-2322-M 
1560-568-5559-Μ 


1560-698-9651-M 
2995-030-5232 
2995-024-4735 


1560-327-3069-M 
1560-032-4160-M 
1560-341-0222-M 
5340-200-8323 


1560-696-1533-M 


FIGURE 
AND INDEX 


285 
296-23 
285 
296 
285-17 
285-18 
285-8 
285-9 
117-45 
285-26 
285-24 
288-18 
296-15 
288 
296-29 
285-19 
285-3 
285-21 
288-4 
288-7 
288-11 
288-9 
288-15 
288-16 
288-10 
288-6 
305-11 
174-18 
302-30 
174-9 
302-32 
295-9 
307 
304-15 
304 
307-6 
307-10 
307-14 
308 
308-8 
291-1 
291-27 
308-44 
301 
307-1 
307-15 
308-45 
301-8 
307-35 
308 
308 
308-38 
307-36 
308-43 
308-36 
308-35 
308-33 
307-20 
308 
308-28 
308-26 
308-23 
307-21 
307-21 
308-47 
307-30 
308 
308-13 
305-29 
308-46 
309 
311 
121-27 
322-14 
322-13 
322-33 
311-18 
320-39 
311-33 
31-37 
40-19 
31-27 
31-20 
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PART NUMBER 


173-48731 
173-48732 


173-48733 
173-48734-1 
173-48734-2 
173-48736-1 
173-48736-2 
173-48738 
173-48739-1 
173-48739-2 
173-48744 
173-48745-1 
173-48745-2 
173-48751 
173-48752 
173-48754 
173-48756 
173-48757 
173-48758 
173-48759 
173-48760 
173-48761 
173-48782 
173-48794 
173-48795 
173-48797 
173-48798 
173-48799 
173-48799-3 
173-48799-4 
173-48802-23 
173-48802-25 
173-48802-21 
173-48802-29 
173-48802-33 
173-48802-41 
173-48803-10 


173-51007 


173-51008 


173-51009-3 
173-51009-5 
173-51013 


173-51014 


173-51021 
173-51028-3 
173-51028-5 
173-51041-30 
173-51042-30 


173-51043-5 
173-51044 
173-51054-11 
173-51054-13 
173-51054-15 
173-51054-17 
173-51054-27 
173-51054-29 
173-51054-43 
173-51054-45 
173-51114 


173-53029 
173-53477 
173-53478 
173-54032-10 


173-54032-21 


173-54033 
173-54033-11 
173-54034-10 
173-54034-21 
173-54037 
173-54041 
173-54042-10 











STOCK NO. 


FIGURE 
AND INDEX 








1560-032-4162-MJ 


1560-032-4164-M J| 
1560-032-4165-MJ 


1560-032-4169-MJ| 





1560-698-9652-MJ 


1560-696-1535-MJ 
1560-696-1536-MJ 


1560-694-4369-MJ| 


1560-694-4371-MJ| 


1560-526-2155-MJ 
1560-035-3419-MJ 


1560-330-5414-MJ 
1560-526-2796-MJ 


1560-035-3420-My 
1560-216-4383-MJ 
1560-216-4384-MJ 
1560-024-4737-MJ 
1560-024-4738-MJ| 
1560-035-3421-MJ 
1560-096-5006-MJ 
1560-096-5008-MJ 
1560-040-7654-MJ 


1560-696-1538-MJ 

1560-699-4863-MJ 

6680-696-1540 
-MJ 


6680-696-1554 


1560-333-8373-MJ 
5330-171-3960 


1560-525-5508-MJ 


1560-213-5172-MJ 
1560-032-4180-MJ 
1560-646-9621-MJ 


CHANGED 








34 
9 
33 
34-40 
135-1 
135 
137-14 
132-16 
137 
137-4 
137-13 
34-10 
34-11 
34-5 
34-4 
141-21 





141 
34-6 
34-7 

9 
33 

344-15 

265-12 

265-11 

225-23 

226 

225 

226 

226-23 

226 

226-29 

226 

239-9 

225-31 

218-11 
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1963 i 











PART NUMBER 


173-54042-10 
173-54042-21 


173-54044-10 
173-54044-21 


173-54122 
173-58028-1 


173-58031 
173-58033 
173-58041 
173-58041-11 
173-58045 


173-58117 
173-58119 


173-58120 
173-58120-3 
173-58120-5 
173-58120-7 
173-58144 
173-58145 
173-58641-3 


173-58641-5 


173-58674 
173-58674-3 
173-58674-5 
173-58674-7 
173-58675 


173-58675-3 


173-58675-5 


173-58693-3 


173-58801-11 
173-58801-13 
173-58801-15 
173-58801-17 
173-58801-25 
173-58801-27 
173-58801-29 
173-58801-31 
173-58801-33 
173-58801-35 
173-58801-37 
173-58801-43 
173-58801-45 
173-58801-47 
173-58801-49 
173-58801-5 

173-58801-51 
173-58801-53 
173-58801-7 


CHANGED 3 MAY 


STOCK NO. 


5930-327-3072 


1560-646-9623-M 


5975-696-1563 
2995-024-4739 
1560-346-9752-M 


6150-635-7173 
1650-694-7206 
1650-694-7207 
1650-694-7208 
1650-337-3705 
1650-217-6436 
1650-694-7209 
1650-694-7210 
1650-219-4273 
1650-694-7211 


1560-307-2413-M 
1560-032-4182-M 


1560-035-3424-M 


1650-313-4956 
1560-320-6045-M 


1560-301-8239-M 
1560-040-7659-M 
1560-092-4968-M 
1560-092-4969-M 
1560-092-4973-M 
1560-301-8240-M 
1560-301-8241-M 


1560-301-8243-M 
1560-092-4974-M 
1560-092-4975-M 


1560-216-4392-M 
1560-306-4025-M 


1560-301-8244-M 
1560-216-4394-M 
1560-026-2505-M 
1560-301-8245-M 


1963 


FIGURE 


AND INDEX 


220 
218 
220 
220 
220 
220-20 
220 
220 
220 
322-15 
321-39 
226-37 
9 
9 
239-4 
239-33 
239-5 
239-34 
237-13 
63-14 
63 
167-10 
167-10 
98-7 
166-27 
185-5 
185-5 
164-18 
305-40 
184-3 
48-9 
49-10 
47-35 
47-36 
47-38 
47-37 
202-3 
313-30 
183-1 
185 
183-2 
185 
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m 
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1F-86K-4 


173-58801-75 
173-58801-77 
173-58801-79 
173-58801-81 
173-58801-83 
173-58801-85 
173-58801-87 
173-58801-89 
173-58801-9 
173-58801-91 
173-58801-93 
173-58801-95 
173-58802-13 
173-58802-29 
173-58802-35 
173-58802-37 
173-58802-39 
173-58802-41 
173-58802-43 
173-58802-5 
173-58802-55 
173-58802-59 
173-58802-61 
173-58802-63 
173-58802-7 
173-58802-9 
173-58803-37 
173-58803-39 
173-58803-41 
173-58803-43 
173-71012 
173-71044 


173-74010-21 
17343-16-525 


17343-16-725 


176-14767 
176-33811-11 


176-33811-12 


176-33811-21 


176-33811-22 


176-33812-1 
176-33812-2 
176-33813-1 
176-33813-2 
176-33813-3 
176-33814-1 
176-33814-2 


176-33817-1 
176-33817-2 
176-33819-1 
176-33819-2 
176-33821-1 


176-33821-11 
176-33821-12 


176-33821-2 





1560-026-2507-MJ 
1560-026-2508-MJ 
1560-216-4399-MJ 
1560-216-4400-MJ 
1560-040-7661-MJ 


1560-216-4401-M 
1560-301-8246-M J| 
1560-301-8247-MJ 
1560-216-4402-MJ 
1560-216-4403-MJ 
1560-026-2509-MJ 
1560-026-2510-MJ 
1560-217-6438-MJ 


1560-307-2414-MJ| 
1560-307-2415-MJ 
1560-307-2416-MJ 
1560-216-4413-MJ 
1560-217-6441-MJ 


1560-026-2511-MJ 
1560-026-2512-MJ 


1560-313-0076-MJ 
1560-304-9774-MJ 


1560-657-0898-MJ 


1560-646-9638-MJ 
5930-636-3274 


5930-201-9619 


1560-397-7979-My 
1560-397-7980-MJ 


1560-397-7982-MJ 
6680-515-6306 
6680-556-1655 
1660-326-6358 


1560-330-5428-MJ 


1560-348-9521-MJ 


1560-348-9522-M 


1560-388-0151-MJ 
1560-388-0152-M 

1560-694-4382-MJ 
1560-694-4383-MJ 
1560-035-3432-MJ 
1560-696-1570-MJ 
1560-696-1571-MJ| 
1560-035-3433-MJ 
1560-035-3434-MJ 
1560-333-8376-M 

1560-333-8377-My 
1560-035-3435-MJ 
1560-035-3436-MJ 
1560-032-4225-M 


1560-032-4226-MJ 


Section Ill 


Numerical Index 


FIGURE 
AND INDEX 


188-24 
188-21 


2434-2 
249-3 
247 
232-39 
233-8 
235-10 
235-15 
235-19 
237-3 
317-19 
238-7 
32F 
32F 
32F 
32F 
32F 

` 262 
262 
262 
262-1 

12-49 
282-12 
287 
282 
287 
282 
282-12 
287 
282 
287 
287-25 
287 
287 
287 
287-15 
287-16 
287 
287-21 
287 
287-20 
287 
287-24 
287 
283 
296-8 
283 
296 
283 
296 
283 
296 


m 


2 
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m m 
== 
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Section lll 


Numerical Index 


PART NUMBER 


176-33823-1 
176-33823-2 
176-33824-1 
176-33824-2 
176-33826 
176-33827 
176-33828 
176-33829 
176-33833-10 
176-33833-20 
176-33834-11 
176-34147-11 
176-34806-1 
176-34808 
176-34809 
176-34831 
176-34832 
176-34834 
176-34835-3 
176-48299 


176-48303-3 
176-48303-4 
176-48311 
176-48313 
176-73073 
177-14425 
177-18001-201 


177-18001-202 


177-18001-71 
177-18001-9 
177-18010-1 
177-18010-2 
177-18049 
177-18050 
177-31033-10 
177-31033-43 
177-31033-61 
177-31033-62 
177-31033-7 
177-31033-8 
177-31033-9 
177-31501-1 
177-31501-2 
177-31502-1 
177-31502-2 


177-31503 
177-42151 


177-42153 
177-42154-11 
177-42168 
177-43049-3 
177-43050 
177-43058. 


177-43059 
177-48228 
177-48252 


‘|177-48605 
177-58047-10 


177-58047-13 
177-58047-15 


177-58653-1 


177-58691 
177-58696-5 
177-58696-1 


177-58697-3 


654 





STOCK NO. 


1560-032-4227-M 
1560-032-4228-M 
1560-694-4384-M 
1560-694-4385-M 
1560-694-4386-M 
1560-320-6056-M 
5306-638-4715-M 
1560-035-3438-M 


1560-341-0348-M 
1560-696-1573-M 
1560-304-3436-M 
1560-030-5245-M 
1560-030-5247-M 
1560-330-5471-M 
1560-099-2893-M 
1560-030-5249-M 
1560-388-0162-M 


1560-656-9584 


1560-386-9061-M 
1560-386-9062-M 
1560-328-6117-MB 
1560-386-9070-MB 
8340-394-1006 


1560-030-5272-M 


1560-030-5273-M 


1560-030-5278-M 
1560-032-4270-M 
1560-032-4271-M 
1560-327-3095-M 
1560-032-4272-M 
1560-306-4034-M 
1560-331-5026-M 
1560-092-4991-M 
1560-092-4992-M 


1560-306-4035-M 


1560-526-1841-M 
1560-527-2654-M 
1560-032-4278-M 
1560-032-4279-M 


1560-213-5182-M 
1560-330-6543-M 


1560-032-4280-M 
1560-307-2462-M 
1560-330-6544-M 
1560-032-4283-M 
1560-032-4284-M 
5305-313-4957 


5305-308-6430 
1560-335-9068-M 
1560-032-4286-M 
1560-032-4287-M 
1650-031-5632 


1650-516-6891 
1650-336-1275 


FIGURE 
AND INDEX 


283-15 
283 
296-7 
296 
282-21 
282-18 
283-6 
283-9 
286-9 
286 
286-8 
298-17 
308-16 
304-6 
304-3 
301-4 
301-9 
301-20 
301-15 
32A-12 
327-12 
32A-11 
32A 
32F 
32F-32 
344-13 
12-48 
10-2 
19 
10 
19 
19-12 
19-38 
19 
19 
19-5 
19-4 
112 
112-10 
112-1 
112 
112-6 
112 
112-7 
112 
112-24 
112-11 
112 
112-25 
112 
112-23 
314-33 
343-40 


.121-28 


343-38 
317 
324 
324-20 
311-14 
324-14 
320-42 
27-14 
26-12 
111-42 
53-21 
190 
190-12 
190 
53 
190 
60-1 
66 
60-2 
66 
58 
59-20 
45-2 
517 
187 
194 
187-2 
194 
44-29 





T.G. 
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m 
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m 
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m 


1 
1 
1 
1 
1 
1 
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1 
1 
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1 
1 
1 
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1 
1 
1 
1 
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2 
2 
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2 
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1 
1 
1 
1 
1 
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1 
1 
1 
1 
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lF-86K-4 


PART NUMBER 


177-58697-3 
177-58801-13 
177-58801-21 
177-58801-25 
177-58801-29 
177-58801-51 
177-58801-53 
177-58801-55 
177-58801-59 
177-58801-63 
177-58801-87 
177-58801-89 
177-58801-91 
177-74041 
177-74043 
17886-250 
17886-275 
17886-350 


17893-250SH:* 
17893-275SH 
17893-3505SH 


180-17122-3 
180-17123 
180-69005-11 
180-69007 
1800146 
1800148 
1800149 
181-23428-51 
181-23431-51 
181-71722 
18423-0-275 
18423-0-350 
18423-0-42 
18423-350 
18599 
187-14477-22 
187-14477-31 
187-14487 
187-14500-2 
187-14511-1 
187-14511-2 
187-14521-3 
187-14546-3 
187-14546-4 
187-14546-5 
187-14546-6 
187-16009 
187-17032 
187-23315 
187- 24413 
187-24413-3 
187-24424 
187-24425 
187-31022 
187-312301-1 
187-312301-13 
187-312301-14 
187-312301-2 
187-312301-3 
187-312301-4 
187-312301-5 
187-312301-6 
187-312302 
187-312304 
187-312310 
187-312319-21 
187-312319-22 
187-312319-23 
187-312319-24 
187-312319-25 
187-312319-26 
187-312319-27 
187-312319-28 
187-312343 
187-31322 
187-31323 
187-34753-3 


187-47032 
187-51045 








STOCK NO. 














FIGURE ary. 
AND INDEX AT. 





2 51 REF 
1560-217-6447-MJ 187-3 1 
1560-026-2514-MJ 187 1 
1560-216-4423-MJ 186 1 
1560-099-2899-MJ 186-22 1 
1560-093-5330-MJ| 203-8 | REF 
1560-026-2518-MJ 189-58 1 
1560-570-3584-Μ 189-34 1 
1560-217-6453-MJ| 189-35 1 
1560-217-6455-MJ 207-19 1 
1560-093-5332-MJ 208-29 1 
1560-217-6461-MJ 186 1 
1560-624-0227-MJ| 208-30 1 
251-10 1 
1560-313-0081-MJ 251 1 
5340-311-2894 265 2 
5340-693-2550 264-14 | REF 
264 1 
265 1 
5340-776-9557 265-38 | 2 
5340-597-9821 264 REF 
5340-329-1942 264-27 1 
265-49 1 
1560-335-7617-MB 138-25] 2 
1500-662-7472-MB 10-52] 8 
108-21 1 
1270-339-0301 108-18 1 
1560-304-3475-MJ| 271-18 1 
313-20 1 
1560-304-3477-MJ)| 313-11 1 
1560-032-4292-MJ| 76-9 1 
Τό REF 
4110-528-3335 16-30 1 
5930-248-9056 268-21 1 
5930-212-1305 264-23 1 
5930-248-9057 317-25 1 
5930-254-0358 264-23 | REF 
5935-329-4702 | 2424-9 
1560-339-0283-MJ 128 
1560-572-6116-MJ 128-11 
1560-508-8728-MJ 128-224 
1560-030-5298-MJ 12Λ-9 
1560-568-3917-MJ| 16-14 
1560-568-2936-MJ 16 
128-34 
1560-693-6766-MJ 128-12 
1560-568-3682-MJ| 128 
1560-693-6767-MJ| 128-13 
1560-693-6768-MJ| 128 
1560-373-6T41-MJ 10-26 
1560-048-1559-MB| 138-24 
1560-030-5313-MJ| 76-11 
1560-373-6752-MJ| 76 
76-18 
1560-330-6898-MJ| — 76-17 
5306-033-1313 76-25 
1560-315-0847-MJ| 95-12 
1560-698-9655-MJ| 95-4 
1560-698-9656-MJ 95-1 
1560-698-9657-MJ| 95 
1560-698-9658-MJ| 95 
1560-698-9659-MJ 95-3 
1560-698-9660-MJ 95 
1560-698-9661-MJ 95-2 
1560-698-9662-MJ 95 
1560-035-3476-MJ 95-20 
1560-035-3477-MJ 95-19 
1560-692-2172-MJ 95-30 
1560-327-3104-MJ| 95-8 
1560-327-3105-MJ 95 
1560-336-1365-MJ 95-9 
1560-336-1366-MJ| 95 
1560-336-1367-MJ| 95-10 
1560-336-1368-MJ| 95 
1560-336-2313-MJ 95-7 
1560-336-2314-MJ 95 
1560-213-5186-MJ 95-51 
1560-526-1439-MJ 95-12 | RE 
5315-205-0150 95-5 
1560-030-5453-MJ 292-6 
295-42 | RE 
1560-030-5497-MJ| 342-12 
138-16 | REF 
CHANGED 3 MAY 
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1963 








PART NUMBER 


187-51067-15 
187-51067-17 
187-51087 
187-51087-11 
187-51088-5 


187-51098-20 
187-51099-10 
187-51110 
187-51137 


187-52404 
187-52404-5 
187-53018 


187-53086 
187-53087 
187-53090 
187-53097-1 


187-53117-3 


187-53176-5 
187-54115-31 
187-54260 
187-54260-11 
187-54950 
187-58029-5 
187-69009-15 
187873 
190-14008 


190-17012 
190-23001-201 


190-23002-101 
190-23002-31 
190-23044 
190-23401-3 
190-23424 
190-23424-5 
190-23425-3 
190-23425-5 
190-23425-7 
-23425-9 


190-25002-13 
190-25002-21 
190-25002-51 
190-25002-71 
190-25005-1 
190-25005-2 
190-25005-51 
190-25005-52 
190-25111-1 
190-25111-12 
190-25111-17 
190-25111-2 
190-25112 
190-25112-11 
*[|190-25113 
190-25113-17 
190-25113-19 
190-25113-23 


190-25113-33 
190-25113-35 
190-25113-36 
190-25113-37 
190-25113-39 
190-25113-41 
190-25113-43 
190-25113-51 
190-25113-61 


190-25128-1 
190-25128-2 


CHANGED 3 MAY 


STOCK NO. 


1560-048-1578-M 
1560-040-7839-M 
1560-040-7840-M 
1560-040-7841-M 
1560-654-6520-M 


1560-568-2954-M 


1560-572-2709-M 
1560-696-1603-M 
1560-323-9143-M 


1560-807-5696-M 


1680-216-1551 
1680-328-7825 
1680-092-4270 
1680-397-074T 
5306-638-6741 
1660-326-2663 
1680-509-3776 


1680-510-2040 


1680-307-2102 

1560-612-9123-M 
1560-521-4829-M 
1560-346-9778-M 


1650-026-2550 
1005-219-4296 
5306-207-4948 
1560-035-3686-M 


1560-662-8724-M 


1560-632-2871-M 


1560-035-3695-M 
1560-620-4958-M 
1560-652-3931-M 
1560-336-2348-M 
1560-337-3757-M 


1560-347-3368-M 


1560-632-2951-M 


1560-348-9536-M 


1560-574-6475-M 
1560-348-9537-M 


1560-035-3696-M 
1560-656-4027-M 
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lF-86K-4 


PART NUMBER 


190-25129-1 
190-25129-2 
190-255111-11 
190-255111-12 
190-31004-113 
190-31004-201 


190-31004-79 
190-31004-81 
190-31004-82 
190-31004-87 
190-31007-11 
190-31334 
190-31408-101 
190-31566-1 
190-31566-2 
190-31611-171 


190-31622-1 


.|190-31622-2 


190-31644-117 
190-31644-119 
190-31644-151 
190-31644-21 
190-31644-33 
190-31644-35 
190-31801-3 


190-31813-11 


190-31817 
190-31819 
190-31820 
190-31823 
190-31825-3 
190-31827 
190-31828 
190-31828-3 
190-31829-10 
190-31829-5 


190-31832 
190-31833 


190-31833-3 


190-31843 
190-31845 
190-31846 
190-31849 
190-31849-3 
190-31849-5 
190-31850 
190-31919-3 
190-31919-5 
190-39002-1 
190-39002-2 
190-39002-31 
190-39003-5 
190-39003-6 
190-39005-1 
190-39005-2 
190-39007-1 
190-39007-2 
190-39009-3 
190-39009-4 


190-42124 
190-42152 


1560-656-6016-MJ 
1680-627-9876 


1560-311-0061-MJ 


1560-808-3373-MJ 


1560-397-1066-MJ 


1560-397-1067-MJ 


1560-301-3351-MJ 


1560-656-4028-MJ 
1560-656-6589-MJ 


1730-508-9799 


1560-096-5084-MJ 
1560-320-6111-MJ 
1560-213-5200-MJ 
5306-638-2990 

1560-035-3701-MJ 


1560-697-0362-MJ 


1560-331-6830-MJ 


1560-307-9917-MJ 
1560-304-3566-MJ 


1560-099-2910-MJ 
1560-692-2207-MJ 


1560-320-6112-MJ 


1560-629-9305-MJ 
1560-656-4030-MJ 


1560-304-3573-MJ 
1560-304-3574-My 
1560-028-9093-MJ 
1560-863-5160-MJ 
1560-712-5033-MJ 


1560-620-6689-MJ 
1560-620-6690-MJ 
1560-620-6692-MJ 
3120-516-9955 


1560-523-3664-MJ 
1560-320-6113-MJ 


1560-303-2411-MJ 
1560-311-0063-M 
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Section lll 


Numerical Index 





PART NUMBER 









190-48010 





190-48054 
190-48101 





190-48102 
190-48102-19 
190-48103 
190-48104 










190-48105 
190-48110 
190-48112 
190-48201-1 


190-48201-2 





190-48202-1 
190-48202-2 
190-48204-10 











190-48204-20 
190-48204-30 
190-48204-40 
190-48207-1 
190-48207-2 





190-48208 
190-48209 
190-48210 
190-48211 
190-48274-3 


190-48301-20 





190-48302 
190-48310 
190-48311 
190-48312 
190-48313- 

190-48314-3 
190-48314-5 
190-48379 








190-48401-20 


190-48401-30 


190-51029 
190-51034 
190-51040 
190-51043-12 
190-522101 
190-52245 
190-52268 
190-52416 
190-52417 
190-52422 
190-52423 
190-52426-3 


























190-52435-5 
190-53009-200 





190-53009-300 
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STOCK NO. 


1560-331-6900-M 
1560-216-4465-M 


1560-327-3149-M 


1560-327-3150-M 
1560-627-2087-M 


1560-024-4751-M 
1560-298-6836-M 


1560-336-1456-M 
1560-336-2350-M 


1560-697-0363-M 
1560-331-6903-M 
1560-331-6904-M 
1650-217-6484 


1560-336-7726-M 
1560-331-6905-M 
1560-311-0064-M 


1560-336-1457-M 


5970-556-2676 
1560-026-2617-M 


1560-346-9789-M 
1650-217-6485 


1560-040-8278-M 
1560-040-8279-M 
1560-304-3578-Μ 
1560-040-8280-M 
1560-040-8281-M 
1560-304-3611-M 
1560-304-3580-M 
1560-304-3581-M 
1560-311-0066-M 


1680-024-4752 


1680-332-7182 
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1F-86K-4 


PART NUMBER 


190-53009-300 
190-53027 
190-53030-101 
190-53076-1 


190-53076-101 
190-53076-102 
190-53076-2 


190-53076-3 
190-53077-1 
190-53077-2 
190-53078-3 
190-53078-5 
190-53079-1 
190-53079-2 
190-53080 
190-53081 
190-53082-1 
190-53082-2 
190-53083 
190-53083-10 
190-53085-1 
190-53085-2 
190-53086-5 
190-53088-3 


190-53089° 
190-53090 
190-53092 
190-53093 
190-53094 
190-53095 
190-53097 
190-53098 
190-53127 
190-53131 
190-53132-3 
190-53136 
190-53139 
190-53141 
190-53144 
190-53146 
190-53147 


190-53149 


190-53314 
190-53315 
190-53321-61 


190-53326-1 
190-53326-22 
190-53398 
190-53401 
190-53406 
190-53466 
190-53468 
190-53607-17 
190-53607-25 
190-53786 
190-54020 
190-54021 
190-54025 
190-54030 


190-54042 
190-54058 
190-54106 


190-54135 


190-54136 


190-54137 
190-54137-21 
190-54138 
190-54140 


1190-54141-11 





STOCK NO. 


1680-024-4755 
1680-024-4756 
1680-024-4757 
1680-024-4758 
1680-304-3583 
1680-024-4759 
1680-307-2541 
1680-307-2542 


1680-304-3585 
1680-526-1866 
1680-526-1858 
1680-662-3507 
1680-024-4760 


1680-024-4761 
1560-540-0257-MJ 
1680-219-4300 
1680-024-4764 
5340-024-4765 


1680-317-0663 
1680-526-4023 
1680-304-3586 
1680-024-4766 
1680-691-6718 
1680-696-3974 
1680-320-5717 
1680-521-4841 


1680-332-7183 





1680-694-4420 


1560-808-3374-MJ 


1560-026-2621-MJ 
1560-313-0108-MJ 
1560-217-6488-MJ 
1560-026-2623-MJ 
1660-211-0310 

1560-304-3587-MJ 
1560-307-2549-MJ 
1560-030-5601-MJ 


1560-331-6908-MJ 





1560-544-1913-MJ 


5970-098-9732 


6150-538-8690 


FIGURE 
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257 
344-29 
344-14 
258-1 
259 
258 
259 
258 
259 
258-2 
259 
259-39 
259-1 
259 
259-20 
259 
259-33 
259 
251-16 
259-2 
258-29 
258 
259-16 
259-16 
257-43 
257-44 
259-25 
257-39 
257-45 
257-37 
258-8 
257 
257-4 
259-29 
257-24 
251-23 
259-15 
260-27 
257-60 





257-56 
257 
259-37 
257-24 
257-55 
T4-41 
250 
344A-6 
344 
344A 
274A-6 
2T4A-T 
93Α-12 
94-44 
77 
Tt 
210-9 
210-5 
108 
212-26 
272-27 
271-36 
271-37 
272-28 
214-11 
214-8 
214-9 
78 
258 
133-15 
239-7 
232 
235 
237 
238 
317 
232-15 
234 
234-16 
232-4 
232 
232-13 
232-9 
232-8 


CHANGED 3 MAY 
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Section Ill 


Numerical Index 


UT ca ¿a ΓΡ: . 00 0 INTR S 


PART NUMBER 


190-54142 
190-54144 


190-54144-21 


190-54145-11 
190-54146-21 
190-54251 


190-54265 
190-54737 
190-54769 
190-58027-1 
190-58027-2 
190-58111 
190-58112 
190-58801-19 
190-58801-25 
190-58801-27 
190-58801-29 
190-58801-3 
190-58801-31 
190-58801-33 
190-58801-37 
190-58801-39 
190-58801-5 
190-58801-65 
190-58801-67 
190-58801-69 
190-58801-7 
190-58801-71 
190-58801-79 
190-58801-81 
190-58801-83 
190-58801-87 
190-58801-9 
190-58801-91 
190-58801-93 
190-58801-95 
190-58801-97 
190-58802-11 
190-58802-13 
190-58802-15 
190-58802-17 
190-58802-19 
190-58802-3 
190-58802-43 
190-58802-45 
190-58802-51 


190-58802-53 
190-58802-55 
190-58802-7 
190-71016 
190-71018 
190-71019 
190-73011-5 
190-73012-5 
190-73013-5 
190-73014 
190-73015-3 
190-73016 
190-73018 
190-73019 
190-73022 
190-73023 
190-73023-3 
190-73024-1 
190-73024-2 
190-73025 
190-73025-3 
190-73026 
190-73027 
190-73028 
190-73029 
190-73030 
190-73031 
190-73033-3 
190-73034-3 
190-73035 
190-73036 


CHANGED 3 MAY 


STOCK NO. 


1560-509-3977-M 


1560-311-0068-M 


1560-024-4358-M 


5930-327-3154-M 
1650-040-8286 
1650-040-8287 


1560-217-6492-M 
1560-217-6493-M 


1560-217-6495-M 
1560-217-6496-M 


1560-217-6498--Μ 
1560-560-4270-M 


1560-306-4058-M 
1560-301-8263-M 
1560-306-4059-M 
1560-311-0070-M 
1560-509-3988-M 
1560-306-4060-M 


1560-026-2628-M 
1560-311-0073-M 
1560-311-0074-M 


1560-308-6438-M 
1560-306-4061-M 


1560-306-4063-M 
1560-306-4064-M 
1560-306-4065-M 
1560-306-4066-M 
1560-306-4067-M 
1560-590-7731-M 
1560-306-4068-M 


1560-306-4069-M 


1560-307-9921-M 
1560-301-8264-M 


5995-303-9694 
1560-304-3597-M 


1560-030-5605-M 


1560-526-1856-M 
1560-526-1851-M 


1560-304-3600-M 
1560-032-4523-M 
1560-331-9401-M 
1560-331-9402-M 
1560-035-3704-M 


1560-332-3291-M 
1560-035-3705-M 


5315-200-5100 

5315-141-6312 

1560-526-4194-M 
1560-030-5606-M 
1560-097-3935-M 
1560-304-3601-M 
1560-526-1863-M 


1963 


FIGURE 
AND INDEX 


128-17 
128-10 
128-21 
127 
127-6 
127-4 
127-5 
130 
130-4 
130-7 
130-11 
130-10 
130-9 
130-6 
130-8 
130-20 
130-27 
130-26 
130-30 


1 
F 
1 
F 
1 
1 
1 
2 
2 
1 
ο 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


PART NUMBER 


190-73037-111 
190-73037-117 
190-73037-119 
190-73037-123 
190-73037-127 
190-73037-131 
190-73037-133 
190-73037-141 
190-73037-143 
190-73038 
190-73039 
190-73040 
190-73041 
190-73042 


190-73043-3 
190-73044-3 


]190-73045-3 


190-73046 
190- 73047 
190-73048 
190-73050 
190-73051 
190-73066 
190-73071 
190- 73072 


191-14548-14 
191-14548-15 
191-14548-16 
191-14549-13 
191-14549-14 
191-14549-15 
191-14549-16 
191-17018-3 

191-17018-5 


191-33816 
191-33835-11 
191-33835-12 


191-48261-101 
191-482612102 
191-48261-103 
191-48261-104 
191-48261-2 


191-48261-301 
191-48261-302 
191-48261-401 
191-48261-402 


191-48261-59 
191-48261-60 
191-48261-7 

191-48261-8 

191-48261-81 
191-48261-83 
191-48261-84 


191-52041-5 
191-52041-7 


1560-692-2211-MJ 


1680-330-3551 
1560-625-1718-M 
1680-330-3552 


1680-330-3556 
1680-330-3557 
1560-521-4844-MJ 
5340-634-7507 
1560-304-3603-MJ 
1560-030-5607-MJ 
1560-654-8613-MJ 


1560-307-2555-MJ 


1560-307-2557-MJ 
1560-656-6517-M 


1560-336-7727-MJ 
1560-315-0851-MJ 


5315-597-0077 


1560-098-8138-MJ 
1560-508-8746-MJ 
1560-509-3991-MJ 


1560-511-4891-MJ| 
1560-568-2965-MJ 
1560-568-29T4-MJ| 
1560-568-2672-MJ| 


1560-568-2990-MJ| 
1560-568-2991-MJ 
5310-596-4665 
5310-025-7270 


1560-526-4022-MJ 
1560-331-6948-MJ 
1560-331-6959-MJ 
2995-024-4769 
2995-030-5630 
2995-030-5631 
2995-030-5632 
2995-024-4770 
1560-599-6668-MJ 
1560-624-1916-MJ 


1560-671-2912-MJ 
1560-536-8689-MJ 
1560-624-1917-MJ 


1560-647-4892-MJ 


1560-64 7-4893-MJ 


1650-026-2634 


1560-096-5097-MJ 
1560-030-5641-MJ 


1560-397-1069-MJ 
1560-397-1070-MJ 
1560-331-7651-MJ 
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Section lll 


Numerical Index 


PART NUMBER 


191-52046 
191-52047-5 


191-52047-7 


191-52210-5 
191-58789-3 
191-58789-4 
192-53285 
192-54180 
192-54219 


192-54220 


192-54225 


193-34669-11 
193-34862-11 
196P47452S13 


1/32 


17/32 
11/16 
31/32 
43/64 
17/32 


1/32 

3/16 
2PT-9-47 5/8 
2P7-9-54 
2V11-20-30 
2V11-56-30 
2W1-106-80-125 
2W1-11-12-020 
2W1-12-16-032 
2W1-12-16-32 
2W1-12-16-64 
2W1-12-20-31 
2W1-12-20-60 
2W1- 12-20-64 
2W1-12-24-64 
2W1-13-14-20 
2W1-13-16-32 
2W1-13-16-40 
2W1-13-16-65 
2W1-13-24-64 
2W1-13-32-63 
2W1-13-36-64 
2W1-14-20-32 
2W1-16-12-25 
2W1-16-14-32 


658 


1560-397-1071-M 


1560-030-5644-M 


1560-662-5871-M 
1560-303-2414-M 
1560-303-2415-M 
1680-509-3823 
1560-324-0101-M 
5310-205-9666 


5970-098-9748 


5975-038-2761 


1620-341-6588 
1560-331-9560-M 
5910-617-3869 
5935-295-6509 
5935-295-6583 
2915-202-8380 


6150-617-1270 
6150-284-0518 
6150-635-4728 


1560-329-9453-MB 
1560-515-0759-MB 
5930-323-2084 
5930-090-4302 


5930-321-0224 


5930-090-4304 


5935-333-9115 
1560-508-8557-MB 
1560-508-8558-MB 
5340-302-8863 
5340-302-8865 
5340-302-8867 
1560-511-4839- MB 
1560-508-8559-MB 
5340-302-8869 
5340-302-8882 
1560-302-8883-M8 
1650-348-2310 
1650-510-9975 


| 5310-551-1763 


5310-245-0666 
5310-245-0666 
5310-166-8803 
5310-217-7777 


5310-217-7769 
5310-639-2720 
5310-209-4494 
5310-217-7785 
5310-209-3383 
5310-217-7787 


5310-217-7799 
5310-217-7803 


5310-038-2701 
5310-217-7804 


FIGURE 
AND INDEX 


52-16 
50-9 
52 
51-9 
52 
37-13 
42 
42 
256 
244 
232-34 
235-4A 
231-5A 
238-2A 
317 
232-33 
235-4 
231-5 
238-2 
317 
232 
235 
237 
238 
317 
292-12 
285-13 
133-11 
233-5 
233-3 
330-8 
217 
212-14 
212-12 
212-15 


: 212-13 


217 


213-33. 


225 
336-16 
48-10 
308-9 
283-14 
286-13 
308-9 
301-16 
304-11 
301-16 
283 
286 
304-11 


.114-20 


12 
12 
12-4 
12-6 
12-5 
12 
12 
12-7 
4-21 
14-6 
208-31 
208 
276-43 
239-36 
239-38 
148-15 
19-36 
298-25 
269-31 
306-17 
243-16 
284-16 
148-5 
321-26 
217 
84-10 
152-20 
84-8 
32A-27 
300-14 
298-46 
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1F-86K-4 


2W1-16-14-50 
2W1-16-14-63 
241-16-20-20 
2W1-16-20-32 
2W1-16-20-63 
2W1-16-24-63 
2W1-16-24-64 
2W1-16-32-63 
2W1-17-2-64 
2W1-17-20-63 
2W1-17-24-32 
2W1-18-14-40 
2W1-18-22-64 
241-18-24-125 
2W1-20-16-64 
2W1-20-20-32 
2W1-20-24-63 
2W1-21-20-32 
2W1-21-28-64 
2W1-22-18-64 
241-24-24-32 
2W1-24-28-42 
241-24-32-63 
2W1-24-36-63 
241-25-20-64. 
2W1-25-44-64 
241-25-44-88 
2W1-28-24-64 
241-28-36-63 
241-32-22-32 
241-32-24-10 
241-32-24-20 
241-32-36-64 
241-33-24-20 
2W1-33-48-32 
2W1-64-40-32 
2W1-8-8-020 
2W1ALP16-14-32 
2W1ALP21-14-32 
2W1AL10-12-32 
2W1AL 10-28-64 
2W1AL 10-34-40 
2W1AL108-64-64 
2Ν1ΑΙ 11-12-52 


Ἰ2Ν1ΑΙ 12-12-16 


2Ν1ΑΙ 12-12-32 
2Μ1ΑΙ 12-12-51 
2W1AL12-14-093 
2W1AL12-14-32 
2W1AL12-16-16 
2W1AL12-20-125 
2W1AL12-20-62 
2W1AL 12-24-40 
2W1AL 12-24-64 
2W1AL 13-14-16 
2W1AL 13-14-32 
2W1AL 13-14-40 
2W1AL 13-20-32 
2W1AL 13-20-64 
2W1AL 13-24-64 
2W14L13-32-100 
241AL13-32-125 
2W1AL 13-32-32 
2W1AL 14-20-64 
2W1AL 14-26-64 
2W1AL16-12-16 
2W1AL 16-20-64 
2WLAL16-24~12 
2W1LAL 16-24-20 
2W1AL 16-24-64 
2W1AL 16-24-91 
2W1AL16-26-32 
2W1AL 16-28-64 
2W1AL 16-32-72 
2W1AL17-16-064 
2Μ1ΑΙ 17-16-32 
2WIAL 17-16-91 
2Μ1ΑΙ 18-16 
2H1AL 18-16-32 
2W1AL 18-16-91 
2W1AL 18-20-62 
2414L18-24-125 


ἸονιΑί 20-14-32 


5310-285-8120 
5310-215-7650 
5310-217-7806 
5310-285-8124 
5310-639-0762 
5310-477-9742 
5310-639-0764 
5310-215-7657 


5310-217-7810 
5310-215-7666 
5310-286-9531 
5310-033-7183 
5310-141-3200 
5310-217-7817 
5310-217-7820 
5310-215-7673 
5310-215-7676 
5310-639-1526 


5310-215-7687 
5310-637-2133 
5310-215-7692 
5310-215-7695 
5310-033-7193 
5310-215-7700 
5310-215-7701 
5310-286-8455 
5310-215-7705 
5310-215-7720 
5310-215-7721 
5310-215-7722 
5310-215-7724 
5310-215-7727 
5310-217-7837 


5310-639-5686 


5310-639-7691 
5310-217-7868 
5310-215-6407 
5310-215-6409 


5310-215-7754 
5310-217-7876 
5310-216-3196 
5310-141-3206 
5310-038-1268 


5310-630-3820 
5310-038-1269 
5310-215-6411 
5310-038-2724 
5310-637-3431 
5310-217-7891 
5310-038-1272 
5310-638-6902 
5310-217-7896 
5310-286-3350 
5310-638-0150 
5310-638-0151 
5310-638-0159 
5310-217-7902 
5310-038-1274 
6310-217-7913 
5310-217-7917 
5310-217-7919 
5310-217-7920 
5310-217-7921 
5310-205-9157 
5310-209-3669 
5310-217-7922 
5310-217-7924 
5310-205-8317 
5310-217-7926 
5310-217-7927 


5310-217-7935 
5310-217-7936 
5310-217-7938 
5310-217-7941 
5310-217-7942 
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PART NUMBER 


2W1AL20-16-16 
2W1AL 20-20-64 
2Ν1ΑΙ 20-22-64 
2W1AL20-24-64 


2W1AL24-22-156 


2W1AL24-26-64 
2W14L25-20-64 
2Ν1ΑΙ 25-28-64 
2W1AL28-24-32 
2W1AL 28-26-64 
2Μ1ΑΙ 28-28-62 
2W1AL29-21-32 
2WH1AL 29-24-20 
2W1AL 29-24-64 
2W1AL3-14-32 

2W1AL32-22-16 
2W1AL32-26-20 
2W1AL 33-32-16 
2814L34-21-64 
2W1AL34~32-64 
2W14L34-36-62 
2W1AL 34-36-64 
2W1AL 36-28-64 
2W1AL40-32-62 


2W1AL40-40-125 


2W1AL41-32-16 
2W1AL41-32-64 
2W1AL45-32-62 


2W1AL48-31-125 


2W14L 49-32-91 
2W1AL50-38-64 
2W1AL50-47-64 
2W1AL65-55-62 
2W1AL65-55-64 
2W1AL 74-44-20 
2W1AL 74-44-91 
2W1AL78-51-64 
2W1812-18-20 
2W188-8-32 
2W1C114-76-10 
2W1C 12-18-40 
2W1C 12-20-50 
2W1C13-14-32 
2W1C 13-14-50 
2W1C 13-20-32 
2W1C 14-20-32 
2W1C 17-16-32 
2w1C 20-24-51 
2W1C24-32-2 
2W1C24-32-5 
2W1C25-32-63 
2W1F 13-18-64 
2W1G 13-14-63 
2W1G1 7-16-32 
2W1G17-16-63 
2W1G21-18-63 
2W1G25-20-10 
2W1L825-22-62 
241L833-24-32 
2W1L 34-36-62 
2W1P13-14-31 
2W1P24-18-63 
2W1P28-18-31 
2W1P46-35-94 
2W1R12-24-32 
2W1R14-15-250 
2W1R18-15-250 
2W1R40-32-62 
2W1RT7T6-50-32 
2WiSR28-26-62 
2W1V29-18-62 


5310-639-7013 
5310-217-7945 
5310-215-7757 
5310-637-3311 
5310-217-7954 
5310-217-7955 


5310-033-7212 
5310-216-3197 
5310-215-6417 
5310-215-6418 
5310-217-7962 


'5310-038-1287 


5310-217-7965 
5310-630-3828 
5310-217-7967 
5310-616-2293 
5310-217-7973 
5310-038-1290 
5310-038-1291 
5310-038-1292 
5310-582-8837 


5310-616-2294 
5310-217-7981 
5310-215-7759 
5310-637-3435 
5310-215-7761 
5310-285-8109 
5310-215-7764 
5310-038-1300 
5310-217-7987 
5310-216-3198 
5310-215-7769 
5310-217-7993 
5310-215-7775 
5310-209-2333 
5310-550-2210 
5310-215-7802 
5310-039-5169 
5310-531-9621 
5310-215-7804 
5310-215-7807 
5310-215-7808 
5310-215-5846 
5310-214-1096 
5310-286-2781 
5310-215-7817 
5310-215-7824 
5310-215-7825 
5310~215-7828 
5330-038-1309 
5310-038-1312 
5310-584-8888 
5310-216-3199 
5310-216-3200 
5310-216-3201 


5310-215-5876 
5330-038-1319 
5330-033-7231 
5330-033-7239 
5330-033-7242 
5330-630-3824 
5330-038-1322 
5330-038-1324 
5330-038-1330 
5330-038-1338 
5330-171-5518 
5330-033-7263 
5330-033-7274 
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2W18-1216 
2W18-1216L 


2W18-416M 
2418-428 


2W18-616L 
2W18-616M 


2W2B13-16-62 
2W2813-22-64 
2W2B25~22-64 
2W2SP17-34-95 
2W25P21-34-95 
2W25P24-24-63 
2W25P24-36-95 
2W25P25-20-125 
2W2SP25-36-95 
2W2SP25-40-95 
2W2SP28-19-25 
2W2SP28-24-25 
2W2SP30-36-63 
2W2S32-56-65 
2W2S33-28-62 
20012 


201-14009-101 
201-14009-2 
201-14013-2 
201-14219-11 


201-14219-3 
201-14219-5 


5310-595-9823 
5310-619-5894 
5310-215-7876 
5310-215-7877 
5310-215-7878 
5310-215-7880 
5310-215-7881 
5310-038-1347 


5310-285-8135-MB 


5310-285-8131 
5310-215-7883 
5310-215-7884 
5310-285-4493 
5310-209-5377 
5310-285-4438 
5310-285-4492 
5310-619-5889 
5310-033-7289 
5310-215-7886 
5310-215-7887 
5310-215-7888 
5310-215-7889 
5310-285-4444 


5310-215-7890 
5310-215-7891 
5310-285-4443 
5310-215-7892 
5310-215-7893 
5310-215-7894 
5310-215-7895 
5310-285-4441 
5310-215-7896 
5310-033-7290 
5310-215-7897 
5310-215-7898 
5310-033-7291 
5310-215-7899 
5310-285-4439 
5310-215-7900 
3120-661-3008 
3120-697-0217 
3120-697-0219 
3120-516-1206 
3120-516-0970 


3120-662-7332 
3120-662-7333 
3120-516-0997 


"3120-516-0971 


5310-209-5837 
5310-209-5840 
3120-662-6982 
3120-662-4371 
3120-661-3010 


1560-024-6149-MJ 


1560-508-8153-MJ 
1560-508-8756-MJ 


1560-624-0219-MJ 
1560-624-0218-MJ 
1560-756-8275-M 
1560-671-0742-MJ 
1560-630- 1681-M 
1560-675-4998-MJ 
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266-19 
266-20 
166-2 
18-12 
156-31 
328 
328-26 
12 
13A 
12 
13A 
12 
23A 
26-2 
26-6 
26-5 
26-4 
26-3 
16 
16 


~ 
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1560-508-8763-MJ 16 
1560-508-8764-M 16 
1560-508-8765-MJ| 13A-27 
1560-508-8766-MJ| 13A 
1560-508-8767T-MJ| 134-28 
1560-508-8768-MJ| 13A 


2W1V29-22-62 
2W1V37-26-62 
2W1V56-48-62 


5330-033-7275 
5330-033-7280 
5330-033-7285 
5310-596-4688 
5310-209-2471 
5310-639-4014 
5310-286-9660 
5310-567-9820 
5310-094-6904 
5310-219-7806 
5310-215-7874 
2W17-10M 5310-038-1346 


- 


201-14290-1 
201-14290-2 


201-14297-27 
201-14349- 
201-14480-2 
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1560-508-8838-MJ 
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Section lll 
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PART NUMBER 


201-14606-2 
201-14606-21 
201-14621 
201-16046 
201-16064-1 
201-16064-2 
201-17002-1 
201-17002-2 
201-17003-1 
201-17003-2 
201-17004-1 


201-17005-1 
201-17005-2 
201-17022-1 
201-17022-2 
201-17022-3 
201-17022-4 
201-17023-1 
201-17023-2 
201-17026-1 
201-17026-2 
201-17027-1 
201-17027-2 
201-17028-1 
201-17028-2 
201-17029-1 


201-17060-23 
201-17060-25 
201-17060-27 
201-17060-29 


201-31004-109 
201-31004-161 


201-31004-169 
201-31004-251 


201-31004-79 
201-31004-81 
201-31004-87 
201-31710 
201-34312 
201-34314 
201-42007 
201-42008 
201-42014 
201-42019 
201-42803 
201-42804 
201-42805 
201-42806 
201-43005 
201-43006 


STOCK Νο. 


1560-508-8860-M 


1560-568-3624-M 
1560-662-6905-M 
1560-346-9796-M 
1560-346-9797-M 
1560-508-8861-M 
1560-508-8863-M 
1560-508-8867-M 
1560-508-8870-M 
1560-508-8874-M 


1560-508-8880-M 
1560-508-8883-—M 
1560-508-8886-M 
1560-508-8887-M 
1560-508-8888-M 
1560-508-8889-M 
1560-508-8890-M 
1560-508-8891-M 
1560-508-8892-M 
1560-508-8893-M 
1560-508-8894-M 
1560-508-8895-M 
1560-508-8896-M 
1560-508-8897-M 
1560-508-8898-M 
1560-508-8899-M 
1560-709-1642-M 
1560-508-8900-M 
1560-508-8901-M 
1560-508-8902-M 
1560-614-5050-M 
5306-508-8904-M 
1560-508-8906-M 
1560-508-8907-M 
1560-508-8908-M 
1560-508-8909-M 
1560-508-8910-M 
1560-508-8911-M 
1560-508-8912-M 
1560-508-8913-M 
1560-516-0360-M 
1560-516-0297-M 
1560-516-2622-M 


1560-311-0101-M 


. 1560-566-6068-M 


1560-651-0934-M 
1560-696-4008-M 
1560-612-9136-M 
1560-612-9137-M 


1560-704-7760-M 
1560-327-3281-M 
1560-327-3282-M 
1560-339-8375-M 
1560-339-8376-M 


1560-696-4009-M 


2995-510-7978 
2995-697-5243 


1560-568-3677-M 
1560-327-3283-M 
1560-320-6136-M 
1560-320-6137-M 
1560-320-6138-M 
1560-327-3284-M 
1560-630-3396-M 
1560-327-3285-M 
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128-39 
13A-29 
128-368 
128 
128-23 
128-40 
41 
41 
41 
11A-1 
11A 
114-2 
11A 
11A 
114-3 
11A-4 
11A 
114-9 
11A 
114-10 
11A 
114-11 
11A 
11A-12 
“LIA 
11A-13 
11Α 
114-14 
11A 
114-15 
11A 
114-16 
114-5 
11A-6 
114-7 
11A-8 
138-18 
138-23 
13B 
138 
138 
138 
13B 
138 
138 
10-55 
10-54 
11Α-21 
94 
77 
94 
94-35 
77 
94 
94-32 
94-33 
94-34 
123-25 
303-19 
305-32 
310-17 
310-18 
343 
310 
314-25 
314-26 
314-37 
314-38 
321A-6 
321A-5 
3214-13 
3214-14 
3214-3 
321A 
321A-7 
27 
333-14 
333-35 
333-28 
333-29 
333-13 
333-43 
333-50 
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PART NUMBER 


201-48802-11 
201-48802-7 
201-48802-9 
201-51050 
201-51050-3 
201-51054-11 


201-51054-13 


201-51054-15 
201-51054-17 
201-51054-23 
201-51054-25 
201-51054-27 
201-51054-29 
201-51054-39 


201-51054-41 
201-51054-43 
201-51054-45 
201-51054-7 
201-51054-9 


201-51058-11 
201-51058-3 
201-51058-5 
201-51058-7 
201-51058-9 


201-52032-101 
201-522101-101 
201-522102 
201-522103 


201-522104 
201-522105 
201-522106 
201-522107-5 
201-522108-5 
201-522109 
201-522109-3 
201-522109-5 
201-522109-7 
201-522110 
201-522111 
201-522112 
201-522112-3 
201-522113-5 
201-522114-5 
201-522115 
201-522115-5 
201-522116-5 
201-522117 
201-522120 
201-522121 


201-522123-3 
201-522123-5 
201-522126 


201-522131 
201-52289 
201-53151-1 
201-53151-2 
201-53170-1 


|201-53170-2 


1560-627-0008-MJ 
4730-334-4083 


1560-630-3395-MJ 
1560-628-6198-MJ 
1560-566-6069-MJ 


6680-518-1284 
6680-518-1211 


6680-518-1287 
6680-518-1209 
6680-518-1301 
6680-518-1419 
6680-518-1302 
6680-518-1418 
1680-518-1285 


6680-518-1212 
6680-518-1283 
6680-518-1210 
6680-518-1280 
6680-518-1207 


6685-553-1372 
6680-553-1443 
6680-553-1444 
6680-553-1445 
6680-574-0244 


1560-630-3394-MJ 


1560-030-5671-MJ 


1560-030-5672-MJ 
1560-030-5673-MJ 
1560-030-5674-MJ 
1560-030-5675-MJ 
1560-030-5676-MJ 
1560-307-2593-MJ 


1650-304-3643 

1560-030-5677-My 
1560-030-5678-MJ 
1560-307-2594-MJ 
5307-521-4857 

1560-030-5679-MJ| 
1560-030-5680-Myi 
1560-092-5039-MJ 
1560-030-5681-MJ| 
1560-092-5040-MJ 
1560-217-6503-MJ 
1560-030-5683-MJ 
1560-030—-5684-MJ 
1560-030-5685-MJ 
1560-092-5041-MJ 


1560-030-5686-MJ 
1560-096-5098-MJ 
1560-307-2595-MJ 
1560-307-2596-MJ 
1560-307-2591-MJ 
1560-096-5099-MJ 
1560-307-2598-MJ 


1680-341-9537 
1680-626-0131 
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τ.6. 1F-86K-4 Numerical Index 
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FIGURE 


AND INDEX PART NUMBER 


PART NUMBER 


1560-700-1259-MJ| 250 
1650-698-6465 175-10 
178-4 
204-11 
202-14829-5 5310-639-1501 10-51 
202-53085 1680-614-5057 256-23 
202-53407-57 1560-656-6420-MJ 265-9 
202-540002-101 255A 
202-540002-111 255A 
202-540005 2554-11 
202-540005-11 2554-18 
202-540005-3 255A-12 
202-540005-5 2954-19 
202-540005-7 2554-13 
202-540005-9 2554-20 
202-681002-1 1680-670-8231 2094-42 
255A-1 
202-681002-2 1680-671-1531 209Α 
: j 255A 
202-681002-23 1560-798-4399-MJ| 255A-34 
202-681002-24 255Α 
202-681002-7 1560-796-9186-MJ| 255A-35 
202-681003 255A-8 
202-681004-1 1560-796-9184-M 
202-681004-2 + | 1560-796-9185-MJ 
202-681005-1 
202-681005-2 
202-681007-1 1560-77T1-0192-MJ 
202-681007-2 1560-770-3332-MJ 
2022 
203-16008 


201-53171 1680-566-1957 259 
201-53313-11 108-7 
201-53315-11 108-8 
201-53316-101 ` 108-10 
1560-624-1481-MJ 108-10 
82-9 
201-53334-1 1560-307-2600-MÁ 274-44 
201-53334-2 1560-307-2599-Md 274-45 
201-53338 1560-304-3644-MJ 273-16 
201-53338-3 273 
201-53339 1560-304-3645-Mj 273-8 
201-53339-3 213 
201-53341 694-29 
201-53341-1 1560-508-8916-Mj 134-21 
201-53341-2 1560-508-8917-M4 13A 
201-53342 5330-784-3415 13Α-20 
201-53343 13A-6 
201-53346-1 1560-508-B919-MJ 134-16 
1560-508-8920-MJ 13A 
1560-696-4077-MÀJ 128-36 
128-35 
694-28 
1560-508~8921-MJ 134-10 
201-53349-2 1560-508-8922-Mj 13A 
201-53350-1 1560-508-8923-MJj 134-13 
201-53350-2 1560-508-8924-MJ 13A 
201-53371-3 1560-508-8927-M 10-43 
1560-508-8928-M 10-44 
1560-656-6551-MJ 108-9 
201-53407-39 1560-656-6543-Μ. 268-26 
201-53407-43 1560-508-8929-MJ 69A-1 
201-53407-44 1560-508-8930-MJ 69A 
201-53407-5 1560-566-6071-MJj 268-25 
201-53700-1 134-26 
69Α 
201-53700-2 13A 
69A 
201-540029-15 71-29 
201-540029-17 77-30 
201-540029-21 77-33 
201-540029-23 77-32 
201-540029-25 77-31 
201-540029-27 711-34 
201-540029-33 86-30 
|201-540029-35 71-36 
201-540029-37 11-28 
201-540029-39 i ττ 
201-540029-41 17-9A 
ττ-35 
77-37 
1560-348-5499-Mj 217-20 
239 
1560-563-7726-M 239-40 
1560-563-7727-MJ 239-45 
231-9 
1560-336-1476-MJ 231-14 
202-4 
202-11 
202-9 
1560-625-7735-MJ 202-7 
202-6 
202-1 
5340-684-9453 202-2 
202-35 
202-38 
202-34 
1560-656-6448-MJ 325-23 
1650-313-4960 171-12 
176 
312 
325 
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203-16008-3 1560-336-7745-MJ 


203-2815 
203-54100-7 1560-306-40T8-MJ 
204BRP-RED 


205-10 


205-10006 
205-31008-101 


205-31008-102 


205-31009 


205-31011-1 
205-31011-2 
205-31012-1 
205-31012-2 
205-31013-1 


1560-327-3301-MJ 


205-31205-51 
205-31205-61 
205-31234-1 
205-31234-2 
205-31239-1 
205-31239-2 
205-31239-42 
205-31243 
205-31244-1 
205-31244-2 
205-31245 
205-31301-1 
205-31301-2 
205-31301-21 


201-58801-33 

201-58801-65 1560-339-8380-M 

201-58801-67 1560-315-2942-M 

201-58801-69 1560-342-1836-M 
5935-522-7751 


1560-656-6592-MJ| 
1560-656-6419-M 
205-31306-69 
205-31306-71 
205-31306-91 
205-31309 

205-31309-11 


1560-592-5836-M 
1560-775-7194-M 
1560-732-0402-M 
1560-584-5869-M 
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CHANGED 3 MAY 1963 ; 7 661 





Section lll I . 


Numerical Index T.G. LF-B6K-4 


FIGURE 
PART NUMBER STOCK NO. AND INDEX 


205-48019 


FIGURE 


PART NUMBER AND INDEX 


STOCK NO. 








205-31311-11 
205-31311-12 






















205-48027 
205-48149 
205-48314 
205-48416 
205-48418 
205-48706 
205-48707 
205-48708 
205-48710 
205-48711 
205-48712 
205-48715 
205-48716 
205-48717 


1560-331-9568-M 





205-31337-3 
205-31343-3 
205-31343-5 
205-31343-7 











1560-331-9581-M 1560-097-0004-MJ 
1560-097-0005-MJ 
1560-331-9582-M 


1560-331-9592-M 


1560-332-0019-M 
1560-332-0258-M 
1560-332-0439-M 


205-31369-3 
205-31369-4 


205-31379 
205-31380 
205-31383 
205-31389 
205-31390 
205-31391 
205-31395-1 


205-31415-1. 
205-31415-2 


205-31827-5 

205-31828-11 
205-31831-31 
205-31831-41 
205-31831-51 


205-33705 
205-34636 


205-43037 
205-43038 
205-43040 
205-43041 
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5315-567-9143 


1560-097-0001-M 


5315-291-2584 
5315-205-7069 


1560-097-0002-M 


1560-097-0003-M 


1560-332-1105-M 


1560-304-8700-M 


2995-040-8303 


2995-620-6696 
2995-620-6697 


2995-620-6698 
2995-620-6694 
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205-48721 
205-48722 
205-48727 
205-48728 
205-48729 
205-48733 
205-48802-13 
205-48802-21 
205-48802-33 


205-48802-41 
205-48802-43 
205-48802-47 
205-48802-49 
205-48802-51 
205-48802-53 
205-48802-55 
205-48802-57 
205-48802-59 
205-48802-61 
205-48802-63 
205-48802-65 
205-48802-69 
205-48802-7 
205-48802-71 
205-48802-73 
205-48802-75 
205-48823 
205-48852 
205-48860-20 
205-51019 
205-51019-5 
205-51024 
205-51054-11 
205-51054-13 
205-51054-15 
205-51054-17 
205-51054-19 
205-51054-21 
205-51054-23 
205-51054-25 
205-51054-27 
205-51054-3 
205-51054-31 
205-51054-5 
205-51054-7 
205-51054-9 
205-51058 
205-51058-10 
205-51801-11 
205-51801-13 
205-51801-17 
205-51801-19 
205-51801-21 
205-51801-25 
205-51801-27 
205-51801-3 








205-51801-31 
205-51801-5 


205-51801-51 





205-51801-53 


205-48802-39 









1560-024-4788-MJ 











1560-024-4797-MJ 
1560-024-4798-MJ 











1560-304-9811-MJ 
1560-304-9812-MJ 









1560-024-4800-MJ 









1560-024-4802-MJ| 







6685-518-1191 
6685-696-1622 














6680-519-0302 
6680-519-0251 












6680-519-7166 
6680-519-0252 
6680-538-8312 
6680-518-1415 















6680-519-4980 
























6680-519-0303 
6680-525-9796 
6685-518-1205 
6685-696-1623 
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1963 
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205-51801-53 ` 
205-51801-55 
205-51801-57 
205-51801-59 
205-51801-63 
205-51801-65 
205-51801-67 
205-51801-69 
205-51801-7 
205-51801-73 
205-51801-9 
205-51802-3 
205-51802-5 


205-52051-5 

205-52052-111 
205-52052-121 
205-52052-123 
205-52052-125 
205-52052-127 


205-52052-129 


205-540007-11 
205-54045-10 


205-54045-21 
205-54045-31 


205-54046-10 
205-54046-21 
205-54047-21 
205-54054-11 
205-54054-3 
205-54054-5 


205-54054-1 
205-54054-9 
205-54055-11 
205-54055-3 
205-54055-5 


205-54056-11 
205-54056-21 
205-54056-31 
205-54056-41 
205-54072 


205-54072-11 


CHANGED 3 MAY 


1560-336-7750-M 


1560-311-0108-M 


1560-653-3361-M 


5310-624-0824 
5310-638-6823 
5310-584-8853 


5310-639-3607 


1560-509-8515-MB 
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1 
1 
1 
1 
F 
1 
F 
1 
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Section lll 


Numerical index 
























FIGURE 
AND INDEX 


ως 








205-54097-11 
205-54098 
205-54098-11 
205-54099 
205-54099-5 
205-54100-10 


205-54100-21 
205-54100-31 


205-54100-41 









205-54101-11 
205-54101-21 


1560-620-5505-MJ 


205-54191-10 
205-54191-20 
205-54191-31 










205-54192 
205-54192-10 
205-54192-21 





205-54518-3 
205- 54519 
205-54521-11 
















1560-332-1295-MJ 


1560-332-1358-MJ 


1560-308-6441-MJ 


1560-332-1501-MJ 
1560-332-1507-MJ 


205- 5453 


1560-332-1508-MJ 
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205-54536 
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Section lll 


Numerical Index 





PART NUMBER 





205-54536 
205-5453T 
205-54537-10 
205-54538 
205-54539 
205-54540-101 





205-54544 
205-54545 


205-54547 
205-54602-1 
205-54602-2 
205-54604 


205-54607 
205-58101 
205-58101-3 
205-58101-5 
205-58102 
205-58102-3 
205-58102-5 
205-58107 
205-58108 
205-58108-3 
205-58108-5 
205-58108-7 
205-58110 
205-58110-3 
205-58110-5 
205-61001-21 






205-61001-22 
205-61003-21 
205-61003-22 
205-61003-31 
205-61003-32 
205-61008 
205-61012-1 
205-61012-2 
205-61013 
205-61018: 
205-61028 
205-61029 
205-61032-1 
205-61032-2 
205-61032-21 
205-61032-22 
205-61033-1 
205-61033-2 
205-61041-31 
205-61041-32 
205-61042-21 
205-61042-31 
205-61051-5 
205-61051-7 
205-61058 
205-61060 
205-61061 
205-61062 
205-61063 
205-61064 
205-61065 
205-61066 
205-61067 












205-61068 
205-61070 
205-61070-3 
205-61082-1 
205-61082-2 
205-61083 
205-61084-1 
205-61084-11 
205-61084-12 
205-61084-2 - 
205-61084-21 
205-61084-22 
205-61101 












205-66024 
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STOCK NO. 


1560-332-1509-M 


1560-332-1516-M 


1560-332-1517-M 


1560-332-1522-M 


1560-332-1526-M 


1005-345-9631 


1005-219-4306 
1005-345-9633 
1005-040-8308 
1005-219-4307 
1005-219-4308 
1005-219-4309 
1005-098-8047 
1005-098-8049 
1005-219-4310 


1005-300-7853 
1005-330-4489 


5315-291-1369 
1005-211-0318 
1005-211-0319 
1005-211-0320 
1005-211-0321 
1005-211-0322 
1005-219-4315 
1005-310-2103 
1005-533-3725 


1005-219-4316 
1005-096-5114 
1005-096-5115 
1005-219-4317 


1005-322-3613 
1005-322-3614 


1005-694-5965 
1005-694-5966 





FIGURE 
AND INDEX 


88-25 
87-23 
83-34 
83-33 
87-30 
83-31 
88-37 
88-28 
88-29 
86-24 
88-24 
87 
2217-38 
221 
80 
221 
227-41 
172-39 
172 
172 
171-40 
171 
171 
175-3 
172-40 
172 
172 
172 
171-39 
171 
171 
80-6 
252 
252 
253 
253 
253-1 
253 
252-38 
252-11 
252 
252-10 
252-12 
253-40 
253-41 
253 
253 
253-38 
253 
253-42 
253 
253 
253 
253-12 
253 
253-35 
253-34 
253 


253-24 | 


252630 
252-33 
253-30 
252-37 
253-33 
253-32 
252-34 
253-21 
253-28 
252-19 
252-19 
252-23 
252 
252-28 
252-27 
252-27 
252 
252 
252-27 
252 
86-33 
88-3 
80 
255 
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lF-86K-4 


PART NUMBER 


205-66024-11 


205-66025 
205-66025-3 
205-66026 
205-66026-11 
205-66026-3 
205-69001-11 
205-69002 
205-69003 
205-69003-11 
205-69004 
205-69005 
205-69006 
205-69007 
205-69009 
205-69010-1 
205-69010-2 
205-69011 
205-69012 
205-71005-3 
205-71005-4 
205-71006-10 
205-71006-11 
205-71006-12 
205-71006-3 
205-71006-4 
205-71006-5 
205-71006-6 
205-71006-7 
205-71006-9 
205-71013 
205-71028 
205-73037-129 
205-73312-25 
205-73312-37 
205-73312-39 
205-73312-41 
205-73312-51 
205-73312-53 
205-73312-55 
205-73312-57 
205-73312-59 
205-73312-61 
205-73325 
205-73338 
205-74004-10 
205-74004-11 
205-74004-12 
205-74004-17 
205-74004-18 
205-74004-19 
205-74004-20 
205-74004-21 
205-14004-22 
205-14004-23 
205-74004-24 
205-74004-25 
205-74004-26 
205-74004-27 
205-74004-28 
205-74004-3 
205-74004-4 
205-74004-5 
205-74004-6 
205-14004-1 
205-74004-8 
205-74004-9 
205-74049-13 
205-74049-15 
205-74049-17 
205-74049-19 
205-74049-21 
205-74049-23 
205-74049-25 
205-74049-27 
205-74049-3 
205-74049-31 
205-74049-33 


205-74049-35 
205-74049-37 
205-74049-39 





STOCK NO. 


ΠῚ 
1005-219-4318 


5305-286-8956 


1270-219-4319 
1005-219-4320 
1005-219-4321 
1005-219-4322 
1005-219-4323 


5995-636-0276 





1560-311-0109-MJ 
1560-308-6447-MJ 
1560-306-4079-MJ 
1560-308-6448-MJ 


1560-035-3710-MJ 


5995-284-7670 
5995-548-8164 


5995-548-3901 


FIGURE 


AND INDEX 





80 NP 
255 NP 
255-15 1 
255-17 1 
255-8 1 
255 1 
255-10| 1 
254 ΝΡ 
254-12 1 
108 1 
108 1 
108 1 
108-27 1 
108-24 1 
108 1 
254-10 1 
254-8 1 
254-9 1 
254-7 1 
254 1 
242-16 1 
242 1 
242 1 
242-47 1 
242 1 

242A-1 1 
242A 1 
242Λ-4 1 
242A 1 

70-32 1 
242-45 1 
244-1 | REF 

2424-26 
129-2 
263-22 
263-31 
263-17 
263-15 
263-29 
263-28 
263-19 
263-33 
263-34 
263-36 

90-44 

90-43 
248 
248-18 
248 
248-22 
248 
248-24 
248 | 
247-46! 

241 [| 

241-45 

241 





246 j 
248419 
248' 
246-43 
246 
246-45 
246 
248-20 
248 
248-21 
251-13 
251-15 


` 251-17 


251-19 
251-21 
251-23 
251-25 
251-27 
251-2 
251-32 
245-30 | RE 
251-33 
251-30 
251 
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1 
1 
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1 
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246-41 1 
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1 
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1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
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1 
1 
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1 
1 
1 
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PART NUMBER 


205-74049-41 
205-74049-43 
205-74049-45 
205-74049-47 
205-74049-49 
205-74049-5 
205-74049-51 
205-74049-53 
205-74049-55 
205-74049-57 
205-74049-7 
205-74049-9 
205-14071-11 
205-74077-21 
205AC 1/2 

205AC 1/4 


205AC 5/16 
205AC10 


207-13901 
207-14901-501 
207-14901-502 
207-20001 


207-31001 
207-31003 
207-31003-61 
207-31034 
207-31036-1 
207-31036-2 
207-31040-11 
207-31041 
207-31042-3 
207-31042-4 
207-31100 


207-31100-21 
207-31100-31 
207-31100-41 
207-31100-51 
207-31100-61 
207-31100-71 
207-31100-81 
207-31100-91 
207-31101 
207-31101-17 
207-31102 
207-31102-101 
207-31102-151 
207-31102-161 
207-31102-181 
207-31102-191 


207-31102-201 
207-31102-221 


.1207-31103 


207-31103-101 
207-31103-51 
207-31103-61 
207-31103-71 


207-31103-81 
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STOCK NO. 


5330-291-3820 
5340-794-8993 


5330-291-4796 
5330-291-6997 
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1F-86K-4 


PART NUMBER 


207-31103-81 
207-31103-91 


207-31104 
207-31104-101 
207-31104-201 
207-31104-61 


207-31105 


207-31105-111 ` 


207-31105-7. 
207-31105-71 


207-31105-81 


207-31105-89 
207-31105-91 


207-31106-1 
207-31106-11 
207-31106-12 
207-31106-2 
207-31106-21 
207-31106-22 
207-31107 


207-31108 
207-31108-39 
207-31108-51 
207-31108-61 
207-31108-71 
207-31113 
207-31113-31 
207-31113-41 
207-31118 
207-31118-81 
207-31118-91 
207-31124 
207-31124-111 


207-31124-121 


207-31124-131 


207-31124-141 
207-31125 
207-31125-71 
207-31125-81 


207-31126 
207-31126-57 
207-31128 
2207-31130 
207- 31133 
207-31134 
207-31134-101 
207-31135 
207-31135-101 
207-31135-121 


. |207-31135-51 


207-31135-81 
207-31182 
207-31202 
207-31202-51 
207-31204-3 
207-31205-3 
207-31207 
207-31208 








STOCK NO. 


1560-709-4258-MJ 


1560-346-9800-MJ 
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Section ΙΙΙ 


Numerical Index 


PART NUMBER 


207-31332-101 
207-31332-57 
207-31401 ΄ 


207-31401-101 


207-31401-61 
207-31401-71 


207-31401-81 


207-31402-100 
207-31402-111 
207-31403 
207-31403-101 
207-31403-121 
207-31404 
207-31404-61 
207-31404-71 


207-31409-2 
207-31430-101 
207-31430-45 
207-31430-49 
207-31430-97 
207-31451 
207-31470-1 
207-31470-2 
207-31473 


207-31524-21 
207-31524-31 
207-31601 
207-31602 
207-31603 
207-31604 
207-31881 
207-31881-21 


207-31881-3 
207-31881-31 


207-31881-4 
207-31881-5 
207-31881-6 
207-31882 
207-31882-51 
207-31882-61 


207-31886 


STOCK NO. 


1560-332-1527-M 


1560-628-7943-M 


1560-785-T649—M 


1560-332-1550-M 
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PART NUMBER 









207-31903-51 
207-31903-61 
207-31942 

207-31942-11 
207-31942-21 
207-31942-31 
207-31942-41 
207-33301-1 










207-33301-2 









207-33306 
207-34036 










207-34744 
207-34745 






5 





207-42004 










207-42004-75 
201-42051 
20171-42166 





207-43002 





207-43002-11 







207-43002-21 


207-43005 







207-43009 
207-43021-7 
207-43021-9 







207-51003 
207-51003-11 







207-51025 









207-51025-10 
207-51031 









STOCK NO. 


1560-341-0431-MJ 


1560-341-0432-MJ 
1560-327-3306-MJ 
1560-342-1837-MJ 
1560-560-4283-MJ 


1560-709-4256-MJ 


1560-332-1559-MJ 


2995-327-3307 


2995-327-3308 
2995-335-8748 


2995-652-6194 








FIGURE απ. 
AND INDEX AR 





85-1 1 
85 1 
118 1 
118 1 
118-1 1 
118 1 
118 1 
278-42 1 
280 REF 
282-23 | REF 
296-30 | REF 
218 1 
280 REF 
280-20] 2 
80 NP 
302 NP 
82-22 1 
89-41 1 
83-23 1 
295-3 1 
295-4 1 
307-19| 1 
307-29 1 
310-1 -| REF 
311-1 1 
317-37 | REF 
310-11 1 
317-3 1 
310-13 1 
319 1 
78 NP 
320 NP 
320-1 1 
321 REF 
320 1 
321 REF 
320 1 
321 REF 
321A REF 
321-32 1 
322 REF 
321 1 
320-13 1 
320-21 1 
321-41 1 
321 NP 
327-6 | NP 
334 NP 
321-5 NP 
336 NP 
327-4 | NP 
338 NP 
321 NP 
338 NP 
327-7 | NP 
340 NP 
31 NP 
83-39 1 
338-35 1 
135 1 
135 1 
135 1 
132-15 1 
135 REF 
110 NP 
145 NP | 
80 NP 
143 NP 
80 NP 
144 NP 
80 NP 
139 NP 
140 NP 
145 NP 
110 NP 
142 NP 
135 3 
134-2 1 
168-63 | REF 
134-3 1 
78 NP 
133 NP 
134 NP 


CHANGED 3 MAY 




















1963 








PART NUMBER 


207-51031 


207-52001 
207-52031 


207-52201 
207-52401 
207-53060 
207-53075 
207-53303 


207-53304 


207-53307 


207-53307-11 
207-53307-21 


207-53308 
207-53311 


201-53315-11 
207-53320 
207-53320-11 
207-53321-31 
207-53322 
207-53323 
207-53325 
207-53326 
207-53332 
207-53333 
201-53334 
207-53334-11 
201-53335 
207-53337 
207-53338 


207-53339 
207-53340 
207-53341 
207-53345 
207-53346 
207-53347 
207-53348 


207-53352 
207-53354 
207-53357 
207-53357-11 
207-53358 
207-53359 


207-53359-9 


207-53362 
207-53362-11 
207-53363 
207-53364, 
207-53364-11 
207-53365 
207-53366 


.|207-53367T 


207-53368 


207-53369 
207-53370 
207-53371 
207-53371-9 
207-53372 
207-53375 
207-53376 


CHANGED 3 MAY 


T.0. 







QTY. 
PER 
ART. 





FIGURE 


STOCK NO. AND INDEX 


Z2222222ZZZ 
DUTVDODDDUDD 





1660-327-3309 


=== 


1660-026-2673 


1660-026-2679 


1660-692-2238 


pp κα — — pu = = ο — — = = = — = = pu T = = — Pet n ο IS TTE en A A ES ie m m A A A 


1963 





SOURCE 





1F-86K-4 


CODE 





REPAIR 


CODE 











ΠΗ PART NUMBER 


207-53377 
207-53377-31 
207-53377-41 
207-53377-51 
207-53378 
207-53378-21 
207-53378-31 
207-53379 
207-53379-11 
207-53381 
207-53382 
207-53383-3 
207-53383-5 
207-53384 
207-53385-3 
207-53385-5 
207-53386 
207-53388 
207-53390 


207-53390-11 
207-53391 
207-53391-11 
207-53393 
207-53395 
207-53395-11 
207-53397 
207-53402=11 
207-53403-21 
207-53407-103 
207-53407-107 
207-53407-109 
207-53407-11 
207-53407-115 
207-53407-117 
207-53407-119 
207-53407-123 
207-53407-125 
207-53407-13 
207-53407-25 
207-53407-27 


207-53407-31 
207-53407-37 
207-53407-41 


207-53407-51. 


207-53407-55 
207-53407-67 
207-53407-69 
207-53407-7 

207-53407-79 
207-53407-83 
207-53407-9 

207-53407-91 
207-53407-95 
207-53407-97 


207-54004 
207-54005 


207-54006 


207-54007 
207-54008 


207-54009 
207-54010-1 
207-54010-11 
207-54010-12 
207-54010-2 
207-54010-3 
207-54011-11 
207-54011-21 
207-54012 
207-54012-11 
207-54012-21 
207-54014-1 





STOCK NO. 


1560-320-6159-MJ 


1560-026-2684-MJ 


1660-327-3311 


1660-327-3312 
1660-327-3313 


1560-026-2687-MJ 


1560-624-3764-MJ 


1560-307-2644-MJ 


1560-311-0110-MJ| 








Section lll 


Numerical Index 


FIGURE QT. 
AND INDEX ART. 


264-28 | REF 
264-28 | REF 
264-28 | REF 
264-28 1 
264-15 | REF 
264-15 | REF 
264-15 1 
264-11 | REF 
264-11 
264-9 
264-10 
264-31 
264 
264 
264 
264 
264 
264-29 

23-16 
69-23 
264-16 
264 
264-35 
264-34 
264-17 
269-69 
269 
269 
107-26 
107-25 
268-3 
274A-4 
265-1 
264-8 | RE 
274-33 
264-35 | REF 
270 1 
268-14 | REF 
265-37 1 
264-1 | REF 
269-61 1 
269-70 | REF 
269-71 | REF 
269-61 
269-12 
265-1 
271 
271 
268-34 
268-35 | RE 
264-13 
268-41 
268-38 
264-12 
211-35 
271-38 
269-10 
269-11 
221 
222 
221 
228 
215 NP 
216 
218 
219 
225 
235 
231 
232 
233 
238 
67 
61 
61 
61 
68 
223 
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SOURCE 
CODE 
REPAIR 
CODE 


667 











Section lll 


Numerical Index 


PART NUMBER 


207-54014-1 
207-54014-2 


207-54014-3 
207-54023 
207-54024 
207-54025 
207-54031 
207-54032 
207-54033 
207-54037 
207-54038 
207-54039 
207-54040-1 
207-54044 
207-54045 
207-54128-13 
207-54128-18 
207-54129-13 
207-54129-18 
207-54131 
207-54132 
207-54133 
207-54231 
207-54500 
207-54601-1 
207-54601-2 


207-58014-1 


207-58014-2 


207-58015 


207-58016 


207-58018-1 
207-58018-2 
207-58019 


207-58020 


207-58023 


207-58024 


207-58025 


207-58104-11 
207-58104-7 
207-58104-9 
207-58642 


668 











STOCK NO. 


6150-620-6601 
6150-620-6602 


5920-687-2348 








FIGURE 


AND INDEX 





T.G. 





22222 
"700000 
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REPAIR 


CODE 








1F-86K-4 


PART NUMBER 


207-58650 


207-58654 


207-58658 
207-58663 


207-58679 
207-58685 


207-58687 
207-58695 


207-58801-11 
207-58801-13 
207-58801-15 
207-58801-17 
207-58801-19 
207-58801-21 
207-58801-23 
207-58801-25 
207-58801-27 
207-58801-29 
207-58801-3 

207-58801-31 
207-58801-33 
207-58801-35 
207-58801-37 
207-58801-39 
207-58801-41 
207-58801-43 
207-58801-45 
207-58801-47 
207-58801-49 
207-58801-5 

207-58801-59 
207-58801-61 
207-58801-63 
207-58801-65 
207-58801-67 
207-58801-69 
207-58801-7 

207-58801-83 
207-58801-87 
207-58801-89 
207-58801-9 

207-58801-91 
207-58801-93 
207-58801-95 
207-58802-11 
207-58802-13 
207-58802-15 
207-58802-17 
207-58802-21 
207-58802-23 
207-58802-25 
207-58802-27 
207-58802-29 
207-58802-3 

207-58802-31 
207-58802-33 
207-58802-35 
207-58802-37 
207-58802-39 
207-58802-41 
207-58802-43 
207-58802-45 
207-58802-47 
207-58802-49 
207-58802-5 

207-58802-51 
207-58802-53 
207-58802-7 

207-58802-9 

207-58803-11 
207-58803-13 
207-58803-15 
207-58803-17 
207-58803-19 
207-58803-21 
207-58803-23 











STOCK NO, 


FIGURE 
AND INDEX 


154-56 
179-25 
180 
169-1 
174 
168-13 
169-4 
175 
168-1 
169-5 
177 
171-1 
176 
171-11 
178 
168-29 
168-31 
168-30 
168-32 
168-52 
168-55 
168-56 
168-54 
170-6 
170-7 
168-48 
170-4 
170-5 
170-2 
170-3 
170-18 
170-19 
170-20 
170-21 
170-22 
170-23 
168-49 
169-27 
169-25 
169-28 
169-26 
169-24 
169-22 
168-34 
169-13 
169-7 
169-14 
168-33 
169-6 
169-19 
169-20 
181-9 
181-10 
182-7 
182-24 
182-25 
182-6 
182-5 
182-4 
182-3 
181-8 
182-34 
182-32 
182-33 
182-35 
182-36 
182-31 
182-13 
182-11 
182-27 
183-45 








181-1 
183-42 
182-8 
181-2 
181-3 
172-26 
172-24 
172-25 
172-22 
171-19 
171-18 
171-17 


CHANGED 3 MAY 
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Section lll 


T.O. 1F-86K-4 Numerical Index 


RE ary. FIGURE 
FIGU ral 


AND INDEX ART PART NUMBER STOCK NO. 


SOURCE 
CODE 
REPAIR 
CODE 


PART NUMBER STOCK NO. 


AND INDEX 





207-58803-25 
207-58803-29 
207-58803-3 

207-58803-35 
207-58803-39 
207-58803-41 
207-58803-45 
207-58803-49 
207-58803-5 


` 207-58803-51 


207-58803-53 
207-58803-55 
207-58803-57 
207-58803-61 
207-58803-63 
207-58803-65 
207-58803-67 
201-58803-7 

207-58803-71 
207-58803-81 
207-58803-83 
207-58803-85 
207-58803-87 
207-58803-89 
207-58803-9 

207-58803-91 
207-58804-11 
207-58804-13 
207-58804-15 
207-58804-17 
207-58804-19 
207-58804-21 
201-58804-23 
201-58804-29 
207-58804-3 

207-58804-5 

207-58804-7 

207-58804-9 

201-58805-11 
207-58805-13 
207-58805-15 
207-58805-17 
207-58805-19 
207-58805-21 
207-58805-23 
207-58805-25 
207-58805-27 
201-58805-29 
207-58805-3 

207-58805-31 
201-58805-33 
201-58805-35 
207-58805-37 
207-58805-39 
207-58805-41 
207-58805-43 
201-58805-45 
201-58805-5 

201-58805-7 

207-58805-9 

207-58806-11 
207-58806-13 
207-58806-15 
207-58806-17 
207-58806-19 
207-58806-21 
207-58806-23 
207-58806-25 
207-58806-27 
207-58806-29 
207-58806-3 

207-58806-31 


-[207-58806-33 


207-58806-35 
207-58806-5 
207-58806-9 
207-61002-1 


207-61002-2 
207-61010-1 


207-61010-2 
207-61011-1 


CHANGED 3 MAY 





1560-304-9813-M 


1560-313-0133-M 


1560-304-9815-M 


1560-313-0135-M 


1005-219-4362 
1005-219-4363 
1005-219-4364 


1963 











171-16 
172-13 
172-20 
172-14 
172-10 
172-6 
172-5 
172-7 
172-19 
172-8 
172-9 
172-37 
172-33 
172-31 
172-28 
171-14 
171-13 
172-17 
171-6 
171-4 
171-3 
172-38 
172-27 
171-24 
172-16 
171-25 
172-35 
171-30 
171-29 
171-28 
171-27 
171-21 
171-22 
168-51 
172-18 
172-23 
172-32 
172-36 
187-33 
189-53 
187-6 
187-17 
186 
189 
186-14 
186-30 
186-31 
187-25 
189-12 
187-34 
187-31 
189-40 
188-28 


: 171-7 


169-23 
169-26 
208 
189-13 
186-41 
187-14 
41-28 
41-29 
41-30 
41-26 
41-21 
41-22 
41-24 
44-34 
46-18 
44-26 
46-20 
44-35 
44-21 
41 
46-28 
46-19 
252-1 
253 
252 
253 
252-8 
252 
252-9 
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207-61011-2 
207-61019 

207-61020-5 
207-61021-5 
207-61026 

207-61027 

207-61031-1 
207-61031-2 
207-61032-1 
207-61032-2 
207-61033 

207-61034-1 
207-61034-2 
207-61035-1 
207-61035-2 
207-61041-1 
207-61041-2 
207-61048-1 
207-61048-2 
207-61051 

207-71002 


207-71007 
207-71011 


207-71014 


207-71015 
207- 11016 
207-71020 
207-71031 


207-73010-1 
207-73010-3 
207-73301 
207-73302 


207-13312-59 
207-74003 


207-74031 


207-74032 


207-74033 
207-74050 


208AC 1/4 
2102-06-00 


213-10005 
213-31002 
213-31003 
213-31208-1 
213-31208-2 
213-31753 
213-42802 
213-43013 
213-43014 
213-43022 
213-43801-11 
213-43801-15 
213-43801-19 
213-43801-23 


1005-219-4365 


1005-219-4366 
1005-219-4367 


1560-654-0163-MJ 


1005-219-4368 
1005-219-4369 
1005-219-4370 
1005-219-4371 
1005-219-4372 


1005-219-4377 
1005-219-4378 
1005-099-4171 
1005-099-4174 


5330-291-1799 
5940-156-7345 


1560-656-6314-MJ 


1560-346-9804-MJ 











324-1 
321 
320-18 
324-10 
324-7 
320-19 
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Section ΙΙΙ 


Numerical Index 






213-43801-27 








213-53321-11 
213-53322 - 


213-53329 
213-53332 
213-53407-11 


-15 
213-53407-19 
213-53407-23 
213-53407-25 
213-53407-27 
213-53407-29 
213-53407-3 

213-53407-31 
213-53407-33 
213-53407-35 
213-53407-37 
213-53407-39 
213-53407-41 
213-53407-43 
213-53407-45 
213-53407-5 

213-53407-7 

213-53407-9 





213-54025-5 
213-54025-7 


213-61040-2 
213-61040-41 
213-61040-42 


PART NUMBER 














STOCK NO. 





1560-336-1522-M 
















1560-348-5506-M 
1560-341-0436-M 












1560-768-2246-M 




























5340-634-7509 
1005-099-9574 
1005-300-9792 
1005-344-1999 



















5310-525-8726 
1005-203-8532 






1005-293-9822 
1005-332-4123 





































213-71004-10 
213-71004-11 
213-71004-12 
213-71004-3 
213-71004-4 
213-71004-5 
213-71004-6 





670 


AND INDEX 


FIGURE 


320-20 
320-12 
320-15 
333-10 
338-26 
338-45 
135 . 
132 
135 
140 
108 
139 

78 
268 
268-17 
268-16 
268-39 
268-42 
268-52 
274-34 
274-34 
268 
268-12 
268 
268-10 
268 
268-5 
268-4 
268 
268-40 
264 
264-8 
264-1 
268-50 
268-49 
269-70 
269-71 
275-37 
275-38 
107-27 
268 
268 
268-14 
268 
264-35 
268-32 
268-33 
268 
268-31 
268-30 
268-35 
108-33 
231 
231-30 
231-31 
231 
231 

80 
320 
320-55 
252-38 
253-2 
253 
253-3 
253 
253 
253 
253-8 
253-7 
252 
108-13 
108-26 
241 
242 
243 
244 

72 
241-19 
241 
241-20 
241 
241-21 
241 
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1F-86K-4 


PART NUMBER 


213-71004-7 


213-71004-8 
213-71004-9 
213-71009-3 
213-71009-4 
213-71010 
213-71010-11 
213-71011 
213-71012 
213-71012-11 
213-71013 
213-71014 
213-71015 
213-71016 
213-71020 
213-71021 
213-71022 
213-71023 
213-71024 
213-71026 
213-71027 
213-71027-51 
213-71031 


213-71131 


213-74005-10 
213-74005-3 
213-74005-4 
213-74005-5 
213-74005-6 
213-74005-7 
213-74005-8 
213-74005-9 
213-74011 
213-74018 
213-74034 
2182-17 
2182-6 
22A17-054 
22Ε5440 
2259Ε 
22006-3435Η 
2209-6 
221-31429-1 
221-31429-2 
221-31430-1 
221-31430-2 
221-31433 
221-48302-3 


221-48302-5 
22204-44 


22218-.625-2.8435 
22218-.625-2.843SH 
22218-63-2335ῃ 


22218-63-284SH 


223-53206-21 
22318 DE 
22400 

2245-10 

227-14205 
227-14530-1 
227-14530-2 
227-14531-1 
227-14531-2 
227-14532-1 








STOCK NO. 


/1560-656-6316-MJ 
1560-656-6317-MJ 


1560-716-1758-MJ 


5935-222-1320 
5935-259-2569 
5310-596-8793 
5310-811-1214 
5905-644-9479 


5935-187-1615 
1560-699-4865-MJ 
1560-697-0366-MJ| 





5340-329-1981 


1730-631-6417 
1650-529-3330 


-1680-567-7405 


5935-306-5161 

1560-696-4303-MJ 
1560-568-7212-MJ 
1560-568-7213-MJ 
1560-568-7317-MJ 
1560-568-7214-MJ| 
1560-568-7215-MJ 


CHANGED 





FIGURE 


AND INDEX 





241 
241-45 
241 
72-1 
243-42 
243 
243 
243 
243-9 
243-11 
243 
243-39 
243-14 
243-25 
243-19 
244-6 
243 
243-41 
244 
244 
241 
82-10 
82 
78 
241 
242 
244 
78 
241 
242 
243 
243A 
244 
249 
247-54 
247 
247 
247 
249-2 
249 
249-5 
225-52 
249 
249 
222-30 
144-14 
76-22 
239-41 
68-17 
202-13 
247-42 
114 
115 
114 
115 
86 
32A-14 
327-21 
32A-15 
327-20 
222-43 
228-26 
309 
313 
268 
269 
270-25 
272-19 
271-12 
211-23 
311-40 
336-1 
336-6 
344A-4 
174-17 
132-9 
233 
16 
138 
13B-40 
138 
13B-31 
138 
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Section lll 


Numerical Index 
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FIGURE 


AND INDEX PART NUMBER 


PART NUMBER 


242-481005-7 


221-14532-2 
221-14533-1 
221-14533-2 
227-14607-3' 
227-14607-5 
227-14607-6 


1560-568-7318-M 138-35 
1560-569-643T-M 138 
1560-568-7216-M 138-26 
1560-568-7217-M 128-41 
1560-696-4337-M 
1560-696-4348-M 
1560-568-7219-M 
1560-568-7220-M 


5310-656-8854 
4720-684-1419 


zz 


242-530002-11 
242-530002-13 
242-530002-15 
242-530002-3 
242-530002-7 
242-530002-9 
242-533011 í 268 
242-549001-11 209A 
242-540001-31 209A 
242-540001-41 209A 
242-540001-51 209A 
242-540001-61 | 209Α 
242-540001-71 209A 
242-540001-81 209A 
242-540002 . 213 
242-540002-11 213-38 
242-540003 2094-32 
242-540004 209A 
242-540005 209A-20 
242-540006 209A 
242-540006-3 209A-19 
242-540007-3 2094-31 
242-540007-5 2094-26 
242-540001-7 2094-28 
242-540007-9 213-41 
2094-1 
2094-3 
221 
209A-6 
9 
67 
9 
67 
1560-573-2341-MJ| 23A-6 
1560-555-0102-MJ| 23A-8 
1560-573-4200-MJ| 23A-9 
1560-573-4207-MJ| 23A-5 
255-24 
255-6 
255 
255-7 


227-14840-13 

227-14840-14 
1560-506-6328-M 
1560-506-6329-M 


1560-506-9873-M 
1560-506-9874-M 


227-16007-2 
227-16007-3 
227-16007-4 
227-48005-1 
227-48005-11 
227-48005-12 
227-48005-2 
227-48005-21 
227-48005-22 


1560-574-7661-M 
1560-574-7658-M 
1560-696-4359-M 
1560-696-4360-M 
1560-696-4366-M 
1560-696-4372-M 
1560-696-4373-M 
1560-696-4375-M 
1560-622-1186-M 
5935-605-1672 


4810-595-2073 
1650-529-4240 
1650-529-4337 


= 
m 


z 


242-14002-1 
242-14002-2 


242-140110-1 
242-140110-2 
242-140113-1 
242-140113-2 
242-140116-1 
242-140116-2 
242-140117 

242-140118 

242-140120-1 
242-140120-2 
242-140121-1 
242-140121-2 
242-140122-1 
242-140122-2 
242-140123 

242-140126-1 ` 


242-140126-2 
242-14013 


242-14348 


242-31016-21 
242-31016-22 
242-481005-11 
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1560-773-8920-MyJ 


1560-773-8921-M 


1560-173-8922-M 


1560-573-4256-M 


1560-547-2506-M 


5310-656-8853 
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242-681001-1 
242-681001-2 
242-681001-3 
242-681001-4 
242-681002-1 
242-681002-2 
242-681002-3 
242-681003-1 
242-681003-2 
242-681004-1 
242-681004-2 
242-681005 
242-681005-3 
242-710001-21 
242-710001-31 


Pad 
242-710002 
242-710003 | 
242-710006 
242-710024 


242-710026-11 
242-710026-21 
242-710026-31 
242-710054 


242-740013 
242-740016 
242-740019-11 
242-740019-21 


242-740019-31 





1560-673-9071-MJ 
1560-673-9072-M 


1560-773-8923-MJ 


1560-700-1260-MJ 


23A-7 
2558 
2558 
2558-4 
255B ` 
2558-5 
255B 
2558-8 
2558-1 
255B 
2558-6 
2558 
255B-7 
255B 
242 
243 
243A 
241 
243A 

94-49 
2434-16 
2438 
241 
241 
241 
209A 
241-46 
243A 

9 

70 
2438 
134-26 
134-21 
213-43 
243B 
225 
243B 
243B 
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242-740019-41 326-11 5 
242-740019-51 328-12 1 
242-740019-61 334 1 
242-740019-71 245-7 1 
I 245-15 1 
116-50 1 
47-25 1 
5325-599-2424 183-47 2 
111-33 2 
341-19 1 
4920-571-3901 271-16 1 
211-11 1 
4720-334-7980 42-15 1 
i 165-1 1 
1650-692-3720 165-3 1 
1650-595-2908 165-2 2 
1650-513-5148 3H3-4-23 1/2 42-13 1 
1650-692-3722 3H3-6-0304 60-14 1 
6620-515-6405 3H3-6-17 4120-524-3126 42-16 1 
1650-529-3250 3H3-6-28 1/2 4120-524-3130 42-14 1 
13B-29 1 
3110-554-3942 138-38 1 X83 
1650-529-4455 1560-692-1753-MB| 101-7 1 
1560-323-6372-M 239-24 2 
4 15/16 . 244-16 2 
5 7/16 5930-548-8063 49 REF 
6 11/16 30001-3-5.75 189 REF 
7 1/16 30001-3-8.25 189 REF 
2915-394-2440 30001-5-5.75 189 ΒΕΕ Ἴ 
1650-696-3776 30001-5-8.25 189 REF | 
2915-202-5699 334-15 1660-219-4816 264-39 1 | 
215-2 1660-219-4817 270-38 1 ` 
1650-337-5055 175-10 1660-219-4818 270-39 1 | 
178-4 6685-099-0440 264-19 | REF | 
Do 204-11 1 6685-397-4916 264-19 1 
1650-696-3777 174-17 5905-258-6785 210-5 1 | 
1650-533-4103 193-14 1 1680-373-5576 270-41 | REF 
1650-697-1065 168-12 270-41 1 | 
48 1680-517-9252 272-51 1 | 
45 133 2 
49 1630-248-0153 180-9 1 | 
5310-612-3347 2554-33 2 1650-692-8241 201-14 1 
5325-281-2333 32E-19 1 1650-555-7863 189-32 1 
32Ε-20 1 198-8 1 
5325-275-7534 70 8 1650-692-8245 187-46 | REF 
5325-275-7538 70 4 5920-224-6275 212 1 | 
5325-721-7183 70-26 2 1680-516-7164 37-16 | REF 
5325-202-2403 269-73 2 5905-314-7839 209-19 1 
5325-281-2304 275-4 1 5940-230-0469 144 1 
5325-599-9262 239-48 1 ; 12A-8 1 
d 268-29 5 32-1451-080 5310-488-9138 5-4 50 
29522-2-.190 112-9 5 32-1452-126 5310-488-9139 5-23 2 
29522-2-.210 112-8 4 320-.63-350SH 186-2 2 
340-38 1 320-63-.300SH 189-3 2 
340-35 2 320-63-275SH 273-40 1 
340-36 2 320-63-3065H 204-2 2 
340-37 1 321-.625-2.3125S 208A-17 1 
5340-311-2892 238-29 6 325-63-331SH 4130-288-8883 56-10 2 
295922-1-.150 77 3 325-63-369SH 265-2 1 
295922-2-.170 5325-599-4869 77 3 265-50 1 
295922-2-.190 5325-599-4889 77 6 325-63-3885H 4730-317-4044 46-31 4 
295922-2-.200 5325-641-1629 ΤΙ 3 53-22 | REF 
295922-2-.250 5325-599-4795 77 5 325-63-425SH : 169-3 2 
3A1023 1680-289-7379 271 1 325-63-506SH 4130-288-8892 171-2 2 
3F116-1042 269-12 1 203-29 1 
1560-123-7969-MB 115-39 1 325-63-575SH 263-9 4 | 
5325-202-1970 33 0 325-63-600SH 4130-288-8888 203-30 1 
143-8 1 325-63-7135 212-28 | REF 
341-25 2 214-14 1 
143-9 1 6240-295-1617 209-14 3 
143-12 1 225 4 
341-35 1 1660-332-9570 337-14 1 
262-11 1 5905-691-9075 270-36 1 
338-12 4 272-25 1 
3H2-16-41 ` 328-9 1 67-9 1 
3H2-20-15 338-31 4 133-11 | REF 
3H2-24-15 338 2 6140-328-3857 239-26 2 
3H2-32-15 338-5 1 5940-232-5211 242-8 1 
3H2-4-12 273-18 1 321-60 2 
3H2-6-13 86-5 1 263-1 REF 
3H2-6-15 341 1 «276 5340-558-8826 94 6 
3H2-6-17 341-13 1 3591-4CN X 3/8 5340-685-0231 13-51 1 
3H2-6-20 86-2 1 z 13A-38 1 
672 CHANGED 3 MAY 1963 
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PART NUMBER STOCK NO. ANDJNDEX JER š 8 ND INOEZ 
3591-5CN X 15/32 5340-723-4464 1 1 
36837 1650-095-1264 1 1 
3694-14 1 1 
37586 5905-173-9170 1 2 
37808 1650-661-2840 1 5940-642-1373 2 
38390 4330-595-0010 1 5 

1 l 
1 1 
38425 1650-541-0396 F 1 
38421 2915-202-5771 1 1 
3985435 à F 1 
3 96Η 1680-516-8380 1 1 
397-1 H 1 
1 1 
1 1 
1 1 
397-10 1 1 
3 1 
5 5930-566-1507 
1 
1 4-1850-79 2915-202-5624 
2 4BA6162 2 
3 4B16CF16-12 3120-287-9556 1 
4 4B16CF16-48 3120-287-9551 1 
1 4B16CF5-9 3120-185-3459 2 
2 4B16CF7-12 3120-662-5561 2 
397-11 3 4B16CF7-13 3120-662-5622 2 
1 4B16CF7-16 3120-662-5560 2 
397-12 2 4B16CF8-24 3120-287-9589 2 
397-13 1 3120-288-5203 2 
3 3120-185-3462 3 
1 3120-288-5199 1 
1 4Bl6CP4-7 3120-287-9527 1 
1 9 3120-287-9529 4 
2 3120-287-9536 1 
397-14 1 3120-288-5227 1 
2 = 3120-287-9571 2 
2 4B16RP4-12 3120-662-7376 1 
397-15 2 4B16RP4-13 3120-662-7377 3 
1 4B16RP5-16 3120-662-0480 1 
1 4B16RP6-10 3120-662-8798 1 
2 4B16RP6-8 3120-662-7375 2 
397-17 1 4B18-3-64 3120-288-4595 2 
1 4B18-5-102 3120-288-4990 2 
1 3120-288-4994 2 
1 3120-288-4929 2 
1 3120-288-4923 1 
397-2 1 3120-524-3803 1 
1 3120-662-0960 4 
1 3120-293-5083 2 
1 3120-662-2877 2 
1 3120-524-3804 1 
1 4B19B6-010 3120-288-5220 1 
1 4B19B6-022 3120-288-5225 2 
1 4819B6-114 3120-662-2869 1 
397-2-2 1 4B19M-S12-016 3120-693-6679 2 
397-20 5940-642-1381 2 XB 3120-288-4590 2 
397-3 1 3120-293-5411 1 
1 3120-293-5478 2 
2 3120-287-9544 1 
1 3120-287-9543 1 
1 3120-293-5453 1 
397-4 1 3120-662-0806 1 
2 3120-817-7023 1 
1 3120-662-1328 1 
1 3120-232-0003 2 | 
1 3120-288-4997 2 
397-5 1 3120-545-5076 1 
1 481958-030 3120-232-0005 1 
3917-6 5940-642-1387 1 4B1959-007 3120-232-0006 4 
3 4820B10-006 3120-288-5292 2 
1 4B20812-030 3120-662-0326 2 
1 4B2083-03 3120-662-1150 2 
l 4820B4-004 3120-662-4490 1 
1 4820B4-006 3120-693-6688 124-18 3 
1 4820B5-006 3120-693-6692 32-31 1 
1 4B20B6-006 3120-693-6696 40-21 ^ 
1 4B20B6-009 3120-662-0920 154-38 2 
1 4B20B6-010 3120-662-0325 87-18 1 
1 4820B6-011 3120-662-0343 154-39 2 
2 4B2086-012 3120-544-2809 87-17 1 
397-7 5940-642-1372 1 4B2088-007 3120-662-0007 113-10 2 
1 482088-010 3120-288-5305 299-53 2 
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4^52088-017 
4B20S3-009 
4B20S4-016 
4B2054-018 
4B2054-020 
4B2055-005 
4B2055-006 
4B20S5-010 
4B2056-006 
4B2056-007 
4B2056-012 


4B20S8-008 
4B2058-014 
4B20S9-010 
4B21B3-009 
4B21B6-103 
4B2187-126 
4B21M-S4-012 
4B21M-54-204 
4B21M-S6-204 
4B21MS3-010 
4B21MS3-016 
4821512-010 


4B2153-109 
482153-127 


482154-003 
4821S4-007 


4B2154-016 
482154-019 


4B2154-300 
4B2154-428 
4B2155-004 
4B2155-006 


4B21S6-312 
4B21S7-026 
482158-024 


674 





STOCK NO. 


3120-288-5307 
3120-516-7263 
3120-693-6705 
3120-693-6706 
3120-693-6707 
3120-693-6710 
3120-693-6711 
3120-693-6714 
3120-697-0245 
3120-662-6141 
3120-697-0247 
3120-697-0248 


,3120-691-0251 


3120-697-0253 
3120-662-0316 
3120-697-0255 
3120-662-6139 
3120-697-0258 
3120-288-5314 
3120-288-5327 
3120-288-5323 
3120-288-5184 
3120-662-0591 
3120-288-4615 
3120-288-4620 
3120-288-5261 
3120-693-6715 
3120-288-4898 
3120-288-4899 
3120-288-4582 
3120-288-5335 
3120-288-5251 
3120-288-4920 
3120-288-5257 
3120-293-5423 
3120-293-5500 
3120-293-5499 
3120-288-4933 
3120-288-4896 
3120-293-5417 
3120-693-6716 
3120-288-5357 
3120-293-5437 
3120-288-4583 
3120-288-4578 
3120-516-1180 
3120-528-6305 
3120-510-2101 
3120-293-5308 
3120-288-5275 
3120-693-6719 
3120-288-5366 
3120-288-5367 
3120-293-5445 
3120-288-5369 
3120-288-5255 
3120-293-5424 
3120-288-4999 
3120-288-5235 
3120-293-5444 
3120-524-3819 
3120-693-6721 
3120-293-5450 
3120-293-5421 
3120-293-5434 
3120-293-5436 
3120-585-5105 
3120-288-5238 
3120-288-5239 
3120-293-5472 
3120-288-4913 
3120-288-4911 
3120-662-1156 
3120-288-5341 
3120-288-5245 
3120-288-5346 
3120-293-5497 
3120-293-5493 
3120-293-5465 
3120-293-5464 
3120-288-4622 
3120-288-4625 
3120-288-4607 
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113-11 
138-28 
306-35 
306-53 


.117-40 


148-10 
148-11 
93A-30 
81-4 
280-3 
117-15 
117-41 
306-36 
124-21 
91-52 
251-2 
316-10 
117-42 
269-26 
128-11 
128-31 
41-32 
126-7 
126-11 
31-39 
98-26 
219-10 
128-68 
291-25 
130-2 
128-62 
128-67 
212-62 
130-25 
128-14 
285-22 
124-27 
32-23 
259-18 
116-39 
95-16 
259-22 
296-20 
130-19 
146 
52-22 
128-53 
259-40 
97-24 
87-28 
240-21 
298-47 
146 
41-37 
258-5 
308-25 
128-35 
104-27 
40-11 
218-50 
152-23 
116-34 
"52-32 
240-10 
128-27 
281-25 
87-5 
146 
251-26 
261-21 
104-19 
303-2 
256-2T 
278-2 
124-22 
109-30 
109-61 
127-10 
278-45 
105-32 
105-42 
105-60 
41-28 





Τ.Θ. 


2 
1 
1 
1 
1 
1 
1 
2 
2 
2 
2 
1 
3 
2 
1 
2 
2 
2 
1 
1 
1 
3 
2 
2 
4 
1 
1 
2 
1 
1 
2 
3 
4 
1 
2 
1 
5 
2 
2 
1 
6 
1 
2 
2 
1 
1 
1 
1 
2 
2 
1 
1 
á 
2 
2 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
2 
1 
2 
2 
2 
2 
1 
6 
1 
1 
2 
2 
1 
1 
1 
1 
2 
1 








lF-86K-4 


PART NUMBER 


4D2-16-14 
4D2-16-15 
4D2-16-4 
4D2-20-14 
4D2-20-15 
4D2-24-14 
402-24-20 
4D2-24-4 
402-28-14 
4D2-32-14 
4002-40-14 
4D2-44-14 
402-8-10 
4D2-8-14 
4D2-8-26 
402-8-40 


6 


6 
8 


456-3-0.291 
456-4-0.344 
456-4-1.656 
456-4-407 
4S7-10-.729 
4S7-11-1.937 
457-4-.938 
4S7-4-1.125 
4S1-4-2.938 
457-4-3.406 
457-5-.750 
457-5-2.969 
457-7-.750 
4W2-12-0 
40E23-2B 


41759-10-5.75SH 





STOCK NO. 


3120-288-4587 
3120-287-8187 
4720-595-3377 
4720-528-2426 
4720-528-3312 
4720-595-3375 
4720-736-2052 


4720-142-1802 
4720-534-9877 


4720-142-1809 


4720-142-1800 
4720-528-2516 
4720-142-1803 
4720-517-5593 


4720-142-1808 
4720-142-1813 
4720-142-1814 
4720-142-2190 
4720-528-2515 


4720-142-1810 
5940-335-8581 
5330-373-6921 
5330-527-6576 
5915-376-2121 
1095-099-9564 
3110-227-2822 
9905-774-7406 


5340-302-8904 
5340-302-8928 


3120-662-0667 
5340-302-8987 


5340-302-8995 
3120-125-1479 
5340-302-9001 
3120-661-9938 
3120-662-0216 
5340-294-0640 
3120-525-8051 


5340-524-3843 
5340-524-3844 
5340-327-2165 
3120-662-0503 


3120-327-2167 
3120-345-2688 
3120-345-2690 
3120-345-2691 
1620-602-8549 
6110-327-9524 


5930-258-5576 
5930-296-4243 
5325-290-8231 
5325-639-4902 
5325-290-8232 
5325-290-8230 
5325-290-8228 
5310-285-6651 


5310-804-5406 


1650-347-8439 
1650-708-8986 
5310-208-4114 
5340-321-3994 
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202-1 
345-12 
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277-20 
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PART NUMBER 


41759-10-8.25SH 
41759-12-5.755H 
41759-12-8.25SH 


420-72-0019 
420-75-3635SH 
420-75-600SH 
42005 
42535-150SH 
42737-2500 
42902-2.50 SH 
42902-200SH 
42902-250SH 


42902-2155H 
42902-3.50SH 


CHANGED 3 MAY 


STOCK NO. 


5340-216-6718 


5310-515-9358 


4130-289-2942 


2915-202-5769 


5340-489-0715 


5340-550-8977 


4730-329-8001 


-5340-329-1143 


5945-483-8999 


5930-252-9493 
1680-532-6682 


1650-390-8153 
5330-486-0862 


5826-346-0098 
5305-298-4493 
5340-489-4478 
5340~290-5075 
5340-721-5058 


5905-258-6333 


"2915-293-7304 


5306-122~1196 
5306-285-9136 
5306-286-1031 
5306-297-2673 
5306-298-2941 
5306-297-2666 
1560-192-3397- MB 
5306-298-4440 
5306-298-4443 
5306-525-5497 
5306-298-4441 
5306-285-9134 
5306-033-4475 
5305-215-6427 
5306-206-8591 
5306-094-6941 


1560-328-7840-MB 


5330-599-0395 
5330-599-0070 


1963 
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189-8 
189-7 
189-9 
258-40 
73-3 
245-29 
272 
263-3 
330-1 
268-23 
265 
265-51 
268-15 
265 
261-2 
264 
265-8 
265-14 
261-3 
268-51 
211-117 
271-1 
273-28 
277-18 
227-7 
268 
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265 
265 
210-14 
256-4 
250-21 
344 
240 
240-29 
240 
240-30 
345-8 
53-3 
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32E-16 
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214-3 
226-8 
227-5 
222 
247 
222-20 
227-6 
247-47 
217-7 
232-19 
133-12 
133-13 
133-12 
133-13 
242-50 
27 
21-16 
306-18 
282-14 
322-1 
322-2 
291-15 
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PART NUMBER 


5R13-5 
5R13-7 
5R13-9 
5R15-4 

556 . 
5W1-4-10-9 
5W1-4-15-8 
5Wi-4-2-^ 
5W1-4-2-6 
5W1-4-2-8 
5W1-4-3-5 
5W1-4-34-4 
5W1-4-35-3 
5W1-4-6-10 
5W1-4-9-0 
5W1-6-1-13 
5W1-6-16-0 
5W1-6-2-3 
5W1-6-39-0 
5W1-8-10-0 
5W1-8-23-8 
5W1-8-27-0 
5W1-9-16-14 
5W1-9-28-2 
5W1-9-32 
5W1-9-46 


|5w1-9-55 


5000-24 


Ἴ50001-1 m 


50001-3 
50001-4 
501320 


50150 
50220 
50221 

503- 8-4 
508E268 
5110-68C12 
51177 


5118-66 

516013 
52-012-062-0187 
52-028-125-0375 
52-028-125-0625 


52-028-125-0750 
52-032-156-0937 
5283687-2 
525P5000 
52SP5001 
5222218-064 
52001-82 
521E74261 
5386227 
538-2 

538-3 

538-4 

538-5 
538-6-1 
538-6-2 
54019600 
54H19603 
5455 
55H3581 
550120-5 
55120 


5579 
566AT80 
5703-43HSX 


575-51 

575-52 

575-53 
58A119D100 
59-012-062-0500 
59876712 
661-12-0 
661-25-0 
6NBC914YZP 


STOCK NO. 


5330-599-0071 
5330-599-0068 
5330-599-0069 
5340-598-1535 


1650-533-4097 
1650-095-1284 
4330-640-0127 


2840-040-4150 


5995-507-3780 


5995-284-7068 
1660-573-7501 
5315-298-0979 
5315-290-7656 
5315-265-9295 


5315-039-5579 
5315-039-5589 


2915-565-5244 
2915-322-1465 
5310-297-3866 
1650-567-7265 
2995-340-7314 


1670-293-3803 
1670-525-8387 


1670-516-8804 
1670-516-6599 


1680-516-6541 
1650-546-1757 


1660-573-7501 


5930-669-7690 


5315-616-4868 


1560-098-8022-MB 


3110-227-2802 
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271 
311 
271-2 
47 
13A 
32E-1 
32Ε-8 
32Ε-15 
32E-11 
32Ε-13 
32E-10 
32E-14 
32-12 
32E-6 
32E-9 
12A-10 
13A-25 
9-26 
2554-38 
255B-2 
2558-3 
2554-39 
32Ε-22 
32E-21 
114-37 | RE 
23-1 
23A-1 
49-19 | REF 
48 REF 
45 REF 
49 REF 
210-46 | REF 
212-1 1 
168-21 | REF 
55-12 1 
207-9 1 
214-28 n 
314-21 
242-9 
212-11 
213-7 
213-14 
242-3 
273-44 | RE 
74-17 
127-7 
158-20 
266-21 
127-12 
97-17 
143-4 
21 REF 
27-16 | REF 
317 REF 
187-46 | REF 
320-38 | REF 
222-21 2 
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127-22 
127-18 
127-17 
127-21 
127-19 
127-20 
256-44 
256-24 
258-16 | RE 
256 ' 
273-44 
186 REF 
207 |. REF 
67 1 
258-40 1 
222-43 | REF 
228-26 | REF 
48-14 | REF 
45-15 | REF 
49-19 | REF 


1440-672-T159-AB| 255A-40 | REF 


202-5 2 
3444-8 1 
211-21 1 
211-21 1 
306-30 1 
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PART NUMBER PART NUMBER REREN 
6N8C914YZP 1 227 1 
3110-227-2803 128-36 1 227-42 1 
1 234-8 2 
1 71000-3 210-19 1 
1 710709 1560-307-2658-MJ| 265-32 | REF 
6T1-25 š 239-18 1 710710 1560-307-2659-MJ| 265-34 1 
6T1-27 4720-595-3481 239-17 1 710712 1560-307-2661-MJ| 265-33 1 
6T1-38 239-10 1 7110-2 209A 4 
6T1-6 4720-731-2782 239-13 1 71205-230 70 1 
600A-GMF4SSW 250-26 1 71205-81 5995-644-3347 242 1 
6006-6-25 203-40 1 712054199 242 1 
60106B1 5975-284-9235 232 1 242-47 | REF 
60106B1,125 5975-284-9241 232 4 71213-110 5995-644-3350 72 1 
6C10681.375 5975-284-9240 232 2 71213-190 5995-644-3353 243 1 
624FSB5 317 6 71213-197 5995-644-3354 241 1 
6254 5330-696-3194 311 REF 71213-77 5995-642-8678 241 REF 
311-30 | REF 71213-9 5995-644-3348 241 1 | 
313-14 | REF 71213A193 241 1 
650-3013 5945-258-2886 223-2 1 241-21 | REF : 
650-4034 5945-258-3257 222-53 1 712134197 5995-577-3466 241-20 | REF | 
620006 1650-313-5985 208-9 2 7121349 5995-577-3461 241-19 | REF | 
6506E6 4730-305-1504 203-39 2 71242-195 70-35 1 | 
6520D6 4730-595-1230 208 2 71242-60 5995-577-3462 70-39 1 
6526E6 4730-595-1228 203 2 7170 1430-702-3332-AB| 209A-2 1 
656767 6605-487-4773 33-41 1 241-48 | REF 
66WT200 1650-203-6694 325-1 REF 7224 238-10 1 
66viT200-2 325-1 1 7224H x 344-12 1 
661-3.906S 5340-329-1181 309-2 2 72332-59 5995-804-4074 243A-6 1 
664543 6605-322-5057 33-42 1 72332-67 5995-804-4075 243A-5 1 
667499 1270-211-7028 254-16 1 72332-69 5995-804-4076 243A-4 1 
67-06E20-37S 5935-821-7727 241-39 1 72332-91 5995-804-4077 243A-3 1 
673712-1 6615-398-0000 134-1 1 723324-3 242 1 
6800-054 5310-639-7719 22 2 7251-2 5935-549-1303 341 1 
6810-064 111-25 1 7264-283 5945-180-8329 228-11 2 
6939-632-062 210-22 4 73-2026 1270-322-4526 253-20 2 
6952-1K 89-40 1 730028 5975-534-7381 222-44 2 
7-8288/206/ 222-40 2 228-27 2 
228-28 2 74-1220 253-46 1 
7-8677 142-15 1 74-1220-1 1005-314-7769 253 1 
142-17 1 Τ4213-218 249 1 
TAS43 210-43 1 74213-219 5995-644-3349 247 1 
τεθο-τ 228-29 1 74213-225 5995-325-6548 247 1 
TS13-1032-18 5305-638-6012 16 1 Τ4213-99 249 1 
TS13-1032C16 5305-215-6428 9-15 1 74220 3110-159-9535 13-8 8 
7$13-428-11A 5305-214-1117 116-22 1 13-21 8 
7513CN1032-10A 5305-214-1104 12A-1 72 13B-6 8 
7513CN1032-16 5305-214-1106 16 4 138-12 8 
7S13CN1032-9A 5305-214-1107 10-45 24 754-32-2-8HT 271-19 1 
7S13CN632-8A 5305-720-8465 16 6 770-37R-AF 5340-598-9790 93A-18 1 
T513CN832-10A 5305-214-1109 9-23 | 119 94-48 1 
7513CN832-16 5305-214-1110 16 1 78196 3110-158-8552 272-1 REF 
7514-1032-10A 5305-214-0344 315-10 5 78282 1660-394-2175 270-35 1 
7S14-1032-30A 5305-214-1119 125-6 4 78560 6350-261-9191 219-17 1 
7514-428-9A 5305-638-2417 333-44 4 7860 1005-396-0209 252-6 4 
TS14CN1032-12A 136-20 2 8-101 4730-395-7341 213-36 1 
TS1&CN1032-14A 5305-216-3208 38-34 1 8-1050-2 332-35 1 
7514CN1032-16A 5305-216-3209 136-22 2 8-110 4130-561-2719 273-37 1 XB 3) 
TS14CN1032-22A 5305-216-3210 136-19 2 8-850-22 2915-347-5037 332-36 1 
TS14CN1032-24A 5305-216-3211 136-21 2 8C3-1-040 12-59 8 
7314CN1032-9A ‘5305-639-3461 128-2 8 8C3-2-032 77 1 
TS14CN1032C18A 33-11 1 8C3-4-040 116-12 1 
TS14CN832-14A 5305-286-8950 13 2 8C4-3 5930-548- 1460 227 3 
TS14CN832-7A 5305-638-4097 124-3 2 8C5 239-23 2 
7515-416-14 5305-298-3381 2554-36 40 8CTA6-7 1/2 67 1 
TS15C10-9 5305-216-3219 9 1 8C7A8-7 1/2 67-22 1 
7515001-3 152 1 8C783-15 262-5 1 
7516-8-7 5305-030-2382 20-5 20 8DJ50GAB1 135-9 1 
7S16CN1O-10 5305-292-2986 107-10 6 80J51GEA4 211-9 REF 
TS16CN10-11 5305-286-0939 107-11 2 80-10000 221-27 | REF 
TS16CN10-13 5305-214-1129 107 57 8021100045 1430-801-9037-AB| 209A-5 1 
TS16CN10-16 5305-584-8899 107-17 3 8021100049 1430-727-2699-AB| 209A-8 1 
7S16CN10-27 5305-655-6629 ` 107 1 4730-426-0980 138-17 1 
Τ5Ι6ΟΝΙΟ-9 5305-049-9994 107-12 2 188-5 1 
TS16CN8-14 5305-584-6706 107-9 22 188-4 1 
7521-10-11 5305-514-6466 12B-1 130 4820-202-6014 27-28 1 
5305-207-6662 128-3 4 29-9 1 
2915-092-6673 30-1 1 29-24 1 
336-32 | REF 30-22 1 
30 1 30-41 | REF 
2915-533-6679 30 1 330-6 1 
226-16 1 332-42 1 
2915-289-4237- 341-11 1 333-11 1 
5340-329-1333 132-5 1 333-61 1 
CHANGED 3 MAY 1963 
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PART NUMBER STOCK NO. AND INDEX PART NUMBER STOCK NO. κ. 
| 6240-155-7840 225-35 98265-1-.120 5325-599-7826 77 8 
| 1610-091-7028 38-33 92 9 
157-36 93 9 
2915-031-5585 335-4 98265-1-.130 5325-282-0618 TT 4 
870629 1650-370-4215 199-14 92 5 
8749K11 5930-548-4336 210-14 | REF 93 5 
220-7 1 256 2 
8864K1 226-4 REF 98265-1-.140 5325-599-8828 ΤΙ 4 
8898 13-8 REF 86 5 
š 13-21 | REF 88 1 
13B-6 REF à 90 1 
ή 138-12 | REF 92 5 
| 8905K783 5930-548-6092 323-13 1 XD 93 5 
8916K689 5930-548-8343 210-33 | REF 98265-1-.150 5325-599-7876 77 5 
9-1200 2915-142-2031 28-14 1 84 2 
9-1216-11 5340-613-5887 302-29 | REF 88 2 
9-750-1142 1650-525-4061 337-3 1 98265-2-.160 5325-599-7877 7 1 
9-750-14 337 1 92 4 
9C1-1-4 336-14 1 93 4 
9C1-1-7 ΤΙ 1 98265-2-.170 5325-599-8818 92 5 
9C1-2-3 345-6 4 93 5 
9C1-3-7 4010-524-4171 204-54 1 " 123-17 11 
9E1-2-12 217-18 2 98265-2-.200 5325-599-8788 ττ 2 
951 1560-694-7094-M 34-37 1 88 1 
9T39Y5 5950-648-7167 216-2 1 93 2 
90000-1 5930-296-4241 48-14 | REF 98265-2-.210 5325-599-9183 86-34 2 
90000-2 5930-296-4243 45-15 | REF 92 4 
90000-4 5930-296-422T 49-19 | REF 93 4 
90215 5975-709-1756 209A-4 1 93A-45 1 
9022 5945-257-2073 216-14 1 94-27 1 
216-15 1 98265-2-.220 5325-599-9179 92 5 
9035 1650-211-5120 202-4 REF 93 5 
905-5 5340-349-3158 202 2 98265-2-.230 5325-599-7842 77 6 
907850262 2995-024-6485 320-38 | REF 98265-2-.240 5325-638-0016 17 1 
9100P 5340-983-3434 242 1 88 2 
242-11 1 92 4 
242A-2T H 93 4 
9100PX 242 1 98265-2-.250 5325-599-7841 123 1 
9115-16B1A 6620-515-5224 138-25 | REF $6265-3-.270 5325-599-9182 77 1 
9115-16C1A 6620-515-5206 138-25 | REF 98265-3-.280 5325-599-8840 92 4 
9115-1601 6620-514-6365 138-25 1 98265-3-.290 5325-599-7848 88-4 l 
9152 1620-030-6912 292-30 1 98265-3-.340 5325-282-2061 92 3 
9153AL 277-38 1 93 3 
9153AR 277 1 98265-4-.360 5325-599-7836 TT 1 
9224-3823 5945-556-4407 2554-24 1 XB 93 1 
2554-25 1 98265-5-.490 5325-285-6277 93 4 
2554-26 1 98265-5- .520 5325-285-6254 93 1 
2554-29 1 98292-1-.050 5325-282-1869 315-3 1 
934-177 330 1 98292-1-.100 5325-599-8791 89-32 3 
934-178 330 1 98292-1-.120 5325-599-8794 314-17 2 
| 937-10 222 2 98292-1-.130 5325-599-8790 86-48 7 
94759 2995-211-4865 157 REF 212-18 3 
94859 6615-339-9727 38-32 | REF 213 2 
157 REF 315 7 
. 157-35 | REF 98292-1-.140 5325-432-9892 212-24 2 
2915-308-1759 329-13 1 98292-2-.180 5325-599-8158 213 3 
320-38 1 98292-2-.190 5325-432-9896 86 7 
334-6 1 98292-2-.200 5325-202-2691 323-9 2 
6140-308-1315 239-15 4 98292-2-.230 5325-432-9902 1 
222-26 1 98292-2-.270 2 
2925-512-6823 221-31 1 98292-4-.410 5325-202-4312 1 
97-3100C16-412P 5935-201-3579 142-4 1 98293-2-.130 5325-449-3197 E 
97-3100K18-3P 5935-258-0558 317-23 1 3 
97-3106-16-4125/10 142-2 1 98293-2-.140 5325-286-2608 1 
97-3106-28-766S 232-25 1 4 
97-3106816-8485 5935-810-0703 142-6 1 1] 
142-15 98293-2-.160 5325-286-2609 1 
142-17 98293-2-.190 5325-449-3202 1 
97-3106K18-3P 238-16 1 1 
97-3108B20-7S 5935-840-7712 227 1 98293-2-.220 5325-281-4952 10 
97-3108B24-205 227 1 98293-2-.250 5325-639-5383 2 
97-3108B28-175 227 1 2915-310-6376 1 
5930-636-1789 137-7 1 2910-495-1515 
2915-695-4201 334-23 1 
2915-695-4202 334 1 
2915-032-8202 332-7 1 2915-695-4203 
98256-1-.140 16 10 5315-574-9782 
98265-1-.090 5325-599-8756 4-5 3 
4-11 3 
92 4 
93 4 
98265-1-.100 5325-599-8784 92 6 
| 98265-1-.110 5325-599-8782 92 8 
| CHANGED 3 MAY 1963 
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99833P.130 5325-291-0388 


99834-1-.140 
5325-202-3045 


5315-514-1833 


99947C-.130 5325-449-2966 
99947P.130 5325-449-2967 


5340-488-5840 
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Te 1F-86K-4 
i T 
[ STOCK NO. Heute STOCK NO. B GUXE em. δα 
PART NUMBER E EUMD AMBER PART NUMBER Fe Ty SERIAL OR AND INDEX ART. 38 
EUR AMB=3120-293-5444 [318450 1 $30416-8 1AMB-5340-302-8987 | 250-27 1 | 
pB2154-025 RAMS=3120-524-3819 152-23 1 S3D716-11 291-12 1 
B2154-102 AMB=3120-693-6721 | 116-34 1 S4-4=6 AMB-5340-302-8995 | 32F=18 1 
B2154-106 LAMB-3120-293-5450 | 52-32 2 S4-6-3 1AMB-3120-=125=1479 | 309-6 2 
82154-2120 LAMB=3120-=293=5421 | 240-10 1 S4-8-13 AMB=5340-302-9001 | 322-6 2 
B2154-126 lLAMB=3120-293-5434 | 128-27 1 S6-3-0.109 1 AMB-3120-661-9938 | 307239 1 
hsz1se=a00 1AMB-3120-293-5436 | 281-25 2 $6-3-04,297 1AMB-3120-662-20216 | 307-41 1 
B2154-428 1 AMB 87-5 1 56-4-0244 1AMB-5340-294-0640 | 40-25 1 
4B2155-004 1AMB-3120-288-5238 | 146 2 S6-4-14656 1AMB=3120-525-=8051 | 152-36 1 
B2155-006 LAMB=3120-288-5239 | 257-26 2 S6-4-407 1AMB-3120-525-8052 | 154-20 1 
hs2155-012 1AMB-3120-293-5472 | 261-21 2 57-10-6729 1 ΑΜΒ 41-4 1 
B2155-013 1AMB-3120-288-4913 | 104-19 2 $7-211-14937 1AMB=5340-524-3844 | 156-24 1 
B2155-029 LAMB-3120-288-4911 | 303-2 1 5Τ-4-.928 147-19 1 
B2155-100 LAMB-3120-662-1156 | 256-27 6 $7-24-214,125 1 AMB 38-26 1 
4B2155-112 1 AMB=3120-288-5341 | 278-2 1 S7-24-24938 159-51 1 
B21S5-113 14MB=3120-288-5245 | 124-22 1 S7-4—-34406 1AMB—-5340-327-72167 | 157-6 1 
B21S6-011 1AMB-3120-288-5346 | 109-30 2 57-5-.ῇ750 1 ΑΜΒ | 147-35 1 
4B21S6-013 1AMB-3120-293-5497 | 109-61 2 57-5-2.969 1AMB-5340-345-2690 | 38-12 1 
B2156-026 1AMB=3120-293-5493 | 127-10 1 S7-27-4150 1AMB 105 1 
B21S6-102 1AMB-3120-293-5465 | 278-45 1 w2-12-0 1ΑΜΒ-1620-602-8549 | 277-21 REF 
K&B21S6-118 1AM8=3120=293=5464 | 105-32 1 0E23-2B 213-6110-327-9524 | 221-31 1 
B21S6-312 1AMB423120-288-4622 | 105-42 1 222-52 1 
B2157-026 1 AMB=3120=288=4625 | 105-60 2 069-1 5325-344-8402 310-2 6 
4B2158-024 1AMB=3120-288-4607 | 41-28 1 š 310-5 1 
KB21S9-009 1AMB-3120-288-4587 | 105-59 2 310-6 10 
B22-4A 1AMB=3120-287-8187 | 149-32 1 000-14 3360 48-14 REF 
D1-5-046 1 ΑΜΒ 274-6 1 000-24 55930-7296-4243 45-715 REF 
01-5-0764 2175-219 1 002-10 5325-290-8231 310-7 5 
D1-5-135 1ΑΜΒ 275-3 1 002-11 325-639-4902 310-8 2 
D1-6-120 1ΑΜΒ-4720-595-3375 | 214A-5 1 002-6 5325-290-8232 81054 6 
01-6-2027 1 AMB 268-1 1 002-8 5325--290-8230 310-9 2 
D2-10-14 13A-22 1 002-9 325-290-8228 310-10 2 
D2-12-14 1AMB-4720-142-1802 | 264-4 3 006-14-00 310-285-6651 320-49 4 
02-12-20 268 1 0136 201-23 REF 
D2-16-12 720-541-4826 275-36 2 04315 245 REF 
ko2-16-14 720-142-1809 107-28 4 044 640-1650-301-8590 | 292-15 1 
j 69Α-10 1 049 | 202-1 REF 
694-14 1 06223 808-1650-347-28439 | 345-12 REF 
694-19 1 06223-3 808 345-12 1 
02-16-15 1 ΑΜΒ 76-12 1 144104 b310-485-2932 277-20 1 
D2-16-4 268-53 1 1759-10-54,75SH 500-915207-4425 189-6 1 
D2-20-14 NAMB=4720=142-1800 | 128-37 1 1759-10-8425SH 189-8 1 
273-6 8 1759-12-54 T5 SH 189-7 1 
69Α-2 2 1759-12-8425SH 189-9 1 
93A-9 1 198064 4248 258-40 REF 
D2-20-15 1AMB-4720-528-2516 | 269-6 2 2PW1414 $ 310-515-9358 7323 2 
02-24-14 1AMB-24720-2142-1803 | 264-2 9 20-72-0019 [ 245-229 REF 
274A=3 1 20-75-3635ῃ 730-289-2942 272 1 
69A-16 1 20-75-60095Η 500-295807-28344 263-3 2 
69A-22 1 2005 D9152202-5769 330-1 REF 
694-26 1 2535-1505H 6500-291840=747 268-23 2 
69A-7 2 2737-2500 265 REF 
1 AMB 267-8 2 2902-24,50 SH 265-51 2 
268-7 l 2902-2005Η 268-15 1 
1AMB-4720-142-1808 | 274-4 3 2902-2505Η 340 265 REF 
69A-9 1 267-2 1 
720-142-1813 264-6 8 2902-2755H 264 5 
69A-15 1 2902-34,505SH 265-14 2 
D2-40=14 1LAMB-4720=142-1814 | 270-10 2 265-8 2 
i 69Α-20 1 295-250 267-23 EF 
02-44-14 LAMB-4720-142-2190 | 69-22 Led 3668-175 268-51 1 
694-27: | 1 3678 730-329-8001 277-17 1 
¡LAMB 13A-12 1 3688-300 500-291840-788 271-1 1 
720-528-2518 267-17 9 3688-450 340-329-1143 273-28 1 
268-27 1 3769 277-18 1 
14MB-4720-142-1810 23-24 1 4818974 945-483-8999 227-7 1 
1AMB-5940-335-8581/| 244-17 2 495-150 268 REF 
LAMB-5330-373-6921 | 334-34 2 495-250 265 ΒΕΕ 
1AMB-5330-527-6576 | 330-15 3 495-350 264 REF 
333-34 3 496-250 265 REF 
3330 67-38 1 496-350 265 REF 
095-099-9564 32F-21 1 5A7400-1 930-252-9493 210-214 3 
3110-227-2022 128-23 1 587509 1680-532-6682 256-24 1 
9905-774-7406 244-1 1 59944 250-21 1 
244 1 344 1 
254-226 1 64-0101L 6140-310-3083 240 2 
244 > 1 240=29 2 
2454-5. 1 64=0101R 6140-310-3084 240 2 
1AMB-5340-302-8904 | 298-24 2 240-730 2 
S3-416-6 1AMB=5340=302-8928 | 281-8 2 69100 808 wa 345-8 1 
$3-8-33 li 32F-25 1 741562 5330-486-0862 173-14 2 
32F-27 1 53-3 2 
1ΑµΜ8-3120-662-0667 | 273-3 4 70190 5826-346-0098 242 REF 
679 
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Te Οι 1F-86K-4 
[c E ae T B 
STOCK NO. cüre ow. |g y STOCK NO. Sure απ. lez 
PART NUMBER CLASS | SERIAL OR AND INDEX ART as FART NUMBER CLASS. Γ SERIAL OR AND INDEX art, |° Š 
CODE PART NO d CODE PAPI NO e 

e —L = 
m 5305-298-4493 133 2 08bE268 2840-040-4150 314-21 REF 
48152 32E-16 1 110-68C12 995-507-3780 24289 1 
48166 340-290-5075 6-26 4 1177 846 212-11 1 
8203 344-20 2 213-714 1 
9-1740 930-327-6972 214-3 Per 213-7 2 
L. 226-8 EF 118-66 1600-629000-115 242-3 1 
9A6549-1-15 227-5 2 16013 4583-1660-573=7501 | 273-44 REF 
9A6549-1-20 222 2 2-012-062-0187 315-298-0979 74-17 2 
946549-1-5 5920-156-0829 247 2 2-2028-125-0375 315-290-7656 127-7 2 
pone 870-432000-555 222-20 1 2-028-125-0625 κ ών 158-20 1 
i 227-6 1 266-21 2 
247-47 1 2-028-125-0750 5315-039-5579 127-12 1 
h9ceé548-4 8870-432000-575 217-7 1 2-032-156=0937 315-039-5589 97-17 1 
232-19 1 283687-2 1680-030-6809 143-4 1 
9M9-1000 905-258-6333 133-12 2 25P5000 2915=565=5244 27 REF 
9M9-500 350-840010-2411 133-13 1 25P5001 2915-322-1465 27-16 REF 
9W9=1000 3350 133-12 2 222278-064 700-350814 317 REF 
9W9-=500 B350 133-13 1 2001-82 846-1560-567-7265 | 187-46 REF 
974Y-OE54 242-50 REF 21E74261 320-38 REF 
524190 846-2915-293-7304 | 27 1 386227 6125-553-1763 222-27 2 
27-16 1 38-2 1670-293-3803 127-22 1 
p81-12 1AMB=5306=122-1196 | 306-18 2 538-3 1670-525-8387 127-18 1 
B1-15DH 1AMB=5306-285-9136 | 282-14 1 38-4 1670-516-8804 127-17 1 
Β1-16 1ΑΜΒ-5306-286-1031 | 322-1 1 38-5 1670-516-6599 127-21 1 
B1-20 1AMB-5306-297-2673 | 322-2 1 38-6-1 2010-044943 127-19 1 
B1-6 1AMB-5306-298-2941 | 291-15 1 38-6=2 2010-044942 127-20 1 
Β1-7 1AMB-5306-297-2666 | 89-45 1 4019600 256-44 1 
B16 1AMB-1560-192-3397 | 132-11 2 4H19603 4502-1680-516-6541 | 256-24 1 
817C10A 1AMB=5306=298-=4440 | 33-13 2 455 846 258-16 REF 
33-20 2 5H3581 256 1 
B17C25A 1AMB-5306-298-4443 | 33-22 1 50120-5 μ567-1660-343-ᾳ867 | 273-44 1 
B17C3A 1AMB-5306-525-5497 | 125-1 13 5120 186 REF 
314-18 32 207 REF 
B17C30A 1 AMB 13 1 5579 700-35600-222785 67 1 
B17C6A 1AMB 20-13 12 664780 1680-578-6520 258-40 1 
B20C31A 1AMB-5306-033-4475 | 13 1 703-43HSX 3380-512325-1868 222-43 REF 
823 1AMB-5305-215-6427 | 239-21 4 228-26 REF 
B27029-9 1AMB-5306-206-8591 | 132-12 $2 75-51 930-669-7691 48-14 REF 
B6-16 1AMB-5306-094-6941 | 271-30 1 575-52 5930-669-7690 45215 REF 
C10 242-5 2 75-53 5930-669-8484 49-19 REF 
5H2-11 1AMB=1560-328-7840 | 302-12 1 58A119D100 2554-40 [REF 
I5R13-11 14MB=5330=599-0395 | 265-26 2 59-012-062-0500 202-5 2 
5R13-3 1AMB-5330-599-0070 | 268 14 59876712 344A-8 1 
|R13-5 1AMB-5330-599-0071 | 271 16 G1-12-0 277-21 1 
5R13-7 1AMB=5330-599-0068 | 311 4 «25-0 1AMB-71560-098-8022 | 277-21 1 
DR13-9 1AMB-5330-599-0069 | 271-2 2 NBC914YZP 3110-227-2802 306-30 1 
R15-4 1AMB-5340=598-=1535 | 177-8 4 306-43 1 
47 2 NBF817YJ 3110-227-2803 128-36 1 
556 τ2ο-307-2112 13Α 2 T1-10 4720-528-3315 239-19 1 
69A 4 6T1-14 239-11 1 
69A-4 4 T1-18 239-16 1 
W1-4=10-9 32Ε-7 1 Ti-25 239-18 1 
Wl-4-15-8 32E-8 1 T1-27 4 720-595-3481 239-17 1 
Wl-4-2-4 32E-15 1 T1-38 239-10 1 
W1-4-2-6 32E=11 2 T1-6 720-731-2782 239-13 1 
W1-4-2-8 32E-13 2 600A- GMF4SSW 250-26 1 
Wl1-4-3-5 32bE-10 2 006-6-25 844 203-40 1 
Wl-4=34=4 32E-14 1 0106B1 5975-284-9235 232 1 
W1-4-35-3 32E-12 2 601068154125 232 4 
W1-4-6-10 32£-6 1 010681 9375 232 2 
Wl1-6-9-0 32E-9 2 24FSB5 317 6 
W1-6-1-13 12A-10 1 254 6700-264169 311 REF 
W1-6-16-0 13A-25 2 311-30 REF 
W1-6-2-3 1 ΑΜΒ 9-26 1 313-14 REF 
W1-6-39-0 2554-38 2 50-3013 5945=258-2886 223-2 1 
5Ν1-8-10-0 255B-2 1: 5024034 3380-574125-4811 222-53 1 
ΡΝ1-8-23-8 2558-3 1 500D6 1650-313-5985 208-9 2 
I5W1-8=27-0 255A-39 1 6506Ε6 730-305-1504 203-39 2 
W1-9-16-14 32bE-22 1 652006 kataa 750-595-1250 208 2 
5DW1-9-28-2 32E-21 1 52666 844-4730-595-1228 | 203 2 
5w1-9-32 114-37 REF 656767 33-41 1 
5W1-9-46 23=1 1 6WT200 1650-203-6694 325-1 REF 
Boore 23A-1 1 66 41200-2 325-1 1 
5000-24 2360-072837266 49-19 REF 661-3.906S 5340-329-1181 309-2 2 
50001-1 3360-072837625 48 REF 664543 33-42 1 
50001-3 3360-072837264 45 REF 667499 254-16 1 
50001-4 3360-072837266 49 REF 67-06E20-37S 241739 1 
501320 270-46 REF 673712-1 6610-398-0000 134-1 1 
272-1 1 6800-054 6500-609222 22 2 
50150 4846-1650-533-4097 | 168-21 REF 6810-064 5310-596-5553 111-25 1 
50220 4851-1650-095-1284 | 55-12 1 6939-632-062 210-22 4 
50221 4330-640-0127 207-9 1 5952=1K 5340-329-1321 89-40 1 
503-8-4 274-28 4 7-28288/206/ 222740 2 
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FIGURE 
AND INDEX 








-8288/206/ 
-8677 


AS43 

E60-7 
$13-1032-18 
$13-1032C16 


$13-428-11A 
$13CN1032-10A 


$13CN1032-16 
/S513CN1032-9A 
7S13CN632=8A 
7513CN832-10A 
17513CN832-16 
7514=1032-10A 
514-1032-30Α 
514-428-9Α 
7514CN1032-12A 
7S14CN1032-14A 
7S$14CN1032=16A 
7514CN1032-22A 
|/S14CN1032-24A 
7S14CN1032-9A 
TS14&CN1032C18A 
7514CN832-14A 
7S14CN832-7A 
7515-416-14 





7S16CN10-13 
75S16CN10=16 
7S16CN10=27 
S16CN10-9 
j| S16CN8-14 
7521-10-11 
7521-10-14 


71205-230 
71205-81 
1712054199 


71213-110 


72332-59 
72332-67 


7264-283 


AMB=5305-638-6012 
A AMB=5305-=215-6428 


ΠΑΜΒ-5305-214-1117 
1AMB-5305-214-1104 


1AMB=5305-214-1106 
| AMB-5305-214-1107 
1AMB-5305-214-1108 
1ΑΜΒ-5305-214-1109 
1AMB-5305-214-1110 
305-214-0344 
1AMB-5305-214-1119 
1AMB-5305-638-2417 


1AMB-5305-216-3208 
1AMB=5305=216-3209 
1AMB-5305-216-3210 
1AMB=5305-216-3211 
1AMB=5305-639-3461 





1AMB-5305-286-8950 
1AMB=5305=638-4097 
1AMB=5305-298-3381 
1AMB=5305-216-3219 


1AMB-5305-030-2382 
1AMB-5305-292-2988 
1A4MB-5305-286-0939 
1AMB=5305=214-1129 
14MB=5305-=584-8899 
1AMB=5305-=655-=6629 
1AMB=5305-049-9994 
1AMB-5305-584-6706 
1AMB=5305=514-6466 
1AMB-5305-207-6662 





877-2915-092-6673 


B49 
5340-329-1333 


5945=259-6718 
5930-2321-0440 
1AMJ-1560-307-2658 
1AMJ=1560-307=2659 
1AMJ=1560-307-2661 


995-642-8678 


1AMJ-1430-702-3332 
1AMJ-1430-702-3332 


995-804-4074 
5995-804=4075 
5995-804-4076 
5995-804-4077 


5935-549-1303 
5945-180-8329 
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228-28 
142-15 


136-20 
38-34 
136-22 
136-19 
136-21 
128-2 
33-11 
13 
12A-3 
255A-36 
9 

152 
20-5 
107-10 
107-11 
107 
107-17 
107 
107-12 
107-9 
128-1 
128-3 
128-6 
30-1 
336-32 
30 

30 
226-16 
341-11 
13225 
227 
227-42 
234-8 
210-19 
265-32 


241-221 
241-20 
241-19 
70-35 
70-39 
209Α-2 
241-48 
238-10 
3445-212 
243Α-6 
243Α--5 
243A=4 
243A-3 
242 
341 
228-11 
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3-2026 





C3-1-040 
C322-032 
C3-5-040 


C783-15 
D J50GAB1 


09-2 


9-1216-11 
92750-1142 
9-750-14 
901-1-4 
9C1=1-7 


9C1=2-3 
9C1=3-7 











270-322-4526 


1005-314-7769 


995-644-3349 


110-159-9535 


340-598-9790 


110-158-8552 
1660-394-2175 
350-261-9191 
910 
4 730-395-7341 


730-561-2719 
831-2915-2347-5037 
1AMB-1560-185-6212 
1AMB=1560=244-=9796 
1AMB-1560-327-2178 
1AMB-5930-7548-7460 
1AMB-1560-199-8317 
1ΑΜΒ 
5640-171-5134 
1ΑΜΒ 
2319 
2319 
3340-063952050 
1270-801-9037 
1270-727"2699 
500-444957=96 
1650-486-6010 
1650-486-6011 
849 





846-2915-031-5585 
4890 
3360-074034026 





5930-548=6092 
5930-548-8343 
2915-142-2031 


831 


010-641-6452 
010-524-4171 


1AMB-1560-694-7094 


5930-296-4241 
5930-296-=4243 
3360-072837266 
5975 
5945=257-2073 


846-1650-211=5120 
5 340-349-3158 




















253-20 
222244 
228-27 
253-46 
253 
2419 
247 
247 
249 
13-21 
13-8 
138-12 
138-6 
271-19 
934-18 
94-48 
272-1 RE 
270-35 
219=17 
252=6 
273=36 
332935 
273-37 
332-36 
12559 
77 
116-12 
227 
239-23 











Pe 1-1» N Q) > POPPER RE > > m= > a N N N 


211-9 
221-27 
209A-5 
209A-8 
138-17 
188-5 
188-4 
27-28 
29-24 
29-9 
30-22 
30-41 
330-6 
332-42 
333-11 
333-61 
225-35 
157-36 
38-33 REF 
335-4 2 
199-14 1 
210-14 REF 
220-7 1 
226-4 REF 
13-21 REF 
13-8 REF 
138-12 JREF 
138-6 REF 
323-13 1 
210-33 REF 
28-14 1 
302-29 REF 
337-3 
331 
336-14 
77 

82 
345-6 
204-54 
217-18 
34-37 
216-2 
4B-14 
45-15 REF 
49-19 REF 


= Ὁ 
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209A-4 1 
216-14 1 
216-15 1 
20224 REF 
202 
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STOCK NO. icu a ` STOCK NO. 
CLASS SERIAL OR AND INDEX . PART NUMBER CLASS SERIAL OR 
CODE PART NO. CODE PAPT NO. 








QTY. 
PER 
ART, 


FIGURE 
AND INDEX 





PART NUMBER 


SCURCE 
CODE 





936-2995-024-6485 
6700-262150 


6700-262150 


605 


945-556-4407 


849 


6140-308-1315 
945-258-1417 


97-3100C16-412P 935-201-3579 
97-3100K18-3P 8850-503840 
97-3106-16-412$/1018850-233650 
97-3106-28-7665 


97-3106816-8485 8850-233662 


97-3106K18=3P 
97-3108820-75 
97-3108B24-205 
97-3108B28-175 


849-2915-695-4201 
849-22915-695-4202 
849 


98265-1-,090 5325=599-8756 


98265-1-.100 
98265-1-.110 
98265-1”-.120 


6500-316529-54 
65002916529-5555 
5325-599-7826 


98265-1-,130 325-641-0419 


98265-1-4140 325-599-8828 


p8265-1-,150 
98265-2-+160 325-599-7877 
p8265-2-.170 
98265-2-+200 


5325-599-8788 


98265=2=.210 5325-599-9183 


98265-2-.220 5325-599-9179 


98265-2-.230 5325-599-7842 





320-38 
242 
242-11 
242A=27 
242 
138-25 
138-25 
138-25 
292-30 
277-38 
277 
255A-24 
2554-25 
2554-26 
2954-29 
330 

330 

222 

157 

157 
157-35 
38-32 
329-13 
320-38 
334-6 
239-15 
222-26 
227-31 
142-4 
317-23 
142-2 
232-25 
142-15 
142-17 
142-6 
238-16 
227 

227 

227 
137-7 
334-23 
334 
332-7 
16 

4-11 
4-5 

92 











1 
1 
1 
1 
1 
1 
L 
1 
1 
ο 
3 
3 
4 
4 
6 
8 
8 
9 
9 
z 
4 
5 
5 
4 
5 
1 
1 
5 
5 
5 
2 
2 
1 
4 
4 
1 
5 
5 
2 
1 
2 
2 
4 
4 
1 
1 
5 
5 
6 


98265-2-4,240 


9826572224250 
98265-3-,270 
98265-3-.280 
98265-3-,290 
98265-3-4,340 


98265-4-4,360 


98265-5-4,490 
9826572524520 
98292-1-24,050 
98292-1-6100 
98292-1-4120 
98292-1-4130 


98292-1-4,140 
98292-2-.180 
98292-2-4.190 
98292-2-4.200 
98292-2-4230 
98292-2-,270 
982927474410 
98293-2-4,130 


98293-2-4140 
98293-2-4,160 
98293-2-4190 
98293-2-4,220 
98293-2-4,250 


99055 
99326 


99675 
9785-2 


99833P 130 


99834=1=.140 
99835-2-2.170 


99836 


p325-639-2616 


5325-7599-7841 
325-599-9182 
325-599-8840 
325-599-7848 

5325-282-2061 





325-282-1869 
5325-599-8791 
5325-599-8794 


5325-202-3040 
5325-599-8758 
5325-489-1169 
5325-202-2691 





5325-2449-3197 
5325-286-2608 
5325-286-2609 

325-449-3202 


325-286-2611 
325-286-2605 
849 


5 315-541-1832 


5325-329-1352 


315-514-1833 


Changed 15 September 1961 


l6500-916529-71255 


6500-916643=244 









77 

88 

92 

93 

123 

77 

92 
88-4 
92 

93 

77 

93 

93 

93 
315-3 
89-32 
314-17 
212-18 
213 
315 
86-48 
212-224 
213 

86 
323-9 
86 
264-741 
336-13 
209 
214-20 
220-22 
224-13 
226-31 
209 
220-21 
226-32 
135-2 
135-3 
328-8 
157-35 
157-37 
38-32 
332-39 
135 
209-24 
209-25 
214-19 



















































220-223 
226-30 





213-13 
213-21 
220 
226 
256 
264 
314-16 
315 
315-15 
323-8 
336 
344-728 
4 

71 
84-4 
86 
88 
89 
90 
92 
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Section Ill 
Te O, 1F-86K-4 Numerical Index 


STOCK NO. eI CURE E STOCK NO. ΠΠ ary. 


PER 
PART NUMBER AND INDEX ART. 





PART NUMBER 


SOURCE 
CODE 


SERIAL OR AND INOEX ñ CLASS SERIAL OR 
PART NO. CODE PART NO. 








99836 5315-514-1833 93 
93A-44 
94-26 

999&7C-.130 89 

99947P 4130 5325-449-2967 108 

: 108-3 

256 
77 
934-39 





94-21 
6500-293719-5 143-1 


MRR + N N Ὁ UD (URN) 




















| Changed 15 September 1961 683/684 

















Section IV 
mcr αρ δεν Reference Designation Index 


SECTION IV 


REFERENCE DESIGNATION INDEX 





ELECTRICAL 


REFERENCE FIGURE CLASS, CODE ΜΉΝ REFERENCE FIGURE Τη cove FARE 
DESIG. - NUMBER 
NATION τοι STOCK NUMBER NUMBER NATION REX STOCK κα 
MS25017-5 


MS25017-5 
MS25017-10 














































SPEC 32529A 
SPEC 32529A 
SPEC WCE285A 
30058-32 
30058-33 
30058-31 
7034E65 
7034E66 

SPEC MIL-A658d 
SPEC MIL-C6584A 
SPEC WCL595 
EA727K1 

SPEC 21074D 
AN3151-2 
AN3151-2 
165-54199 
SPEC MILÓ520 
AN3161P5 
PSM} 
AN3161P5 
AN3161P10 
AN3161P10 









RO-43/APH 
KY95 /APX25 
hoE23-2B 


Changed 26 May 1961 i 685 








Section IV 
Reference Designation Index CR 


FIGURE S FODE PART 

INDEX STOCK NUMBER NUMBER 
AN3161P20 
AN3161P5 
AN3161P5 
AN3161P15 
AN3161P5 
AN3161P5 
AN3161P5 
AN3161P5 
AN3161P15 
AN3161P5 
AN3161P20 
MS25017-20 
AN3161P10 
AN3161P20 
AN3161P20 
AN3161P20 
AN3161P20 
AN3161P5 
AN3161P5 
AN3161P25 
AN3161P15 
AN3161P10 
AN3161P25 
AN3161P5 
AN3161P10 
AN3161P5 
AN3161P5 
AN3161P10 
C6766-3-70 
AN3161P5 
C6766-3-70 
C6766-3-70 
AN3161P5 
PGM6-200 
PGM6-200 
AN3161P5 
AN3161P5 
AN3161P10 
C6766-3-70 
C6766-3-70 
AN3161P5 
AN3161P5 
AN3161P5 
AN3161P5 
AN3161P10 
AN3161P5 
AN3161P5 
AN3161P5 
AN3161P25 
AN3161P5 
AN3161P10 
AN3161P5 


REFERENCE 
DESIG. 
NATION 





686 


1F-86K-4 





ELECTRICAL (Cont) 


a ας ooo PART 
INDEX STOCK FNUMBER NUMBER 
AN3161P5 
AN3161P5 
AN3160-10 
AN3161P15 
AN3161P10 
AN3161P15 
AN3161P15 
AN3161P10 
AN3161P5 
AN3161P10 
AN3161P5 
AN3161P25 
AN3161P15 
AN3161P10 
AN3161P20 
AN3161P15 
AN3161P5 
|AN3161P25 
AN3161P25 
AN3161P5 
AN3161P35 
AN3161P35 
AN3161P10 
AN3161P15 
SPEC MIL-C5206h 
17343-16-725 
17343-16-725 
17343-16-525 
17343-16-525 
17343-16-525 
17343-16-525 
17343-16-525 
17343-16-525 
17343-16-525 
17343-16-725 
17343-16-725 
17343-16-725 
17343-16-725 
17343-16-725 
17343-16-725 
17343-16-725 
17343-16-725 
17343-16-725 
17343-16-725 
17343-16-525 
1303. 16-525 
P40001-3800 
P4002-4208 
P40003-3900 
P4024-3800 
P4025-4400 








REFERENCE 
DESIG. 
NATION 






























































Changed 26 May 1961 




















ELECTRICAL (Cont) 


REFERENCE FIGURE CLASS CODE 
DESIG. & OR PART 
NATION INDE STOCK NUMBER NUMBER 
1 





























AN3115-1 
YHS 2687 
YHS2657 
YHS26S7 ' 
YHS26S7 
YHS2687 
YHS2687 

ize 51077 
183221085 . 
1065-3 


SPEC 32660 
SPEC MIL-C520p 
SPEC MIL-C5206 
SPEC MIL-C520b 
SPEC MIL-C520b 
49A6549-1-20 
SPEC 94-32271P 
HKP 

HKP 

49A6549-1-20 
HKP 











HKP 


SPEC MIL-C623 
AN5766T3 
SPEC WCL659 
SPEC WCL659 
AN5816-2 
18560 

SPEC MIL-H529 
AERNO 93-1368 
MS28024-1 
SPEC MIL-I61 D 
1JB844G1 
ID91B/ARN 
EA737BB1A 
AN5839-1 
AN5839-1 
AN5839-1 
8KJ50GAB1 
SPEC MIL-IT2q3 
MS28010-5 
SPEC MIL-I61O 
SPEC NUK-1654 
AN3516-1 
AN3516-1 
12128-1C 
11116 
9628533G2 
11946559-1-15 













































190-51043-12 
AN3101A18-1P 
AN3106B18-1S 
AN3108B28- 123 
AN3108B28-1243 
AN3106B1283S 
AN3106B14S5S 
AN255A7 


204BRP-RED 
10245 
AN3502-2 
AN3502-2 
AN3502-2 
AN3502-2 
AN3502-2 
AN3502-2 
AN3502-2 
AN3502-2 












Changed 26 May 1961 





T. O. 1F-86K-4 


REFERENCE 
DESIG- 
NATION 


. 


Section IV 


Reference Designation Index 


FIGURE . CLASS CODE ETE 
& OR NUMBER 
INDEX STOCK NUMBER 


210-1 
220-10 
137-2 
226-3 
210-1 
137-1 
226-2 
137-1 
136-3 


AN3157- 
AN3157-4 
AN3157-4 
AN3157-6 
AN3157-4 
AN3157-6 
AN3157-4 
AN3157-6 
AN3157-8 
AN3157-6 
AN3177-9 
AN3177-9 
AYO50A1-24 
A4950A1-24 
A5299-24 
G4715-1 
AN3157-8 
AN3157-8 
A4255AT7 
A4255A4 
A4255A7 
A4255A4 
T1270 
AN3158-1A 
AN3158-2A 
A5605 
AN3157-4 
204BRP -RED 
AN3157-2 
AN3033-7 
AN3033-8 
D1000 
16ΟΟΑ 
1600B 
673712-1 
1600C 
33500-05 
33500-05 
30086-1 
AN3106E24-288 
AN3108B28-128 
ANSTOGB14STS 
AN3106B18-8S 
AN3106B1485S 
AN3106B14S2S 
AN3108B28-178 
AN3108B20-7S 
AN3108B24-20S 
AN3108B28-17S 
AN3108B20-278 
AN3108B214-208 
AN3108B28-178S 
AN3108B20-27S 
AN3106B20-2TS 
ση 
P 


AN3106B20-27 
AN3108B20-27 
ΑΝ31Ο6Β2Ο- 2754 
AN3106B28-12P 
AN3106B28-11P 
AN3106B21- 28 
AN3106B21- 288 
AN3106E28-12 
AN3106E36-9S 
AN3106E28-12S 
AN3106E28-129 
AN3108B24-28S 
AN3108B28-12H 
AN3106B20-199 
AN3106B10SL39 
AN3106B16888 
AN3106B14S5S 
AN3108B14S5S 
AN3106B14S5S 
AN3106B10SL39 
AN3106B12838 
AN3106B20-279 
AN3106A10SL3S 
AN3106B14S2S 
AN3106B14S2S 


AN3106B10SL38 


687 








Section IV 
Reference Designation Index T. O. 1F-86K-4 ELECTRICAL (Cont) 


REFERENCE | FIGURE CLASS CODE REFERENCE FIGURE CLASS CODE 
PART PART 
DESIG. - OR NUMBER DESIS: NUMBER 
NATION INDEX STOCK NUMBER i NATION | INDEX STOCK NUMBER 



































































































































































219-23 AN3106B10SL3S AN3100A28-128 
219-23 AN3106B10SL38S AN3100A28-118S 
215-3 AN3106B14S2S AN3100A2! -28P 
215-13 AN3106B11S2S AN3100E28-12P 
317-23 AN3100E36-9P 
216-18 AN3100E28-12P 
222-45 AN3100E28-12P 
215-12 AN3100A28-128 
232-25 b AN3102A20-7S 
232-27 AN3106B28-2P AN3102A20-7S 
232-28 AN3106B28-11P AN3102A20-78 
232-26 AN3106B28-17P AN3102A22-19S 
232-17 AN3106B20-18P AN3102A28-12P 
232-16 AN3108B24-7P AN3102A20-7S 
232-18 AN3106B20-7P AN3102A20-7S 
227-21 AN3106B24-20P AN3102A20-338 
227-20 AN3106B28-2P AN3102A20-7SX 
227-19 AN3106B28-17P AN3102A20-'78 
227-15 AN3108B24-168 AN3102A20-7SX 
68-27 AN3106B1283S AN3102A22-19S 
68-27 AN3106B12S3S AN3100A22-19S 
221-18 AN3106B18-9S AN3102A22-198 
215-2 270-8 AN3102A22-19S 
231-22 AN3106B10SL3S AN3102A22-198S 
231-21 AN3106B10SL3S AN3102A22-19S 
222-32 AN3108B28-15S AN3102A20-T7S 
68-27 ΑΝ3106Β1 2538 AN3102422-198 
68-27 AN3106B12838 AN3102A28-15P 
68-31 AN3106B1283S AN3102A22-198 
222-46 AN3106B8S1P AN3102A20-338 
216-22 AN3106B12S3P AN3102A28-12P 
225-46 AN3106B10SL3S 

232-30 AN3108B24.-7S 

232-30 AN3108B24-7S 1 
222-36 AN3102A22-19S 
222-35 AN3102A22-19S 
222-34 AN3102A22-198 
222-33 Ξ AN3102A22-19S 










222-48 AN3106B11S7S 
AN3106B14S7S 
AN3108B22-14S 
AN3107B16S8P 


AN3108B10SL3S 


AN3102A20-78 
1971 
AN3102A22-198 
AN3102A22-198 
AN3100A10SL3P 
AN3100A18-12P 
AN3100A18-12P 
AN3100A22-148 
97-3100K18-3P 
AN3100C20-7P 
30058-33 
165-73348-20 
AN3308-1 
AN3370-2 
AN3306-1 
AN3306-1 
AN3310-1 
AN3310-1 
AN3310-1 
AN3310-1 
AN3310-1 
3312-1 
AN3370-2 
AN3306-1 
AN3310-1 
AN3310-1 
AN3380-2 
AN3306-1 
A7O974-1 
AN3306-1 

SPEC 32603 
SPEC 32603 
AN3310-1 
AT974-1 
9022 
AN3310-1 
AN3306-1 
AN3310-1 
AN3310-1 
AN3308-1 
AN3310-1 
AN3306-1 
22204-44 
22204-44 























AN3108B20-29S 
AN3106B11S2S 
AN3106B11S2S 
AN3106B11S2S 
AN3106B14S2S 
AN3106B14S2S 
AN3106B18-12S 
AN3106A10SLÀS 
AN3108B1hS5S 
AN3106B10SL4S 
AN3106B14S7S 
AN3106B18-12S 
AN3106B14S5S 
AN3106B14S28 
AN3108B14S2S 
AN3106B16S1P 
AN3106B10SL4S 
AN3106B1283S 
AN3108B10SL4S 
AN3106B14S5S 
AN3106B10SL3S 
AN3106B14S5S 
AN3106B14S5S 
AN3106B16S8S 
2347 

2347 
AN3106B10SL3S 
AN3106B18-18 
AN3106B14S5P 
TF55400 
TF55400 
TF51300-1 
TF51260 

12290 

12288 
AN3100B24-28S 
AN3100C24-28P 
AN3100C28-12P 
AN3100C28-11P 



























































































22204-44 
AN3310-1 
650-3013 
SPEC MIL-R6467 









Changed 26 May 1961 




















Section IV 


ELECTRICAL (Cont) T. O. 1F-86K-4 ` Reference Designation Index 


REFERENCE | FIGURE CLASS CODE PART 
DESIG: NUMBER 
NATION | INDEX STOCK NUMBER 






REFERENCE FIGURE πα. ο. 
PART 
DESIG- NUMBER 
NATION INDEX STOCK δες 





s 2 
AN3350-2 
AN3310-1 
AN3310-1 
44B18574 
650-4034 
7264-283 
AN3320-1 
AN3320-1 
7264-283 
AN3363-1 
AN3306-1 
AN3025-2 
AN3025-2 
AN3350-2 
AN3362-1 
AN3370-2 
9565H29 
AN3308-1 
7064-919 
7-64-919 
AN3306-1 
AN3306-1 
RW13J100 
RW15G250 
RW16J151 
RW16J800 
30088 

































31748 
33170A 






AN3155-50-25 


AN3210-1 
AN3216-1 
BZ7YT 
165-54383 
1516-15-2 
1516-15-1 
1516-15-1 
1516-15-4 
1516-15-34 
1516-15-2 
AN3027-3 
97000-1 
l5AThO0-1 
AN3211-1 
AN3021-1 


AN3155-50-75 
AN3155-25-50 
SPEC MIL-M5204A 
SPEC MIL-5202A 
SPEC MIL-5202A 


D202W2R 
D201W3 
AN3027-6 
AN3027-3 
AN3027-7 
45A7400-1 
45A7400-1 
AN3027-7 
AN3022-11 
AN3027-6 
8749K11 
8905K783 






















AN3200-400 
AN3200-400 - 
213-54023 

SPEC MIL-S5210B 
165-547124 








AN3226-3 
AN3027-3 
AN3027-1 
AÑO2W2 
AN3227-1 
AN3021-3 
AN3027-8 
AN3021-7 
BZ7YST 
AN3210-1 
BZ7YST 
AN3226-3 
AN3021-2 
71000-3 
AN3027-3 
AN3027-3 
71000-1 
AN3227-3 
AN3027-3 
AN3227-1 

























AN3227-5 
AN3227-5 
A1900W 
S23-3B1A 
A2001R 
10681-100 
BZ7YT 












AN3027-1 
AN3027-1 







AN3027-1 
AN3226-3 
BZTYT 
BZTYT 
1HS1 
AN3210-1 
AN3210-1 
AN3210-1 
C3100DB3 
1HAl LH 
1HAl RH 

















Changed 26 May 1961 


EA501AP1330 


(MCREXE11-201 


AN3022-15B 


AN3027-2 
AN3436-4-1 
AN3436-2-1 
AN3436-2-14 
AN3436-4-4 
AN3436-4-4 
AN3436-2-14 
AN3436-2-14 
AN3436-2-12 
AN3436-2-10 
AN3436-2-10 
AN3436-2-10 
AN3436-2-10 
AN3436-2-10 
AN3436-2-10 
AN3436-2-4 
AN3436-2-6 
AN3436-2-12 
AN3436-2-13 
AN3436-2-13 
AN3436-2-13 
AN3436-2-15 
AN3436-2-15 
AN3436-2-15 
AN3436-2-15 
AN3436-2-15 


AN3436-2-20 ` 


AN3436-2-4 
AN3436-2-15 
AN3436-2-6 
AN3436-2-10 
AN3436-2-14 
AN3436-2-20 
AN3436-2-20 
AN3436-2-10 
AN3436-2-10 
AN3436-2-10 
AN3436-2-10 
AN3436-4-8 
AN3436-4-7 
AN3436-2-2 
18423-0-350 
18423-0-2 














Section IV 
Reference Designation Index T. ο. 1F-86K-4 ELECTRICAL (Cont) 



































































REFERENCE οντως GASS CUBE PART sig νὰ one PART 

sos | hoes STOCK SHIRE NUMBER NATION — 1 RM NUMBER 
10423-0-42 AN3100A16S88 
706175 AN3101A22-14S ç 
656767 A5610-24 
SPEC τι, τ65οἱ A5605-24 
MS28005-5 A5605-24 
MS28005-5 A5299-24 
MS28005-5 B4880-6 
MS28005-2 B4756 
664543 B4755 
1047E A5610-24 
104258-1 B4872 
25342-4 A5299-24 
550120-5 B4850 
10212-200 A5605-24 
25386-4 A5605-24 
105675 A5 299-24 
105705 B4755 
106875 A5299-24 
WE405-1 1/20 B4855 
25326-1 B4755 
D10109-100 A5605-24 
D10109-100 B4889-6 
25412 B4789 
25412 B4789 
25400 A5299-24 
108505 A711K 
AV2B1354 AN3306-1 
AV2B1354 AN3310-1 
10141-100 Model T162 
C1LOFA548-2 AT9Th-1 
17821 9022 
11821 AN3436-4-12 
AN3203V30 AN3436-2-15 
1500D2 AN3436-2-15 


AN3436-2-1 
AN3436-2-10 
AN3436-2-10 
AN3436-2-10 
AN3106B28-12P 
AN3106B28-12P 
AN3106B11S5S 
AN3102A20-33S 
AN3101B28-12S 
AN3101B28-12S 
AN3102A20-7S 
AN3102A20-78X 
AN3102A20-78 
AN3102A20-78 
190- 24737 





=. 
=3 
-1 
-1 
-1 
1 


AN3436-2-9 
AN3436-2-10 
AN3436-2-10 
AN3436-2-10 
AN3436-2-6 
AN3310-1 
AN3102A22-198 
AN3436-2-8 
AN3436-2-8 
AT9T4-1 
AT974-1 
AN3436-2-3 
AN3436-4-2 
AN3436-2-7 
AN3436-2-9 
207-54128-13 
207-54128-18 
7-8288(206) 
7-8288 zd 


UJ OY OY P TO TO DON QO XO XO SONO XO CO COTO το 


AN3436-2-11 
AN3436-2-11 
AN3436-2-11 
AN3436-2-9 
AN3436-2-9 
AN3436-2-10 
AN3436-2-2 
AN3436-2-3 
AN3436-2-7 
AN3436-2-10 
AN3436-2-10 
AN3436-2-10 
AN3436-2-10 
AN3100E24-28P 
AN3100A12S3P 
AN3100A18-108 
AN3100A18-10S 
AN3101A18-1P 


7-8288 ( 206 
7-8288 (206 
AN3100A8S1S 
AN3100A8818 
AN3100A8818 
AN3100A881S 
AN3106B20-278 
AN3106B20-278 
AN3106B24-2P 
AN3106B32-4P 
AN3106B32-13P 
AN3106B28-21P 


Changed 26 May 1961 











AN3102A28-12P3 
97-3106K18-3P 
AN3102A28-5P 

AN3102A22-19S8 











ELECTRICAL (Cont) T. 0. 


REFERENCE FIGURE CLASS CODE 
DESIG- & OR 
NATION INDEX STOCK NUMBER 






PART 
NUMBER 































































































































































































































































221 AN3106B28-16P 
222-42 AN3108B20-15S 
222-41 AN3108B18-18 
215-10 AN3106B1!35S 
228 AN3106B20-27P 
215-8 AN3108B28- 2P 
68-32 AN3106B18-1S 
232-24 AN3106B18-1S 
225-48 165-54644-10 
227-27 AN3106B18-1S 
243B-1 MS25183-18-1S 
238-19 AN3106B10SLÀS 
238-19 AN3106B10SLÀS 
228-22 AN3106B20-27S 
227-25 AN3106B1OSLHS 
227-25 AN3106B10SL4S 
230-10 AN3102A20-338 
221-14 AN3100A32-48S 
221-16 AN3100A32-13S 
221-15 AN3100A28-21S 
221-13 AN3100A28-168 
238-26 AN3100A1681S 
225-45 AN3100A28-28 
233-3 MS25018-1 
233-4 AN2552-3A 
223-20 AN3102A20-338 
223-20 AN3102A20-33S 
223-18 AN3102A22-19S 
223-21 AN3102A20-78 
223-18 AN3102A22-198 
228-22 AN3106B20-27S 
228 AN3106B20-27P 
225-16 RW15G250 
225-17 RW15J630 
231-12 AN3102A24-2P 
231-13 AN3102A20-27P 
231 AN3102A20-7SX 
231 AN3102A20-7SX 
230-10 AN3102A20-33S 
231-5 203-54100-7 
231-11 AN3353-1 
231-11 AN3353-1 
230-6 AN3308-1 

68-1 AN3320-1 

68-1 AN3320-1 
223-4 AN3306-1 
223-3 AN3308-1 
223-3 AN3308-1 
223-1 AN3310-1 
133-23 201-51050 
133-24 201-51050-3 
133-24 201-51050-3 
133-23 201-51050 
232-39 17343-16-525 
232-39 17343-16-525 
235-19 17343-16-525 
235-19 17343-16-525 
230-6 AN3308-1 
212-23 205-54079 
212-17 205-54077-11 
210-44 205-54047-21 
211-17 165-54354-30 
220 173-54044-10 
226-29 173-54034-21 
144-13 165-51296-10 
213-12 205-54073 
209-23 165-54430 
213-20 205-54075 
214-21 165-54357-10 
224-11 165-54360-11 
135 207-51003 
137-14 173-51041-30 
230-17 205-54192-21 
218-3 165-54381! 
219-1 165-54243 
225-18 165 -54380 
218-15 170-54069 
228-15 205-54337 
222-21 205 -54335 
223-22 205-54101-11 
237-15 165-54451 
217-19 190-54145-11 
234-16 190-54136 
232-13 190-54138 
222-14 165-54262-10 
220-4 205-54126 
231-9 201-54052 


Changed 26 May 1961 


1F-86K-4 





Section IV 
Reference Designation Index 


REFERENCE | FIGURE CLASS CODE PART 
DESIG- & OR NUMBER 
NATION | INDEX STOCK NUMBER 








Section IV T.O. 1F-86K-h 


Reference Designation Index RADIO j 


DESIG: NUMBER 

NATION | INDEX STOCK NUMBER ` 
ΖΟΡΙ -BA 
DPD32-33S2 


AN3108M22-14S 


REFERENCE | FIGURE CLASS CODE 
PART 
DESIG. & OR NUMBER 
NATION INDEX STOCK NUMBER 


243A-15 ΜΕΙ 


243A-14 C2193/A 
241 C1057B/ARC 34 
214-16A MDM-5 


2134-8 SA521/A 
241-34 ID573/ARC 
247-40. MS25183-28-15SX AN3106M28-15S 








243A-11 DM9700-19S MS3102C28-15S 
243A-9 MS25183-10813, AN3436-2-5 
241-Lo ms25183-20-298 CONE 
241-39 61-O6EPO-3TS AN3100M22-19S 
2434-10 AN3436-2-15 CETONA 
243A-4 72332-69 DONES SR 
PAD io AN5106M18-18 
P1545 72332-91 τος ΕΕ 
τα ED201 Ρόι MS25185-28-21S 
241-1 C1057/ARC3 AN3106M18-1P 
πε ο gae M525183 18 1Ρ 
2 -18- 
155-18 1D91B/ARNÓ πο, ie 
2hi-2 RT263/ARC34 AN 106418 98 
243-2 RT220 /ARN21 ep 
245 RT220B/ARN21 a e 
243-3 MT928/ARN21 AN3108M28-12S 
135-184 ID310/ARN AN5505-1 
242 T ry Col AN5505-1 | 
242-12 ' | R101A/ARNÓ AN3303-1 
MT274B/ARN6 AN3303-1 
ID48/ARN AN3303-1 
BC733F AN3102M20-278 
R322/ARN18 MS25183-20-278 
ΗΝ a AN3102M20-27S 
MTÓ91/ARN1 MS25183-20-278 
ID250/ARN AN3102M20-278 
ID249/ARN MS25183-20 -27S 
165-710 ο le | 
MS25183-20-278 
165-71068 ae 
MS25183-20-27S 
LA1553E28 AN3102M28-15P | 
PP1990/ARC34 MS3102A28-15P i 
LA1533E27 AN3108M28-15S 
RT1637ARC31 ` ' UG30C/U 
213-71014 
ree ad 165-71012-11 
165-71012 
165-71108 213-71022 
AN3021-3 
165-71108 LA1553E29 f 
` 165-71108 AN3436-2-17 
WLO4NGY3GY AN3436-2-13 
165-71060 ' AN3136-2-13 


151-71018 


AN3136-2-9 

AN3436-2-9 | f 
AN3436-2-9 i 
5118-66 i 

5110-68C12 

AN3436-2-11 

U134F32/12RG 

MRE34HZ I 

AN3108B21-28S 

AN3057-16A 

213-71004-9 


151-71048 


190-7109 
371-12 

3711-12 
173-71012 
AN3436-2-4 
AN3106M22-1%4S 
AN3106-16A -148 
MS25183-22-14¢ 
AN3106M-24-5P 
OGFN24-5S 
AN35106M-24-T7S 
OGFN24-78 
AN3106M-24-204 
: AN3108M14S2S 
AN3108E24-7S 
MS25183-24-78 
AN3100E24-7P 
MS310A24-7P 
AN3107B16818 
AN3108M18-18 
AN3108M28-12S 
MS25183-28-12 
AN3108M20-27S 
MS25183-28-128 
AN3108M20-27S 
14528 
06FN22-14S 
MS25183-22-1!S 


213-71004-7 
213-71004- £ 
213-71004-3 
213-71004-11 
2W1P24-18-63 
165-71070-3 
213-71009-3 
M359A 


CG405/ARN6 
165-71051-10 
UG363/U 
165-71093 
165-71047-50 
165-71071 
AN3106M24-288 
165-71016 
205-71006-9 





Changed 11 May 











T. O. 1F-B6K-h Section IV 


"ατα Reference Designotion Index 


REFERENCE FIGURE CLASS Copt EE 

IG. 

NATION INDEX STOCK NUMBER NUMBER 
205-71006-11 
165-71015 
UG27C/U 
165-71007-29 
165-71007-51 
165-71007-21 
165-71007-25 
CG132/ARN6 
205-71005-3 
205-71006-5 
205-71006-5 


REFERENCE FIGURE ame SSES 
PART 
DESIG- NUMBER 
NATION INDEX STOCK NUMBER 


205-54072-11 
AN3100M28-12S 
AN5108M28-12P 
AN3433-2-2 
AN3433-2-2 
ABS5 
71213-110 
71213-77 
71213-193 
71213-197 
71213-9 
71205-199 
71205-230 
71205-81 





Changed 26 May 1961 














Section IV 


Reference Designation Index ο 4 


REFERENCE | FIGURE CLASS CODE REFERENCE | FIGURE CLASS CODE F 

DESIG- PART DiG. m PART s 

NATION INDEX STOCK NUMBER NUMBER NATION | INDEX STOCK NUMBER NUMBER 2 
14148-506 AN3100M18-98 
14142-506 AN3100M22-14P 4 
14142-506 AN3100M24-288 
14150-506 AN3100A28-218 
14138-506 AN3100M28-2P 
14136-506 AN3108M28-12S 
14130-506 AN3100M28-12P 
14140-506 AN3101M22-14S 
14146-506 UG192/U 
667199 AN3100M11S5S_ 
AFB126-400 
AFB126-400 
RT279A /APX 
C1158/APX 





AMPLIFIER 
AMPLIFIER 
YPV102P2 
YPV160 
AN3057-4A 
UG212A 
UG27D, 
UG27D/U 
AN3433-2-3 
AN3433-2-2 
AN3433-2-2 
AN3433-2-2 
AN3433-22 


AN3106M16S1P 
AN3106M16S1S ` 
AN3106M16S18S 
AN3106M18-1S 
AN3106M20- 7P 
AN3106M20- 7PX 
AN3106M20-78 
AN3106M20-7S 
AN3436-2-9 
AN3436-2-10 
AN3436-2-15 
AN3436-2-15 
AN3436-2-15 
AN3436-2-2 
AN3436-2-17 
AN3436-2-17 
AN3436-2-10 
213-74005-3 
205-74004-3 
205~74004-5 
205-74004-7 
205-74004-9 
205-74004-11 
205-74004-19 
205-74004-27 
205-74004-21 
205-74004-17 
205-74004-25 
205-74004-23 
SA198A/U 
1AC1 

1AC1 

1AC1 
AN3436-2-13 
AN3436-2-13 
UG274/U 
49A6549-1-5 
AN3057-16A 
100-707-1 
100-707-3 
2209-6 
AN3022-8 
RVHATSD253A 
37586 
AN3021-3 
AN3234-1 
173-7+010-21 
12648-506 
12652-506 
12653-506 
12894-506 
13123-506 
13143-506 
12647-506 
12651-506 
11467-501 
10662-401 
10644-701 
11650-501 
11700-501 
11780-501 
13231-506 





AN3106M28-2P 
AN3106M28-2S 


O6FN14S5S 
AN3108M16S1S 
AN3108M16S1S 
AN3108M18-1P 
AN3108M18-1S 
AN3108M18-18 
AN3108M18-4P 
AN3108M20-279 
AN3108M28- 2S 
AN3108M18-4P' 
O6FN18-1P 
AN3106M22-118 
UG260A/U 
UG260A/U 
AN3106M21 - 20P 
O6FN24-28P 





MOS 
O6FN24-288 
AN3108M10SL39 





Changed 26 May 1961 


